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ADVERTISEMENT 


TO 

THE  SEVENTEENTH  EDITION 


In  the  present  Edition,  while  the  general  character  and  scope  of  the 
work,  which  marked  the  Sixteenth  Edition,  have  been  maintained,  con- 
siderable additions  and  modifications  in  detail  have  been  made,  and 
the  whole  has  been  carefully  revised.  The  chapter  on  the  Steam- 
Engine  has  been  rewritten  and  brought  up  to  date  by  Eng.-Lieut. 
Leslie  Robins,  R.N.,  to  whom  my  thanks  are  due,  and  I am  indebted 
to  Mr.  Arthur  Haddon,  of  the  Royal  Naval  College,  for  a similar  service 
in  connection  with  the  articles  on  Photography.  Numerous  additional 
examples  and  problems,  especially  in  Magnetism  and  Electricity,  will 
be  found  at  the  end  of  the  volume. 

It  may  be  as  well  to  point  out  once  more  that  the  book  is 
intended  to  be  a general  Elementary  Treatise  on  Physics,  and  that, 
while  it  accordingly  aims  at  giving  an  account  of  the  most  important 
facts  and  general  laws  of  all  branches  of  Physics,  an  attempt  to  treat 
completely  and  exhaustively  of  any  one  branch  would  be  both  incon- 
sistent with  the  general  plan  of  the  book  and  impossible  within  the 
available  space. 

A.  W.  REINOLD. 

Royal  Naval  College,  Greenwich  : 

August  1905. 
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BOOK  I 

ON  MATTER,  FORCE,  AND  MOTION 


CHAPTER  I 

GENERAL  PRINCIPLES 

i.  Object  of  Physics.-The  object  of  Physics  is  the  study  of  the  pheno- 

TnX  pie.SentCf  1°  bod'es-  Jt  should,  however,  be  added  that  changes 
m the  nature  of  the  body  itself,  such  as  the  decomposition  of  one  body  into 

cheZstr^  P 6n0mena  Wh0se  study  forms  the  more  immediate  object  of 

reveM^attterTThat  Whkh  Possesses  the  properties  whose  existence  is 
revealed  to  us  by  our  senses,  we  call  matter  or  substance. 

bimA ions  oSfta,nbnStat  PrCS?nt  /n°Wn  t0  US  may  be  considered  chemical  com- 
nations  of  about  seventy  elementary  or  simple  substances.  This  number 

however,  may  hereafter  be  diminished  or  increased  by  the  discovery  of  some 

more  powerful  means  of  chemical  analysis  than  we  «"present  possess 

,1  3*  Atoms,  molecules.— From  various  properties  of  bodies,  we  conclude 

hat  the  matter  of  which  they  are  formed  is  not  perfectly  continuous  but 

onsists  of  an  aggregate  of  an  immense  number  of  exceedingly  small  ’nor 

hons  or  atoms  of  matter.  These  atoms  cannot  be  divided  ScaUv  then 

are  retained  side  by  side,  without  touching  each  other  being sLÏrLÆ 

15  A urotmof'i  comParisol>  «ith  their  supposed  dimensions 

considered  rl  m°rc  '"'T’  forms  a *>  that  a body  may  be 

nsidered  as  an  aggregate  of  very  small  molecules,  and  these  , . 

aggregates  of  still  smaller  atoms.  The  smallest  masses  of  matter  g 

Obtain  artificially  zre  particles,  and  not  molecules  or  atoms  ' 'V'r 

rom  consicleiations  based  upon  various  nhvsiral  nlmn 

Kelvin  has  calculated  that  in  ordinary  solids  and  liquids  the  aver ^ r 

tance  between  contiguous  molecules  is  less  than  therm  i / f a?e  dls' 
hut  greater  than  the  one  two  thousand-millionth  of  a ^*ime^ 
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To  form  an  idea  of  the  degree  of  the  size  of  the  molecules  Lord  Kelvin 
gives  this  illustration  : ‘ Imagine  a drop  of  rain,  or  a glass  sphere  the  size  of 
a pea,  magnified  to  the  size  of  the  earth,  the  molecules  in  it  being  increased 
in  the  same  proportion.  The  structure  of  the  mass  would  then  be  coarser 
than  that  of  a heap  of  fine  shot,  but  probably  not  so  coarse  as  that  of  a heap 
of  cricket-balls.’ 

The  number  of  molecules  in  a cubic  centimetre  of  air  is  calculated  at 
twenty-one  trillions. 

By  dissolving  in  alcohol  a known  weight  of  fuchsine,  and  diluting  the 
liquid,  it  was  observed  that  a solution  containing  not  more  than  0-00000002, 
or  as  it  may  conveniently  be  written  o-o72,  of  a gramme,  in  one  cubic 
centimetre  had  still  a distinct  colour  ; that  is,  that  a quantity  of  not  more 
than  the  ^-millionth  of  a gramme  can  be  perceived  by  the  naked  eye.  As 
the  molecular  weight  of  this  substance  is  337  times  that  of  hydrogen,  it 
follows  that  the  mass  of  an  atom  of  hydrogen  cannot  be  greater  than  the  one 
20,000-millionth  of  a gramme.  Weiner  determined  the  thickness  of  a layer 
of  silver  at  0-2  /x/x,  the  expi'ession  /x  standing  for  the  thousandth  of  a milli- 
metre, and  /x/x  for  the  millionth  of  a millimetre  or  a micromillimetre. 

Loschmidt  gives  the  diameter  of  the  molecules  of  hydrogen  at  o-o74  of  a 
centimetre,  or  -04  ^x/x  ; and  according  to  Mousson  and  Quincke  the  diameter 
of  the  sphere  within  which  one  molecule  can  act  upon  an  adjacent  one,  or 
what  is  called  the  double  radius  of  molecular  action , is  between  30  and  40  m 
and  is  therefore  from  10  to  20  times  less  than  the  wave-length  of  red  light. 

4.  Molecular  state  of  bodies.— With  respect  to  the  molecules  of  bodies 
three  different  stages  of  aggregation  present  themselves. 

First , the  solid  state , as  observed  in  wood,  stone,  metals,  &c.,  at  the 
ordinary  temperature.  The  distinctive  character  of  this  state  is,  that  the 
relative  position  of  the  molecules  of  the  bodies  is  fixed  and  cannot  be 
changed  without  the  application  of  more  or  less  force.  Solid  bodies  tend, 
therefore,  to  retain  whatever  form  may  have  been  given  to  them  by  nature 

or  by  art.  „ 

Secondly,  the  liquid  state,  as  observed  m water,  alcohol,  oil,  dm.  Here 
the  relative  position  of  the  molecules  is  no  longer  fixed,  the  molecules  glide 
past  each  other  with  the  greatest  ease,  and  the  body  assumes  with  readiness 
the  form  of  any  vessel  in  which  it  may  be  placed. 


Thirdly,  the  gaseous  state,  as  in  air  and  in  hydrogen.  In  gases  the 
mobility  of  the  molecules  is  still  greater  than  in  liquids  ; but  the  distinctive 
character  of  a gas  is  its  incessant  struggle  to  occupy  a greater  space,  in  con- 
sequence of  which  a gas  has  neither  an  independent  form  nor  an  independent 
volume,  for  its  volume  depends  upon  the  pressure  to  which  it  is  subject. 

The  general  term  fluid  is  applied  to  both  liquids  and  gases.  _ 
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light  particles  by  a rod  of  sealing-wax  which  has  been  rubbed  by  flannel, 
the  rippling  of  the  surface  of  a lake,  and  the  freezing  of  water,  are  examples 
of  such  phenomena. 

A physical  law  is  the  constant  relation  which  exists  between  any  pheno- 
menon and  its  cause.  As  an  example,  we  have  the  phenomenon  of  the 
diminution  of  the  volume  of  a gas  by  the  application  of  pressure  ; the  cor- 
responding law  has  been  discovered,  and  is  expressed  by  saying  that  the 
volume  of  a gas  is  inversely  proportional  to  the  pressure  if  the  temperature 
is  constant. 


In  order  to  explain  the  cause  ol  whole  classes  of  phenomena,  suppositions, 
or  hypotheses , are  made  use  of.  The  utility  and  probability  of  an  hypothesis 
or  theory  are  the  greater  the  simpler  it  is,  and  the  more  varied  and  numerous 
the  phenomena  which  are  explained  by  it  ; that  is  to  say,  are  brought  into 
regular  causal  connection  among  themselves  and  with  other  natural  pheno- 
mena. Thus  the  adoption  of  the  undulatory  theory  of  light  is  justified  by 
the  simple  and  unconstiained  explanation  it  gives  of  luminous  phenomena, 
and  by  the  connection  it  reveals  with  the  phenomena  of  heat. 

Physical  agents.  In  our  attempts  to  ascend  from  a phenomenon  to 
its  cause,  we  assume  the  existence  of  physical  agents  or  natural  forces  acting' 
upon  matter  ; as  examples  of  such  we  have  gravitation , heat , light  magnet- 
ism, and  electricity. 

. .Smce  these  physical  agents  are  disclosed  to  us  only  by  their  effects  their 
intimate  nature  is  completely  unknown.  In  the  present  state  of  science  we 
cannot  say  whether  they  are  properties  inherent  in  matter,  or  whether  they 
result  from  movements  impressed  on  the  mass  of  subtile  and  imponderable 
forms  of  matter  diffused  through  the  universe.  The  latter  hypothesis  is,  how- 
ever, generally  admitted.  This  being  so,  it  may  be  further  asked,  are’ there 
several  distinct  forms  of  imponderable  matter,  or  are  they  in  reality  but  one 
and  the  same  As  the  physical  sciences  extend  their  limits,  the  opinion 
tends  to  prevail  that  there  is  a subtile,  imponderable,  and  eminently  elastic 
fluid  called  the  ether  distributed  through  the  entire  universe  ; it  pervades 
the  mass  of  all  bodies,  the  densest  and  most  opaque,  as  well  as  the  lightest 
or  the  most  transparent.  It  is  also  considered  that  the  ultimate  particles  oi 
which  matter  ,s  made  up  are  capable  of  definite  motions  varying  in  character 
and  velocity,  which  can  be  communicated  to  the  ether.  A motion  of  a 
particular  kind  communicated  to  the  ether  can  give  rise  to  the  phenomenon 
of  heat  ; a motion  of  the  same  kind,  but  of  greater  frequency,  produces  light  • 
and  ,t  ,s  now  pretty  certain  that  a motion  different  in  form  or  in  character  is 

mofionT  Ï 6 !CtnClt£  , N0t  merely  do  the  atoms  of  bodies  communicate 
tan'Sma  "is' yofCmitfonen0me"a’  refer^",  th“S  t0  a si"8'e 
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chapter  II 

GENERAL  PROPERTIES  OF  BODIES 

7.  Different  kinds  of  properties. — -By  the  term  properties , as  applied  to 

bodies,  we  understand  the  different  ways  in  which  bodies  present  themselves 
to  our  senses.  We  distinguish  from  specific  properties.  The  former 

aie  shared  by  all  bodies,  and  amongst  them  the  most  important  are  impene- 
tr ability , extension , divisibility , porosity , compressibility , elasticity , mobility , 
and  inertia. 

Specific  properties  are  such  as  are  observed  in  certain  bodies  only,  or  in 
cei  tain  states  of  these  bodies  ; such  are  solidity , fluidity , tenacity , ductility , 
malleability , hardness , transparency , colour , drv. 

With  respect  to  the  above  general  properties,  impenetrability  and 
might,  perhaps,  be  more  aptly  termed  essential  attributes  of  matter, 
since  they  suffice  to  define  it  ; while  divisibility , porosity , compressibility , 
and  elasticity  do  not  apply  to  atoms,  but  only  to  bodies  or  aggregates  of 
atoms  (3). 

8.  Impenetrability.  —Impenetrability  is  the  property  in  virtue  of  which  two 
portions  of  matter  cannot  at  the  same  time  occupy  the  same  portion  of  space. 
Thus  when  a stone  is  placed  in  a vessel  of  water  the  volume  of  the  water 
rises  by  an  amount  depending  on  the  volume  of  the  stone;  this  method, 
indeed,  is  used  to  determine  the  bulk  of  irregularly  shaped  bodies  by  means 
of  graduated  measures. 

Strictly  speaking,  this  property  applies  only  to  the  atoms  of  a body.  In 
many  phenomena  bodies  appear  to  penetrate  each  other  ; thus,  the  volume 
of  a compound  body  is  always  less  than  the  sum  of  the  volumes  of  its  con- 
stituents ; for  instance,  the  volume  of  a mixture  of  water  and  sulphuric  acid, 
or  of  water  and  alcohol,  is  less  than  the  sum  of  the  volumes  before  mixture. 
Two  gases  in  the  same  space  each  occupies  the  whole  of  the  space.  In  all 
these  cases,  however,  the  penetration  is  merely  apparent,  and  arises  from 
the  fact  that  in  every  body  there  are  interstices,  or  spaces  unoccupied  by 
matter  (13). 

9.  Extension. — Extension  or  Magnitude  is  the  property  in  virtue  of  which 
every  body  occupies  a limited  portion  of  space. 

Many  instruments  have  been  invented  for  measuring  linear  extension  or 
lengths  with  great  precision.  Two  of  these,  the  vernier  and  micrometer 
screw,  on  account  of  their  great  utility  deserve  to  be  here  mentioned. 

10.  Vernier. — The  vernier  forms  a necessary  part  of  all  instruments 
where  lengths  or  angles  have  to  be.  estimated  with  precision  ; it  derives  its 
name  from  its  inventor,  a French  mathematician,  who  died  in  1637,  and 
consists  essentially  of  a short  graduated  scale,  ab  (fig.  1),  which  is  made  to 
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slide  along  a fixed  scale,  AB,  so  that  the  graduations  of  both  may  be  com- 
pared with  each  other.  The  fixed  scale,  AB,  being  divided  into  equal  parts, 
the  whole  length  of  the  vernier,  ab,  may,  for  example,  be  taken  equal  to  nine 
of  those  parts,  and  is  itself  divided  into  ten  equal  parts.  Each  of  the  parts 
of  the  vernier,  ab , will  then  be  less  than  a part  of  the  scale  by  one-tenth  of 
the  latter. 

This  being  granted,  in  order  to  measure  the  length  of  any  object,  inn , let 
us  suppose  that  the  latter,  when  placed  as  in  the  figure,  has  a length  greater 
than  four  but  less  than  five  parts  of  the  fixed  scale.  In  order  to  determine 
by  what  fraction  of  a part  inn  exceeds  four,  one  of  the  ends,  a,  of  the  vernier, 
ab,  is  placed  in  contact  with  one  extremity  of  the  object,  inn , and  the 
division  on  the  vernier  is  sought  which  coincides  with  a division  on  the 
scale,  AB.  In  the  figure  this  coincidence  occurs  at  the  eighth  division  of 
the  vernier,  counting  from  the  end,  n , and  indicates  that  the  fraction  to  be 
measured  is  equal  to  -t%ths  of  a part  of  the  scale,  AB.  In  fact,  each  of  the 
parts  of  the  vernier  being  less  than  a part  of  the  scale  by  ^th  of  the  latter,  it 
is  clear  that  on  proceeding  towards  the  left  from  the  point  of  coincidence 
the  divisions  of  the  vernier  are  respectively  one,  two,  three,  &c.  tenths, 
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behind  the  divisions  of  the  scale  ; so  that  the  end,  n,  of  the  object  (that  is  to 
say,  the  eighth  division  of  the  vernier)  is  T^jths  behind  the  division  4 on  the 
scale  ; in  other  words,  the  length  of  inn  is  equal  to  4-^ths  of  the  parts  into 
which  the  scale  AB  is  divided.  Consequently  if  the  scale  AB  were  divided 
mto  inches  the  length  of  inn  would  be  4i1r  = 4f  inches.  The  divisions  on 
the  scale  remaining  the  same,  it  would  be  necessary  to  increase  the  length 
of  the  vernier  in  order  to  measure  the  length  inn  more  accurately.  For 
instance,  if  the  length  of  the  vernier  were  equal  to  nineteen  of  the  parts  on 
the  scale,  and  this  length  were  divided  into  twenty  equal  parts,  the  length  nin 
could  be  determined  to  the  twentieth  of  a part  on  the  scale,  and  so  on.  In 
instruments  like  the  theodolite,  intended  for  measuring  angles,  the  scale  and 
verniei  have  a circular  form,  and  the  latter  usually  carries  a magnifier  in 
01  dei  that  the  coincident  divisions  of  vernier  and  scale  may  be  determined 
with  greater  precision. 

ii.  Micrometer  screw. — Another  useful  little  instrument  for  measuring 
small  lengths  with  precision  is  the  micrometer  screw.  It  is  used  under  various 
orms  but  the  principle  is  the  same  in  all,  and  may  be  conveniently  illustrated 
by  reference  to  the  spherometer.  This  consists  of  an  accurately  turned  screw 
with  a blunt  po.nt  which  works  in  a companion  supported  on  three  steel 

, °nC  ,°f  UrVS  flXed  a vertical  £raduated  scale,  each 
division  of  which  is  equal  to  the  distance  between  two  threads  of  the  screw 
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This  distance  may  be  accurately  determined  by  measuring  a given  length  of 
the  screw  by  compasses,  and  counting  the  number  of  the  threads  in  this 
length.  A circular  disc  attached  to  the  screw  is  graduated  at  the  periphery 

into  any  given  number  of  parts,  say  500,  and 
is  turned  by  a milled  head  immediately  above 
it.  Suppose  now  the  distance  between  the 
threads  is  1 millimetre,  when  the  head  has 
made  a complete  turn  the  point  of  the  screw 
will  have  risen  or  sunk  through  one  milli- 
metre, and  so  on  in  proportion  for  any 
multiple  or  fraction  of  a turn. 

In  order  to  determine  the  thickness  of  a 
piece  of  glass,  for  instance,  the  apparatus  is 
placed  on  a perfectly  plane  polished  surface, 
and  the  point  of  the  screw  is  brought  in 
contact  with  the  glass.  The  division  on  the 
vertical  scale  immediately  above  the  limb, 
and  that  on  the  limb  are  read  off  ; each  should  read  zero.  After  removing 
the  glass  plate  the  point  is  brought  in  contact  with  the  plane  surface,  and 
corresponding  readings  are  again  made,  from  which  the  thickness  can  be  at 
once  deduced. 

The  same  process  is  obviously  applicable  to  determining  the  diameter  of 
a wire. 

To  ascertain  whether  a surface  is  spherical,  three  points  are  applied  to 
the  surface,  and  the  screw  is  also  made  to  touch  as  described  above.  It  is 
then  moved  along  the  surface,  and  if  all  four  points  are  everywhere  in 
contact  the  surface  is  truly  spherical.  This  application  is  of  great  value  in 
ascertaining  the  curvature  of  lenses. 

The  diameter  of  a sphere  may  also  be  measured  by  its  means  ; for  it 
can  be  shown  by  a simple  geometrical  construction  that  the  distance  of  the 
movable  point  from  the  plane  of  the  fixed  points,  multiplied  by  the  diameter 
of  the  sphere,  is  equal  to  the  square  of  the  distance  of  the  movable  point 
from  one  of  the  fixed  points.  If  h is  the  distance  of  the  movable  point  from 
the  plane  of  the  fixed  points,  c the  distance  of  the  movable  point  from  the 
fixed  point  when  in  the  same  plane,  which  is  known  once  for  all,  and  d the 
diameter  of  the  sphere,  then  it  can  be  shown  by  a simple  geometrical  con- 
/2 

struction  that  d = ^ + h (see  art.  539)- 

12.  Divisibility. — Divisibility  is  the  property  in  virtue  of  which  a body 
may  be  separated  into  distinct  parts. 

Numerous  examples  may  be  cited  of  the  extreme  divisibility  ot  mattei  (j). 
Leslie  stated  that  the  tenth  part  of  a grain  of  musk  will  continue  for  years 
to  fill  a room  with  its  odoriferous  particles,  and  at  the  end  of  that  time 
will  scarcely  be  diminished  in  weight.  Blood  is  composed  of  led,  flattened 
globules,  floating  in  a colourless  liquid  called  scrum.  In  man  the  diameter 
of  one  of  these  globules  is  less  than  the  3500th  part  of  an  inch,  and  the 
drop  of  blood  which  might  be  suspended  from  the  point  of  a needle  would 
contain  about  a million  of  globules. 

Again,  the  microscope  has  disclosed  to  us  the  existence  of  insects  smallei 
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than  these  particles  of  blood  ; the  struggle  for  existence  reaches  even  to 
these  little  creatures,  for  they  devour  still  smaller  ones.  If  blood  runs  in 
the  veins  of  these  devoured  ones,  how  infinitesimal  must  be  the  magnitude 
of  its  component  globules  ! 

Although  experiment  fails  to  determine  whether  there  be  a limit  to  the 
divisibility  of  matter,  many  facts  in  chemistry,  such  as  the  invariability  in 
the  relative  weights  of  the  elements  which  combine  with  each  othei,  would 
lead  us  to  believe  that  such  a limit  does  exist.  It  is  on  this  account  that 
bodies  are  conceived  to  be  composed  of  extremely  minute  and  indivisible 


parts  called  atoms  (3). 

13.  Porosity.  — Porosity  is  the  quality  in  virtue  of  which  interstices  or 
pores  exist  between  the  molecules  of  a body. 

Two  kinds  of  pores  may  be  distinguished  : physical  pores , where  the 
interstices  are  so  small  that  the  surrounding  molecules  remain  within  the 
sphere  of  each  other’s  attracting  or  repelling 
forces  ; and  sensible  pores , or  actual  cavities 
across  which  these  molecular  forces  cannot  act. 

The  contractions  and  expansions  resulting  from 
variations  of  temperature  are  due  to  the  exist- 
ence of  physical  pores,  whilst  in  the  organic 
world  the  sensible  pores  are  the  seat  of  the 
phenomena  of  exhalation  and  absorption. 

In  wood,  sponge,  and  a great  number  of 
stones — for  instance,  pumice  stone — the  sensible 
pores  are  apparent  ; physical  pores,  or  inter- 
molecular  spaces,  never  are.  Yet,  since  the 
volume  of  every  body  may  be  diminished,  we 
conclude  that  all  possess  physical  pores. 

The  existence  of  sensible  pores  in  leather  or 
wood  may  be  shown  by  the  following  experi- 
ment : — A long  glass  tube,  A (fig.  3),  is  provided 
with  a brass  cup  at  the  top,  and  a brass  foot  made 
to  screw  on  to  the  plate  of  an  air-pump.  The 
bottom  of  the  cup  consists  of  a thick  piece  of 
leather.  After  pouring  mercury  into  the  cup  so 
as  entirely  to  cover  the  leather,  the  air-pump  is  put 
in  action,  and  a partial  vacuum  produced  within 
the  tube.  By  this  action  a shower  of  mercury  is 
at  once  produced  within  the  tube,  for  atmo- 
spheric pressure  forces  the  mercury  through 
the  pores  of  the  leather.  In  the  same  manner 
water  or  mercury  may  be  forced  through  the 
pores  of  wood  by  replacing  the  leather  in  the  above  experiment  by  a disc 
of  wood  cut  perpendicular  to  the  fibres. 


When  a piece  of  chalk  is  thrown  into  water,  air-bubbles  at  once  rise  to 
the  surface,  in  consequence  of  the  air  in  the  pores  of  the  chalk  being 
expelled  by  the  water.  The  chalk  will  be  found  to  be  heavier  after  immer- 
sion than  it  was  before,  and,  from  its  known  volume,  the  volume  of  its  pores 
may  be  easily  determined  from  the  increase  of  its  weight. 
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The  porosity  of  agate,  flint,  marble  is  evident  from  the  fact  that  they  are 
penetrated  by  liquids  such  as  oil  ; on  this,  indeed,  depends  the  artificial 
coloration  of  these  minerals. 

The  porosity  of  gold  was  demonstrated  by  the  celebrated  Florentine 
experiment  made  in  1 66 1 . Some  academicians  at  Florence,  wishing  to  try 
whether  water  was  compressible,  filled  a thin  globe  of  gold  with  that  liquid, 
and,  after  closing  the  orifice  hermetically,  they  exposed  the  globe  to  pressure 
with  a view  of  altering  its  form,  knowing  that  any  alteration  in  form  must  be 
accompanied  by  a diminution  in  volume.  The  consequence  was,  that  the 
water  forced  its  way  through  the  pores  of  the  gold,  and  stood  on  the  outside 
of  the  globe  like  dew.  More  than  forty  years  previously  the  same  fact  was 
demonstrated  by  Bacon  by  means  of  a leaden  sphere  ; the  experiment 
has  since  been  repeated  with  globes  of  other  metals,  and  similar  results 
obtained.  At  a red  heat  both  platinum  and  iron  allow  gases  to  diftuse 

through  them.  „ , , , . , 

Liquids  have  no  pores  in  the  ordinary  sense  of  the  word,  but  intei - 
molecular  spaces.  As  an  illustration  of  this,  a glass  tube  about  a metre 
long,  closed  at  one  end,  is  half  filled  with  water,  and  then  pure  alcohol 
poured  upon  it  to  a mark  near  the  top  ; on  then  closing  the  open  end  with 
the  thumb  and  inverting  the  tube  several  times  the  mixture  shrinks  so  that 
its  level  is  now  nearly  an  inch  below  the  mark  ; at  the  same  time  \ery 
minute  bubbles  are  seen  to  rise,  owing  to  the  water  having  penetrated  into 
he  intermolecular  spaces  of  the  alcohol  and  expelled  the  air  present. 

i4.  Apparent  and  real  volumes.— In  consequence  of  the  porosity  of 
bodies,  it  becomes  necessary  to  distinguish  between  their  real  and  appai  ent 
volumes.  The  real  volume  of  a body  is  the  portion  of  space  actually  occu- 
pied by  the  matter  of  which  the  body  is  composed  ; its  apparent  volume  is 
the  sum  of  its  real  volume  and  the  total  volume  of  its  poies.  e l 
volume  of  a body  is  invariable,  but  its  apparent  volume  can  be  altered 

'i°5US  Applications.—' The  property  of  porosity  is  utilised  in  filters  of  paper 
felt,  stone  charcoal,  &c.  The  pores  of  these  substances  are 
to  allow  liquids  to  pass,  but  small  enough  to  arrest  the  passage  of  any  su  - 
stances  which  these  liquids  may  hold  in  suspension.  Again,  large  blocks ; of 
stone  are  often  detached  in  quarries  by  introducing  wedges 
grooves  cut  in  the  rock.  These  wedges  being  moistened  water  penetrates 
their  nores  and  causes  them  to  swell  with  cpnsideiable  fo  ce.  ) ’ 

when  moistened,  increase  in  diameter  and  diminish  in  length-a  propeity 

T Z l Its  strength  decreases  as  the  temperature  increases. 

SXJL  arc  healed 

ultimately  converted  into  the  gaseous  state,  provided  that  heat  p.oduce 

them  no  chemical  change.  tw  of  cohesion. 

In  large  masses  of  liquids  the  force  of  gravity 
Hence  liquids  acted  upon  by  the  former  foice  ha\  c n P 1 ’ sses 

take  that  of  the  vessel  in  which  they  are  contained.  But  m smaller 
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cohesion  gets  the  upper  hand,  and  liquids  assume  then  the  spheroidal  form. 
This  is  seen  in  the  drops  of  dew  on  the  leaves  of  plants.  It  is  also  seen  when 
a liquid  is  placed  on  a solid  which  it  does  not  moisten  ; as,  for  example, 
mercury  upon  wood.  The  experiment  may  also  be  made  with  water,  by 
sprinkling  upon  the  surface  of  the  wood  some  light  powder  such  as  lyco- 
podium or  lampblack,  and  then  dropping  a little  water  on  it.  The  following 
experiment  is  an  illustration  of  the  force  of  cohesion  causing  a liquid  to 
assume  the  spheroidal  form.  A saturated  solution  of  zinc  sulphate  is  placed 
in  a narrow-necked  bottle  (fig.  4),  and  a small  quantity  of  carbon  bisulphide, 
coloured  with  iodine,  made  to  float  on  the  surface.  If  pure  water  is  now 
carefully  added,  so  as  to  rest  on  the  surface  of  the  zinc 
sulphate  solution,  its  specific  gravity  being  less  than J that  of 
the  saturated  solution,  the  bisulphide  collects  in  the  form  of  a 
flattened  spheroid,  which  presents  the  appearance  of  blown 
coloured  glass,  and  is  larger  than  the  neck  of  the  bottle,  pro- 
vided a sufficient  quantity  has  been  taken. 

The  force  of  cohesion  of  liquids  may  be  illustrated  and 
even  measured  as  follows.  A plane,  perfectly  smooth  disc,  D 
(fig-  S)>  is  suspended  horizontally  to  one  scale-pan,  of  a 
delicate  balance,  and  is  accurately  equipoised.  A some- 
what wide  vessel  of  liquid  is  placed  below,  and  the  position 
of  the  disc  regulated  by  means  of  the  sliding  screw  S until  it  just  touches 
the  liquid.  Weights  are  then  carefully  added  to  the  other  scale-pan  until 
the  disc  is  detached  from  the  liquid.  In  this  way  it  has  been  found  that 
the  weights  required  to  detach  the  disc  vary  with  the  nature  of  the  liquid; 
with  a disc  of  1 1 8 mm.  diameter  the  numbers  for  water,  alcohol,  and 
turpentine  were  59^4,  31,  and  34  grammes  respectively. 

The  results  were  the  same  whether  the  disc  was  of  glass,  of  copper,  or 
of  other  metals,  showing  thus  that  they  only  depend  on  the  nature  of  the 
liquid.  It  is  a measure  of  the  cohesion  of  the  liquid,  for  a layer  remains 
adhering  to  the  disc  ; hence  the  weight  on  the  other  side  does  not  separate 
the  disc  from  the  liquid,  but  separates  the  particles  of  liquid  from  each  other. 

17.  Affinity.  Chemical  affinity , or  chemical  attraction , is  the  force  which 
is  exerted  between  molecules  not  of  the  same  kind.  Thus,  in  water,  which 
is  composed  of  oxygen  and  hydrogen,  it  is  affinity  which  unites  these 
elements,  but  it  is  cohesion  which  binds  together  two  molecules  of  water. 

To  affinity  are  due  all  the  phenomena  of  combustion  and  of  chemical 
combination  and  decomposition. 

Those  causes  which  tend  to  weaken  cohesion  are  most  favourable  to 
a nity , for  instance,  the  action  of  affinity  between  substances  is  facilitated  by 
t reir  division,  and  still  more  by  reducing  them  to  a liquid  or  gaseous  state, 
t is  most  powerfully  exerted  by  a body  in  its  nascent  state— that  is,  the  state 
in  which  the  body  exists  at  the  moment  it  is  disengaged  from  a compound  • 
tne  body  is  then  free  and  ready  to  obey  the  feeblest  affinity.  An  increase 
, temPerature  modifies  affinity  differently  under  different  circumstances 
n some  cases  by  diminishing  cohesion,  and  increasing  the  distance  between 
he  mckedes,  heat  promotes  combination  ; thus,  sulphur  and  oxygen,  which 

sulnh.n-  rnari  tenipera,turc  are  wlthout  aCtion  011  eadl  othei‘.  combine  to  form 
sulphur  dioxide  when  the  temperature  is  raised.  In  other  cases  heat  tends 
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to  decompose  compounds  by  imparting  to  their  elements  an  unequal  expan- 
sibility ; hence  it  is  that  many  metallic  oxides— as,  for  example,  those  of  si  vei 
and  mercury-are  decomposed,  by  the  action  of  heat  into  gas  and  metal. 

18.  Adhesion.— The  molecular  attraction  exerted  between  the  surfaces  ol 
bodies  in  contact  is  called  adhesion. 

i.  Adhesion  takes  place  between  solids.  If  two  leaden  bullets  aie  cut 
with  a penknife  so  as  to  form  two  equal  and  brightly  polished  surfaces,  an 
the  two^ faces  are  pressed  and  turned  against  each  other,  until  they  are  in  the 
closest  contact,  they  adhere  so  strongly  as  to  require  a foice  of  moie  than 
,00  grammes  to  separate  them.  The  same  experiment  may  be  made  with 
two  equal  pieces  of  glass  which  are  polished  and  made  perfectly  plane. 
When  they  are  pressed  one  against  the  other,  the  adhesion  is  so  powerfu 
that  they  cannot  be  separated  without  breaking.  As  the  experiment  succeeds 
«it  cannot  bePdue  to  atmospheric  pressure,  but  must 
to  a reciprocal  action  between  the  two  surfaces.  The  atti action  also 
mcieases  'as  the  contact  is  prolonged,  and  is  greater  in  proportion  as 

the  contact  is  closer.  . , mav  be 

It  appears,  however,  from  optical  considerations  that  p ates  n • ) 

separated  from  each  other  by  a distance  of  o-oooi  mm  A tlns^ g*e te 

than  the  diameter  of  the  sphere  of  molecular  action  (3  , 

the  connection  of  the  plates  is  affected  by  layers  of  air  condensed  on 

SUrtnethe9operation  of  glueing  the  adhesion  is  complete,  for  *e  Pores 
crevices  of  the  fresh  surfaces  being  filled  with  liquid  glue,  so  *at  there  is  no 
empty  space  on  drying,  wood  and  glue  form  one  c°™pac  breaks 

cases  the  adhesion  of  cemented  objects  is  so  P°^  that  ™ ^ ^ 
more  readily  at  other  places  than  at  the  cemented  parts.  Both  gl  e 

and  cementing  the  layer  should  be  thin  sawdust,  fine  sand, 

Spring  exposed  various  powders  such  as  1 P , ^ ^ 

and  chalk,  to  a pressure  of  10,000  atmosphe  ( 5)  substances 

masses  of  greater  hardness  and  tenacity  than  the  ongina 

possessed,  and  destitute  metals  must  be  quite 

Soldering  is  due  to  adhesion  , the  sut  la  vvh;ch  they 

clean,  which  is  effected  by  removing  the  lay®  of  o 1 , soiidifies 

are  usually  coated,  by  acid  or  by  borax.  The  solder 

adheres  only  to  clean  metal  surfaces.  cohesion  ; thus  when 

There  is  no  real  difference  between  adhesi  < , tl  ey  adhere 

two  freshly  cut  surfaces  of  indiarubber  are  pressed  togethei,  they 

with  considerable  force,  and  ultimate  y uim  nd  liquids.  If  we  dip  a 

Ü.  Adhesion  also  takes  place  between  solids  and  Jqujd^  ^ ^ at 

glass  rod  into  water,  and  then  withdraw  it  a p weight  of  the 

its  lower  extremity,  and  remain  susp^d*^  ^ force  superior  to 
drop  tends  to  detach  it,  there  must  ne,  of  adhesion, 

this  weight  which  maintains  it  there  t t ^ of  a vessel  so  easily  run 
This  is  the  cause  why  liquids  when  p thus  doing- 

down  the  outside  ; it  is  prevented  by  greasing  theoute.  g , 

away  with  the  adhesion.  j more  powerful  than  that 

experiment  a t„in  layer  of  oi.  is  infer- 
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posed  between  the  plates  they  adhere  firmly,  but  when  pulled  asunder  each 
plate  is  moistened  by  the  oil,  showing  therefore  that  in  separating  the  plates 
the  cohesion  of  the  liquid  is  overcome,  but  not  the  adhesion  of  the  oil  to  the 
metal. 

In  the  above  case  the  solid  is  wetted  by  the  liquid  ; that  is,  some  remains 
adhere  even  when  the  drop  falls.  But  liquids  adhere  to  solids  even  when 
they  are  not  wetted.  Thus,  if  a smooth  glass  plate 
is  suspended  horizontally  from  one  arm  of  a balance, 
and  is  counterpoised  as  in  fig.  5 ; on  sliding  a level 
surface  of  mercury  under  the  plate,  so  that  the  plate 
touches  the  mercury,  a considerable  weight  must 
be  placed  in  the  other  pan  so  as  to  detach  the 
plate  from  the  mercury.  Small  drops  of  mercury, 
too,  adhere  to  the  under-side  of  a glass  or  porcelain 
plate. 

iii.  The  force  of  adhesion  operates,  lastly,  be-  p 
tween  solids  and  gases.  If  a glass  or  metal  plate 
is  immersed  in  water,  bubbles  will  be  found  to 
appear  on  the  surface.  As  air  cannot  penetrate 
into  the  pores  of  the  plate,  the  bubbles  could  not 
arise  from  the  air  which  has  been  expelled.  It  is 
solely  due  to  the  layer  of  air  which  covered  the 
plate  and  moiste?ied  it  like  a liquid.  In  many  cases 
when  gases  are  separated  in  the  nasce?it  state  on 
the  surface  of  metals — as  in  electrolysis — the  layer 
of  gas  which  covers  the  plate  has  such  a density 
that  it  can  produce  chemical  actions  more  powerful 
than  those  which  it  can  bring  about  in  the  free 
state. 

The  collection  of  dust  on  walls,  writing  and 
drawing  with  chalks  and  pencils,  depend  on  the  11 

adhesion  of  solids.  Yet  these  are  easily  rubbed  out, 

for  the  adhesion  is  only  to  the  surface  layer.  In  writing  with  ink,  and  in 
water-colour  painting,  the  liquid  penetrates  into  the  pores,  taking  the  solid 
with  it,  which  is  left  behind  as  the  liquid  evaporates,  and  hence  the  adhesion 
of  such  writing  and  painting  is  far  more  complete. 

19.  Compressibility. — Compressibility  is  the  property  in  virtue  of  which 
the  volume  of  a body  may  be  diminished  by  pressure.  This  property  is  at 
once  a consequence  and  a proof  of  porosity. 

Bodies  differ  greatly  with  respect  to  compressibility.  The  most  com- 
pressible bodies  are  gases  ; by  sufficient  pressure  they  may  be  made  to 
occupy  ten,  twenty,  or  even  some  hundred  times  less  space  than  they  do 
in  ordinary  circumstances.  In  most  cases,  however,  there  is  a limit  beyond 
which,  when  the  pressure  is  increased,  they  cease  to  exist  as  gases  and 
become  liquefied. 

The  compressibility  of  solids  is  much  less  than  that  of  gases,  and  is  found 
m all  degrees.  Cloths,  paper,  cork,  woods,  are  amongst  the  most  com- 
pressible. Metals  are  so  also  to  a great  extent,  as  is  proved  by  the  process 
of  coining,  in  which  the  metal  receives  the  impression  from  the  die.  There 
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is,  in  most  cases,  a limit  beyond  which,  when  the  pressure  is  increased,  bodies 
are  fractured  or  reduced  to  powder. 

The  compressibility  of  liquids  is  so  small  as  to  have  remained  foi  a long 
time  undetected  ; it  may,  however,  be  proved  by  experiment,  as  will  be  seen 
in  the  chapter  on  Hydrostatics. 

20.  Elasticity. — Elasticity  is  the  property  owing  to  which  bodies  resist 
deformation,  and  resume  their  original  form  or  volume  when  the  force  which 
altered  that  form  or  volume  ceases  to  act.  The  existence  of  elasticity  in 
bodies  may  be  shown  by  pressure,  by  traction  or  pulling,  flexure  or  bending, 
and  by  torsion  or  twisting.  In  treating  of  the  general  properties  of  bodies 
elasticity  of  compression  alone  requires  consideration  ; the  other  kinds  of 
elasticity,  being  peculiar  to  solid  bodies,  will  be  considered  amongst  their 
specific  properties  (arts.  85-93). 

Gases  and  liquids  are  perfectly  elastic  in  the  sense  that,  after  undergoing 
a change  in  volume,  they  regain  exactly  their  original  volume  when  t îe 
pressure,  becomes  what  it  originally  was.  Solid  bodies  present  different 
degrees  of  elasticity,  though  none  present  the  property  m the  same  perfec- 
tion as  liquids  and  gases,  and  in  all  it  varies  according  to  the  time  during 
which  the  body  has  been  exposed  to  pressure.  Ivory,  glass,  marble,  and 
india  rubber  possess  considerable  elasticity  ; lead,  clay,  and  fats  scarce  y 

^There  is  a limit  to  the  elasticity  of  solids,  beyond  which  they  either  bieak 
or  are  incapable  of  regaining  their  original  form  and  volume.  This  is  called 
the  limit  of  elasticity  ; within  this  limit  all  substances  aie  perfectly  elas  . 
In  sprains,  for  instance,  the  elasticity  of  the  tendons  has  been  exceede  . 
In  gases  and  liquids,  on  the  contrary,  no  such  limit  can  be  ieache  , 
they  always  regain  their  original  volume  when  the  original  pressuie 

reSÏaball  of  ivory,  glass,  or  marble  is  allowed  to  fall  upon  a slab  of  polished 
marble,  which  hjbeen  previously  slightly  smeared  with  0.1,  .«  wffl urébourf 
and  rise  to  a height  nearly  equal  to  that  from  which  it  fell.  On  afterwards 
examining  the  ball  a circular  blot  of  oil  will  be  found  upon  it,  more  or  less 
extensive  according  to  the  height  of  the  fall.  From  this  we  conclude  that  at 
the  moment  of  the  shock  the  ball  was  flattened,  and  that  its  rebound  was 

caused  by  the  effort  to  regain  its  original  form. 

.1  Mobility,  motion,  rest.- Mobility  is  the  property  in  virtue  of  which 

the  position  of  a body  in  space  may  be  changed. 

Motion  and  rest  may  be  either  relative  or  absolute.  By  the  relance 
motion  or  rest  of  a body  we  mean  its  change  or  permanence  of  position  w ith 

2 “ — 2 «t 

SPaThus  a passenger  in  a railway  carriage  may  be  in  a state  of  relative  rest 
train  rushes.  These  houses  agam  enjoy  merely  ■ 

SIS 
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motion  and  rest  are  unknown  to  us  ; in  nature,  relative  motion  and  rest  are 
alone  presented  to  our  observation. 

22.  Inertia. — Inertia  is  a purely  negative  though  universal  property  of 
matter  (26)  ; it  is  the  property  in  virtue  of  which  matter  cannot  of  itself 
change  its  own  state  of  motion  or  of  rest.  If  a body  is  at  rest  it  remains  so 
until  some  force  acts  upon  it  ; if  it  is  in  motion  this  motion  can  only  be 
changed  by  the  application  of  some  force.  The  inertia  of  a body  is  the 
resistance  which  it  opposes  to  any  change  of  its  state  whether  of  rest  or 
motion . '"This  property  of  merEiTdTvi^aTl^'expr'es'secI'by^ewd6hTyS'j77a7e/ 
of  motion  (29). 

A body,  when  unsupported  in  mid-air,  does  not  fall  to  the  earth  in  virtue 
of  any  inherent  property,  but  because  it  is  acted  upon  by  the  force  of  gravity. 
A billiard  ball  gently  pushed  does  not  move  more  and  more  slowly,  and 
finally  stop,  because  it  has  any  preference  for  a state  of  rest,  but  because  its 
motion  is  impeded  by  the  friction  against  the  cloth  on  which  it  rolls,  and  by 
the  resistance  of  the  air.  If  all  impeding  causes  were  withdrawn,  a body 
once  in  motion  would  continue  to  move  for  ever  in  a straight  line  with 
unchanging  velocity. 

23.  Illustrations. — Numerous  phenomena  may  be  explained  by  the  in- 
ertia of  matter.  For  instance,  before  leaping  a ditch  we  run  towards  it,  in 
order  that  the  niotion  of  our  bodies  at  the  moment  of  leaping  may  add  itself 
to  the  muscular  effort  then  made. 

On  descending  carelessly  from  a carriage  in  motion,  the  upper  part  of  the 
body  retains  its  motion,  whilst  the  feet  are  prevented  from  doing  so  by  friction 
against  the  ground  ; the  consequence  is  we  fall  towards  the  moving  carriage. 
A rider  falls  over  the  head  of  a horse  if  it  suddenly  stops.  In  striking  the 
handle  of  a hammer  against  the  ground  the  handle  suddenly  stops,  but  the 
head,  striving  to  continue  its  motion,  fixes  itself  more  firmly  on  the  handle. 

By  the  property  of  inertia  may  also  be  explained  the  following  experi- 
ments Let  a card  be  placed  upon  a tumbler,  and  a shilling  on  the  card  ; 
if  the  edge  of  thé  card  be  smartly  flicked  with  the  finger  the  card  is  driven 
away  and  the  coin  falls  into  the  tumbler.  A gentle  push  with  the  finger  will 
move  a door  on  its  hinges  ; but  if  a pistol  bullet  is  fired  against  the  door  it 
perforates  the  door  without  moving  it.  So,  too,  a pistol  shot  fired  through  a 
window-pane  produces  a sharp  round  hole,  while  a less  violent  shock  will 
smash  the  pane.  A clay  tobacco-pipe,  which  is  suspended  by  two  vertical 
hairs,  may  be  cut  in  two  by  a powerful  stroke  with  a sharp  sword  without 
breaking  the  hairs. 

A string  which  gently  applied  will  raise  a weight  snaps  at  once  when  a 
sudden  pull  is  exerted.  Substances  which  explode  with  great  rapidity,  such 
as  fulminating  mercury  and  chloride  of  nitrogen,  cannot  be  used  with  fire- 
arms, because  there  is  not  sufficient  time  to  transfer  the  motion  to  the  pro- 
jectiles, and  hence  the  weapons  are  burst. 

The  terrible  accidents  on  our  railways  are  chiefly  due  to  inertia.  When 
the  motion  of  the  engine  is  suddenly  arrested  the  carriages  strive  to  con 
tmue  the  motion  they  have  acquired,  and  in  doing  so  are  shattered  against 
each  other.  Hammers,  pestles,  stampers  are  applications  of  inertia  So  arc 
also  the  enormous  iron  fly-wheels,  by  which  the  motion  of  steam-cneines  U 
regulated.  6 
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CHAPTER  III 

ON  FORCE,  EQUILIBRIUM,  AND  MOTION 

24.  Measure  of  time. — To  obtain  a proper  measure  of  force  it  is 
necessary,  as  a preliminary,  to  define  certain  conceptions  which  are 
presupposed  in  that  measure  ; and,  in  the  first  place,  it  is  necessary  to 
define  the  unit  of  time.  Whenever  a second  is  spoken  of  without  qualifi- 
cation , it  is  understood  to  be  a second  of  mean  solar  time.  The  exact  length  of 
this  unit  is  fixed  by  the  following  considerations.  The  instant  when  the  sun’s 
centre  is  on  an  observer’s  meridian — in  other  words,  the  instant  of  the  transit 
of  the  sun’s  centre — can  be  determined  with  exactitude,  and  thus  the  interval 
which  elapses  between  two  successive  transits  also  admits  of  exact  determina- 
tion, and  is  called  an  apparent  day.  The  length  of  this  interval  differs 
slightly  from  day  to  day,  and  therefore  does  not  serve  as  a convenient  measure 
of  time.  Its  average  length  is  not  open  to  this  objection,  and  therefore 
serves  as  the  required  measure,  and  is  called  a mean  solar  day.  The  short 
hand  of  a common  clock  would  go  exactly  twice  round  the  face  in  a mean 
solar  day  if  it  went  perfectly.  The  mean  solar  day  consists  of  24  equal  parts 
called  hours , these  of  60  equal  parts  called  minutes , and  these  again  of  60 
equal  parts  called  seconds.  Consequently,  the  second  is  the  86,400th  part 
of  a mean  solar  day,  and  is  the  generally  received  unit  of  time. 

25.  Measure  of  space. — Space  may  be  either  length  or  distance , which 
is  space  of  one  dimension  ; area , which  is  space  of  two  dimensions  ; or 
volume , which  is  space  of  three  dimensions.  In  England  the  standard  of 
length  is  the  British  Imperial  Yard,  which  is  the  distance  between  two  fixed 
points  on  a certain  metal  rod,  when  the  temperature  of  the  whole  rod  is 
6o°  F.  = 1 5 ‘5°  C.  It  is,  however,  usual  to  employ  as  a unit  a foot , which  is 
the  third  part  of  a yard.  The  length  of  a seconds  pendulum  in  London  is 
39-139  inches,  and  it  was  provided  by  the  Act  of  Parliament  which  dealt 
with  the  standards  that,  in  the  event  of  the  standard  yard  being  lost  or 
destroyed,  a new  one  should  be  obtained  by  reference  to  the  length  of  the 
seconds  pendulum.  The  old  standards  were  rendered  useless  by  the  fire 
which  destroyed  the  Houses  of  Parliament  in  1824,  but  the  Commission 
which  was  appointed  to  reconstruct  them  did  so,  not  by  reference  to  the 
seconds  pendulum,  but  by  a comparison  of  the  best  copies  of  the  old  standard 
they  could  obtain.  Thus,  our  present  standard  yard  is  a purely  arbitrary 
length.  If  we  take  a foot  as  the  unit  of  length,  the  unit  of  area  is  a square 
foot,  and  the  unit  of  volume  a cubic  foot.  This  unit  of  volume  is  employed 
for  many  purposes,  but  for  others  a gallon,  which  is  not  simply  related  to  a 
foot,  is  used.  A gallon  contains  277-274  cubic  inches. 

In  the  French  system  the  metre  is  the  primary  unit  of  length,  and  was 
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originally  so  chosen  as  to  be  the  ten-millionth  part  of  the  length  of  a quadrant 
of  the  meridian  from  either  pole  to  the  equator.  In  consequence,  however, 
of  errors  in  the  measurement  of  the  meridian,  the  French  metre  must  now 
be  looked  upon  as  an  arbitrary  standard,  not  less  so  than  the  English  yard. 
The  standard  metre,  adopted  by  an  International  Com- 
mittee for  weights  and  measures,  is  constructed  of  an 
alloy  of  90  per  cent,  platinum  and  10  per  cent,  iridium, 
which  is  characterised  by  great  hardness  and  unalter- 
ability.  Its  length  is  somewhat  over  a metre,  and  its 
cross  section  is  represented  in  its  natural  size  in  figure  6. 

This  shape  has  the  advantage  of  giving  great  rigidity 
and  of  soon  acquiring  the  temperature  of  the  surrounding 
medium.  The  metric  system  is  a decimal  system.  The  metre  contains  10 
decimetres,  100  centimetres,  and  1000  millimetres.  Similarly  for  multiples 
of  the  metre  ; a decametre  is  equal  to  10  metres,  a hectometre  100  metres, 
and  a kilometre  1000  metres.  It  will  be  noticed  that  Greek  prefixes  are 
used  for  multiples,  and  Latin  prefixes  for  submultiples.  The  unit  of  capacity 
is  either  a cubic  metre,  or  a cubic  decimetre  (called  a litre),  or  a cubic 
centimetre. 

26.  Measure  of  mass.— The  mass  of  a body  is  that  which  remains  un- 
changed in  all  the  transformations  which  the  body  may  undergo.  Two  bodies 
are  said  to  have  equal  masses  when,  if  placed  in  a perfect  balance  in  vacuo , they 
counterpoise  each  other.  Suppose  we  take  lumps  of  any  substance, 'lead 
butter,  wood,  stone,  &c.,  and  suppose  that  any  one  of  them  when  placed  on 
the  one  pan  of  a balance  will  exactly  counterpoise  any  other  of  them  when 
placed  on  the  opposite  pan— the  balance  being  perfect  and  the  weighing- 
performed  in  vacuo  ; this  being  the  case,  these  lumps  are  said  to  have 
equal  masses. 


The  British  unit  of  mass  is  the  standard  pound  (avoirdupois).  It  is  the 
mass  of  a certain  piece  of  platinum  kept  in  the  Exchequer  Office  in  London 
The  pound  avoirdupois  contains  7000  grains.  There  is  also  another  pound  in 
use  called  a pound  Troy,  containing  5760  grains.  The  ounce  avoirdupois  is 
the  sixteenth  part  of  a pound  avoirdupois  and  therefore  contains  437- 5 
grams  ; the  ounce  Troy  is  the  twelfth  part  of  a pound  Troy  and  contains  480 
grains.  The  two  ounces  again  are  differently  subdivided.  The  weights  of 
piecious  metals  are  expressed  in  Troy  weight  ; otherwise  this  system  is  little 
used.  The  confusion  which  may  arise  from  the  use  of  two  different  pounds 
disappears  if  the  weights  are  expressed  in  grains,  for  the  grain  is  common  to 


In  the  French  system  the  unit  of  mass  is  called  a gramme.  It  is  the  mass 
of  a cubic  centimetre  of  distilled  water  at  40  C.  Thus  the  unit  of  mass  is 
direcdy  connected  with  the  unit  of  length.  There  is  no  similar  simple 
relation  between  the  units  of  length  and  mass  in  the  English  system  ; a cubic 
inch  of  water  weighs  252-5  grains. 

The  Latin  and  Greek  prefixes  cleci,  centi,  milli,  deca,  hekto  kilo  m-p 
applied  also  to  the  gramme— as  they  may  be  to  any  other  unit.  Thus  a milli 
gramme  ,s  the  thousandth  part  of  a gramme,  and  a kilogramme  is 
grammes,  or  is  the  mass  of  the  litre  of  water  at  40  C.  g IOOT 

flie  relations  between  English  and  French  units  of  length  and  mass  and 
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their  derivatives  are  given  at  the  beginning  of  this  book  immediately  before 
the  Table  of  Contents. 

27.  Density  and  relative  density. — If  we  consider  any  body  or  portion 
of  matter,  and  if  we  conceive  it  to  be  divided  into  any  number  of  parts  having 
equal  volumes,  then,  if  the  masses  of  these  parts  are  equal,  in  whatever 
way  the  division  is  conceived  as  taking  place,  that  body  is  one  of  uniform 
density.  The  density  of  such  a body  is  the  mass  of  the  unit  of  volume. 
Consequently,  if  M denotes  the  mass,  V the  volume,  and  D the  density  of 
the  body,  we  have 

M = VD. 

If  now  we  have  an  equal  volume  V of  any  second  substance  whose  mass  is 
M'  and  density  D',  we  shall  have 

M'  = VD'. 


Consequently,  ” MtM*  ; that  is,  the  densities  of  substances  are 

in  the  same  ratio  as  the  masses  of  equal  volumes  of  those  substances. 
If  now  we  take  the  density  of  distilled  water  at  40  C.  to  be  unity,  the  relative 
density  of  any  other  substance  is  the  ratio  which  the  mass  of  any  given 
volume  of  that  substance  at  that  temperature  bears  to  the  mass  of  an  equal 
volume  of  water.  Thus  it  is  found  that  the  mass  of  any  volume  of  platinum 
is  20-337  times  that  of  an  equal  volume  of  water,  consequently  the  relative 
density  of  platinum  is  20-337. 

The  relative  density  of  a substance  is  generally  called  its  specific  gravity. 
Methods  of  determining  it  are  given  in  Book  III. 

In  the  table  below  the  densities  D of  various  substances,  expressed  in 
pounds  to  the  cubic  foot,  are  given,  and  column  G gives  the  relative  densities 

of  the  same  substances.  ' 

The  column  G is  obtained  by  dividing  the  values  in  column  D by  62-42, 

the  mass  of  one  cubic  foot  of  water. 


Water  . 
Anthracite 
Cast  iron 
„ copper 
„ lead 
„ platinum 
Melting  ice  . 


62-42 

rooo 

112-36 

i-8oo 

449-86 

7-207 

548-55 

8-788 

708-59 

11-352 

1,269-43 

20-337 

58-05 

0-930 

In  the  metric  system,  since  the  mass  of  the  cubic  centimetre  of  water  is 
one  gramme,  it  is  evident  that  the  density  D,  in  grammes  per  cubic  centi- 
metre has  the  same  numerical  value  as  the  relative  density  îefened  to 
water  This  is  one  of  the  great  advantages  which  the  French  or  metric 
system  has  over  the  British.  If  we  wish  to  express  the  weight  (P)  in  grams 
of  a body  whose  volume  is  V cubic  inches  and  density  D,  we  must  write 

p __  2Ç2*s  13V.  . . . j 

28  Velocity  and  its  measure.— When  a material  point  moves,  it  c e- 

scribes  a continuous  line  which  may  be  either  straight  or  curved,  and  is 
called  its  path  and  sometimes  its  trajectory.  Motion  which  takes  p ace 
along  a straight  line  is  called ^rectilinear  motion  ; that  which  takes  place 
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along  a curved  line  is  called  curvilinear  motion.  The  rate  of  the  motion  of 
a point  is  called  its  velocity.  Velocity  may  be  either  uniform  or  variable  ; it 
is  uniform  when  the  point  describes  equal  spaces  or  portions  of  its  path  in 
all  equal  times  ; it  is  variable  when  the  point  describes  unequal  portions  of 
its  path  in  any  equal  times. 

Uniform  velocity  is  measured  by  the  number  of  units  of  space  described 
in  unit  of  time.  The  units  commonly  employed  in  this  country  are  feet  and 
seconds.  If,  foi  example,  a velocity  5 is  spoken  of  without  qualification,  this 
means  a velocity  of  5 feet  per  second.  Consequently,  if  a body  moves  for  t 
seconds  with  a uniform  velocity  v,  it  will  describe  vt  feet. 

The  following  are  a few  examples  of  different  degrees  of  velocity  expressed 
in  this  manner.  A snail  0005  feet  in  a second  ; the  Rhine  between  Worms 
and  Mainz  3-3  ; military  quick  step  4-6  ; moderate  wind  10  ; fast  sailing- 
vessel  18-0  ; Channel  steamer  22-0  ; railway  train  36  to  90  feet  ; racehorse 
and  storm  50  feet  ; ocean  wave  in  a gale  46  and  in  a tempest  72  feet  ; eagle 
1 10  feet  ; carrier  pigeon  120  feet  ; a hurricane  160  feet  ; sound  at  o°  C.  1090  • 
a shot  from  an  Armstrong  gun  1180  ; a Martini-Henry  rifle  bullet  1330  ; a 
point  on  the  Equator,  in  its  rotation  about  the  earth’s  axis  1520  ; maximum 
tide  rate  3005  ; velocity  of  the  centre  of  the  earth  101,000  feet  ; light  and 
also  electricity  186,000  miles.  Air  is  called  still  when  it  is  really  moving  a 

infle  to  a mile  and  a half  per  hour;  the  average  rate  in  England  is  6 to 
8 miles. 

Variable  velocity  is  measured  at  any  instant  by  the  number  of  units  of 
space  a body  would  describe  if  it  continued  to  move  uniformly  from  that 
instant  for  a unit  of  time.  Thus,  suppose  a body  to  run  down  an  inclined 
pane  it  is  a matter  of  ordinary  observation  that  it  moves  more  and  more 
quickly  duiing  its  descent  ; suppose  that  at  any  point  it  has  a velocity  15 
ns  means  that  at  that  point  it  is  moving  at  the  rate  of  1 5 feet  per  second 
r,  in  other  words,  if  from  that  point  all  increase  of  velocity  ceased,  it  would 

describe  15  feet  in  the  next  second.  • ’ 0uia 

29.  Force.-Fqrpes  manifest  themselves  to  us  by  the  changes  which  thev 
produce,  or  tend  to  produce,  in  the  motion  of  matter.  The  action  of  forces 
m causing  motion  is  best  expressed  in  Newton’s  laws  : The  first  law  is 
Eoery  body,  continues  in  its  state  of  rest  or  of  uniform  motion  in  a Frniaht 
U ’ / ' ^ is  compedecl  by  forces  to  change  that  state.  c~ 

A body  may  be  at  rest,  or  may  Ire  moving  uniformly  in  a straight  line 
v ,le  acted  upon  by  a system  of  forces.  I„  ,L  case  the  foices  aie  “aid  to 
alance  each  other  If  a constant  unbalanced  force  act  upon  a body  it  will 

fo  m"mer  Tfe  “ T m'y-  Vel°dty  »iU  -«ease  continually  J a uni 

for  other‘hntfami  If*  Ca!f-0f  t lIS  kmd  is  foUnd  in  the  attraction  of  the  earth 
01  other  bodies.  According  to  Newton’s  law  of  gravitation  the  attract  inn 

between  two  masses,  one  of  which  contains  „ aL  the 
mass,  is  Çf-'F  ino\  1 . . 

^ (68)’  where  r 13  the  distance  between  the  centres  of  the  masses 
and  G is  a constant  called  the  Newtonian  constant  of  gravitation  If  n 

rnminr  . *u: 11  - , . . 1 U1C  eaitn  exeits  upon  a pound  of 
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matter/ this  pull  is  the  weight  of  a pound. 

t is  important  to  distinguish  very  carefully  between  ; 


pound- 


-the  unit 

C 
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of  mass— and  the  weight  of  a pound,  which  is  a force.  Weight  is  not  a 
necessary  property  of  matter.  If  physical  conditions  were  such  that  we 
could  visit  the  centre  of  the  earth,  we  should  find  matter  without  weight, 
although  its  other  properties  would  remain  unchanged.  A bullet  fired  from 
a gun,  although  weightless,  would  have  the  same  effect  as  at  the  surface  of 
the  earth,  this  effect  being  dependent,  as  will  be  shown,  upon  the  amount  of 
matter  (mass)  in  the  bullet  and  the  velocity  imparted,  and  having  no  relation 
whatever  to  the  weight  of  the  bullet.  A pound  of  sugar  at  the  centre  of  the 
earth  would  have  precisely  the  same  sweetening  properties  as  at  the  surface. 
The  commercial  value  of  provisions,  drugs,  &c.,  is  therefore  strictly  propor- 
tional to  the  number  of  units  of  mass  purchased,  and  has  no  necessary  1 ela- 
tion to  the  weights  of  those  masses.  . 

It  is  also  to  be  observed  that,  if  masses  are  counterpoised  on  a lever 
balance  at  any  one  locality,  they  will  remain  balanced  at  any  othei  point, 
since  the  weights  of  the  masses  will  change  in  the  same  ratio.  Hence 
the  lever  balance  with  standard  ‘ weights  ’ really  measures  the  mass  of  a 
body,  and  not  its  weight,  and  the  standard  ‘ weights  ’ should  really  be  called 
masses.  A spring  balance  determines  weight  and  not  mass,  since  its  indi- 
cations change  as  the  weight  of  the  mass  changes. 

At  the  centre  of  the  earth,  masses  could  not  be  determined  by  means  of 
a balance,  since  they  weigh  nothing,  and  any  mass  would  counterpoise  any 

other  mass.  . . , . , r 

30  Measure  of  force. — In  devising  a unit  in  which  to  measure  force,  it 

is  most  convenient  to  make  use  of  the  attractive  force  of  the  earth.  Suppose 
that  two  equal  masses,  P,  are  balanced  on  a pulley  with  fixed  axle,  that  the 
string  and  pulley  are  without  mass,  and  that  there  is  no  friction  or  air- 
resistance.  The  masses  P are  then  perfectly  inert.  The  tension  on  the 
string  is  the  pull  of  the  earth  on  one  of  the  masses  P,  or,  in  other  words,  the 
weight  of  P.  If  the  pulley  is  set  in  motion  by  a force  which  then  ceases  to 
act  the  masses  will  thereafter  move  uniformly  according  to  the  first  law  ot 
motion,  the  tension  on  the  string  being,  as  before,  the  weight  o . 

OThis  will  all  be  true,  whatever  may  be  the  amount  of  matter  in 
the  masses  P.  But  if,  the  masses  P being  at  rest,  an  additional 
mass  m is  placed  on  one  side,  the  system  will  begin  to  move. 
The  tension  on  the  string  is  now  greater  than  the  weight  ot 
and  less  than  the  weight  of  P + m.  The  force  which  causes  the 
□ p motion  is  the  pull  of  the  earth  on  m,  or  the  weight  of  the 
added  mass.  The  motion  is  uniformly  accelerated.  At  the  111- 
P stant  of  starting,  the  velocity  is  zero.  At  the  end  of  the  first 

Fig  7 second,  the  velocity  will  be-say/  ; at  the  end  of  the  second 

second,  2/;  and  at  the  end  of  t seconds,  the  velocity  will  be  ft. 
The  increase  in  the  velocity  per  second  is/,  which  is  called  the  açcekt - itwn. 

Iftheniass  m is  entirely  disconnected  from  the  masses  P and  allowed 
to  fall  freely,  it  also  falls  with  a uniformly  accelerated  motion  ; but  expen 
ment  shows  that  the  acceleration  is  greater  than  in  the  former  case.  This 
acceleration  of  a freely  falling  body  ts  usually  denoted  bg.  The for c 
which  causes  the  motion  is,  however,  the  same  as  befoie,  being  the  n eight 
: “ n,e  difference  in  the  two  cases  is.  that,  in  the  latter  case  .he t pu  1 of 
the  earth  on  ///  is  employed  in  setting  m motion  the  mass  m only  , while* 


□ 


Momentum 
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the  former  case,  the  two  inert  masses  P are  attached  to  m,  and  are  con- 
strained to  move  with  it,  the  mass  to  be  moved  being  thus  increased  without 
a corresponding  increase  of  the  force  employed  in  moving. 

It  is  evident  that  if  the  masses  P should  diminish  to  zero,  or  the  mass  m 
should  increase  until  it  became  very  large,  the  weight  of  m would  impart  a 
gieatei  and  greatei  acceleration,  until  finally  the  acceleration  would  become 
g.  On  the  other  hand,  if  the  masses  P should  become  very  large,  or  the 
mass  vi  very  small,  or  zero,  the  acceleration  would  become  zero.  It  is 
shown  by  experiment  that  if  the  mass  m is  made  n times  as  great  (so  that 
the  moving  force  is  n times  as  great),  and  the  masses  P are  equally 
diminished— so  that  2P  +m  is  unchanged— the  acceleration  becomes  «times 
as  great,  so  that  the  mass  to  be  moved  being  unchanged,  the  acceleration 
is  directly  proportional  to  the  force  applied.  If,  however,  the  mass  m is 
made  n times  as  great,  and  it  is  desix-ed  to  have  the  acceleration  remain  un- 
changed, it  is  found  that  the  masses  P must  be  equally  increased  in  such  a 
way  that  2P  + ;«  has  also  become  n times  as  great.  This  shows  that  the 
acceleration  remaining  constant,  the  force  applied  must  change  in  the  same 
ratio  as  the  mass. 

From  these  experiments  it  follows  that  if  any  force  F is  applied  in  givino- 
umformly  accelerated  motion  to  a mass  M,  the  acceleration  being/  then  ° 

F = KM/ 


Here  M is  measured  in  pounds,  and  the  acceleration  / measures  the 
change  in  velocity  of  M in  feet  per  second.  K is  a constant,  the  numerical 

measure  F If  ? UP°n  ^ Unit  Which  we  acloPt  in  which  to 

measure  F If,  as  is  customary,  we  adopt  as  the  unit  force  that  force  which 

wi  make/-  1 when  M = 1,  then  we  at  the  same  time  necessarily  make  the 

“ -Vluantlty  m the  Iast  equation  equaI  t0 1 i «d  L 

x r\-f  i f = m/ 

font"1™  Unit  -T6  'S  thCn  that  force  which  can  impart  unit  acceleration  (one 
ptvL.  S6C  111  CVery  SeCOnd)’  t0  Unit  mass  (°lie  P°undj.  It  is  called  a 

Tf  V represents  the  initial  velocity  of  a bodv  anrl  itc  n,,~i  1 •.  1 

S'  ’***  — P>-  in 

/=  ~vV 


I his  value  of/introduced  in  the  previous  equation  gives 

Mv— MV 


nunc  momentum.  We  say 
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measured  by  the  change  in  momentum  which  it  can  produce  per  second, 
which  is  the  substance  of  N ewton’s  second  law  of  motion. 

32.  Acceleration  of  gravity. — At  London,  the  force  with  which  the  earth 
attracts  a pound  of  matter  is  capable  of  imparting  to  the  pound  an  accelera- 
tion of  32-1912  in  feet  and  seconds.  At  other  places  the  acceleration  is 
different,  and  may  be  denoted  by  g.  Hence,  at  London,  the  weight  of  a 
pound,  expressed  in  the  units  which  we  have  chosen  for  measuring  forces, 
will  be  32-1912.  At  any  other  point  on  the  earth,  or  in  the  interior  of  the 
earth,  or  at  any  point  outside,  where  the  acceleration  of  a falling  body  is^-, 
the  number  of  units  of  force  in  the  weight  of  a pound  is  g.  The  number  w 
of  units  of  force  in  the  weight  of  m pounds  is  given  by  the  equation 

w = mg. 

If  at  some  point  where  the  acceleration  is  32  it  is  found  that  the  weight 
of  10  lb.,  or  320  units  of  force,  is  sufficient  to  serve  as  the  driving- weight  to 
a certain  clock,  then  at  some  other  point,  where  the  acceleration  is  16,  it 
would  be  necessary  to  use  the  weight  of  20  lb.  in  order  to  secure  the  same 
effect. 

Since  a poundal  acting  on  the  mass  of  a pound  imparts  to  it  a velocity  of 
one  foot  per  second  in  every  second,  and  a pound  falling  freely  (the  force 
acting  on  it  being  its  own  weight)  acquires  a velocity  of  32-19  feet  per  second 
in  every  second,  we  see  that  a pound-weight  is  equal  to  32>19  poundals  at 
London,  or  a poundal  is  the  weight  of  about  half  an  ounce.  Where  great 
accuracy  is  not  required,  it  is  customary  to  take  the  weight  of  the  pound  as 
the  unit  of  force,  and  then  the  intensity  of  the  force  is  given  in  pounds 
weight,  a unit  which  varies  slightly  for  different  places  on  the  eaith,  as  g 
varies.  In  like  manner,  for  ordinary  purposes,  a land  surveyor  does  not  find 
it  necessary  to  make  corrections  for  the  varying  length  of  his  chain  due  to 
changes  in  temperature,  although  such  corrections  are  highly  important  in 
the  more  refined  operations  of  a geodetic  survey. 

Pendulum  observations  (81)  show  that  at  any  given  place  the  acceleration 
of  a falling  body  is  constant,  but  it  is  found  to  have  different  values  at  dif- 
ferent places  ; adopting  the  units  of  feet  and  seconds  it  is  found  that  very 
approximately 

g=g\  1 -0-00256  cos  2<p), 

at  a station  whose  latitude  is  <£,  where  g'  denotes  the  number  32-1724,  01 

the  value  of  g at  lat.  450.  . 

Experience  teaches  that  in  all  cases  where  a force  is  exerted  there  must 
be  two  bodies,  between  which  the  force  acts.  Newton’s  third  law  of  motion 
asserts  that  the  mutual  action  of  the  two  bodies  is  always  equal  and  oppositely 

directed.  . . . 

The  attraction  of  the  earth  for  rn  pounds  of  matter  is  mg,  where  g is  the 

acceleration  of  the  body.  The  attraction  of  the  m pounds  for  the  earth  is 
Mf  where  M is  the  mass  of  the  earth  in  pounds,  and  f is  the  acceleiation 
with  which  it  moves  towards  m.  According  to  the  third  law  ol  motion 

M/=  mg. 

If  m is  a small  body  like  a few  thousand  pounds,  then,  since  the  mass  of 
the  earth  is  very  large,  the  acceleration  of  the  earth  will  be  inappreciable 
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If  m and  M were  equal,  f and  g would  be  equal.  Remembering  that  the 
acceleration  is  the  change  per  second  in  the  velocity,  if  the  two  bodies  move 
towards  each  other  for  t seconds,  the  initial  velocities  being  V,  and  V2  and 
the  final  velocities  vx  and  z/2,  the  above  expression  becomes 

Mvx  — MV,  mv.2  — mV  „ 

= t 


As  t divides  out  of  this  equation,  it  will  follow  that  the  two  bodies  which 
mutually  attract  each  other  will  suffer  equal  changes  of  momenta  in  the  same 
time.  If  the  two  bodies  start  from  rest  at  the  same  instant,  so  that  V,  and 
V2  are  zero,  then 

Mw,  = mvv 


or  they  will  have  equal  momenta  at  the  same  instant.  The  momenta  of  a 
freely  suspended  rifle  and  of  a bullet  fired  from  it  will  be  equal  so  long  as  the 
ball  is  in  the  barrel.  If  the  rifle  is  supported,  the  supporting  body  must  be 
included  with  the  rifle  in  the  value  M. 


33.  Representation  of  forces. — Draw  any  straight  line  AB  (fig.  8)  and 
fix  on  any  point  0 in  it.  We  may  suppose  a force  to  act  on  the  point  O, 

along  the  line  AB,  either  towards  A or  B : then  O , , , 

is  called  the  point  of  application  of  the  force,  AB  its  ® M O N A 

line  of  action  ; if  it  acts  towards  A,  its  direction  is  OA,  Fis- 8 

if  towards  B,  its  direction  is  OB.  It  is  rarely  necessary  to  make  the  distinc- 
tion between  the  line  of  action  and  direction  of  a force  ; it  being  very 
convenient  to  make  the  convention  that  the  statement — a force  acts  on 
a point  O along  the  line  OA— means  that  it  acts  from  O to  A.  Let  us 
suppose  the  force  which  acts  on  O along  OA  to  contain  P units  of  force  : 
from  O towards  A measure  ON,  containing  P units  of  length,  the  line 
ON  is  said  to  represent  the  force.  The  analogy  between  the  line  and  the 
force  is  very  complete  : the  line  ON  is  drawn  from  O in  a given  direction 
OA,  and  contains  a given  number  of  units  P,  just  as  the  force  acts  on  O in 
the  direction  OA,  and  contains  a given  number  of  units  P.  It  is  scarcely 
necessary  to  add,  that  if  an  equal  force  were  to  act  on  O in  the  opposite 
direction,  it  would  be  said  to  act  in  the  direction  OB,  and  would  be  repre- 
sented by  OM,  equal  in  magnitude  to  ON. 

When  we  are  considering  several  forces  acting  along  the  same  line  we 
may  indicate  their  directions  by  the  positive  and  negative  signs.  Thus  the 
forces  mentioned  above  would  be  denoted  by  the  symbols  4 P and  - P 
respectively. 

34-  Forces  acting  along  the  same  line.— If  forces  act  on  the  point  O in 
t e direction  OA  equal  to  P and  Q units  respectively,  they  are  equivalent  to 
a single  force  R containing  as  many  units  as  P and  Q together— that  is, 


R = P + Q. 


/k< 


If  the  sign  + in  the  above  equation  denotes  algebraical  addkWn.  the  equation 
'Vl  continue  true  whether  one  or  both  the  forces  act  along  OA  or  OB  It 
is  plain  that  the  same  rule  can  be  extended  to  any  number  of  forces  and  if 
several  forces  have  the  same  line  of  action,  they  are  equivalent  to  one  force 
containing  the  same  number  of  units  as  their  algebraical  sum  Thus  if 
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forces  of  3 and  4 units  act  on  O in  the  direction  OA,  and  a force  of  8 in  the 
direction  OB,  they  are  equivalent  to  a single  force  containing  R units  given 
by  the  equation 

R = 3 + 4-8=  -i  ; 

that  is,  R is  a force  containing  one  unit  acting  along  OB.  This  force  R is 
called  their  resultant.  If  the  forces  are  in  equilibrium,  R is  equal  to  zero. 
In  this  case  the  forces  have  equal  tendency  to  move  the  point  O in  oppo- 
site directions. 

35.  Resultant  and  components.— In  the  last  article  we  saw  that  a single 
force  R could  be  found  equivalent  to  several  others  ; this  is  by  no  means 
peculiar  to  the  case  in  which  all  the  forces  have  the  same  line  of  action  ; in 

fact,  when  a material  point,  A (fig.  9),  remains  in  equili- 
brium under  the  action  of  several  forces,  S,  P,  Q,  it  does 
so  because  any  one  of  the  forces,  as  S,  is  capable  of 
neutralising  the  combined  effects  of  all  the  others.  If  the 
force  S,  therefore,  had  its  direction  reversed,  so  as  to  act 
along  AR,  the  prolongation  of  AS,  it  would  produce  the 
same  effect  as  the  system  of  forces  P,  Q. 

Now,  a force  whose  effect  is  equivalent  to  the  combined 
effects  of  several  other  forces  is  called  their  resultant,  and 
with  respect  to  this  resultant,  the  other  forces  are  termed 
components. 

When  the  forces  P,  Q act  on  a point,  they  can  only 
have  one  resultant  ; but  any  single  force  can  be  resolved 
into  components  in  an  indefinite  number  of  ways. 

If  a point  moves  from  rest,  under  the  action  of  any  number  of  forces,  it 
will  begin  to  move  in  the  direction  of  their  resultant. 

36.  Parallelogram  of  forces. — When  two  forces  act  on  a point  their 
resultant  is  found  by  the  following  theorem,  known  as  the  principle  of  the 
parallelogram  of  forces  : — If  two  forces  act  on  a point,  and  if  lines  a?  e drawn 
from  that,  point  representing  the  forces  in  magnitude  and  direction , and  if  a 
parallelogram  is  constructed  on  these  lines  as  sides,  their  resultant  will  be 
represented  in  magnitude  and  direction  by  that  diagonal  which  passes  through 
the  point.  Thus  let  P and  Q (fig.  10)  be  two  forces  acting  on  the  point  A 
along  AP  and  AQ  respectively,  and  let  AB  and  AC  be  taken  containing  the 
same  number  of  units  of  length  that  P and  Q contain  units  of  force  : let  the 
parallelogram  ABDC  be  completed,  and  the  diagonal  AD  drawn  ; then  the 
theorem  states  that  the  resultant,  R,  of  P and  Q is  represented  by  AD  ; that 
is  to  say,  P and  Q together  are  equal  to  a single  force  R acting  along  the 
line  AD,  and  containing  as  many  units  of  force  as  AD  contains  units  of 

1611  Proofs  of  this  theorem  are  given  in  treatises  on  Mechanics  ; we  will  here 
give  an  account  of  a direct  experimental  verification  of  its  truth  ; but  befoie 
doing  so  we  must  premise  an  account  of  a very  simple  experiment. 

Let  A (fig.  n)  be  a small  pulley,  and  let  it  turn  on  a smooth,  hard,  an 
thin  axle,  with  little  or  no  friction  ; let  W be  a weight  tied  to  the  end  of  a 
fine  thread  which  passes  over  the  pulley  ; let  a spring  CD  be  attache 
one  end  to  the  end  C of  the  thread  and  by  the  end  D to  anothei  piece  of 


Fig.  9 
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thread,  the  other  end  of  which  is  fastened  to  a fixed  point  E ; a scale  CE 
can  be  fastened  by  one  end  to  the  point  C and  pass  inside  the  spring  so  that 
the  elongation  of  the  spring  can  be  measured.  Now  it  will  be  found  on  trial 
that  with  a given  weight  W the  elongation  of  the  spring  will  be  the  same 
whatever  the  angle  contained  between  the  parts  of  the  string  WA  and  BA. 


Fig.  10 

Also  it  would  be  found  that  if  the  whole  were  suspended  from  a fixed  point, 
instead  of  passing  over  the  pulley,  the  weight  would  in  this  case  stretch  the 
string  to  the  same  extent  as  before.  This  experiment  shows  that  when  care 
is  taken  to  diminish  to  the  utmost  the  friction  of  the  axle  of  the  pulley,  and 
the  imperfect  flexibility  of  the  thread,  the  weight  of  W is  transmitted  with- 
out sensible  diminution  to  B,  and  exerts  on  that  point  a pull  or  force  along 
the  line  BA  virtually  equal  to  W. 

This  being  premised,  an  experimental  proof,  or  illustration,  of  the  paral- 
lelogram of  forces  may  be  made  as  follows  : — - 

Suppose  H and  K (fig.  12)  to  be  two  pulleys  with  axles  made  as  smooth 
and  fine  as  possible  ; let  P and  Q be  two  weights  suspended  from  fine  and 
flexible  threads  which,  after  passing  over  H and  K,  are  fastened  at  A to  a 
third  thread  AL,  from  which  hangs  a weight  R ; let  the  three  weights  come 
to  rest  in  the  positions  shown  in  the  figure.  Now  the  point  A is  acted  on  by 
three  forces  in  equilibrium— viz.  P from  A to  H,  Q from  A to  K,  and  R 
from  A to  L ; consequently  any  one  of  them  must  be  equal  and  opposite  to 
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the  resultant  of  the  other  two.  Now  if  we  sup 
pose  the  apparatus  to  be  arranged  immediately 
in  front  of  a large  slate,  we  can  draw  lines  upon 
it  coinciding  with  AH,  AK,  and  AL.  If  now  we 
measure  off  along  AH  the  part  AB  containing 
as  many  inches  as  P contains  pounds,  and  along 
AK  the  part  AC  containing  as  many  inches  as 
Q contains  pounds,  and  complete  the  parallelo- 
giam  ABDC,  it  will  be  found  that  the  diagonal 
AU  is  in  the  same  line  as  AL,  and  contains  as 

many  inches  as  R weighs  pounds.  Consequently,  the  resultant  of  P and  O 
is  represented  by  AD.  Of  course,  any  other  units  of  length  and  force  might 
rave  been  employed.  Now  it  will  be  found  that  when  P,  Q,  and  R are 
changed  in  any  way  whatever,  consistent  with  equilibrium,  the  same  con 
struct, o„  cun  be  made-tlte  point  A will  have  different  positions  in  “ê 
c ifferent  cases  ; but  when  equilibrium  is  established  and  the  parallelogram 
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ABDC  is  constructed,  it  will  be  found  that  AD  is  vertical,  and  contains  as 
many  units  of  length  as  R contains  units  of  force,  and  consequently  it  repre- 
sents a force  equal  and  opposite  to  R — that  is,  it  represents  the  resultant  of 
P and  Q. 

37.  Resultant  of  any  number  of  forces  acting  in  one  plane  on  a 
point. — Let  the  forces  P,  Q,  R,  S (fig.  13)  act  on  the  point  A,  and  let  them 

be  represented  by  the  lines  AB,  AC,  AD,  AE,  as 
shown  in  the  figure.  First , complete  the  parallelo- 
gram ABFC  and  join  AF  ; this  line  represents  the 
resultant  of  P and  Q.  Secondly,  complete  the 
parallelogram  AFGD  and  join  AG  ; this  line  re- 
presents the  resultant  of  P,  Q,  R.  Thirdly,  com- 
plete the  parallelogram  AGHE  and  join  AH  ; this 
line  represents  the  resultant  of  P,  Q,  R,  S.  It  is 
manifest  that  the  construction  can  be  extended  to 
any  number  of  forces.  A little  consideration  will 
show  that  the  line  AH  might  be  determined  by  the 
following  construction  Through  B draw  BF 
parallel  to,  equal  to,  and  towards  the  same  part  as  AC  ; through  F draw 
FG  parallel  to,  equal  to,  and  towards  the  same  part  as  AD  ; through  G draw 
GH  parallel  to,  equal  to,  and  towards  the  same  part  as  AE  ; join  AH,  then 
AH  represents  the  required  resultant. 

38.  Triangle  of  forces. — If  the  resultant  of  the  forces  is  zero,  they  have 
no  joint  tendency  to  move  the  point,  and  consequently  are  in  equilibrium. 

The  case  of  three  forces  acting  on  a point  is  of  such  importance  that  we 
may  give  a brief  statement  of  it.  Let  P,  Q,  R (fig.  14)  be  three  forces  in 
equilibrium  on  the  point  O.  From  any  point  B draw  BC  parallel  to  and 
towards  the  same  part  as  OP,  from  C draw  CA  parallel  to  and  towards  the 
same  part  as  OQ,  and  take  CA  such  that  P : Q : : BC  : CA  ; then  on  joining 
AB,  the  third  force  R must  act  along  OR  parallel  to  and  towards  the  same 
part  as  AB,  and  must  be  proportional  in  magnitude  to 
AB.  This  construction  is  frequently  called  the  Triangle 
of  Forces.  It  is  evident  that  while  the  sides  of  the 
triangle  are  severally  proportional  to  P,  Q,  R,  the  angles 
A,  B,  C are  supplementary  to  QOR,  ROP,  POQ  re- 
spectively ; consequently,  every  trigonometrical  relation 
existing  between  the  sides  and  angles  of  ABC  will 
equally  exist  between  the  forces  P,  Q,  R,  and  the  sup- 
plements of  the  angles  between  their  directions.  Thus 
in  the  triangle  ABC  it  is  known  that  the  sides  are 
proportional  to  the  sines  of  the  opposite  angles  ; now, 
since  the  sines  of  the  angles  are  equal  to  the  sines  of  their  supplements,  we 
at  once  conclude  that  when  three  forces  are  in  equilibrium,  each  is  propor- 
tional to  the  sine  of  the  angle  between  the  directions  of  the  other  two. 

39.  Moments  of  forces.— Let  P (fig.  15)  denote  any  force  acting  from  B 
to  P,  take  A any  point,  let  fall  AN  a perpendicular  from  A on  BP.  The 
product  of  the  number  of  units  of  force  in  P,  and  the  number  of  units  of 
length  in  AN,  is  called  the  moment  of  P with  respect  to  A.  Since  the  force 
P can  be  represented  by  a straight  line,  the  moment  of  P can  be  represented 
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by  an  area.  In  fact,  if  BC  is  the  line  representing  P,  the  moment  is  properly 
represented  by  twice  the  area  of  the  triangle  ABC.  The  perpendicular  AN 
is  sometimes  called  the  arm  of  the  force.  Now  if  a watch  were  placed 
with  its  face  upwards  on  the  paper,  the  force  P would  cause  the  arm  AN  to 
turn  round  A in  the  contrary  direction  to  the  hands  of  the 
watch.  In  these  circumstances,  it  is  usual  to  con- 
sider the  moment  of  P with  respect  to  the  point  A to  be 
positive.  If  P acted  from  C to  B,  it  would  turn  NA  in 
the  same  direction  as  the  hands  of  the  watch,  and  now  its 
moment  is  reckoned  negative. 

It  is  a simple  geometrical  consequence  of  the  paral- 
lelogram of  forces  (36)  that  the  moment  of  the  resultant 
equals  the  sum  of  the  moments  of  the  component  forces,  regard  being  had  to 
the  signs  of  the  moments. 

If  the  point  about  which  the  moments  are  measured  is  taken  in  the  direc- 
tion of  the  resultant,  its  moment  with  respect  to  that  point  will  be  zero  ; and 
consequently  the  sum  of  the  moments  with  respect  to  such  point  will  be  zero. 

40.  Composition  and  resolution  of  parallel  forces. — The  case  of  the 
equilibrium  of  three  parallel  forces  is  merely  a particular  case  of  the  equili- 
brium of  three  forces  acting  on  a point.  In  fact,  let  P and  Q be  two  forces 
whose  directions  pass  through  the  points  A and  B,  and  intersect  in  O, 
fig.  16  ; let  them  be  balanced  by  a third  force  R whose  direction  produced 
intersects  the  line  AB  in  C.  Now  suppose  the  point  O to  move  along  AO, 
gradually  receding  from  A,  the  magnitude  and  direction  of  R will  continually 
change,  and  also  the  point  C will  continually  change  its  position,  but  will 
always  he  beween  A and  B.  In  the  limit  P and  Q become  parallel  forces 
acting  towards  the  same  part,  balanced  by  a parallel  force  R acting  towards 
the  contrary  part  through  a point  X between  A and  B.  The  question  is  •— 
First,  in  this  limiting  case,  what  is  the  value  of  R ; secondly , what  is  the 
position  of  X ? Now  with  regard  to  the  first  point  it  is  plain  that  if  a triangle 
abc  \s  drawn  as  in  art.  38,  the  angles  a and  b in  the 
limit  will  vanish,  and  c will  become  1800,  consequently 
ab  ultimately  equals  ac  + cb  ; 

or  R =T  + Q. 

With  regard  to  the  second  point,  it  follows  from  the 
last  article  (39)  that  the  moments  of  P and  Q about 
C are  always  equal,  whence 

AX  : XB  : : Q : P, 

a proportion  which  determines  the  position  of  X. 

Hence  the  following  rules  for  the  composition  of  any 
two  parallel  forces,  viz. — Fis- 16 


I.  When  two  parallel  forces  P and  Q act  towards  the  same  part,  at  rigidly 
connected  points  A and  B,  their  resultant  is  a parallel  force  acting  towards 
the  same  part,  equal  to  their  sum,  and  its  direction  divides  the  line  AB 
into  two  parts  AC  and  CB  inversely  proportional  to  the  forces  P and  O 
I . When  two  parallel  forces  P and  Q,  of  which  P is  the  greater 
act  towards  contrary  parts  at  rigidly  connected  points  A and  B (heir 
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resultant  is  a parallel  force  acting  towards  the  same  part  as  P,  equal  to  the 
excess  of  P over  Q,  and  its  direction  divides  BA  produced  in  a point  C such 
that  CA  and  CB  are  inversely  proportional  to  P and  Q. 

In  each  of  the  above  cases  if  we  were  to  apply  R at  the  point  C,  in 
opposite  directions  to  those  shown  in  the  figure,  it  would  plainly  (by  the  above 
theorem)  balance  P and  Q,  and  therefore  when  it  acts  as  shown  in  figs.  17 
and  18  it  is  the  resultant  of  P and  Q in  those  cases  respectively.  It  will,  of 
course,  follow  that  the  force  R acting  at  C can  be  resolved  into  P and  Q 
acting  at  A and  B respectively. 

If  the  second  of  the  above  theorems  is  examined,  it  will  be  found  that 
no  force  R exists  equivalent  to  P and  Q when  these  forces  are  equal.  Two 
such  forces  constitute  a couple , which  may  be  defined  to  be  two  equal  parallel 
forces  acting  towards  contrary  parts  ; a couple  possesses  the  remarkable  pro- 
perty that  it  is  incapable  of  being  balanced  by  any  single  force  whatsoever. 

Thus,  when  a couple  is  applied  to  a body,  a motion  of  rotation  is  pro- 
duced, not  a motion  of  translation.  A compass  needle  when  deflected  from 
the  magnetic  meridian  is  acted  on  by  a couple  due  to  the  earth’s  magnetism. 


Fig.  17 


Fig.  18 


The  needle  has  no  tendency  to  move  away  from  its  place.  A couple  is 
required  to  twist  a wire,  turn  a capstan,  &c. 

In  the  case  of  more  than  two  parallel  forces  the  resultant  of  any  two  can 
be  found,  then  of  that  and  a third,  and  so  on  to  any  number  ; it  can  be 
shown  that  however  great  the  number  of  forces  they  will  either  be  in  equili- 
brium or  will  reduce  to  a single  resultant  or  to  a couple. 

41.  Centre  of  parallel  forces.— On  referring  to  figs.  17  and  18,  it  will 
be  remarked  that  if  we  conceive  the  points  A and  B to  be  fixed,  and  the 
directions  AP  and  BQ  of  the  forces  P and  Q to  be  turned  round  A and  B, 
so  as  to  continue  parallel  and  to  make  any  angle  with  their  original 
directions,  then  the  direction  of  their  resultant  will  continue  to  pass 
through  C ; that  point  is  therefore  called  the  centre  of  the  parallel  forces  P 
and  Q. 

It  appears  from  investigation  that  whenever  a system  of  paiallel  forces 
reduces  to  a single  resultant,  those  forces  will  have  a centre  ; that  is  to  say, 
if  we  conceive  each  of  the  forces  to  act  at  a fixed  point,  theie  will  be  a point 
through  which  the  direction  of  their  resultant  will  pass  when  the  diiections 
of  the  forces  arc  turned  through  any  equal  angles  round  theii  points  of 
application  in  such  a manner  as  to  retain  the  parallelism  of  their  diiections. 
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The  most  familiar  example  of  a centre  of  parallel  forces  is  the  case  in 
which  the  forces  are  the  weights  of  the  parts  of  a body  ; in  this  case  the 
forces  all  acting  towards  the  same  part  will  have  a resultant,  viz.  their  sum  ; 
and  their  centre  is  called  the  centre  of  gravity  of  the  body 

42.  Equality  of  action  and  reaction. — We  will  proceed  to  exemplify 
some  of  the  principles  now  laid  down  by  investigating  the  conditions  of 
equilibrium  of  bodies  in  a few  simple  cases;  but  before  doing  so  we  refer 
again  to  the  law  stated  in  art.  32,  which  holds  good  whenever  a mutual 
action  is  called  into  play  between  two  bodies.  Reaction  is  always  equal  a?id 
contrary  to  action  : that  is  to  say,  the  mutual  actions  of  two  bodies  on  each 
other  are  always  equal  in  amount  and  opposite  in  direction , and  this  is 
equally  true  when  the  bodies  are  in  motion  and  when  they  are  at  rest. 
A very  instructive  example  of  this  law  has  already  been  given  (36),  in  which 
the  action  on  the  spring  CD  (fig.  11)  is  the  weight  W transmitted  by  the 
spring  to  C,  and  balanced  by  the  reaction  of  the  ground  transmitted  from  B 
to  D.  In  these  circumstances  the  spring  is  said  to  be  stretched  by  a 
force  W.  If  the  spring  were  removed,  and  the  thread  were  continuous  from 
A to  B,  it  is  clear  that  any  part  of  it  is  stretched  by  two  equal  forces,  viz.  an 
action  and  reaction,  each  equal  to  W,  and  the  thread  is  said  to  sustain  a 
tension  W.  When  a projectile  is  fired  from  a gun,  the  action  is  the  momen- 
tum of  the  projectile,  the  reaction  is  the  recoil  of  the  gun— its  momentum  in 
the  opposite  direction,  and  Newton’s  third  law  states  the  equality  of  the  two 
momenta.  When  a horse  draws  a barge  with  uniform  velocity  along  a canal, 
the  pull  on  the  rope  is  the  same  in  whichever  direction  we  regard  it  ; that 
is,  the  force  with  which  the  horse  pulls  the  barge  is  equal  to  that  with  which 
the  barge  pulls  the  horse.  If  the  former  were  greater  there  would  be  ac- 
celeration, and  the  barge  would  approach  the  horse.  Were  the  horse  to  do 
no  work,  the  barge  would  speedily  be  brought  to  rest  by  friction,  resistance 
of  air  and  water,  &c.  The  work  spent  by  the  horse  overcomes  this  tendency 
and  maintains  the  tension  of  the  rope  constant.  It  is  the  roughness,  and 
consequent  friction,  of  the  ground  which  enables  the  horse  to  do  this  work. 

43-  The  lever  is  a name  given  to  any  bar,  straight  or  curved,  AB  (fig  10) 
resting  on  a fixed  point  or  edge  c called 
the  fulcrum.  The  forces  acting  on  the 
lever  are  the  weight  or  resistance  Q,  the 
power  P,  and  the  reaction  of  the  fulcrum. 

Since  these  are  in  equilibrium,  the  re- 
sultant P and  Q must  act  through  c , for 
otherwise  they  could  not  be  balanced  by 
the  reaction.  Draw  cb  at  right  angles  to 
QB  and  ca  to  PA  produced  ; then,  ob- 
serving that  P x ca  and  Q x cb  are  the 
moments  of  P and  Q with  respect  to  c 
and  that  they  have  contrary  signs,  we 
have  (by  39) 

P * ca  = Q x cb  ; 

an  equation  commonly  expressed  by  the  . ,ft.  ,y 

rule  Aat  in  the  lever  the  power  is  to  the  weight  in  the  inverse  ratio  of  their 
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Levers  are  divided  into  three  kinds,  according  to  the  position  of  the 
fulcrum  with  respect  to  the  points  of  application  of  the  power  and  the  weight. 
In  a lever  of  the  first  kind  the  fulcrum  is  between  the  power  and  resistance, 
as  in  fig.  19,  and  as  in  a poker  and  in  the  common  steelyard;  a pair  of 
scissors  and  a carpenter’s  pincers  are  double  levers  of  this  kind.  In  a lever 
of  the  seco?id  kind  the  resistance  is  between  the  power  and  the  fulcrum,  as  in 
a wheelbarrow,  or  a pair  of  nutcrackers,  or  a door  ; in  a lever  of  the 
third  ki?id  the  power  is  between  the  fulcrum  and  the  resistance,  as  in  a 

pair  of  tongs  or  the  treadle  of  a lathe. 

44.  Pulleys.— The  pulley  is  a hard  circular  disc  of  wood  or  of  metal  in 
the  edge  of  which  is  a groove,  and  which  can  turn  freely  on  an  axis  in  the 
centre.  Pulleys  are  either  fixed. , as  in  fig.  20,  where 


the  stirrup  or  fork  is  rigidly  connected  with  some 
immovable  body,  and  where  the  axis  rotates  in  the 
stirrup  ; or  it  may  be  movable,  as  in  fig.  21,  where 
the  axis  is  fixed  to  the  fork,  and  it  passes  through 
a hole  in  the  centre  of  the  disc.  The  rope  which 


passes  round  the  pulley  in  fig.  20  supports  a weight 
at  one  end  ; while  at  the  other  a pull  is  applied  to 
hold  this  weight  in  equilibrium. 

We  may  look  upon  the  power  and  the  resistance 
as  acting  at  the  circumference  of  the  circle  ; hence 
as  the  radii  are  equal,  if  we 
consider  the  pulley  | as  a 
lever,  the  two  arms  are 


Fig.  20 


Fig.  21 


Q 

Fig.  22 


eciual  and  equilibrium  will  prevail  when  the  power  and  the  resistance  aie 
equal’  The  fixed  pulley  affords  thus  no  mechanical  advantage,  but  is  simply 
convenient  in  changing  the  direction  of  the  application  of  a force. 

In  the  case  of  the  movable  pulley  one  end  of  the  rope  is  suspended  to  a 
fixed  point  in  a beam,  and  the  weight  is  attached  to  the  hook  on  which  the 
pulley  acts.  The  tension  of  the  rope  is  everywhere  the  same  ; one  poition 
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of  the  weight  is  supported  by  the  fixed  part  and  the  other  by  the  power, 
and  these  are  equal  to  each  other,  and  are  together  equal  to  the  weight, 
including  the  pulley  itself  ; hence  in  this  case  P = |Q. 

If  several  pulleys  are  joined  together  on  a common  axis  in  a special 
sheath,  which  is  fixed,  and  a rope  passes  round  all  those,  and  also  round  a 
similar  but  movable  combination  of  pulleys,  such  an  arrangement,  which  is 
represented  in  fig.  22,  is  called  a block  and  tackle. 

If  we  consider  the  condition  of  the  rope  it  will  be  found  to  have  every- 
where the  same  tension  ; the  weight  Q which  is  attached  to  the  hook 
common  to  the  whole  system  is  supported  by  the  six  portions  of  the  rope  : 
hence  each  of  these  portions  will  sustain  one-sixth  of  the  weight  ; the  force 
which  is  applied  at  the  free  end  of  the  rope  which  passes  over  the  upper 
pulley,  and  which  determines  the  tension,  will  have  the  same  value  ; that  is 
to  say,  it  will  support  one -sixth  of  the  weight. 

The  relation  between  power  and  weight  in  a block  and  tackle  is  expressed 

by  the  equation  P = — , 'n  which  P is  the  power,  Q the  weight,  and  n the 


number  of  cords  by  which  the  weight  is  supported. 

45.  The  wheel  and  axle.— The  older  form  of  this  machine,  fig.  23  is 
that  of  an  axle,  to  which  is  rigidly  fixed,  concentric  with  it,  a wheel  of  larger 
diameter.  The  power  is  applied 
tangentially  on  the  wheel,  and 
the  resistance  tangentially  to  the 
axle,  as,  for  instance,  in  the 
treadmill  and  water  - wheel. 

Sometimes,  as  in  the  case  of  the 
capstan,  the  power  is  applied 
to  spokes  fixed  in  the  axle, 
which  represent  semi-diameters 
of  the  wheel  ; in  other  cases,  as 
in  the  windlass,  the  handle  is 
rigidly  fixed  to  the  axis. 

In  all  its  modifications  we  may  regard  the  wheel  and  axle  as  an  applica- 
tion of  the  lever,  the  arms  of  which  are  the  radii  of  the  wheel  and  axle 
îespectively  ; and  in  all  cases  equilibrium  exists  where  the  power  is  to  the 
weight  or  resistance  as  the  radius  of  the  axle  is  to  the  radius  of  the  wheel 
Thus  in  fig.  23,  P : Q = ab  : ac,  or  P x ac=  Q x ab. 

Frequent  applications  of  wheels  of  different  diameters  are  met  with  in 

T.i  m0t,°n  °f,°ne  wheel  1S  transmitted  to  another,  either  by  means 
eeth  fitting  in  each  other  on  the  circumference  of  the  wheels,  as  in  fig  ->4 
or  by  means  of  bands  passing  over  the  two  wheels.  & 

to  ^ C\24’  Whl1Ch  rePresents  the  essential  parts  of  a crab  winch,  in  order 
to  raise  the  weight  Q a power  p must  be  applied  at  the  circumference  of 

the  wheel  such  that/  = Q^  i„  which  r and  R are  the  radii  of  the  axle 
b and  of  the  toothed  wheel  a respectively. 

The  rotation  of  the  wheel  a is  effected  by  means  of  the  smaller  wWi  - o 
er< ««I'  of  which  fit  in  those  of«.  But  if  this  wheel  fit  to  n f 
us  circumference  a power  A the  power  P which  is  apS  a,  ^ etd  of 
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the  handle  must  be  P = Fpt  jn  which  r'  is  the  radius  of  c,  R'  the  length  of 
a lever  at  the  end  of  which  P acts,  and  consequently 


P=  Q. 
RR'  v 


The  îadius  of  the  wheel  c is  to  that  of  the  wheel  a as  their  respective 
cii  cumferences  \ and,  as  the  teeth  of  each  are  of  the  same  size,  the  circum- 
ferences will  be  as  the  number  of  teeth. 

liains  of  wheel  work  are  used,  not  only  in  raising  great  weights  by  the 
exertion  of  a small  power,  as  in  screwjacks,  cranes,  crab  winches,  &c.,  but 
also  in  clock  and  watch  works,  and  in  cases  in  which  changes  in  velocity  or 
in  power,  or  even  in  direction,  are  required.  Numerous  examples  will  be  met 
with  in  the  various  apparatus  described  in  this  work. 

46.  Inclined  plane. — The  properties  and  laws  of  the  inclined  plane  may 
be  conveniently  demonstrated  by  means  of  the  apparatus  represented  in 

fig.  25.  RS  represents  the  sec- 
tion of  a smooth  piece  of  hard 
wood  hinged  at  R ; by  means  of 
a screw  it  can  be  clamped  at 
any  angle  x against  the  arc- 
shaped support,  by  which  at  the 
same  time  the  angle  can  be 
measured  ; a is  a cylindrical 
roller,  to  the  axis  of  which  is 
attached  a string  passing  over  a 
pulley  to  a scale-pan  P. 

It  is  thus  easy  to  ascertain 
by  direct  experiments  what 
weights  must  be  placed  in  the 
pan  P in  order  to  balance  a roller  of  any  given  weight  with  the  plane  fixed 
at  a given  angle  of  inclination. 

The  line  RS  represents  the  length , ST  the  height , and  RT  the  base  of  the 
inclined  plane. 

In  ascertaining  the  theoretical  conditions  of  equilibrium  we  have  a useful 
application  of  the  parallelogram  of  forces.  Let  the  line  ab,  fig.  25,  repre- 
sent the  force  which  the  weight  W of  the  cylinder  exerts  acting  vertically 
downwards  ; this  may  be  decomposed  into  two  others  ; one  ad,  acting 
at  right  angles  against  the  plane,  and  representing  the  pressure  which 
the  weight  exerts  against  the  plane,  and  which  is  counterbalanced  by 
the  reaction  of  the  plane  ; the  other,  ac,  represents  the  component  which 
tends  to  move  the  weight  down  the  plane,  and  this  component  has  to  be 
held  in  equilibrium  by  the  weight  P,  equal  to  it,  and  acting  in  the  opposite 
direction. 

It  can  be  readily  shown  that  the  triangle  abc  is  similar  to  the  triangle 
SRT,  and  that  the  sides  ac  and  ab  are  in  the  same  proportion  as  the  sides 
ST  and  SR.  But  the  line  ac  represents  the  power,  and  the  line  ab  the 
weight  ; hence 


Fig.  25 


ST  : SR  = P : W ; 
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that  is,  on  an  inclined  plane,  equilibrium  obtains  when  the  fioiver  is  to  the 
weight  as  the  height  of  the  inclined  plane  to  its  length. 

ST  • 

Since  the  ratio  c—  is  the  sine  of  the  angle  x,  we  may  also  state  the  prin- 

O 1\. 

ciple  thus  : 

P = W sin  x. 

The  component  da  or  be,  which  represents  the  actual  pressure  against 
the  plane,  is  equal  to  W cos  x ; that  is  the  pressure  against  the  plane  is  to 
the  weight  as  the  base  is  to  the  length  of  the  inclined  plane. 

In  the  above  case  it  has  been  considered  that  the  power  acts  parallel  to 
the  inclined  plane.  It  may  be  applied  so  as  to  act  horizontally.  It  will  then 
be  seen  from  fig.  26  that  the  weight 
W may  be  decomposed  into  two 
forces,  one  of  which,  ab , acts  at 
right  angles  to  the  plane,  and  the 
other,  ac,  parallel  to  the  base.  It 
is  this  latter  which  is  to  be  kept  in 
equilibrium  by  the  power.  From 
the  similarity  of  the  two  triangles 
acb  and  STR,  ac  : bc=  ST  : TR  ; 
but  be  is  equal  to  W,  and  ac  is 
equal  to  P ; hence  the  power  which  must  be  applied  at  b to  hold  the  weight 
W in  equilibrium  is  as  the  height  of  the  inclined  plane  is  to  the  base  or 
as  the  tangent  of  the  angle  of  inclination  x ; that  is,  P = W tan  x.  The 

Pressure  upon  the  plane  in  this  case  may  be  easily  shown  to  be  ab=  bc 

W COS  * 

that  1S  R = <E5s^’  Where  R is  the  Pressure  upon  the  plane.  This  is  some- 
times called  the  relative  weight  on  the  plane. 

If  the  force  P which  is  to  counterbalance  W is  not  parallel  to  the  plane 
but  forms  an  angle,  E,  with  it,  this  force  can  be  decomposed  into  one  which 
is  parallel  to  it,  and  one  which  is  at  right  angles.  Of  these  only  the  first  is 
operative,  and  is  equal  to  P cos  E. 

In  most  cases  of  the  use  of  the  inclined  plane,  such  as  in  moving  carriages 
and  waggons  along  roads,  in  raising  casks  into  waggons  or  warehouses,  the 
power  is  applied  parallel  to  the  inclined  plane.  An  instance  of  a case  in 
w uch  a force  acts  parallel  to  the  base  is  met  with  in  the  screw 

Owing  to  the  unevenness  of  the  surfaces  in  actual  use,  and  the  conse- 
quent friction  when  .one  body  moves  over  another,  the  laws  of  equilibrium 

be  1 t T'0"  °n  an  mClined  Pkne  Underg0  modification.  Friction  must 
e boked  upon  as  a hindrance  to  be  continually  overcome,  and  must  be 

clinerl  Î ^ ^ for,Ce  reqmred  to  keep  a body  from  falling  down  an  in- 

1 P antf ’ 01  mUSt  bC  added  t0  11  111  the  case  in  which  a bodv  is  to  be 
moved  up  the  plane.  (See  art.  50.) 

Thus  if  we  place  on  the  plane  a block  of  some  material  by  gradunllv 
increasing  the  inclination  it  will  begin  to  move  at  a rermil  } f , V 
will  depend  on  the  nature  of  the  material  thi HnSe  Æ r "f-  ,.Wh>C? 
of  resistance,  and  its  tangent  is  the  coefficient  of  friction  for  that'dnateSh 
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This  may  serve  as  a rough  illustration  of  a mode  of  determining  this  co- 
efficient. 

47.  The  wedge. — The  ordinary  form  of  the  wedge  is  that  of  a three- 
sided  prism  of  iron  or  steel,  one  of  whose  angles  is  very  acute.  Its  most 

frequent  use  is  in  splitting  stone,  timber,  &c. 
Fig.  27  represents  in  section  the  application  of 
the  wedge  to  this  purpose.  The  side  ab  is  the  back , 
the  vertex  of  the  angle  acb  which  the  two  faces  ac 
and  be  make  with  each  other  represents  the  edge , 
and  the  faces  ac  and  be  the  sides  of  the  wedge.  The 
power  P is  usually  applied  at  right  angles  to  the 
back  ; and  we  may  look  upon  the  cohesion  be- 
tween the  fibres  of  the  wood  as  representing  the 
resistance  to  be  overcome  ; as  corresponding  to 
what  in  other  machines  is  the  weight.  Suppose 
this  to  act  at  right  angles  to  the  two  faces  of 
the  wedge,  and  to  be  represented  by  lines 
fe  and  ge  ; complete  the  parallelogram  gef,  then 
the  diagonal  he  will  represent  the  resultant  of 
the  reaction  of  the  fibres  tending  to  force  the 
wedge  out  ; the  force  which  must  be  applied  to 
hold  this  wedge  in  equilibrium  must  therefore  be 
equal  to  eh.  Now  efh  is  similar  to  the  triangle 
acb , therefore  ab  : ac  = eh\ef  ; but  these  lines  represent  the  pressuie  applied 
at  the  back  of  the  wedge,  and  the  pressure  on  the  face  ac,  hence  if  1 îepie- 
sent  the  former  and  Q the  latter,  there  is  equilibrium  when  P : Q = ab  : ac , 
that  is,  when  the  power  is  to  the  resistance  in  the  same  îatio  as  the  back  of 
the  wedge  bears  to  one  of  the  sides.  The  relation  between  powei  and  re- 
sistance is  more  favourable  the  sharper  the  edge,  that  is,  the  smallei  the 
angle  which  the  sides  make  with  each  other. 

The  action  of  all  sharp  cutting  instruments,  such  as  chisels,  knives, 
scissors,  &c.,  depends  on  the  principle  of  the  wedge.  It  is  also  applied  when 
very  heavy  weights  are  to  be  raised  through  a short  distance,  as  in  launching 
ships,  and  in  bracing  columns  and  walls  to  the  vertical. 

48.  The  screw.— Let  us  suppose  a piece  of  paper  in  the  shape  of  a 
right-angled  triangle  aee'  to  be  applied  with  its  vertical  side  ac  e against  a 

a 

i 

1 

d 


Fig.  28 


cylinder,  and  parallel  to  the  axis,  and  to  be  wrapped  round  the  cylinder  ; the 
hypotenuse  will  describe  a screw  line  or  helix  on  the  surface  of  the  cylinder 
(fig.  28);  the  points  abate  will  occupy  the  positions  respectively  ab  c’d e . 
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If  the  dimensions  be  so  chosen  that  the  base  of  the  triangle,  cc',  is  equal 
to  the  circumference  of  the  cylinder,  then  the  hypotenuse  abc  becomes  an 
inclined  plane  traced  on  the  surface  of  the  cylinder;  the  distance  ac'  being 
the  height  of  the  plane. 

An  ordinary  screw  consists  of  an  elevation  on  a solid  cylinder  ; this 
elevation  may  be  either  square,  as  in  fig.  29,  or  acute  ; and  such  screws  are 
called  square  or  sharp  screws  accordingly. 

When  a corresponding  groove  is  cut  in  the 
hollow  cylinder  or  nut  of  the  same  diameter 
as  the  bolt,  this  gives  rise  to  an  internal  or 
companion  screw  or  nut,  fig.  30. 

The  distance  between  any  two  threads 
of  a screw  measured  parallel  to  the  axis  is 

called  the  pitch , and  the  angle  acc  or  aee'  is  called  the  inclination  of  the 
screw. 


Fig.  29  Fig.  30 


In  piactice,  a îaised  screw  is  used  with  its  companion  in  such  a manner 
that  the  elevations  of  the  one  fit  into,  and  coincide  with,  the  depressions  of 
the  other.  The  screw  is  a modification  of  the  inclined  plane,  and  the  condi- 
tions of  equilibrium  are  those  which  obtain  in  the  case  of  the  plane  The 
resistance  R,  which  is  either  a weight  to  be  raised,  or  a pressure  to  be  exerted 
acts  in  the  direction  of  the  vertical,  and  the  power  acts  parallel  to  the  base  • 
hence  we  have  P : R = A : b,  and  the  length  of  the  base  is  the  circumference 
of  the  cylinder  ; whence  P : R = /z  : 27 rr  ; r being  the  radius  of  the  cylinder 
and  h the  pitch  of  the  screw.  ’ 

The  power  is  usually  applied  to  the  screw  by  means  of  a lever,  as  in  the 
bookbinder’s  press,  the  copying  press,  &c.,  and  the  principle  of  the  screw 
maybe  stated  to  be  generally  that  the  power  of  the  screw  is  to  the  resistance 
in  the  same  ratio  as  that  of  the  pitch  of  the  screw  to  the  circumference  of  the 
circle  through  which  the  power  acts. 

49-  Friction.—  In  the  cases  of  the  actions  of  machines  which  have  hitherto 
been  described,  the  resistances  which  are  offered  to  motion  have  not  been 
at  all  considered.  The  surfaces  of  bodies  in  contact  are  never  perfectly 
smooth  ; even  the  smoothest  present  inequalities  which  can  be  detected 
neithei  by  the  touch  nor  by  ordinary  sight  ; hence  when  one  body  moves 

oft!  theflSUI?,Ce  °,f  another>  the  dations  of  one  sink  into  the  depressions 
of  the  othei , like  the  teeth  of  wheels,  and  thereby  offer  a certain  resistance  to 

œntinualfvï  ? ,S  Z^friction-  ^must  be  regarded  as  a force  which 
continually  acts  in  opposition  to  actual  or  possible  motion. 

Friction  is  of  two  kinds  : sliding,  as  when  one  body  glides  over  another  • 

thi  is  least  when  the  two  surfaces  in  contact  remain  the  same  as  in  the 

“s"'  aX’e  ’Y"  bCanng  ! and  rollinë{ riction,  which  occurs  when  one 
, i?V 7 another>  as  111  the  case  of  an  ordinary  wheel.  The  latter  is 

ess  than  the  former,  for  by  the  rolling  the  inequalities  of  one  body  are  raised 

f • those  of  lhe  other.  As  rolling  friction  is  considerably  less  than  sliding 

is  done  in  1 & °f  P°Wei‘  t0  convert  the  latter  into  the  former  • as 

.1  . n®  'n  the  case  of  the  casters  of  chairs  and  other  furniture  and  also  in 
°.f  fnctlon  wheels.  This,  however,  is  not  always  the  case  ■ thus  a\wi 
expediences  less  friction  on  snow  than  a carriage,  for  in  this  case  the  1 ' T 
S.»k  and  faction  on  the  sides  tesults.  On  l^d'nV'lS.t 
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useful  to  change  rolling  into  sliding  friction,  as  when  drags  are  placed  on 
carriage-wheels. 

Friction  is  directly  proportional  to  the  pressure  of  the  two  surfaces 
against  each  other.  The  ratio  of  the  force  which  must  act  merely  to  over- 
come friction  to  the  pressure  is  called  the  coefficient  of  friction. 

Friction  is  independent  of  the  extent  of  the  surfaces  in  contact  if  the  pres- 
sure is  the  same.  Thus,  suppose  a board  with  a surface  of  a square  deci- 
metre resting  on  another  board  to  be  loaded  with  a weight  of  a kilogramme. 
If  this  load  is  distributed  over  a similar  board  of  two  square  decimetres’ 
surface,  the  total  friction  will  be  the  same,  while  the  friction  per  square 
centimetre  is  one-half,  for  the  pressure  on  each  square  centimetre  is  one-half 
of  what  it  was  before.  So,  too,  a rectangular  stone  experiences  the  same 
friction  whether  it  is  laid  on  the  narrow  or  on  the  broad  side.  Friction  is 
diminished  by  polishing  and  by  smearing,  but  is  increased  by  heat.  It  is 
greater  as  a body  passes  from  the  state  of  rest  to  that  of  motion  than  during 
motion,  but  seems  independent  of  the  velocity.  The  coefficient  of  friction 
depends  on  the  nature  of  the  substances  in  contact  ; similar  bodies  experience 
in  general  greater  friction  than  dissimilar  ones,  for  with  the  former  the  in- 
equalities fit  more  into  one  another  ; thus  for  oak  upon  oak  it  is  0-418  when 
the  fibres  are  parallel,  and  0-293  when  they  cross  ; for  beech  upon  beech  it 
is  0-36.  Greasy  substances,  which  are  not  absorbed  by  the  body,  diminish 
friction,  but  increase  it  if  they  are  absorbed.  Thus  moisture  and  oil  increase, 
while  tallow,  soap,  and  graphite  diminish,  the  friction  of  wooden  surfaces. 
In  the  sliding  friction  of  cast  iron  upon  bronze  the  coefficient  was  found  to 
be  0-25  without  grease  ; with  oil  it  was  0-17,  fat  o-n,  soap  0-03,  and  with  a 
mixture  of  fat  and  graphite  0-002.  The  coefficient  of  rolling  friction  for  cast- 
iron  wheels  on  iron  rails  as  in  railways  is  about  0-004  > for  ordinary  wheels 
on  an  ordinary  road  it  is  0-04,  hence  a horse  can  draw  ten  times  as  great  a 
load  on  rails  as  on  an  ordinary  road,  and  this  is  indeed  amain  use  of  rail  and 
tram  ways.  The  coefficient  of  steel  upon  smooth  ice  has  been  determined 
by  a skater  holding-  in  his  hand  a spring  balance  (87)  attached  to  a cord  by 
which  he  was  drawn  along  by  a second  skater.  At  starting  the  spiral  showed 
a pull  of  5 to  6 kilos,  but  during  the  motion  this  varied  between  1 and  2 kilos. 
As  the  weight  of  the  skater  was  62  kilos,  the  coefficient  of  friction  during 
the  motion  was  to  B22,  or  r6  to  3-2  per  cent. 

Without  friction  on  the  ground,  neither  man  nor  animals,  neither  ordi- 
nary carriages  nor  railway  carriages,  could  move.  Friction  is  necessary 
for  the  transmission  of  power  from  one  wheel  to  another  by  means 
of  bands  or  ropes  ; and  without  friction  we  could  hold  nothing  in  the 
hands. 

50.  Resistance  to  motion  in  a fluid  medium. — A body  in  moving  through 
any  medium,  such  as  air  or  water,  experiences  a certain  resistance  ; for  the 
moving  body  sets  in  motion  those  parts  of  the  medium  with  which  it  is  in 
contact,  whereby  it  loses  an  equivalent  amount  of  its  own  motion. 

This  resistance  increases  with  the  surface  of  the  moving  body  ; thus  a 
soap-bubble  or  a snow-flake  falls  more  slowly  than  does  a drop  of  water  of 
the  same  weight.  It  also  increases  with  the  density  of  the  medium  ; in 
rarefied  air,  therefore,  it  is  less  than  in  air  under  the  ordinary  pressure  ; 
and  in  this  again  it  is  less  than  in  water. 
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The  influence  of  this  resistance  may  be  illustrated  by  means  of  the 
apparatus  represented  in  fig.  31,  which  consists  of  two  vanes,  ww,  fixed  to  a 
horizontal  axis,  xx,  to  which  is  also  attached  a bobbin  j.  The  rotation  of 
the  vanes  is  effected  by  means  of  the  falling  of  a weight  attached  to  the 
string  coiled  round  the  bobbin.  The  vanes  can  be  adjusted  either  at  right 
angles  or  parallel  to  the  axis.  In  the  former  position 
the  vanes  rotate  rapidly  when  the  weight  is  allowed  to 
act  ; in  the  latter,  however,  where  they  press  with  their 
entile  surface  against  the  air,  the  resistance  greatly 
lessens  the  rapidity  of  rotation. 

The  resistance  increases  with  the  velocity  of  the 
moving  body,  and  for  moderate  velocities  is  propor- 
tional to  the  square  ; for  supposing  the  velocity  of  a 
body  made  twice  as  great,  it  must  displace  twice  as 
much  matter,  and  must  also  impart  to  the  displaced 
particles  twice  the  velocity.  For  high  velocities  the 
resistance  in  a medium  increases  in  a more  rapid 
ratio  than  that  of  the  square,  for  some  of  the  medium 
is  carried  along  with  the  moving  body,  and  this  by 
its  friction  against  the  other  portions  of  the  medium 
causes  a loss  of  velocity. 

11 1S  thls  resistance  which  so  greatly  increases  the 
difficulty  and  cost  of  attaining  very  high  speeds  in 
steam  vessels,  to  which  must  be  added  the  pro 
Auction  of  waves  on  the  surface,  and  of  eddy  currents  TJ^  :c  „ . 

other  hand,  of  this  resistance  in  parachutes  (fig.  tBôl'and  L tlm 
for  diminishing  the  velocity  of  falling  bodies  (ft  6rf  then  the  ^ndvanes 
is  illustrated  by  the  apparatus,  fig.  31.  Light  bodies  fill  P P,C  °f  wh,ch 
than  heavy  ones  of  the  same  surface  for  the  m ^ Sl°wly  111  air 

Pared  with  the  resistance.  The  resistance  to  a fill  & 1S  smaIler  core- 

equal  its  weight  ; it  then  moves  uniformly  forward  with  rfe  Ult'mately 
it  has  acquired.  Thus,  a raindrop  falling  from  a height  of  - ' e]°uty  which 
when  near  the  ground,  have  a velocity  of  nearly  440  feet' 1 3 ^ shoLlld> 

of  a musket-shot  ; owing,  however,  to  the  resistance  nft  SeconcI>  or  th»t 
velocity  is  probably  not  more  than  30  feet  in  a second  On^ 
resistance  of  the  air  is  appreciable  ; with  a carriage  "'ayS  the 

22  square  feet,  it  amounts  to  16  or  17  pounds  when°tl  ‘ P°S1|1§  a surface  of 
■6  feet  a second,  or  ,,  mi]es  an  hot,”  “ Speed  °f  th<i  “*■>  is 

hor^r8,;^^^  r «ci.ia.ions  of  a 

determined  the  frictional  or  inférai  ïslsta!  ce  ^ *”  Water’  Meyer 

10  it  was  equal  to  o'oi567  gramme  on  a scan  - "atei>  and  found  that  at 
was  about  A as  much.  a SqUEre  centimetre  ; and  for  air  it 

Si.  Uniformly  accelerated  rectilinear  motion -Tor  IIO 
containing  m unds  of  mass  to  move  from  resfundei  rf,  fSUppose  a body 
f units  ; the  body  will  move  in  the  line  of  nnin  r ac  1011  of  a force  of 
acquire  in  each  second  an  additional  velocity/given  by  t^  eq^ion^ 


F = ;„/; 
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consequently,  if  v is  its  velocity  at  the  end  of  t seconds,  we  have 

v = ft-  Ù 1 (0 

To  determine  the  space  it  will  describe  in  t seconds,  we  may  reason  as 
follows  : — The  velocity  at  the  time  t being//,  that  at  a time  t + r,  where  r is 
a small  interval  of  time,  will  be  f {t+r).  If  the  body  moved  uniformly 
during  the  time  r with  the  former  velocity,  it  would  describe  a space  s equal 
to  ftr  ; if  with  the  latter  velocity,  a space  equal  to  / (/  + r)r.  Conse- 
quently, 

.r,  : j : : / -t  r : / ; 


Fig.  32 


therefore,  when  r is  indefinitely  small,  the  limiting  values  of  j and  are 
equal.  Now,  since  the  body’s  velocity  is  continually  increasing  during  the 

time  t,  the  space  actually  described  is  greater 
than  s and  less  than  sv  But  since  the  limiting 
values  of  r and  jq  are  equal,  the  limiting  value 
of  the  space  described  is  the  same  as  that  of  j 
or  jj.  In  other  words,  if  we  suppose  the  whole 
time  of  the  body’s  motion  to  be  divided  into 
any  number  of  equal  parts,  if  we  determine  the 
velocity  of  the  body  at  the  beginning  of  each 
of  these  parts,  and  if  we  ascertain  the  spaces 
described  on  the  supposition  that  the  body 
moves  uniformly  during  each  portion  of  time,  the  limiting  value  of  the  sum 
of  these  spaces  will  be  the  space  actually  described  by  the  body.  Draw 
a line  AC  (fig.  32),  and  at  A construct  an  angle  CAB,  whose  tangent  equals 
/ ; divide  AC  into  any  number  of  equal  parts  in  D,  E,  F,...and  draw  PD, 
QE,  RF,...BC  at  right  angles  to  AC  ; then  since  PD  = AD  x/,  QE  = AE  x/, 
RF  = AF  x f BC  = AC  xf  &c.,  PD  will  represent  the  velocity  of  the  body  at 
the  end  of  the  time  represented  by  AD,  and  similarly  QE,  RF,...BC,  will  re- 
present the  velocity  at  the  end  of  the  times  AE,  AF,.. . AC.  Complete  the  rect- 
angles ~De,  E/  Ff. . . These  rectangles  represent  the  space  described  by  the 
body,  on  the  above  supposition,  during  the  second,  third,  fourth,... portions  of 
the  time.  Consequently,  the  space  actually  described  during  the  time  AC  is 
the  limit  of  the  sum  of  the  rectangles  ; the  limit  being  continually  approached 
as  the  number  of  parts  into  which  AC  is  divided  is  continually  increased. 
But  this  limit  is  the  area  of  the  triangle  ABC  ; that  is  -JAC  x CB  or  §AC 
x AC  x/  Therefore,  if  AC  represents  the  time  / during  which  the  body 
describes  a space  s,  we  have 

■r=i//a.  0) 


Since  this  equation  can  be  written 

2 fs=f-f- 

we  find,  on  comparison  with  equation  (1),  that 

v”  = 2 fs.  (3) 

To  illustrate  these  equations,  let  us  suppose  the  accelerative  effect  of  the 
force  to  be  6 ; that  is  to  say  that,  in  virtue  of  the  action  of  the  force,  the  body 
acquires  in  each  successive  second  an  additional  velocity  of  6 feet  per  second  ; 
and  let  it  be  asked  what,  on  the  supposition  of  the  body  moving  from  rest, 
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will  be  the  velocity  acquired,  and  the  space  described,  at  the  end  of  12 
seconds  ; equations  1 and  2 enable  us  to  answer  that  at  that  instant  it  will  be 
moving  at  the  rate  of  72  feet  per  second,  and  will  have  described  432  feet. 

The  following  important  result  follows  from  equation  (2).  At  the  end  of 
the  first,  second,  third,  fourth,  &c.,  second  of  the  motion,  the  body  will  have 
described  bf  if*  4,  bfx  9,  bf*  16,  &c.,  feet;  and  consequently  during  the 
first,  second,  third,  fourth,  &c.,  second  of  the  motion  will  have  described  bf 
3î  hfx  5)  hi x 7i  &c.,  feet,  namely  spaces  in  arithmetical  progression. 

The  results  of  the  above  article  can  be  stated  in  the  form  of  laws  which 
apply  to  the  condition  of  a body  moving  from  a state  of  rest  under  the  action 
of  a constant  force  : — • 

I.  The  velocities  are  proportional  to  the  times  during  which  the  motion 
has  lasted. 

II.  The  spaces  described  are  proportional  to  the  squares  of  the  times 
employed  in  their  description. 

III.  The  spaces  described  are  proportional  to  the  squares  of  the  velocities 
acquired  during  their  description. 

IV.  The  spaces  described  in  equal  successive  periods  of  time  increase  by  a 
constant  quantity. 

Instead  of  supposing  the  body  to  begin  to  move  from  a state  of  rest,  we 
may  suppose  it  to  have  an  initial  velocity  V,  in  the  direction  of  the  force.  In 
this  case  equations  1,  2,  and  3 can  be  easily  shown  to  take  the  following 


If  the  body  moves  in  a direction  opposite  to  that  of  the  force, /must  be 
reckoned  negative. 

The  most  important  exemplification  of  the  laws  stated  in  the  present 
aiticle  is  in  the  case  of  a body  falling  freely  in  vacuo.  Here  the  force  causing 
the  acceleration  is  that  of  gravity,  and  the  acceleration  produced  is  denoted 
by  the  letter^:  it  has  already  been  stated  (32)  that  the  numerical  value  of 
S is  32'I9I2  at  London,  when  the  unit  of  time  is  a second  and  the  unit  of 
length  a foot.  Adopting  the  metre  as  unit  of  length,  the  value  of  q-  at  London 
is  9-8117. 

52.  Motion  on  an  inclined  plane. — Referring  to  (46),  suppose  the  force 
P not  to  act  ; then  the  mass  M of  the  roller  is  acted  on  by  an  unbalanced 
force  M ^sin  .v,  in  the  direction  SR  ; consequently  the  acceleration  down  the 
plane  is^sin  -r,  and  the  motion  becomes  a particular  case  of  that  discussed 
m the  last  article.  If  it  begins  to  move  from  rest,  it  will  at  the  end  of  / 
seconds  acquire  a velocity  v given  by  the  equation 


Also,  if  v is  the  velocity  acquired  while  describing  feet  of  the  plane, 


forms,  respectively  — 


v=gt  sin  x, 


and  will  describe  a length  j of  the  plane  given  by  the  equation 

^ = hgt 2 sin  x. 
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Hence  (fig.  25),  if  a body  slides  down  the  plane  from  S to  R,  the  velocity 
which  it  acquires  at  R is  equal  to  d2g-  RS  sin  x,  or  dig.  ST  ; that  is 
to  say,  the  velocity  which  the  body  has  at  R does  not  depend  on  the 
angle  x,  but  only  on  the  perpendicular  height  ST.  The  same  would  be 
true  if  for  RS  we  substituted  any  smooth  curve  ; and  hence  we  may  state 
generally  that  when  a body  moves  along  any  smooth  path  under  the  action 
of  gravity,  the  change  of  velocity  it  experiences  in  moving  from  one  point 
to  another  is  that  due  to  the  vertical  height  of  the  former  point  above  the 
latter. 

53.  Motion  of  projectiles. — The  equations  given  in  the  above  article 
apply  to  the  case  of  a body  thrown  vertically  upwards  or  downwards  with  a 
certain  initial  velocity.  We  will  now  consider  the  case  of  a heavy  body 
thrown  in  a horizontal  direction.  Let  a,  fig.  33,  be  such  a body  thrown  with 
an  initial  velocity  of  v feet  in  a second,  and  let  the  line  ab  represent  the  space 
described  in  any  interval  ; then  at  the  end  of  the  2nd,  3rd,  4th  . . . equal  interval, 
the  body,  in  virtue  of  its  inertia,  will  have  reached  the  points  c,  d,  e,  &c. 
But  during  all  this  time  the  body  is  under  the  influence  of  gravity,  which, 
if  it  alone  acted,  would  cause  the  body  to  fall  through  the  distances  repre- 
sented on  the  vertical  line  ; these  are  determined  by  the  successive  values 
of  igt'2,  which  is  the  formula  for  the  space  described  by  a freely  falling  body 
(52).  The  effect  of  the  combination  of  the  two  motions  is  that  at  the  end 
of  the  first  interval,  &c.,  the  body  will  be  at  b’ , at  the  end  of  the  second 
interval  at  c',  of  the  third  at  d\  &c.,  the  spaces  bb'  cc'  dd'  . . . being  propor- 
tional to  the  squares  of  ab,  ac,  ad,  respectively,  and  the  line  joining  these 
points  represents  the  path  of  the  body.  By  taking  the  intervals  of  time 

sufficiently  small  we  get.  a regularly  curved 
line  of  the  form  known  as  the  parabola. 

In  order  to  demonstrate  motion  with 
horizontal  and  inclined  direction  the  appa- 
ratus represented  in  fig.  34  may  be  made 
use  of.  It  consists  of  a bottle  from  which 
a steady  stream  of  water  issues  through  an 
india-rubber  tube  terminating  in  a jet.  This 
can  be  discharged  in  front  of  a slate  or 
blackboard  on  which  the  path  of  the  curve 
in  each  case  can  be  chalked. 

If  the  direction  in  which  the  body  is 
thrown  makes  an  angle  of  a with  the  horizon 
(fig.  35),  then  after  t seconds  it  would  have 
travelled  a distance  ab  = vf,  where  v is  the 
original  velocity  ; during  this  time,  however,  it 
will  have  fallen  through  a distance  be  = hgf2  ; 
the  height  which  it  will  have  actually  reached 
is  =bd-  far  vt  sin  a - ; and  the  hori- 

zontal distance  will  be  ad=ab  cos  a = vt  cos  a.  The  range  of  the  body,  or 
the  greatest  distance  through  which  it  is  thrown,  will  be  reached  when  t le 

height  is  again  =0  ; that  is,  when  vt  sin  a - \gt~  = o,  from  which  t 

Introducing  this  value  of  t into  the  equation  for  the  distance,  d,  we  ha\e 
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d=-v- 1 


sin  a cos  a 


which  by  a trigonometrical  transformation 


v sin  2 a 
v sin  a 


The  greatest  height  is  attained  in  half  the  time  of  flight,  or  when  t = 

from  which  we  get 
, _ v2  sin-  a 

It  follows  from  the 
formula  that  the  height  is 
greatest  when  sin  a is 
greatest,  which  is  the  case 
when  it  = 90,  or  when  the 
body  is  thrown  vertically 
upwards  ; the  range  is 
greatest  where  sin  2 a is  a 
maximum,  that  is,  when  ss 
2a  = 90°  or  a = 45°. 

In  these  formulae  it  has 
been  assumed  that  the  air 
offers  no  resistance.  This 
is,  however,  far  from  the 
case,  and  in  practice,  par- 
ticularly if  the  velocity  of 
projection  is  very  great, 
the  path  differs  from  that 
of  a parabola.  Fig.  35 
approximately  represents 
the  path,  allowing  for  the 
resistance  of  the  air.  The 
divergence  from  the  true 
theoretical  path  is  affected  by  the  fact  that  in  the  modern  rifled  arms  the 
projectiles  are  not  spherical  in  shape  ; and  also  because,  along  with  their 


in 


consequence  of  the  rifling,  a rotatory 


motion  of  translation,  they  have, 
motion  above  their  axis. 

54-  Composition  of  velocities. -The  principle  for  the  composition  of 
velocities  is  the  same  as  that  for  the  composition  of  forces  : this  follows  evi 
dem) Y from  the  fact  that  forces  are  measured  by  the  momentum  they  com- 
municate, and  are  therefore  to  one  another  in  the  same  ratio  as  the  velocities 
they  communicate  to  the  same  body.  Thus  (fig.  ,0,  art.  36),  if  the  point  has 
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at  any  instant  a velocity  AB  in  the  direction  AP,  and  there  is  communicated 
to  it  a velocity  AC  in  the  direction  AQ,  it  will  move  in  the  direction  AR  with 
a velocity  represented  by  AD.  And,  conversely,  the  velocity  of  a body  re- 
presented by  AD  can  be  resolved  into  two  component  velocities  AB  and  AC. 
This  suggests  the  method  of  determining  the  motion  of  a body  when  acted 
on  by  a force  in  a direction  transverse  to  the  direction  of  its  velocity  ; namely, 
suppose  the  time  to  be  divided  into  a great  number  of  intervals,  and  suppose 
the  velocity  actually  communicated  by  the  force  to  be  communicated  at  once  ; 
then  by  the  composition  of  velocities  we  can  determine  the  motion  during 
each  interval,  and  therefore  during  the  whole  time  ; the  actual  motion  is  the 
limit  to  which  the  motion,  thus  determined,  approaches  when  the  number  of 
intervals  is  increased. 

55.  Motion  in  a circle.  Centrifugal  force.— When  a body  is  once  in 
motion,  unless  it  is  acted  upon  by  some  force,  it  will  move  uniformly 
forward  in  a straight  line  with  unchanged  velocity  (29).  If,  therefore,  a body 
moves  uniformly  in  any  other  path  than  a straight  line — in  a circle,  for 
instance— this  must  be  because  some  force  is  constantly  at  work  which 
continuously  deviates  it  from  this  straight  line. 

We  have  already  seen  an  example  of  this  in  the 
case  of  the  motion  of  projectiles  (53),  and  will  now 
consider  it  in  the  case  of  central  motion  or  motion 
in  a circle,  of  which  we  have  an  example  in  the  motion 
of  the  celestial  bodies,  or  in  the  motion  of  a sling. 

In  the  latter  case,  if  the  string  is  cut,  the  stone, 
ceasing  to  be  acted  upon  by  the  tension  of  the  string, 
will  move  in  a straight  line  with  the  velocity  which  it 
already  possesses — that  is,  in  the  direction  of  the 
tangent  to  the  curve  at  the  point  where  the  stone  was 
when  the  string  was  cut.  The  tension  of  the  string,  the 
effect  of  which  is  to  pull  the  stone  towards  the  centre 
of  the  circle  and  to  cause  the  stone  to  move  in  its 
circular  path,  is  called  the  centripetal  or  central  force  ; 
the  reaction  of  the  stone  upon  the  string,  which  is 
equal  and  opposite  to  this  force,  is  called  the  centri- 
fugal force.  The  amount  of  the  forces  may  be  arrived 
at  as  follows  : — 

Let  us  suppose  a body  moving  in  a circle  with 
given  uniform  velocity  to  be  at  the  point  a (fig.  36)  ! 
then,  had  it  not  been  acted  on  by  a force  in  the 
direction  ac , it  would,  in  a small  succeeding  interval  of 
time  t,  have  continued  to  move  in  the  direction  of  the 
tangent  at  a,  and  have  passed  through  a distance  which 
we  will  represent  by  ab.  In  consequence,  however,  of 
Fig.  36  4.45  f01xe,  it  has  not  followed  this  direction,  but  has 

arrived  at  the  point  d on  the  curve  ; hence  the  force  has  made  it  traverse 
the  distance  bd=  ae  in  this  interval.  If  / is  the  acceleration  with  which  the 
body  is  drawn  towards  the  centre,  ae  = iff1,  and  if  ad  is  very  small,  it  may 
be  taken  as  equal  to  ab  or  vt , where  v is  the  velocity  of  the  moving  bod) . 
Now  if  an  is  the  diameter  of  the  circle,  the  triangle  adn  is  inscribed  in  a 
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semicircle  and  is  right-angled,  whence  ad 3 = ae  x an  = ae  x ir.  Substituting 
their  values  for  ad  and  ae  in  this  equation,  we  find  that  7 dt~  = ft'1  x 2 r,  from 

which  f = — , hence  F = mf  = ; that  is,  in  order  that  a body  with  a 

r r 

certain  velocity  may  move  in  a circle,  it  must  be  drawn  to  the  centre  by  a 
force  which  is  directly  as  the  square  of  the  velocity  with  which  the  body 
moves,  and  inversely  as  the  radius  of  the  circle.  To  keep  the  body  of  mass 
m in  a circle,  an  attraction  towards  the  centre  is  needed,  which  is  constantly 

equal  to  'nV- , and  this  attraction  is  also  constantly  neutralised  by  the  centri- 
fugal force. 

The  above  expression  may  be  put  in  a form  which  is  sometimes  more 
convenient.  If  T is  the  time  in  seconds  required  to  traverse  the  circum- 
ference 271 r with  the  velocity  v,  then  v"  =^7r  — , from  which  F _Apndr 

J 1 ^2  7 ^2 


If  a rigid  body  rotates  about  a fixed  axis,  all  parts  of  the  body  describe 
circles  of  various  diameters.  The  velocity  of  the  motion  of  individual 
particles  increases  with  the  distance  from  the  axis  of  rotation.  By  angular 
velocity  is  understood  the  velocity  of  a point  at  unit  distance  from  the  axis 
of  rotation.  If  this  is  denoted  by  0 0,  the  velocity  v of  a point  at  a distance 

from  the  axis  is  ar,  from  which  to  = -=  2rr  and  F = mra>" 

r T 

The  existence  of  centrifugal  force  may  be  demonstrated  by  means  of 
numei  ous  instiuctive  experiments,  such  as  the  centrifugal  raihuay.  If  a small 
can  of  water  hung  by  the  handle  to  a string  be  rapidly  rotated  in  a vertical 
circle,  no  water  will  fall  out,  for,  at  a suitable  velocity,  the  liquid  will  press 
against  the  bottom  of  the  vessel  with  a force  at  right  angles  to  the  circle  and 
greater  than  it’s  own  weight.  _ 

Centrifugal  force  has  been  used  in  chemical  laboratories  to  separate 
crystals  from  the  mother-liquors,  an&^lso  to  promote  the  deposition  of  fine 
piecipitates  which  under  ordinar^circumstances  settle  very  slowly  ; it  is  also 
applied  industrially  in  sugar  fjutfories  to  purify  sugar  from  syrup,  in  dyeworks 
to  dry  yarn  and  cloth  rapidbffand  in  laundries. 

56.  Motion  of  a simoj/pendulum.— By  a simple  pendulum  is  meant  a 
heavy  particle  suspended  by  a fine  weightless  thread  from  a fixed  point 
about  which  it  oscillates  without  friction.  We  cannot  realise  such  a 
pendulum,  but  we  can  approximate  to  it  for  experimental  purposes  by  using- 
a small  leaden  bullet  attached  to  a fine  wire— the  friction  at  the  point  of 
suspension  being  reduced  to  a minimum.  Let  the  bullet  be  drawn  aside  to  the 
point  A (fig.  37),  and  let  go  so  that  it  may  oscillate  in  a vertical  plane  We 
proceed  to  consider  the  velocity  of  the  bullet  and  the  force  acting  upon  it  at 
‘ erfe"t  Parts  °f  its  path.  We  notice  first  that  the  motion  is  symmetrical 
about  the  vertical.  Starting  from  rest  at  A the  bullet  moves  with  gradually 
increasing  velocity  to  C,  then  slows  down  until  it  comes  to  rest  at  B Then 

ODDnsimSHthr°rgh  Cct0  A)  paSSing  thr0Ugh  the  same  series  of  changes  in  the 
opposite  direction.  Suppose  the  bullet  to  be  at  P,  descending  the  curve  The 

forces  aeng  upen  i,  are  Us  weigh,,  ,ng,  acting  vertically  Edwards  Ind 

tension  of  the  string  T acting  along  PO.  The  resultant  is  a force,  F,  at 
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Fig.  37 


Fig.  38 


right  angles  to  the  string,  and  is  the  resolved  part  of  the  weight  acting 
tangentially  to  the  circle.  If  F denotes  this  resolved  part,  F = mg  sin  6. 
But  since  the  sine  of  an  angle  when  the  angle  is  small  is  directly  proportional 

to  the  arc  which  it  subtends,  it  follows  that 
the  force  acting  on  the  bullet  is  proportional 
to  its  displacement  from  the  vertical.  As  the 
bullet  oscillates,  the 
resultant  of  the  forces 
acting  upon  it  is  a 
maximum  at  A and  B 
and  is  zero  at  C.  The 
velocity  of  the  bullet 
may  easily  be  deter- 
mined. Complete  the 
circle  ABC  (see  fig.  38), 
join  P to  D,  and  draw 
the  horizontal  lines 
AMB,  PNP'.  Then 
since  the  velocity  acquired  in  falling  from  A to  P is  that  due  to  MN,  the  vertical 
height  of  A above  P,  we  shall  have,  if  v denotes  the  velocity  of  the  bullet, 

v‘i  = 2g . MN. 

But,  by  a well-known  property  of  the  circle, 

a°-  = 2lx  MC  and  j-  = 2/ NC, 

where  a and  s are  the  chords  CA  and  CP  respectively,  and  l = OC. 

ci2  — s-  = 2 1 MN,  and  v 2 = — s2). 

Now,  v has  equal  values  for  a given  value  of  r whether  positive  or 
negative,  and  for  any  value  of  j there  are  two  values  of  v,  one  positive  and 
one  negative.  That  is  to  say,  since  CP'  = CP,  the  bullet  will  have  the 
same  velocity  at  P'  that  it  has  at  P,  and  at  any  point  it  will  have  the 
same  velocity  whether  it  is  going  up  the  curve  or  down  the  curve.  Of 
course  it  is  included  in  this  statement  that  if  the  bullet  begins  to  move  from 
A it  will  just  ascend  to  B on  the  other  side  of  C,  such  that  A and  B are  on 
the  same  horizontal  line.  The  velocity  is  a maximum  when  s = o,  i.e.  at  C, 

its  value  there  being  V = a ,\Jj- 

The  energy  of  the  bullet  (64)  is  the  same  at  all  parts  of  its  path.  At 
A and  B it  is  entirely  potential  ; at  C it  is  entirely  kinetic.  At  other  points 
it  is  partly  potential  and  partly  kinetic. 

The  cause  of  motion  is  gravity.  The  pendulum  would  not  oscillate  but 
for  the  attraction  between  the  earth  and  the  bullet.  If  this  were  the  only 
agency  in  operation  the  oscillations  would  go  on  with  undiminished 
amplitude  for  ever.  But  the  friction  at  the  point  of  support  and  that 
of  the  air  are  constantly  acting  to  oppose  the  motion,  and  so  the  bullet 
passing  the  point  C from  A does  not  quite  mount  up  as  high  as  B ; thus  the 
bullet  is  gradually  brought  to  rest. 

Th <t  period  of  the  pendulum  is  the  time  of  a complete  vibration,  i.e.  the 
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time  required  for  the  bob  to  pass  fronyA  to  B and  back  again.  It  is  proved 

in  works  on  dynamics  that  the  periocf  T = 2tt^/Z.  The  amplitude  of  the 

oscillation  is  the  distance  CA  or  CB,  i.e.  the  greatest  distance  of  the 
oscillating  point  from  its  mean  position.  A seconds  pendulum  is  one  which 
moves  fiom  A to  B or  from  B to  A in  one  second.  The  period  of  a seconds 
pendulum  is  two  seconds.  The  period  of  oscillation  is  independent  of  the 
amplitude  provided  the  latter  be  small,  not  exceeding  five  degrees.  This 
property  is  spoken  of  as  the  isochronism  of  the  pendulum,  and  the  oscillations 
are  said  to  be  isochronous. 

We  see  from  the  above  that  the  period  or  time  of  oscillation  of  a 
pendulum  is  directly  proportional  to  the  square  root  of  its  length  and 
inversely  proportional  to  the  acceleration  of  gravity. 

As  an  example  of  the  use  of  the  formula  we  may  take  the  following  : It 

has  been  found  that  39-I39^3  inches  is  the  length  of  a seconds  pendulum 
at  Greenwich  ; the  formula  at  once  leads  to  an  accurate  determination  of 
the  acceleration  of  gravity  at  Greenwich  ; for,  using  feet  and  seconds  as 
om  units,  we  have  t- 2,  r=  3-26165,  and  n stands  for  the  known  number 
3-14159  ; therefore  the  formula  gives  us 

S~ (3'I41 59)2  x 3-26165  =32-1912. 

This  is  the  value  employed  in  (32). 

Other  examples  will  be  met  with  in  the  Appendix. 

57-  Simple  harmonic  motion.  Circle  of  refere.nce._If  the  pendulum  is 
_long  and  the  aie  ofyibration  small,  the  bullet,  regarded  as  a particle,  moves 
to  and  fro  in  a straight  line.  Let  AB  be  the 
straight  line.  The  velocity  of  the  particle  is 
zero  at  A and  B,  and  a maximum,  viz. 


: ^ S at  c 5 or  since  T,  the  period,  = 2ir  L , 


the  maximum  velocity  is  where  a = the 

distance,  AC,  or  amplitude  of  vibration. 

On  BA  describe  a circle.  A particle  moving 
round  the  circle  with  a certain  uniform  velo- 
city will  make  a complete  circuit  in  the  time 
(T)  which  the  oscillating  particle  requires 
to  go  from  A to  B and  back  again.  This 

ocity  is  clearly  -4,  1 since  27 ra  is  the  circumference  of  the  circle,  and  it  is 

ro°lld'ffiiCUlt  tn  ^'°Ve  that  the  veIocity  at  any  point,  P,  in  the  circular  path 
whenTtChPar  ,t0iA,?’  u CqUal  t0  the  velocity  of  tlie  oscillating  particle 
Thus  tho^  ' eached  M’  thc  foot  of  the  perpendicular  drawn  from  P on  AB 
us  the  revolving  and  the  oscillating  particles,  if  they  start  together  are 
g mut  the  period  in  such  relative  positions  as  P to  M,  O to  N &c  ’ ' 
he  motion  in  AB  is  called  simple  harmonic  motion , and  in  regard  to  it 
the  circle  ADBD'  is  called  the  circle  of  reference  Simnle  h„Z  • 
is  characterised  by  the  condition  that  the  acceleration  is  pronoZi'iT  If 
displacement  of  the  vibrating  particle  from  its  mean  position.5  — 
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The  to  of  vibration  is  the  distance  of  the  moving  point,  measured 
either  înangie  or  in  time  from  some  definite  point  on  ,ts  path,  say  from  A. 

For  instance,  if  the  angle  ACP  is  30°,  the  phase  of  P or  M IS  30°,  or  ^ 
since  the  time  required  to  go  from  A to  P is  1.  A and  B are  in  opposite 

other.-We  will  first  take  the  case  in  which  the  periods  and  also  the  amph 

tudes  are  equal  to  each  othei.  quadrant  be  divided 

Let  ADB  be  the  circle  of  reference,  and  let  each  clua^ 
into  four  equal  parts.  If  T is  the  period  of  a part.cle  oscillating  m AB  its 

positions,  supposing  it  to  start  from  A,  will  be  in  the  times  ^ 2^,  3i6,  L c‘> 

t {,  A,  &c.  respectively.  If  another  particle  starts  at  D and  has  simple 

PvPvPv  ^ V harmonic  motion  along  DD  , and  the 

period  is  the  same  for  the  two  rect- 
angular motions,  it  is  clear  that  the 
particles  at  the  same  moment  will  have 
the  same  velocity— they  will  meet  at 
C and  when  one  reaches  B the  other 
will  reach  D',  and  so  on.  The  two 
particles  are  in  the  same  phase.  1 
we  suppose  a single  point  to  have 
simultaneously  two  simple  harmonic 
motions  in  rectangular  directions,  the 
path  traced  out  by  the  point  will  de- 
pend upon  the  difference  of  phase  in 

the  two  directions.  If  the  phases  are 
the  same  the  resultant  path  will  be  a 
straight  line  equally  inclined  to  the  two 

component  direction.  For  suppose  the  particle  to  be  a,  C and  to  move 

simultaneously  towards  A and  towards  D,  it  is  clear  that  m the  ,me  „ 

will  be  at  ,»  having  traversed  the  line  Cr.  in  the  time  a ? it  will  be  a.  P. 

and  so  on.  In  the  period  T it  will  trace  ^^ampfitude  being 

words,  it  will  have  simple  harmonic  motion  along  Vo,  V 

Cr0  and  its  period  T.  • nf  ueine  jn  the  same  phase, 

If  the  two  simple  harmonic  motto  , 1 0f  compounding  them 

differ  in  phase  by  a half  period  0 by  180  ),  ^ ^ ^ 

will  again  be  a straight  line,  au  1 ' considered  as  moving  along  AB,  is 
Suppose  that  the  vibrating  partie  , descending, 

at  A ffig.  4.),  and,  considered  as  moving  along  DD  is  ç,  * y 

Its  actual  position  is  X ; after  an  interval  ^ h vi  ‘ ’ 16  . 

and  so  on  ; and  it  is  easy  to  see  that  the  of® a period,  or 

^ ,f  "',c  p,,“e  difference 
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is  90°,  or  a quarter  period,  the  ellipse  will  coincide  with  the  circle  of 
reference. 

These  results  may  be  illustrated  by  a pendulum  consisting  of  a bullet 
attached  to  a long  string.  Set  the  pendulum  in  vibration  in  a definite  plane, 
and  as  the  bullet  passes  its  mean  position  give  it  a blow  in  a direction  at 
right  angles  to  that  in  which  it  is  moving.  D 

The  blow  must  be  of  such  strength  as 
will  give  the  bullet  a velocity  equal  to 
that  which  it  has,  but  in  a direction  at 
right  angles  to  the  latter.  The  pendulum 
will  now  vibrate  in  a plane  equally  in- 
clined to  the  two  rectangular  directions, 
and  it  will  be  seen  that  its  amplitude  is 
greater  than  before. 

If  the  experiment  is  repeated  in  such 
a way  that  the  blow  (of  the  same  force  as 
before)  be  given  to  the  bullet  at  the  end, 
instead  of  in  the  middle,  of  its  swing, 
the  bullet  will  acquire  a circular  motion, 
and  we  shall  have  what  is  called  a conical 
pendulum,  since  the  string  of  the  pendulum  traces  out  a cone.  In  this  case 
the  motions  in  rectangular  directions  differ  in  phase  by  a quarter  period. 

We  may  make  the  difference  in  phase  anything  we  like  by  suitably 


choosing  the  point  in  the  path 
rectangular  blow  is  delivered. 
If  the  amplitudes  of  the  vibrat- 
ing points  are  not  equal,  the  re- 
sulting curve  will  be  an  ellipse  ; 
it  will  be  a straight  line  if  the 


of  the  vibrating  pendulum  at  which  the 

Y 


phase  difference 


is* 


and 


every  other  case  an  ellipse.  This 
may  be  easily  verified  by  trial 
either  geometrically,  or  experi- 
mentally by  the  pendulum  as 
above.  The  geometrical  con- 
struction in  this  case,  as  in  others 
in  which  the  periodic  times  are 
different,  is  best  effected  by  the 
use  of  two  circles  of  reference. 

We  proceed  to  give  an  example 
of  the  use  of  two  such  circles. 

Let  XcY,  X'qY'  (fig.  42)  be 
the  circles  of  reference  of  two  rectangular  simple  harmonic  motions  one 
along  XY,  the  other  along  X'Y',  and  let  the  periods  be  as  3 : 2 ; that  is  the 
oscillating  point  moves  through  ^th  of  the  circumference  of  XcY  while  'it  is 
moving  through  £th  of  the  circumference  of  X'çY',  Divide  the  circum- 
ferences of  the  circles  respectively  into  12  and  8 parts,  and  draw  horizontal 
and  vei  tical  lines  through  the  points  of  division,  as  in  the  figure.  The  form  of 
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the  curve  obtained  by  compounding  the  vibrations  will  depend  upon  the 
difference  of  phase.  We  will  suppose  that  the  point  a in  the  one  circle  corre- 
n sponds  to  X'  in  the  other,  b to c to  q , &c. 

Then  marking  the  intersections  of  the 
corresponding  vertical  and  horizontal  lines 
we  get  the  points  i,  2,  3,  &c.  By  joining 
these  points  the  curve  shown  is  obtained. 

In  chapter  vi.  of  Book  V.  we  shall 
see  how  beautifully  these  curves  may  be 
illustrated  by  means  of  tuning  forks 
provided  with  mirrors  at  the  ends  of  their 
prongs. 

We  may,  however,  by  various  me- 
chanical contrivances  obtain  very  close 
approximations  to  the  theoretical  figures. 
Tisley’s  Compound  Pendulum  apparatus 
or  Harmonograph  is  one  of  the  best  of 
these.  It  consists  of  two  pendulums  (fig.  43) 
with  adjustable  sliding  weights  vibrating 
about  knife  edges  in  planes  at  right  angles 
to  each  other".  Light  rods  connect  their 
upper  ends  to  a vertical  pencil  or  pen.  If  either  pendulum  is  at  rest  and 
the  other  is  set  in  vibration,  the  pencil  traces  a nearly  straight  line.  If  both 


Fig.  44 

pendulums  are  vibrating  the  pencil  point  traces  a curve  which  is  the  result  of 
compounding  the  curves  produced  by  the  separate  vibrations.  1 he  relative 
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periods  are  varied  by  altering  the  positions  of  the  sliding  weights.  Very 
beautiful  figures  may  be  obtained  in  this  way. 

An  example  is  given  in  fig.  44.  The  pendulums  are  adjusted  so  that 
their  periods  are  as  2 : 3 ; owing  to  the  gradual  diminution  of  the  amplitudes 
of  vibration,  the  point  of  the  pen  does  not  go  over  the  same  line  a second 
time,  but  traces  out  a new  curve  in  each  period  until  it  is  stopped. 

59-  Composition  of  simple  harmonic  motion  with  uniform  motion  in  a direc- 
tion at  right  angles  to  it. — Let  a point  be  moving  in  simple  harmonic  motion 
along  DCD'  (fig.  45),  and  suppose  the  line  DCD'  to  move  at  right  angles  to 


itself  with  uniform  velocity  such  that  the  distance  XY  is  traversed  in  the 
periodic  time  T.  Draw  the  circle  of  reference  and  divide  the  period  and  the 
circumference  of  the  circle  into  any  convenient  number  of  equal  parts  say!  12 
Divide  XY  also  into  12  equal  parts.  Let  the  time  be  reckoned  from  the 
moment  the  oscillating  point  is  moving  upwards  through  C.  Then  in  a time 

12  tlie  oscillat'n&  pomt  is  at  M,  the  corresponding  point  on  the  circle  of  re- 
ference being  P,  the  revolving  radius  CP  having  swept  out  at  an  angle  of  30°; 
m 2—  the  point  is  at  N,  and  the  angle  swept  out  is  60  7 In  3 \ or  T,  the 

angle  is  90°  and  so  on  ; thus  we  may  conveniently  divide  the  distance  XY 
into  360°.  1 h rough  M,  N,  D,  &c.,  draw  lines  parallel  to  XY,  and  at  the  points 
3°,  60,  90,  &c.,  erect  perpendiculars  equal  respectively  to  CM  CN  CD  &c 
and  join  the  ends  of  the  lines  so  drawn.  The  curve  so  obtained  is  called  a 
sine  curve,  because  any  ordinate  to  the  curve-**-.  that  at  30,  which  is  equal 
to  CM  is  pioportional  to  the  sine  of  the  angle  PCA  or  30  . The  equation 
of  the  curve  is  y = a sin  0,  where  « is  the  amplitude,  y any  ordinate  of  the 

curve,  and  6 the  distance  from  X.  Since  6 = -*xt,  =nt,  where  T is  the 

peiiod  and  t the  time  measured  from  X,  we  ha vey  = a sin  nt 

A sine  curve  thus  represents  graphically  simple  harmonic  motion,  and  we 
motion111  U at  a g anCG  the  dlSplacement  corresponding  to  any  phase  of  the 

Two  or  more  harmonic  vibrations  in  the  same  straight  line  of  anv 
periods  or  amplitudes,  may  be  compounded  by  the  aid  of  their  sine  curves 
All  that  is  necessary  for  this  purpose  is  to  draw  the  curves  corresponding'  to 
ie  separate  vibrations  with  the  necessary  phase  differences  and  ,ln 
ordinates  from  point  to  point  equal  to  the  algebraic  sum  of  the  ordinates  of 
separate  curves,  above  or  below  the  mean  line  as  the  sum  is  positive  or 
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negative.  By  joining  together  the  extremities  we  obtain  the  resultant  curve. 
The  actual  form  of  this  curve  will  depend  upon  the  difference  of  phase  at 
any  particular  epoch. 

60.  Work  : meaning  of  the  term. — It  has  been  pointed  out  (22,  29) 

that  a moving  body  has  no  power  of  itself  to  change  either  the  direction  or 
the  speed  of  its  motion,  and  that,  if  any  such  change  takes  place,  it  is  a proof 
that  the  body  is  acted  upon  by  some  external  force.  But  although  change  of 
motion  thus  always  implies  the  action  of  force,  forces  are  often  exerted  with- 
out causing  any  change  in  the  motion  of  the  bodies  on  which  they  act.  For 
instance,  when  a ship  is  sailing  at  a uniform  speed,  the  force  exerted  on  it  by 
the  wind  causes  no  change  in  its  motion,  but  simply  prevents  such  a change 
being  produced  by  the  resistance  of  the  water  ; or,  when  a railway-train  is 
running  with  uniform  velocity,  the  force  of  the  engine  does  not  change,  but 
only  maintains  its  motion  in  opposition  to  the  forces,  such  as  friction  and 
the  resistance  of  the  air,  which  tend  to  destroy  it. 

These  two  classes  of  cases — namely,  first,  those  in  which  forces  cause  a 
change  of  motion  ; and,  secondly,  those  in  which  they  prevent,  wholly  or  in 
part,  such  a change  being  produced  by  other  forces — include  all  the  effects 
to  which  the  action  of  forces  can  give  rise.  When  acting  in  either  of  these 
ways,  a force  is  said  to  do  work  : an  expression  which  is  used  scientifically 
in  a sense  somewhat  more  precise  than,  but  closely  accordant  with,  that  in 
which  it  is  used  in  common  language.  A little  reflection  will  make  it  evident 
that,  in  all  cases  in  which  we  are  accustomed  to  speak  of  work  being  done — 
whether  by  men,  horse-power,  or  steam-power,  and  however  various  the  pro- 
ducts may  be  in  different  cases — the  physical  part  of  the  process  consists 
solely  in  producing  or  changing  motion,  or  in  keeping  up  motion  in  opposition 
to  resistance,  or  in  a combination  of  these  actions.  The  reader  will  easily 
convince  himself  of  this  by  calling  to  mind  what  the  definite  actions  are  which 
constitute  the  work  done  by  (say)  a navvy,  a joiner,  a mechanic,  a weaver  ; that 
done  by  a horse,  whether  employed  in  drawing  a vehicle  or  in  turning  a gin  ; 
or  that  of  a steam-engine,  whether  it  be  used  to  draw  a railway-train  or  to 
drive  machinery.  In  all  cases  the  work  done  is  reducible,  from  a mechanical 
point  of  view,  to  the  elements  that  have  been  mentioned,  although  it  may  be 
performed  on  different  materials,  with  different  tools,  and  with  different 
degrees  of  skill. 

It  is,  moreover,  easy  to  see  that  any  possible  change  or  motion  may 
be  represented  as  a gain  by  the  moving  body  of  an  additional  (positive 
or  negative)  velocity  either  in  the  direction  of  its  previous  motion,  or  at 
right  angles  to  it  ; but  a body  which  gains  velocity  is  (30)  said  to  be 
accelerated.  Hence,  what  has  been  said  above  may  be  summed  up  as 

follows  : When  a force  produces  acceleration  or  when  it  maintains  motion 

unchanged  in  opposition  to  resistance , it  is  said  to  do  WORK. 

61.  Measure  of  work. — In  considering  how  work  is  to  be  measured,  or 
how  the  relation  between  different  quantities  of  work  is  to  be  expressed 
numerically  we  have,  in  accordance  with  the  above,  to  consider,  first,  work 
of  acceleration  ; and,  secondly,  work  against  resistance.  But  in  order  to 
make  the  evaluation  of  the  two  kinds  of  work  consistent,  we  must  bear  in 
mind  that  one  and  the  same  exertion  of  force  will  result  in  work  of  either 
kind  according  to  the  conditions  under  which  it  takes  place  : thus,  the  force 
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of  gravity  acting  on  a weight  let  fall  from  the  hand  causes  it  to  move  with  a 
continually  accelerated  velocity  until  it  strikes  the  ground  ; but  if  the  same 
weight,  instead  of  being  allowed  to  fall  freely  through  the  air,  be  hung  to  a 
cord  passing  round  a cylinder  by  means  of  which  various  degrees  of  friction 
can  be  applied  to  hinder  its  descent,  it  can  be  made  to  fall  with  a very  small 
and  practically  uniform  velocity.  Hence,  speaking  broadly,  it  may  be  said 
that,  in  the  former  case,  the  work  done  by  gravity  upon  the  weight  is  work  of 
acceleration  only,  while  in  the  latter  case  it  is  work  against  resistance  (friction) 
only.  But  it  is  very  important  to  note  that  an  essential  condition,  without 
which  a force,  however  great,  cannot  do  work  either  of  one  kind  or  the  other, 
is  that  the  thing  acted  on  by  it  shall  move  while  the  force  continues  to  act! 
This  is  obvious,  for  if  no  motion  takes  place  it  clearly  cannot  be  either 
accelerated  or  maintained  against  resistance.  The  motion  of  the  body  on 
which  a force  acts  being  thus  necessarily  involved  in  our  notion  of  work 
being  done  by  the  force,  it  naturally  follows  that,  in  estimating  how  much 
work  is  done,  we  should  consider  how  much— that  is  to  say,  how  far— the 
body  moves  while  the  force  acts  upon  it.  This  agrees  with  the  mode  of 
estimating  quantities  of  work  in  common  life,  as  will  be  evident  if  we  consider 
a veiy  simple  case— for  instance,  that  of  a labourer  employed  to  carry  bricks 
up  to  a scaffold  : in  such  a case  a double  number  of  bricks  carried  would 
represent  a double  quantity  of  work  done,  but  so  also  would  a double  height 
of  the  scaffo  d,  for  whatever  amount  of  work  is  done  in  raising  a certain 
number  to  a height  of  twenty  feet,  the  same  amount  must  be  done  again  to 
raise  them  another  twenty  feet,  or  the  amount  of  work  done  in  raising  the 
bricks  forty  feet  is  twice  as  great  as  that  done  when  they  are  raised  only 
twenty  feet  It  is  also  to  be  noted  that  no  direct  reference  to  time  enters  into 
he  conception  of  a quantity  of  work  : if  we  want  to  know  how  much  work  a 
labouiei  has  done,  we  do  notask  how  long  he  has  been  at  work,  but  what  he 
as  done  for  instance,  how  many  bricks  he  has  carried,  and  to  what  height  • 
and  our  estimate  of  the  total  amount  of  work  is  the  same  whether  t e man 
has  spent  hours  or  days  in  doing  it. 

mnehl16  f?rT!ng  relations  between  force  and  work  may  be  put  into  definite 
mathematical  language  as  follows  .-If  the  point  of  application  of  a force 

Ss  b tl  a rraight  1,nr’  and  'f  thG  part  of  the  force  ^solved  along  this  line 

leneth  of  H r 1 f motion’  the  product  of  that  component  and  the 
length  of  the  line  is  the  work  done  by  the  force  Tf  P * 

■he  „pp„si,e  dî  îo„  t0  the  motionf  & £ 

(46)  if  we^nn n 1 6 pioduct  is  work  done  against  the  resistance.  Thus  in 

s P x RS  T0"  ",  T0"  UP  the  Pkne  fr0m  R t0  S-  ^ work  done  by  P 
will  L k 7°rk  d°ne  a&ainst  the  resistance  W is  W sin  r x RS  It 

RS  sin  t-  equals  ST  ^ done  against  the  resistance.  Also,  since 
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represented  by  the  product  of  the  resultant  force  resolved  along  the  direction 
of  motion  into  the  distance  through  which  it  moves. 

In  order  to  ascertain  the  relation  between  the  amount  of  work  done  and 
the  change  produced  by  it  in  the  velocity  of  the  moving  mass,  we  must 
recall  one  or  two  elementary  mechanical  principles.  Let  F be  the  resultant 
force  resolved  along  the  direction  of  motion,  and  S the  distance  through 
which  its  point  of  application  moves  : then,  according  to  what  has  been  said, 
the  work  done  by  the  force  = FS.  Further,  it  has  been  pointed  out  (31)  that 
a constant  force  is  measured  by  the  momentum  produced  by  it  in  a unit  of 
time  : hence,  if  T is  the  time  during  which  the  force  acts,  V the  velocity  of 
the  mass  M at  the  beginning  of  this  period,  and  V,  the  velocity  at  the  end, 
the  momentum  produced  during  the  time  T is  MV,  — MV,  and  consequently 
the  momentum  produced  in  a unit  of  time,  or,  in  other  words,  the  measure 
of  the  force,  is 

F -M(V'~V), 


The  distance  S through  which  the  mass  M moves  while  its  velocity 
changes  from  the  value  V to  the  value  V,  is  the  same  as  if  it  had  moved 
during  the  whole  period  T with  a velocity  equal  to  the  average  value  of  the 
varying  velocity  which  it  actually  possesses.  But  a constant  force  acting 
upon  a constant  mass  causes  its  velocity  to  change  at  a uniform  rate  ; hence, 
in  the  present  case,  the  average  velocity  is  simply  the  aiithmetical  mean  of 
the  actual  and  final  velocities  : 

S=i(V1  + V)T. 


Combining  this  with  the  last  equation,  we  get  as  the  expression  for  the 
work  done  by  the  force  F : 

FS  = |M(V,'2  — V-)  ; 


or  in  words,  when  a constant  force  acts  on  a mass  so  as  to  change  its  velocity , 
the  work  done  by  the  force  is  equal  to  half  the  product  of  the  mass  into  the 

change  of  the  square  of  the  velocity.  . 

62.  Unit  of  work.  Power. -For  strictly  scientific  purposes  a unit  of 
work  is  taken  to  be  the  work  done  by  a unit  of  force  when  its  point  of  appli- 
cation moves  through  the  unit  distance  in  the  direction  of  its  action  ; but,  as 
a convenient  and  sufficiently  accurate  standard  for  practical  purposes,  the 
quantity  of  work  which  is  done  in  lifting  1 pound  through  the  height  of 
1 foot  is  commonly  adopted  as  the  unit,  and  this  quantity  of  work  is  spoken  of 
as  one  ‘ foot-pound.’  It  is,  however,  important  to  observe  that  the  foot-pound 
is  not  perfectly  invariable,  since  the  weight  of  a pound,  and  therefore  the 
work  done  in  lifting  it  through  a given  height,  differs  at  diffeient  places, 
being  a little  greater  near  the  Poles  than  near  the  Equator. 

On  the  metric  system  the  kilogrammes  is  the  unit  ; it  is  the  o 
done  when  a weight  of  a kilogramme  is  raised  through  a height  of 
metre.  This  is  equal  to  7‘23  foot-pounds,  and  one  foot-pound --13  3 o a 

kil?nae™hnating  the  usefulness  of  any  motor  it  becomes  necessary  to  know 
the  time  required  by  it  for  doing  a given  amount  of  work.  The  amount  of 
ork  per  second  is  the  power  of  the  motor.  The  unit  of  power  ,s  the 
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power  required  to  do  a unit  of  work  in  a unit  of  time.  For  measuring  the 
power  of  engines  the  unit  used  is  the  horse-power , which  represents  a rate 
of  work  of  33,000  foot-pounds  per  minute. 

It  is  to  be  observed  that  in  every  case  the  unit  is  of  the  same  denomina- 
tion as  the  thing  or  quantity  measured.  The  uni  t of  length  must  be  a length  ; 
the  unit  of  value  must  be  a definite  quantity  of  some  valuable  commodity. 
The  numbers,  to  determine  which  is  one  of  the  objects  of  physical  research, 
are  to  be  considered  as  abstract  numbers,  representing  how  many  times  the 
unit  is  taken. 

63.  Systems  of  units.— The  units  of  mass,  length,  and  time  are  said 
to  be  fundamental  units,  as  all  other  units,  such  as  those  of  area,  velocity, 
acceleration,  power,  &c.,  are  referred  to  them.  These  latter  units  are  there- 
fore called  derived  units.  The  magnitudes  of  the  fundamental  units  are, 
however,  arbitrary.  A large  class  of  writers  use  the  centimetre,  gramme* 
and  second,  and  this  system  is  usually  called  the  C.G.S.  system  ; others 
use  the  foot,  pound,  and  minute.  It  thus  becomes  important  to  have  a 
systematic  method  of  reducing  measurements  from  one  system  of  units  to 
another. 

Let  L,  M,  T repiesent  îespectively  the  magnitude  or  dimensions  of  the 
centimetre,  the  gramme,  and  the  second,  and  L',  M',  T'  represent  the 
dimensions  of  the  foot,  the  pound,  and  the  minute.  Then,  if  a wire  is  found 
to  be  l cm.  or  l ft.  in  length,  its  length  may  be  represented  either  by  IL  or 
l T/,  and  hence 

/L  I'L',  or,  /=  ~t'. 

L' 

The  ratio  — is  the  length  of  a foot  in  centimetres,  and  has  been  found 

by  dnect  comparison  to  be  30-4797.  Hence  any  measurement,  l'  in  feet  is 
converted  into  centimetres  by  multiplying  /'  by  this  number. 

In  a similar  manner,  if  m and  in’  represent  the  number  of  units  of  mass 
m a piece  of  matter  in  the  two  systems, 


M' 

m = fj/n, 

M 


where  the  unit  ratio  is  the  number  of  grammes  in  a pound,  or  qeyeg 
For  converting  a volume  v'  into  the  equivalent  v, 

{t’L'y  = (, IL )3,  or  F = ) v'3, 


or 


For  Density,  — D, 


m M _ m'  M' 

F ' L3  = n ' I>’ 


or 


D = 


M' 

M 


M. 


Here  the  ratio  ^is  said  to  be  a measure  of  the  magnitude  or  dimensions 
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of  the  unit  of  density,  in  terms  of  the  dimensions  of  the  fundamental  units 
nf  mass  and  length.  If  a substance  is  said  to  have  a unit  density,  then  if  T 
were  ie  gram  Jand  L3  the  cubic  centimetre,  the  density  of  the  substance 
would  be  that  of  water.  If,  however,  M were  the  kilogramme  and  L 
cubic  centimetre,  the  density  would  be  a thousand  times  that  of  water. 
If  again  L3  represent  a cubic  decimetre,  and  M a kilogramme,  the 
denshy  would  again  be  that  of  water.  It  appears,  then,  that  the  magnitude 
of  the  unit  of  density  is  directly  proportional  to  the  magnitude  of  the  uni 
of  mass  and  inversely  as  the  magnitude  of  the  unit  of  volume  or  the  cube 
of  the  unit  of  length.  As  unit  density  is  the  density  of  a unit  mass  occup>  ing 

llnit  volume,  it  is  clear  that  “ measures  the  dimensions  of  the  unit  of  density. 


Similar  explanations  apply  in  the  succeeding  cases. 


For  Velocity , v = -, 


l_  L 
/ ' T 


V 


V 

T’ 


or 


L'  T , 

7/  = — — . d 

L T' 


. T second  _ i 
The  ratio  T,  = mi—-6o- 


If  the  units  of  time  were  the  same,  the  unit  factor  £ - i and  the  velocity 
in  centimetres  would  be  , 

’=r’’ 

where  v'  is  the  velocity  in  feet  per  second. 

ml 


For  Momentum , mv 


or 


mv.  ML_ in' l M L 

T T _ tr  * T'  ’ 

mv  M L_  T m'v'. 

mV  M L T' 


v _l 

For  Acceleration , 


i l ml  y_ 
t * • t2  r-  ‘ t'2’ 


a = 


r V. 

r) 

where  a'  is  the  acceleration  in  feet  per  minute. 


lvt  y 

L VT 


_ ml 

For  Force , F = nia  - 


ml  ML  m'l'  M'L' 
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In  the  C.G.S.  system  the  unit  of  force  is  called  the  Dyne. 

For  Work , W = F /=— , 

’ t- 


or 


ml2 

t2 

W = 


ML2  _ in'  l'2 
T2  t '2 

M'  fU  T 
M 


M'L'! 


yl2 


/L'  t y 
\L  ‘ T'  ' 


W'. 


In  the  C.G.S.  system  the  unit  of  work  is  called  the  Erg. 

F/_  ml2 
' t t3' 

ml2  ML2  _ m'l'2  M'L'2 

l3  ’ Tf3  t'3  ' T'3  ’ 


Rate  of  Work,  or  Power,  P 


or 


If  work  is  expressed  in  foot-pounds  or  kilogramme-metres,  the  unit  of 
force  being  the  weight  of  a pound  or  kilogramme,  then  to  convert  a certain 
number  of  foot-pounds  into  kilogramme-metres  we  have 

wl . WL  = <wT  W'  L\ 

Work  (kgr.-m.)  = . —'j  work,  foot-pounds, 

L'  foot  0 

f-  = - = 0-3048, 

L metre 

the  unit  factor  being  thus  0-1383. 

Similar ly,  to  convert  foot-pounds  per  minute  into  kilogr.-metres  per  second, 

P = (W'Il'TW 

VW  L TV  ’ 

where  the  conversion  factor  becomes  0-00230. 

The  units  commonly  used  for  measuring  the  power  of  engines  are  the 
horse-power , which  is  33,000  times  as  great  as  the  unit  in  which  P'  of  the 
last  equation  was  measured,  and  the  force  de  cheval,  which  is  75  times  as 
great  as  the  unit  in  which  P was  measured.  Hence,  if  P'  is  to  be  in  horse- 
power, and  P in  force  de  cheval,  the  equation  will  become 

P = 0-00230  x 33)000p' 

75 

= 1-0139  l3', 

and  hence  one  British  horse-power  = 1-0139  force  de  cheval 

These  examples  will  be  sufficient  to  indicate  the  method  ol  converting 
measurements  from  one  system  of  units  to  any  other,  and  the  treatment  of 
other  denved  units  may  be  deferred  until  they  are  needed 

64.  Energy.  The  fact  that  any  agent  is  capable  of  doi.m  wnrl.- 
expressed  by  saying  that  it  possesses  ene^  td' the  quantity  of Energy  il 


54  On  Matter , Force , and  Motion  [64- 

possesses  is  measured  by  the  amount  of  work  it  can  do.  For  example,  in 
the  case  of  the  inclined  plane  above  referred  to,  the  energy  of  the  force 
P is  P x RS  ; and  if  this  force  acts  under  the  conditions  last  supposed, 
by  the  time  its  own  energy  is  exhausted  (in  consequence  of  its  point  of 
application  having  arrived  at  S,  the  limit  of  the  range  through  which  it 
is  supposed  able  to  act),  it  has  conferred  upon  the  mass  M a quantity  of 
energy  equal  to  that  which  has  been  expended  ; for,  in  the  first  place,  M 
has  been  raised  through  a vertical  height  equal  to  ST,  and  could  by  falling 
again  through  the  same  height  do  an  amount  of  work  represented  by  W x ST  ; 
and  in  the  second  place  M can  do  work  by  virtue  of  the  velocity  that  has 
been  imparted  to  it,  and  can  continue  moving  in  opposition  to  any  given 
resistance  R through  a distance  s,  such  that  , 

Rj  = |Mz/2.  ! • 

The  energy  possessed  by  the  mass  M in  consequence  of  its  having  been 
raised  from  the  ground  is  commonly  distinguished  as  energy  of  position  or 
potential  energy,  and  is  measured  by  the  product  of  the  force  tending  to  cause 
motion  into  the  distance  through  which  the  point  of  application  of  the  force 
is  capable  of  being  displaced  in  the  direction  in  which  the  force  acts.  The 
energy  possessed  by  a body  in  consequence  of  its  velocity  is  commonly  dis- 
tinguished as  energy  of  motion,  or  kinetic  energy  : it  is  measured  by  half  the 
product  of  the  moving  mass  into  the  square  of  its  velocity. 

65.  Varieties  of  energy.— On  considering  the  definition  of  work  given 
above,  it  will  be  seen  that  a force  is  said  to  do  work  when  it  produces  any 
change  in  the  condition  of  bodies  ; for  the  only  changes  which,  according  to 
the  definition  of  force  given  previously  (29),  a force  is  capable  of  pioducing, 
are  changes  in  the  state  of  rest  or  motion  of  bodies,  and  changes  of  their 
place  in  opposition  to  resistances  tending  to  prevent  motion  or  to  produce 
motion  in  an  opposite  direction.  There  are,  however,  many  other  kinds  of 
physical  changes  which  can  be  produced  under  appropriate  conditions,  and 
the  recent  prog'ress  of  investigation  has  shown  that  the  conditions  under 
which  changes  of  all  kinds  occur  are  so  far  analogous  to  those  îequiied  foi 
the  production  of  work  by  mechanical  forces  that  the  term  work  has  come 
to  be  used  in  a more  extended  sense  than  formerly,  and  is  now  often  used  to 
signify  the  production  of  any  sort  of  physical  change.  _ j 

Thus  work  is  said  to  be  done  when  a body  at  a low  temperature  is  raised 
to  a higher  temperature,  just  as  much  as  when  a weight  is  raised  from  a 
lower  to  a higher  level  ; or,  again,  work  is  done  when  an  electric,  magnetic, 
or  chemical  change  is  produced.  This  extension  of  the  meaning  of  the 
term  work  involves  a similar  extension  of  the  meaning  of  energy,  which  in  • 
this  wider  sense  may  be  defined  as  the  capacity  for  producing  physical 

change.  . , 

As  examples  of  energy  in  this  more  general  sense,  the  following  may  be 
mentioned  (a)  The  energy  possessed  by  gunpowder  in  virtue  of  the  mutual 
chemical  affinities  of  its  constituents,  whereby  it  is  capable  of  doing  voi  y 
generating  heat  or  by  acting  on  a cannon-ball  so  as  to  change  its  state  o ; 
rest  into  one  of  rapid  motion  ; (l>)  the  energy  of  a charged  Leyden  jar,  which, 
according  to  the  way  in  which  the  jar  is  discharged,  can  give  rise  to  changes 
of  temperatuie,  to  changes  of  chemical  composition,  to  mechanical  changes, 
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or  to  changes  of  magnetic  or  electric  condition  ; if)  the  energy  of  a red-hot 
ball,  which,  amongst  other  effects  it  is  capable  of  producing,  can  raise  the 
temperature  and  increase  the  volume  of  bodies  colder  than  itself,  or  can 
change  ice  into  water  or  water  into  steam  ; the  energy  of  the  stretched 
string  of  a bow  : here  work  has  been  consumed  in  stretching  the  string  ; 
when  it  is  released  the  work  reappears  in  the  velocity  imparted  to  the 
arrow. 

66.  Transformation  of  energy.  — It  has  been  found  by  experiment  that, 
when  one  kind  of  energy  disappears  or  is  expended,  energy  of  some  other 
kind  is  produced,  and  that,  under  proper  conditions,  the  disappearance  of 
any  one  of  the  known  kinds  of  energy  can  be  made  to  give  rise  to  a greater 
or  less  amount  of  any  other  kind.  One  of  the  simplest  illustrations  that  can 
be  given  of  this  transformation  of  energy  is  afforded  by  the  oscillations  of  a 
pendulum.  When  the  pendulum  is  at  rest  in  its  lowest  position  it  does  not 
possess  any  energy,  for  it  has  no  power  of  setting  either  itself  or  other  bodies 
in  motion,  or  of  producing  in  them  any  kind  of  change.  In  order  to  set  the  J 
pendulum  oscillating,  work  must  be  done  upon  it,  and  it  thereafter  possesses  i 
an  amount  of  energy  corresponding  to  the  work  that  has  been  expended.  I 
When  it  has  reached  either  end  of  its  path,  the  pendulum  is  for  an  instant  at 
rest  ; but  it  possesses  energy  by  virtue  of  its  position,  and  can  do  an  amount  of-'p 
work  while  falling  to  its  lowest  position,  which  is  represented  by  the  product  [ 
of  its  weight  into  the  vertical  height  through  which  its  centre  of  gravity  de- 
scends. When  at  the  middle  of  its  path,  the  pendulum  is  passing  through  its 
position  of  equilibrium,  and  has  no  power  of  doing  work  by  falling  lower  ; but 
it  now  possesses  energy  by  virtue  of  the  velocity  which  it  has  gained,  and 
this  energy  is  able  to  carry  it  up  on  the  second  side  of  its  lowest  position  to 
a height  equal  to  that  from  which  it  has  descended  on  the  first  side.  By 
the  time  it  reaches  this  position  the  pendulum  has  lost  all  its  velocity,  but  it 
has  regained  the  power  of  falling  ; this,  in  its  turn,  is  lost  as  the  pendulum 
returns  again  to  its  lowest  position,  but  at  the  same  time  it  regains  its  pre- 
vious velocity.  Thus,  during  every  quarter  of  an  oscillation  the  energy  of 
the  pendulum  changes  from  potential  energy  of  position  into  actual  energy 
or  energy  of  motion,  or  vice  versâ. 

A more  complex  case  of  the  transformation  of  energy  is  afforded  by  a 
thermo-electric  pile,  the  terminals  of  which  are  connected  by  a conducting 
wire  : the  application  of  energy  in  the  form  of  heat  to  one  face  of  the  pile 
gives  rise  to  an  electric  current  in  the  wire,  which,  in  its  turn,  reproduces 
heat,  or  by  proper  arrangements  can  be  made  to  produce  chemical,  magnetic, 
or  mechanical  effects,  such  as  those  described  below  in  the  chapters  on 
Electricity. 

It  has  also  been  found  that  the  transformations  of  energy  always  take 
place  according  to  fixed  proportions.  For  instance,  when  coal  or  any  other 
combustible  is  burned,  its  chemical  energy,  or  power  of  combining  with 
oxygen,  vanishes,  and  heat  or  thermal  energy  is  produced,  and  the  quantity 
of  heat  produced  by  the  combustion  of  a given  amount  of  coal  is  fixed  and 
invariable.  If  the  combustion  takes  place  under  the  boiler  of  a steam-engine 
mechanical  work  can  be  obtained  by  the  expenditure  of  part  of  the  heat  pro- 
duced, and  here  again  the  quantitative  relation  betweei\  the  heat  expended 
and  the  work  gained  in  place  of  it  is  perfectly  constant. 
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67.  Conservation  of  energy. — Another  result  of  great  importance,  which 
has  been  arrived  at  by  experiment,  is  that  the  total  amount  of  energy  possessed 
by  any  system  of  bodies  is  unaltered  by  any  transformations  arising  from  the 
action  of  one  part  of  the  system  upon  another,  and  can  only  be  increased  or 
diminished  by  effects  produced  on  the  system  by  external  agents.  In  this 
statement  it  is  of  course  understood  that  in  reckoning  the  sum  of  the  energy 
of  various  kinds  which  the  system  may  possess,  those  amounts  of  the 
different  forms  of  energy  which  are  mutually  convertible  into  each  other  are 
taken  as  being  numerically  equal  ; or,  what  comes  virtually  to  the  same 
thing,  the  total  energy  of  the  system  is  supposed  to  be  reduced— either  ac- 
tually, or  by  calculation  from  the  known  ratio  of  transformation  of  the  various 
forms' of  energy — to  energy  of  some  one  kind  ; then  the  statement  is  equivalent 
to  this  : that  the  total  energy  of  any  one  form  to  which  the  energy  of  a given 
system  of  bodies  is  reducible  is  unalterable  so  long  as  the  system  is  not  acted 
on  from  without.  Practically  it  is  always  possible,  in  one  way  or  another,  to 
convert  the  whole  of  the  energy  possessed  by  any  body  or  system  of  bodies 
into  heat,  but  it  cannot  be  all  converted  without  loss  into  any  other  form  of 
energy  ; hence  the  principle  stated  at  the  beginning  of  this  article  can  be 
enunciated  in  the  closest  conformity  with  the  direct  results  of  experiment  by 
saying  that,  so  long  as  any  system  of  bodies  is  not  acted  on  from  without, 
the  total  quantity  of  heat  that  can  be  obtained  from  it  is  unalterable  by  any 
changes  which  may  go  on  within  the  system  itself.  For  instance,  a quantity 
of  air  compressed  into  the  reservoir  of  an  air-gun  possesses  energy  which  is 
represented  partly  by  the  heat  which  gives  to  it  its  actual  temperature  above 
the  absolute  zero  (337),  and  partly  by  the  work  which  the  air  can  do  in  expand- 
ing. This  latter  portion  can  be  converted  into  heat  m various  ways,  as,  loi 
example,  by  allowing  the  air  to  escape  through  a system  of  capillary  tubes 
so  fine  that  the  air  issues  from  them  without  any  sensible  velocity  ; it,  how- 
ever, the  expanding  air  be  employed  to  propel  a bullet  from  the  gun  it 
produces  considerably  less  heat  than  111  the  case  previously  supposed  t 
deficiency  being  represented  for  a time  by  the  energy  of  the  moving  bullet, 
but  reappearing  in  the  form  of  heat  in  the  friction  of  the  bullet  against  the 
air  and  when  the  motion  of  the  bullet  is  destroyed,  by  striking  against  an 
inelastic  obstacle  at  the  same  level  as  the  gun.  But  whatever  mode  an 
however  numerous  the  intermediate  steps  by  which  the  energy'  of  the  com- 
pressed air  is  converted  into  heat,  the  total  quantity  of  heat  finally  obtamab 
from  it  is  the  same. 
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BOOK  II 

GRAVITATION  AND  MOLECULAR  ATTRACTION 


CHAPTER  I 

GRAVITY.  CENTRE  OF  GRAVITY.  THE  BALANCE 

6u.  Universal  attraction  : its  laws. — Universal  attraction  is  a force  in 
virtue  of  which  the  material  particles  of  all  bodies  tend  incessantly  to 
approach  each  other  ; it  is  an  action,  however,  which  all  bodies,  at  rest  or 
m motion,  exert  upon  one  another,  no  matter  how  great  or  how  small  the 
space  between  them  may  be,  or  whether  this  space  be  occupied  or  un- 
occupied by  other  matter. 

A vague  hypothesis  of  the  tendency  of  the  matter  of  the  earth  and  stars 
to  a common  centre  was  adopted  even  by  Democritus  and  Epicurus.  Kepler 
assumed  the  existence  of  a mutual  attraction  between  the  sun,  the  eartirfhd 
ie  other  planets.  Bacon,  Galileo,  and  Hooke  also  recognised  the  existence 
umveisal  attraction.  But  Newton  was  the  first  who  established  the  law 
and  the  universality  of  gravitation. 

establisL^r01?  tim V?6  ati!;aCtion  of  matter  by  matter  was  experimentally 
established  by  Cavendish.  This  eminent  English  physicist  succeeded  bv 

means  of  a delicate  torsion  balance  (89),  in  rendering  visible  the  attraction 
between  a large  leaden  and  a small  copper  ball. 

of  each  bfrn  any  tW°  b°dieS  is  the  resultant  of  the  attractions 

p n molecule  of  the  one  upon  every  molecule  of  the  other  according  to 

!,!,  /°fN/7t0n’  WhlCh  may  be  thus  exPressed  : the  attraction  between 

material Articles  is  directly  proportional  to  the  product  of  their  masses 

H pr0i,0rti0nc!1  * the  s^e  of  their  distances  asunder.  To 
svrnmpf6  V™  take  the  case  of  two  spheres,  which,  owing  to  their 
.1  • ry’  a Iact  eac*1  other  just  as  if  their  masses  were  concentrated  in 
hem  centres  If  without  other  alteration  the  mass  of  one  Sphere we  ë 

&°CU  3 jf ’h^ip  ed>  &Cf  the  attl'action  between  them  would  be  doubled,  tripled 
vc.  If,  however,  the  mass  of  one  sphere  being  doubled  that  of  the  nthe- 
wm-e  increased  three  times,  the  distance  between  their  œnü"s  rmna^.mdm 
• me,  the  attraction  would  be  increased  six  times  Lastlv  if  7 

;:e 2,hf  r~-  ,hf7™  thdi' 

to  2,  3,  4 ...  . umts,  the  attraction  would  be  diminished  to  the  4th,  9th, 
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: G — — , where  in,  in'  are 
rl 


5» 

16th  ....  part  of  its  former  intensity.  Thus,  F 

the  masses  of  the  spheres,  r the  distance  between  their  centres,  F *e  force 
between  them,  and  G the  Newtonian  constant  of  gravitation.  Cavendish 
measured  F with  known  values  of  in,  ni,  and  r,  and  so  determined  G. 
Cavendish’s  experiment  has  been  repeated  by  Cornu  Bog,  * md . others^ 

The  value  of  G,  according  to  the  most  recent  experiments,  us^  6579  xio  m 

C'G6o‘  Terrestrial  gravitation. -The  tendency  of  any  body  to  fall  towards 
the  earth  is  due  to  the  mutual  attraction  of  that  body  and  the  earth,  or  to 
terrestrial  'gravitation,  and  is,  in  fact,  merely  a particular  case  of  universal 

attlAttlany  point  of  the  earth’s  surface,  the  direction  of  gravity— that  is  the 
line  which  a falling  body  describes-is  called  the  vertical  \ me.  The 
lines  drawn  at  different  points  of  the  earth’s  surface  conyeige  veiy  <x 
he  earths  centre  For  points  situated  on  the  same  meridian  the  angle  con- 
SinSttween  the  verticil  lines  equals  the  difference  between  the  lat.tndes  | 

°f  Tte  directions  of  the  earth's  attraction  upon  neighbouring  bodies,  orupon 
different  molecules  of  one  and  the  same  body,  must  therefore  be  considered 
a mirfor  the  two  vertical  lines  form  the  sides  of  a triangle  whose  vertex 
is  near  the  earth's  centre,  about  4000  miles  distant,  and  whose  base 
small  distance  between  the  molecules  under  consideration. 

A plane  or  line  is  said  to  be  horizontal  when  ,t  ,s  perpend, cula,  .0  the 

VerThè  vertical  line  a,  any  point  of  the  globe  is  generally  determined  by  the 

f, upline  (fig.  46),  be  in  equilibrium 

unless  the  direct,»,,  of  the  earth's  attract,»,  upor , 
passes  through  the  point  of  support,  and  therefore  co 

inrides  witli  that  of  the  stung.  , _ , 

The  horizontal  plane  is  also  determined  with  great 
ease  since  it  coincides,  as  will  be  afterwards  shown,  wit 
the  level  surface  of  every  liquid  when  m a state  of  eqm  - 

When  the  mean  figure  of  the  earth  *Ppi  °*' 

mately  determined,  it  becomes  possible  to  compaie 
direction  of  the  plumb-line  at  any  ^ 

. ... s»**.  <*  o-  .1 

amountain.  Thus^fSe 

i,  was  found  by  Dr.  Maskelyne  •£«***  »*£,,  the  south,  of  the 
plumb-lines,  one  at  a station  the ’angle  between  the  normals  of  the 

irtcsWi I r 

!ir^S  o(  the^mouhtain,  it  was  inferred  from  this  observat.on 


Fig.  46 
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that  the  mean  density  of  the  mountain  was  to  that  of  the  earth  in  the  ratio  of 
5 : 9,  and  that  the  mean  density  of  the  earth  is  about  five  times  that  of  water. 
The  mean  density  of  the  earth  is  calculated  from  Cavendish’s  experiment 

as  follows  : — In  the  formula  F = G— 4-,  let  vi  = 1 gramme,  and  rn  = the  mass 

/ flovh  f 

ofThe  earth,  concentrated  at  its  centre,  ^=4000  miles  = 6‘4  x io8  c.m.  ; then 

F dynes,  and  g=  G—, * , whence  in  is  determined,  and  hence  the  mean 
r~ 


density,  which  is  the  mass  of  the_earth  divided  by  its  volume.  If  G is 
taken  = 6‘6579  x io-8,  the  mean  density  = 5-52 7. 

70.  Centre  of  gravity  : its  experimental  determination.  — Into  what- 
ever position  a body  may  be  turned  with  respect  to  the  earth,  there  is  a 
certain  point  invariably  situated  with  respect  to  the  body,  through  which 
the  resultant  of  the  attracting  forces  between  the  earth  and  its  several  mole- 
cules always  passes.  This  point  is  called  the  centre  of  gravity  ; it  may  be 
within  or  without  the  body,  according  to  the  form  of  the  latter  ; its  existence, 
however,  is  easily  established  by  the  following  considerations  : let  m in’  in" 
m . (fig.  47)  be  molecules  of  any  body.  The  earth’s  attraction  upon 

these  molecules  will  constitute  a system  of  parallel  forces,  having  a common 


veitical  direction,  whose  resultant  will  be  found  by  seeking  first  the  resultant 
of  the  forces  which  act  on  any  two  molecules,  m and  vi,  then  that  of  this 
resultant  and  a third  force  acting  on  in",  and  so  on  until  we  arrive  at  the 
final  resultant  W,  representing  the  weight  of  the  body  and  applied  at  a 
certain  point  G.  If  the  body  is  now  turned  into  the  position  shown  in 
g.  4o,  the  molecules  in  vi  in".  . . . will  continue  to  be  acted  on  by  the 
same  forces  as  before,  the  resultant  of  the  forces  on  in  and  vi  will  pass 
through  the  same  point  0 in  the  line  mm',  the  following  resultant  will  again 
pass  through  the  same  point  o'  in  om",  and  so  on  up  to  the  final  resultant  P 
which  will  still  pass  through  the  same  point  G,  which  is  the  centre  of 

in  Jn°nfind  the  ientre  0f  ?ravity  0f  a body  is  a Purely  geometrical  problem  ; 
nmany  cases,  however,  it  can  be  at  once  determined.  For  instance  the 

noi,r  fgr,Vlty  °f  a nght  hne  or  fine  Stra'ght  wire  of  uniform  density  is  the 
point  which  bisects  its  length  ; in  the  circle  and  sphere  it  coincides  with  the 

geometrical  centre  ; in  cylindrical  bars  it  is  the  middle  point  of  the  axis 
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The  centre  of  gravity  of  a plane  triangle  is  in  the  line  which  joins  any  vertex 
with  the  middle  of  the  opposite  side,  and  at  a distance  from  the  vertex  equal 
to  two-thirds  of  this  line  : in  a cone  or  pyramid  it  is  in  the  line  which  joins 
the  vertex  with  the  centre  of  gravity  of  the  base,  and  at  a distance  from  tie 
vertex  equal  to  three-fourths  of  this  line.  These  rules,  it  must  be  remembered, 

presuppose  that  the  several  bodies  are  of  uniform  density. 

In  order  to  determine  experimentally  the  centre  of  gravity  of  a body,  it 
is  suspended  by  a string  in  two  different  positions,  as  shown  in  figs.  49  and 
ro-  the  point  where  the  directions  AB  and  CD  of  the  string  in  die  two 
experiments  intersect  each  other  is  the  centre  of  gravity  required.  lor,  the 
resultant  of  the  earth’s  attraction  being  a vertical  force  applied  at  the  centre 
of  gravity,  the  body  can  only  be  in  equilibrium  when  the  point  hes  vertically 
under  the  point  of  suspension  ; that  is,  in  the  prolongation  of  the  suspende 
F string.  But  the  centre  of  gravity 

being  in  AB  as  well  as  in  CD,  must 
coincide  with  the  point  of  inter- 
section of  these  two  lines. 

The  centre  of  gravity  of  a thin 
piece  of  cardboard  of  inegular 
shape,  for  instance,  may  be  found 
by  balancing  it  in  two  positions 
on  a knife-edge  ; the  centre  of 
gravity  will  then  lie  in  the  inter- 
section of  the  two  lines. 

71.  Equilibrium  of  heavy 
bodies.— Since  the  action  of  gravity 
upon  a body  reduces  itself  to  a 
single  vertical  force  applied  at  the 
centre  of  gravity  and  directed  to- 
wards the  earth’s  centre,  equili- 

. 1 1 1 1 4-V»  o 


Fig.  49 


Fig.  5° 
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brium  will  b.  established  only  when  this  nesutont  is  Manned  by  t e 

resultant  of  other  forces  and  resistances  acting  on  the  body  at 

point  through  which  it  passes.  in  be  jn  equilibrium  if  the 

When  only  one  point  of  the  body  is  fixed,  it  will  be 1:  q ^ If 

vertical  line  through  its  centre  of  gravity  passes  th  ifP  yertical 

more  than  one  point  is  supported,  the  body  w 1 within  the  polygon 

line,  through  the  centre  of  gravity,  passes  through  a point  w ith.n  po  1 8 

formed  by  joining  the  points  of  support.  because  the  vertical  line 

The  Leaning  Tower  of  Pisa  continues  to  stand  because 

drawn  through  its  centre  of  gravity  passes  \\  1 because  in  the  latter  case 
It  is  easier  to  stand  on  our  feet  than  ^^ï^e  through  the  centre 
the  smallest  motion  is  sufficient  to  cause  which  is  here 

of  gravity  of  our  bodies  to  pass  ou ^ PP  A man  carrying  a load 

reduced  to  a mere  Itxae  joining  ^1^0^^  left  hand  he  n.ust  inclnae 

on  his  back  must  lean  foi  ward  . otherwise  the  centre  of  gravity  of 

the  upper  part  of  his  body  to  the mg  > joining  the  feet,  and  he 

the  body  and  of  the  load  would  fall  outside  the  line  join f ^ side 

would  fall.  Again,  it  is  impossible  to  stand  on  U 1.  nts 

of  the  foot  and  head  close  to  a vertical  wall,  because 
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us  from  throwing  the  body’s  centre  of  gravity  vertically  above  the  supporting 
base. 

72.  Different  states  of  equilibrium. — Although  a body  supported  by  a 
fixed  point  is  in  equilibrium  whenever  its  centre  of  gravity  is  in  the  vertical 
line  through  that  point,  the  fact  that  the  centre  of  gravity  tends  incessantly 
to  occupy  the  lowest  possible  position  leads  us  to  distinguish  between  three 
states  of  equilibrium — stable,  unstable , neutral. 

A body  is  said  to  be  in  stable  equilibrium  if  it  tends  to  return  to  its  first 
position  after  the  equilibrium  has  been  slightly  disturbed.  Every  body  is  in 
this  state  when  its  position  is  such  that  the  slightest  alteration  of  the  same 
elevates  its  centre  of  gravity  ; for  the  centre  of  gravity 
will  descend  again  when  permitted,  and  after  a 
few  oscillations  the  body  will  return  to  its  original 
position. 

The  pendulum  of  a clock  continually  oscillates 
about  its  position  of  stable  equilibrium,  and  an  egg 
on  a level  table  is  in  this  state  when  its  long  axis 
is  horizontal.  We  have  another  illustration  in  the 
toy  represented  in  the  adjoining  fig.  51.  A small 
figure  cut  in  ivory  is  made  to  stand  on  one  foot  at 
the  top  of  a pedestal  by  being  loaded  with  two  leaden 
balls,  a , b , placed  sufficiently  low  to  throw  the  centre 
of  gravity  g of  the  whole  compound  body  below 
the  foot  of  the  figure.  After  being  disturbed,  the 
little  figure  oscillates  like  a pendulum,  having  its  point 
of  suspension  at  the  toe,  and  its  centre  of  gravity  at  a 
lower  point,  g. 

A body  is  said  to_be  in  unstable  equilibrium  when,  after  the  slightest  dis- 

“ u * depart  f1  m°re  fr0m  its  original  position.  A body  is 

this  state  when  its  centre  of  gravity  is  vertically  above  the  point  of  support 

stanrfher  ^ m any  adJacent  position  of  the^ody.  An^gg 

standing  on  its  end,  or  a stick  balanced  upright  on  the  finger^  is  in  thif 

Lastly  if  m any  adjacent  position  a body  still  remains  in  equilibrium 

tSp„t;ilT,,heTod”a'd  t0be”“'n’/-  thiS  in 

neither  raises  nor  lowers 
its  centre  of  gravity.  A 
perfect  sphere  resting  on 
a horizontal  plane  is  in 
this  state. 

Fig.  52  represents 
three  cones,  A,  B,  C, 
placed  respectively  in 

p,Me' 

*• 


Fig.  51 


Fig.  52 


The 


Hie  ordinary  balance  (fig.  53)  consists  of  a lev 


er  of  the  first  kind,  called 
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the  beam  AB  with  its  fulcrum  in  the  middle  ; at  the  extremities  of  the  beam 
are  sZended  two  scale-pans,  C and  D,  one  intended  to  recetve  the  object 
m be  weighed  and  the  other  the  counterpoise.  The  fulcrum  consists  of  a 
steel  prism,  commonly  called  a knife-edge , which  passes  through  the  beam 

i 5 ;tc  sharn  edge  or  axis  of  suspension,  upon  two  supports  , these 

Z 'LZTol Z«e>  ordl’  to  diminish  fhe  friction.  A needle  or  potnter 
is  fixed  to  the  beam,  and  oscillates  with  it  in  front  of  a gmduated  ai. 
when  the  beam  is  perfectly  horizontal  the  needle  points  to  the  zeio  of  the 

graduated  arc  57^^  ^ & leyer  of  the  first  kind  cannot  be  in  equi- 

librium  unless  their  leverages  are  equal  (43),  the  length  of  the  «A  and 
„B  ought  to  remain  equal  during  the  process  of  weighing.  To  secure 
The  scale-pans  are  suspended  from  hooks,  whose  curved  parts  have  sharp 


diming  dre  o“XioS  of  tlfeVam.  This  mode  of  suspension  is  represented 

m % Conditions  .0  be  satisfied  by  a b,lance.-A  good  balance  ought  .0 

satisfy  the  following  co^dlt'onSj  M to  be  precisely,  equal  ; otherwise, 

i.  The  two  arms  of  the  beam  oug  r T will  dc  required  to 

according  to  the  principle 1 ^e^’ J ^ arms  gQf  the  beam  are  equal, 
produce  equilibrium.  until  the  beam  becomes  horizontal , 

weights  are  placed  in  the  two  scale-pa  , han „ed  the  beam  will  remain 

the  contents  of  the  pans  being _ * will°descend  on  the  side  of  the 

horizontal  if  its  arms  are  equal,  but  if  not, 

longer  arm. 
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ii.  The  balance  ought  to  be  in  equilibrium  when  the  scale-pans  are  empty, 
for  otherwise  unequal  Weights  must  be  placed  in  the  pans  in  order  to  produce 
equilibrium.  It  must  be  borne  in  mind,  however,  that  the  arms  are  not 
necessarily  equal,  even  if  the  beam  remains  horizontal  when  the  scale-pans 
are  empty  ; for  this  result  might  also  be  produced  by  giving  to  the  longer 
arm  the  lighter  scale. 

iii.  The  beam  being  horizontal,  its  centre  of  gravity  ought  to  be  in  the 
same  vertical  plane  with  the  edge  of  the  fulcrum,  a7id  a little  below  the  latter, 
for  otherwise  the  beam  would  not  be  in  stable  equilibrium  (72). 

The  effect  of  changing  the  position  of  the  centre  of  gravity  may  be  shown 
by  means  of  a beam  (fig.  54),  whose  fulcrum,  being  the  nut  of  a screw,  a,  can 
be  raised  or  lowered  by  turning  the  screw  head,  b. 


Fig-  54 


When  the  fulcrum  is  at  the  top  of  the  groove  c,  in  which  it  slides,  the 
centre  of  gravity  of  the  beam  is  below  its  edge,  and  the  latter  oscillates 
freely  about  a position  of  stable  equilibrium.  By  gradually  lowering  the 
fulcrum  its  edge  may  be  made  to  pass  through  the  centre  of  gravity  of  the 
beam  when  the  latter  is  in  neutral  equilibrium  ; that  is  to  say,  it  no  longer 
oscillates,  but  remains  in  equilibrium  in  all  positions.  When  the  fulcrum 
is  lowered  still  more,  the  centre  of  gravity  passes  above  its  edge,  the 
beam  is  in  a state  of  unstable  equilibrium,  and  is  overturned  by  the  least 
displacement. 

75-  Delicacy,  of  the  balance.— A balance  is  said  to  be  delicate  or  sensible 
when  a very  small  difference  between  the  weights  in  the  scale-pans  causes  a 
perceptible  deflection  of  the  pointer. 

Let  A and  B (figs.  55  and  56)  be  the  points  from  which  the  scale-pans 
are  suspended,  and  C the  axis  of  suspension  of  the  beam.  A,  B,  and  C are 


assumed  to  be  in  the  same  straight  line,  according  to  the  usual  arrangement 
ppose  weights  1 and  Q to  be  in  the  pans,  suspended  from  A and  B re 
speevdy  and  let  C be  the  centre  of  gravity  of  the  beam  ;The„  “e  beam 
come  to  rest  the  posttton  shown  in  the  figure,  where  the  line  DCN  is 
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vertical,  and  ECG  is  the  direction  of  the  pointer.  According  to  the  above 
statement,  the  greater  the  angle  ECD  for  a given  difference  between  1 
and  Q,  the  greater  is  the  sensibility  of  the  balance.  Draw  GN  at  ngr 

&Let  W = the  weight  of  the  beam,  ia  = the  length  of  the  beam,  and 
CG  =h  then,  from  the  properties  of  the  lever  (43)  it  follows  that,  measuring 
moments  with  respect  to  C,  the  moment  of  P equals  the  sum  of  the  moments 
of  Q and  W,  a condition  which  at  once  leads  to  the  relation 

(P-Q)AC  = W x GN  ; 

or,  since  GN  = h tan  8,  where  8 = the  angle  DCE,  iPn . = l*) ^ 


tan  8 


_(P-;Q)« 
AW 


y 


From  this  we  learn  that  for  a given  value  of  P - Q (e.g.\ i mi  hgramme),  tan 
and  therefore  8,  is  greater  as  « is  greater,  and  h and  W less.  Plence 
means  of  rendering  a balance  delicate  are— 

i To  make  the  arms  of  the  balance  long.  _ 

Ü.  To  make  the  weight  of  the  beam  as  small  as  is  consistent  with  its 
rigl\<!y'l '0  bring  the  centre  of  gravity  of  the  beam  a very  little  below  the  faint 


of  support. 

- If  the  arms  of  the  balance  were 
beam  to  bend  when  the  pans  are 


long  there  would  be  a tendency  for  the 
loaded  ; consequently,  a is  usually  not 


Fig-  57 


mote  than  about  ,5  cm.,  and  sensitiveness  . secured  by  makmg .W  ^ 
both,  small.  The  weight  of  the  beam ,s reduced  * Jar  as  poss  ^ 

diminishing  its  rigidity,  by  portions  of  it  being  cut  away  <ng,  579 
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tion  of  the  centre  of  gravity  of  the  beam  and  pointer  is  controlled  by  the 
circular  nut,  C,  which  works  on  a screw  immediately  over  the  pointer  : 
by  raising  the  nut  we  may  make  h as  small  as  we  please,  and  so  increase  the 
sensitiveness. 

The  sensitiveness  of  a balance  is  expressed  by  the  angle  of  deflection  of 
the  beam  when  the  weights  in  the  pans  differ  by  a milligramme. 

76.  Physical  and  chemical  balances.— Fig.  57  represents  one  of  the 
accurate  balances  ordinarily  used  for  chemical  analysis.  Its  sensitiveness  is 
such  that  when  charged  with  a kilogramme  (1000  grms.)  in  each  scale  an 
excess  o a tent  1 o a milligramme  (3-^^  of  a grm.)  in  either  scale  produces 
a very  perceptible  deflection  of  the  index. 

In  order  to  protect  the  balance  from  air  currents,  dust,  and  moisture, 

1 is  always,  even  during  a weighing,  surrounded  by  a glass  case,  whose  front 
slides  up  and  down,  to  enable  the  operator  to  introduce  the  object  to  be 
weighed  and  the  balancing  weights.  Where  extreme  accuracy  is  desired  the 

m\l'L“Cte  S°  tlmt  th£  SPaCC  bG  6XhaUSted’  and  the  weighing 

In  order  to  preserve  the  edge  of  the  fulcrum  as 
much  as  possible,  the  whole  beam,  BB,  with  its 
fulcrum  K,  can  be  raised  from  the  support  on 
which  the  latter  rests  by  simply  turning  the  button 

0 outside  the  case. 

77-  Method  of  double  weighing. — Even  if  a 
balance  is  not  perfectly  accurate,  the  true  weight 
of  a body  may  still  be  determined  by  its  means.  To 
do-so,  the  body  to  be  weighed  is  placed  in  one  scale 
and  shot  or  sand  poured  into  the  other  until  equi- 
librium is  produced  ; the  body  is  then  replaced  by 
known  weights  until  equilibrium  is  re-established 

1 he  sum  of  these  weights  will  necessarily  be  equal 

to  the  weight  of  the  body,  for,  acting  under  precisely 
the  same  circumstances,  both  have  produced  pre- 
cisely the  same  effect.  p 

minTHheKeXa,Ct  Wejght  °f  a body  may  also  be  deter- 
mined by  placing  it  successively  in  the  two  pans  of 

bakmce,  and  then  deducing  its  true  weight 

weiVhed  PlaC6d  b °ne  Pan  the  body  t0  be 

eighed  whose  true  weight  is  .r,  and  in  the  other 

be  rg  tA  Required  to  balance  it,  let  a and  b 

Then  frorn^  ievers  corresponding  to  a-  and  p. 

Then  from  the  principle  of  the  lever  (43)  we  have 

bod/,:  Z,mi  ai:Iy’  'f  15  the  weight  when  the 

method 


was 


j,  from  which  x=  jpp  This 
invented  by  Père  Amiot,  but  is 


uy  I CIC  Dl 

ordinarily  known  as  Bordets  Method. 

dfifi  - )°  T d’ffer  mUCh  from  each  other, 

VAA‘-2(A+A);  for  example,  if  a body  weigh 

pan  and  43-471  in  the  other,  its  true  weight  is  43  475. 479  gr&mmes 


m one 


F 
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! r cpnsible  balance  to  determine  the  constant  of 

JfymTtTallce  (fig  58)  was  placed  in  a room  in  the  tower  of 
gravity.  The  balance  ing  b J scale-pans  was  attached,  by  a 

the  University  of  Munich  : 1 mi  of  mercury  of  5 kilo- 
wire  et  metres  m leng ch  a fi[st  countcrp„ised  in  the  upper 

grammes  contained  in  a 0la  found  necessary 

in  ‘attractiveness  due  .0  the  greater  force  m ^ ^ thenumber 
Taking  the  radtus  of  the  earth  a Map  * ^^fficiently  dose  resul. 
rnlrnlated  from  the  formula  m (04)  1S  o 3 f ’ 

when  the  difficulties  of  the  experiments  ai^acen  m o a mass  in  the 

A large  lead  sphere  was  then  placed ‘ From  the  attraction  thus 

iT  tmr^irrit  - - - - 

number  5 '5. 
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CHAPTER  II 

LAWS  OF  FALLING  BODIES.  INTENSITY  OF  TERRESTRIAL  GRAVITY. 

THE  PENDULUM 
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other  extremity  of  the  tube,  and  produces  . s^ry  sound,  resembling 
that  which  accompanies  the  shock  o two  so  ]aw  (68)  it  follows 

that  when  a body  falls  to  the  earth  the 
force  of  attraction  which  causes  it  to 
do  so  increases  as  the  body  approaches 
the  earth.  Unless  the  height  from  which 
the  body  falls,  however,  is  very  great, 
this  increase  will  be  altogether  inappreci- 
able and  the  force  in  question  may  be 
considered  as  constant  and  continuous. 

If  the  resistance  of  the  air  were  removed, 
therefore,  the  motion  of  all  bodies  falling 
to  the  earth  would  be  uniformly  accele- 
rated, and  would  obey  the  laws  already 

explained  (52)-  . „ , • 

7Q  Atwood’s  Machine.— Several  in- 
struments have  been  invented  for  illus- 
trating and  experimentally  verifying  the 
Us  of  falling  bodies.  Galileo,  who . dis- 
covered these  laws  in  the  early  part  of  the 
seventeenth  century,  illustrated  them 
means  of -bodies  falling  down  inclined 
planes.  The  great  object-of  alllsuch  in- 
struments is  to  diminish  the  rapidity  o 
the  fall  of  bodies  without  altering  the 
Fig.  6°  character  of  their  motion,  for  b}  this 

t onlv  be  better  observed,  but  it  will  be  less 
means  their  motion  may  not  o Y 

modified  by  the  resistance  of  the  air  C5°h  ^ .g  that  invented  by  Atwood 
The  most  convenient  mstrume  represented  in  fig.  6i.  It  consists 

at  the  end  of  the  eighteenth  century,  and  P ^ thetop  of  which  is  a brass 
of  a stout  pillar  of  wood,  about : 2 yards  ^ w£eelSj  called  friction 

pulley,  whose  axle  rests  and  turns  "P°  fHction.  Two  equal  weights, 

wheels  inasmuch  as  they  serve  to  m thread,  which  passes 

MS  are  attacheclto  «he  extern. - ^ » «*>*<«*  <** 

round  the  pulley,  a timepiece,  H,  ««  w say , the  oscillations  of  the 

seconds  pendulum,  P,  in  the  usual  way,  that  is  toj,  ^ ^ as  seen  in 
pendulum  are  communicated  to  an ^esc  P Thg  axle  of  this  wheel  gives 

the  figure,  fit  into  those  of  the  ratchet  ^ tQ  an  eccentric  behind  the 

motion  to  the  seconds  hand  of  the  d a eccentric  plays  against  the 

dial,  as  shown  at  E by  a sépara  e fi.uie.  ^ ^ ^ no  longer  supports 

extremity  of  a lever,  D,  which  P . h first  vested  on  this  plate, 

extremity  and  thus  the  weight  M,  » eccentric  is  so  con- 

“ p2;; 

“ The  weights,  M and  M',  being '““Ty’putting  a small  barOT 


Atwood's  Machine 
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or  scale  Q is  divided  into  feet  and  inches,  commencing  from  the  plate  i. 
To  complete  the  instrument  there  are  a number  of  plates,  A,  A',  C,  C',  and 
a number  of  rings,  B,  B',  which 
may  be  fixed  by  screws  at  any 
part  of  the  scale.  The  plates 
arrest  the  descending  weight  M, 
the  rings  only  arrest  the  bar  or 
overweight  ;;z,  which  was  the 
cause  of  motion,  so  that  after 
passing  through  a ring  the 
weight  M,  in  consequence  of  its 
inertia,  will  move  on  uniformly 
with  the  velocity  it  had  acquired 
on  reaching  the  ring.  The 
several  parts  of  the  apparatus 
being  described,  a few  words 
will  suffice  to  explain  the  method 
of  experimenting. 

Let  the  hand  of  the  dial  be 
placed  behind  the  zero  point, 
the  lever  D adjusted  to  support 
the  plate  z,  on  which  the  weight 
M'  with  its  overweight  m rests, 
and  the  pendulum  put  in  motion. 

As  soon  as  the  hand  of  the  dial 
points  to  zero,  the  plate  i will 
fall,  the  weights  M and  ?n  will 
descend,  and  by  a little  attention 
and  a few  trials  it  will  be  easy  to 
place  a plate  A so  that  M may 
reach  it  exactly  as  the  dial  indi- 
cates the  expiration  of  one 
second.  To  make  a second  ex- 
periment let  the  weights  M and 
m,  the  plate  z,  and  the  lever  D 
be  placed  as  at  first  ; remove 
the  plate  A,  and  in  its  place  put 
a ring,  B,  so  as  to  arrest  the 
overweight  m just  when  the 
weight  M would  have  reached 
A ; on  putting  the  pendulum  in 
motion  again  it  will  be  easy, 
after  a few  trials,  to  put  a plate, 

C,  so  that  the  weight  M may  fall 
upon  it  precisely  when  the  hands 
of  the  dial  point  to  two  seconds. 

Since  the  overweight  in  in  this 

experiment  was  arrested  by  the  ring  B at  the  exnimtinn 

1 • tne  expuation  of  one  second, 

nv  lY'l  in  ,1  _ 1 


Fig.  61 


the  space  BC  was  described  by  M intone  second  purely 


m virtue  of  its  own 
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inertia,  and  consequently  (32)  BC  will  indicate  the  velocity  of  the  falling  mass 

“ before,  le,  a third  experiment  be  made 

in  order  to  ascertain  the  point  IB  at  which  the  weights  M and  m arrive 1 after 
the  lapse  of  two  seconds,  and  putting  a ring  at  B',  ascertain  by  a fourth 
experiment  the  point  C'  at  which  M arrives  alone,  three  seconds  after  the 
descent  commenced;  B'C'  will  then  express  the  velocity  acquued  after  a 
descent  of  two  seconds.  In  a similar  manner,  by  a fifth  and  sixth  cxpei nmen 1 
we  may  determine  the  space  OB"  described  in  three  seconds,  and  ^ 
city  B"C"  acquired  during  those  three  seconds,  and  « ^ " J 

that  B'C'  is  twice  and  B"C"  three  times  as  great  as  BC— in  other  \\o  , 

that  the  velocities  BC,  B'C',  B"C"  increase  in  the  sa™e  P™^“h“defi- 

times  (12  3....  seconds)  employed  in  their  acquirement.  By  the  den 

nition  (li)  therefore,  the  motion  is  uniformly  accelerated.  ie  same 
periments  will  also  serve  to  verify  and  illustrate  the  four  l^vs  °f  uniform^ 
accelerated  motion  as  enunciated  in  q.  examP  ^ P seC0nds, 

s'*  ;obe^“o^u  -» 

t0  changed,  the  acceleration  or  velocity  BC 

second  wi/aiso  ^ ^ ^ 
assertion  (30)  that  foice  is  P>°P  ^ , time  For  instance,  assuming  the 

pulley'/be^oTigbt  that  its  inertia  ^^aelerabon'BC 'woulcfbe  found 

« T?r  eac" 634 

ounces,  the  acceleration  BC  would  be  found  to  1 overweights, 

Now  in  these  “ses ‘he  forces  p.oducn  ^ ,he accelerations 

are  m the  ratio  of  i . - , wh  P , ■ k 6,  n x , . that  is,  they  are  also 

are  in  the  ratio  of  (|  + i5ï + I5r)  x J , i s3  obtained  in  whatever  way  the 
in  the  ratio  i : 2.  Now  the  same  lesult  « ob^“u“  ü in  all  cases  the 

magnitudes  of  m,  M,  and  M aie  van  , 0 Qf the  momenta  generated, 

ratio  of  the  forces  product  ng  motion  ^‘‘^^alm'use'of^th'e  formula  of  article  30, 
To  determine  the  value  oi  g we  n y . the  resulting 

vis.  F - M/,  where  F is  the  force  » f M , M'  in 

acceleration.  When  the  weight  of  m (i.e.  A 1 
motion,  let  the  acceleration  be/;  then  _ 

mg—  {in  + M + M )/, 

. . ■ A Tf  /■_  , inches,  the  unit  of  time  being  one  second, 

whence  g is  determined.  If  f-  3 incn^  a . 

m - \ oz.,  and  M = M - 1 5 i • 

io-=(i  + 15I+ i5l)  21  and*  =32- 
f c ' The  manciple  of  this  apparatus,  the  original 
80.  Morin's  apparatus.-The  pimap  ^ tQ  make  the  falhng  body  trace 

idea  of  which  is  due  to  Genei.  ’ , whole  apparatus,  and  fig.  63 

its  own  path.  Fig.  62  gives  a view  of  the  whole  api  ,hn,„ 


its  own  path.  Fig  62  gives  a view  o u-  ^ about 

gives  the  details.  The  apparatus  consists  wooden  cylinder, 

7 feet  high,  which  holds  111  ^ This  cylinder  is  coated  with  paper 
^illTintTsquTesTy  equidistant  horizontal  and  vertical  lines. 
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measure  the  path  traversed  by  the  body  falling  along  the  cylinder,  while  the 
horizontal  lines  are  intended  to  divide  the  duration  of  the  fall  into  equal  parts. 

The  falling  body  is  a mass  of  iron,  P,  provided  with  a pencil,  which  is 
pressed  against  the  paper  by  a small  spring.  The  iron  is  guided  in  its  fall 
by  two  light  iron  wires  which  pass  through  guide-holes  on  the  two  sides. 
The  top  of  this  mass  is  provided  with  a tipper  which  catches  against  the  end 


Fig.  63 


Fig.  62 

Of  a bent  lever,  AC.  This  being  pulled  by  the  string  K attached  at  A the 
weight  falls.  If  the  cylinder  M was  fixed,  the  pencil  would  trace  a straight 
line  on  it  ; but  if  the  cylinder  moves  uniformly,  the  pencil  traces  the  line 
mn,  from  which  the  law  of  the  fall  may  be  deduced. 

The  cylinder  is  rotated  by  means  of  a weight,  Q,  suspended  to  a rn.-d 
Which  passes  sound  the  axle  G.  A,  one  end  of  ibis’ is  a^ooihed  wheeU 
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which  turns  two  endless  screws,  a and  b,  one  of  which  is  connected  to  the  axis 
of  the  cylinder,  and  the  other  to  the  two  vanes  x and  x'  (fig.  63).  At  the  other 
end  is  a ratchet  wheel,  in  which  fits  the  end  of  a lever,  B ; by  pulling  at  a 
cord  fixed  to  the  other  end  of  B,  the  wheel  is  liberated,  the  weight  Q descends, 
and  the  whole  system  begins  to  turn.  The  motion  is  at  first  accelerated,  but 
as  the  air  offers  a resistance  to  the  vanes  (50),  which  increases  as  the  rotation 
becomes  more  rapid,  the  resistance  finally  equals  the  acceleration  which 
gravity  tends  to  impart.  From  this  time  the  motion  becomes  uniform.  This 
is  the  case  when  the  weight  Q has  traversed  about  three- 
quarters  of  its  course  ; at  this  moment  the  weight  P is  detached 
by  pulling  the  cord  K,  and  the  pencil  then  traces  the  curve  inn. 

If,  by  means  of  this  curve,  we  examine  the  double  motion 
of  the  pencil  on  the  small  squares  which  divide  the  paper,  we 
see  that  for  displacements  1,  2,  3 ....  in  a horizontal  direction, 
the  displacements  are  1,  4,  9 • • • ■ in  a vertical  direction  This 
shows  that  the  paths  traversed  in  the  direction  of  the  fall  aie 
directly  as  the  squares  of  the  lines  in  the  direction  of  the 
rotation,  which  verifies  the  second  law  of  falling  bodies. 

From  the  relation  which  exists  between  the  two  dimensions 
of  the  curve  mn,\t  is  concluded  that  this  curve  is  a parabola  (53). 

8k  The  length  of  the  compound  pendulum. — The  formula 
deduced  in  art.  56,  and  the  conclusions  which  follow  therefrom, 
refer  to  the  case  of  the  simple  or  mathematical  pendulum  ; 
that  is,  to  a single  heavy  point  suspended  by  a thread  without 
weight.  Such  a pendulum  has  only  an  imaginary  existence,  and 
any  pendulum  which  does  not  realise  these  conditions  is  called 
a compound  or  physical  pendulum.  The  laws  for  the  time  of 
vibration  of  a compound  pendulum  vibrating  about  an  axis  (axis 
, |w-  of  suspension)  are  the  same  as  those  for  a simple  Pendulu™’ 

H though  it  will  be  necessary  to  define  accurately  what  is  meant 

by  the  length  of  such  a pendulum.  A compound  pendulum 
being  formed  of  a heavy  rod  terminated  by  a greater  or  less 
mass,  it  follows  that  the  several  material  points  of  the  whole 
system  will  strive  to  perform  their  oscillations  in  different  tun 
their  distances  from  the  axis  of  suspension  being  different  an 
the  more  distant  points  requiring  a longer  time  to  comp 
an  oscillation.  From  this,  and  from  the  fact  that  being  po.n 
of  the  same  body  they  must  all  oscillate  together,  it  follows  that 
the  motion  of  the  points  near  the  axis  of  suspension  will  be 
retarded  whilst  that  of  the  more  distant  points  will  be  accelerated, 
and  between  the  two  extremities  there  will  necessarily  be  a senes 

£=33 

JM5SS3K  TSS  -»»  — 

describe  its  oscillations  in  the  same  time. 


Fig.  64 
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Huyghens,  the  celebrated  Dutch  physicist,  discovered  that  the  axes  of 
suspension  and  oscillation  are  mutually  convertible  ; that  is  to  say,  the  time 
of  oscillation  will  remain  unaltered  when  the  pendulum  is  suspended  from 
its  axis  of  oscillation.  This  enables  us  to  determine  experimentally  the 
length  of  the  compound  pendulum.  For  this  purpose  the  reversible  pendulum 
devised  by  Bolmenberger  and  Kater  may  be  used.  One  form  of  this  (fig.  64) 
is  a rod  with  the  knife-edges  a and  b turned  towards  each  other.  W and  V 
are  sliding  masses  the  relative  positions  of  which  may  be  varied.  By  a 
series  of  trials  a position  can  be  found  such  that  the  number  of  oscillations 
°f  the  pendulum  in  a given  time  is  the  same  whether  it  oscillates  about  the 
axis  a or  the  axis  b.  This  being  so,  the  distance  ab  represents  the  length  / 
of  a simple  pendulum  which  has  the  same  period.  From  the  value  of  /, 
thus  obtained,  it  is  easy  to  determine  the  length  of  the  seconds  pendulum. 

The  length  of  the  seconds  pendulum— that  is  to  say,  of  the  pendulum 
which  makes  half  a complete  oscillation  (to  or  fro  motion)  in  a second — varies, 
of  course,  with  the  force  of  gravity.  The  following  table  gives  its  value  at  the 
sea-level  at  various  places  as  determined  by  observation.  The  accelerative 
effect  of  gravity  at  these  places  (56)  is  obtained  in  feet  and  metres,  by  multi- 
p ymg  the  length  of  the  seconds  pendulum,  expressed  in  feet  and  metres 
respectively,  by  the  square  of  3-14159  or  9-8696. 
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Berlin 
Greenwich 
Paris 
Rome 
New  York 
Washington 
Madras  . 

Ascension 
St.  Thomas  Island  . 
Cape  of  Good  Flope 


Latitude 


7o°-4o'N 

57’9 

54-42 

53-29 

53-21 

52-30 

5 1 -29 

48-50 

4J'54 

40-43 
3S'54  . 
I3-4 
7-56 
0-25 

33-55  S- 


Length  of  seconds 
Pendulum  in 
inches 

J 

Acceleration 

of  Gravity  in 

Foot-second 

units 

Metre-second 

units 

39-1948 

32-2364 

9-8258 

39-1550 

32-2066 

9-8164 

39-1507 

32-2002 

9-8142 

39-1466 

32-1968 

9-8134 

39-1461 

32-1963 

9-8132 

39-1439 

32-1945 

9-8124 

39-1398 

32-1912 

9-8115 

39-1285 

32-1819  ■ 

9-8085 

39-1145 

32-1703 

9-8064 

39-1012 

32-1594 

9-8019 

39-0968 

32-1558  • 

9-8006 

39-0268 

32-0982 

9-7836 

39-0242 

32-0961 

97817 

39-0207 

32-0932 

9-7815 

39-0780 

! 

32-1404 

1 

9-7962 

hv  1,  1 y 1°  tne  sPace  described  in  the  first  second  of  its  motion 
by  a body  falling  m vacuo  from  a state  of  rest  (5 1 ) is 

16-0466  feet  or  4-891  metres  at  St.  Thomas  Island 
V.0<q  ” ” 4'9°5  » at  London,  and 

1 J 1 1 2 » y>  4"9  *3  » at  Hammerfest. 

In  all  calculations,  which  are  merely  used  for  1L»  c,i.0  n 

fce!’  °,r  98  rr s-  m £"r,,on’ we 
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From  observations  with  the  pendulum,  after  applying  the  necessary 
corrections,  and  taking  into  account  the  effect  of  rotation  (84),  the  form  of 

the  earth  can  be  deduced.  .r  . . 

82.  Verification  of  the  laws  of  the  pendulum.— In  order  to  verify  the  laws 
of  the  simple  pendulum  (56)  we  are  compelled  to  employ  a pendulum  which, 
though  not  strictly  simple,  is  made  to  differ  as  little  as  possible  from  the 
simple  pendulum.  It  consists  of  a small  sphere  of  a very  dense  substance, 
such  as  lead  or  platinum,  suspended  from  a fixed  point  by  means  o a 
very  fine  metal  wire.  A pendulum  .thus  formed  oscillates  almost  1 
a simple  pendulum,  whose  length  is  equal  to  the  distance  of  the  centie 

the  sphere  from  the  point  of  suspension. 

In  order  to  verify  the  isochronism  of  small  oscillations,  it  is  merely  neces- 
sary to  count  the  number  of  oscillations  made  in  equal  times,  as  the  amph- 
tudes  of  these  oscillations  diminish  from  3 degrees  to  a fraction  of  a deDiee  , 

tins  number  is  found  to  be  constcint.  , 

That  the  time  of  vibration  is  proportional  to  the^quare  root  of  the 

is  verified  by  causing  pendulums,  whose  lengt 

are  as  the  numbers  1,  4,  9,  • • • • to  0SClllate 
simultaneously.  The  corresponding  numbers  of 
oscillations  in  a given  time  are  then  found  to  be 
proportional  to  the  fractions  1,  f,  i,  &c->  • • ; 
which  shows  that  the  times  of  oscillation  in- 
crease as  the  numbers  1,  2,  3,  . • • • &c- 

By  taking  several  pendulums  of  exactly  equa 
length,  B,  C,  D (fig.  65),  but  with  spheres  of 
different  substances— lead,  copper,  ivory— it  w 
found  that,  neglecting  the  resistance  of  the  air, 
these  pendulums  oscillate  in  equal  times  thereby 
showing  that  the  accelerative  effect  of  gravity 
on  all  bodies  is  the  same  at  the  same  place. 

By  means  of  an  arrangement  resembling  the 
above,  Newton  verified  the  fact  that  the  masses 

of  bodies  are  determined  by  the  balance  ; which, 

it  will  be  remarked,  lies  at  the  foundation  of  the 
measure  of  force.  For  it  will  be  seen  on  com- 
paring 56  and  57  with  51  that  the  la"  of.  1 

periodic  time  is  obtained  on  the  supposition 
hat  the  force  of  gravity  on  all  bodies  is  repre- 
sented by  Mg,  in  which  M is  permitted  by  the 
balance.  In  order  to  ven  y t usi  ' ‘ , 

rig.  6s  equal  cylindrical  wooden  bores  made  , o 

filled  with  wood,  and  as  nearly  as  possible  S'Sore,  by 

other  he  placed  an  equal  weight  ° ^ ™“duluLs  eractly  equal  so 
threads  eleven  feet  long,  so  that  air  were  concerned.  Their  oscilla- 

far  as  weight,  figure,  agd  résista  time.  The  same  results  were 

tions  were  performed  m ex.  Y uged  such  as  silver,  lead,  glass,  sand, 
obtained  when  other  substances  > weights,  and  being 

by  ,he 
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air,  and  if  the  inference  that  therefore  they  had  equal  masses  had  been 
erroneous,  by  as  little  as  the  one-thousandth  part  of  the  whole,  the  experi- 
ment would  have  detected  it. 

S3-  Application  of  the  pendulum  to  clocks. — The  regulation  of  the  motion 
of  clocks  is  effected  by  means  of  pendulums,  that  of  watches  by  balance- 
springs.  Pendulums  were  first  applied  to  this  purpose  by  Huyghens  in 
1658,  and  in  the  same  year  Hooke  applied  a spiral  spring  to  the  balance  of 
a watch.  The  manner  of  employing  the  pendulum  is  shown  in  fig.  66. 
The  pendulum  rod  passing  between  the  prongs  of  a fork,  a , communicates 
its  motion  to  a rod,  b,  which  oscillates  on  a horizontal  axis,  0.  To  this  axis 
is  fixed  a piece,  inn,  called  an  escapement  or  crutch , terminated  by  two  pro- 
jections or  pallets , which  work  alternately  with  the  teeth  of  the  escapement 
wheel  R.  This  wheel  being  acted  on  by  the  driving  weight  tends  to  move 
continuously,  let  us  say,  in  the  direction  indicated  by  the  arrow-head.  Now, 
if  the  pendulum  is  at  rest,  the  wheel  is  held  at  rest  by  the  pallet  ;//,  and  with  it 
the  whole  of  the  clockwork  and  the  weight.  If,  how- 
evei,  the  pendulum  moves  and  takes  the  position 
shown  by  the  dotted  line,  m is  raised,  the  wheel 

I escapes  from  the  confinement  in  which  it  was  held  by 
the  pallet,  the  weight  descends,  and  causes  the  wheel 
to  turn  until  its  motion  is  arrested  by  the  other  pallet  n ; 
which,  in  consequence  of  the  motion  of  the  pendulum, 
will  be  brought  into  contact  with  another  tooth  of  the 
escapement  wheel.  In  this  manner  the  descent  of  the 
weight  is  alternately  permitted  and  arrested — or,  in  a 
woid,  regulated  by  the  pendulum.  By  means  of  a 
proper  train  of  wheelwork  the  motion  of  the  escape- 
ment is  communicated  to  the  hands  of  the  clock  ; and 
consequently  their  motion,  also,  is  regulated  by  the 
pendulum.  In  watches  the  watch-spring  plays  the 
part  of  the  weight  in  clocks. 

1 he  pendulum  has  also  been  used  for  measuring 
great  velocities.  A large  wooden  box  filled  with  sand 
and  weighing  from  3 to  5 tons  is  coated  with  iron 
and  suitably  suspended  ; against  this  arrangement, 

"Inch  is  known  as  a ballistic  pendulum , a shot  is  fired 
and  the  deflection  thereby  produced  is  observed! 
f rom  the  laws  of  the  impact  of  inelastic  bodies,  and 
from  those  of  the  pendulum,  the  velocity  of  the  ball 
may  be  calculated  from  the  amount  of  this  deflection. 

he  gun  may  also  be  fastened  to  a pendulum 
arrangement  ; and,  when  fired,  the  reaction  causes  an 
angular  deflection,  from  which  the  initial  velocity  of 
the  shot  can  be  deduced. 


Fig.  66 


An  interesting  application  of  the  pendulum  is  to  the  metronome  whirl- 

rtS  ofa1sho"‘odwith  » fi«d  ; on  the  rod  and  aCHE  is 
, ? "eight.  By  raising  this  the  period  of  the  pendulum  is  increased  • In 

eimg  it  diminished  ; and  thus  even  with  a short  pendulum  thr  i t’' 
be  made  pretty  long,  Maelrel  connected  th,7  w ith  a dlT  ‘ V, 
ment  so  that  the  beats  are  quite  audible.  clockwoik  arrange 
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84.  Causes  which  modify  the  intensity  of  terrestrial  gravitation.— The 

intensity  of  the  force  of  gravity-that  is,  the  value  of*-— is  not  the  same  in 
all  parts  of  the  earth.  It  is  modified  by  several  causes,  of  which  the  form  o 

the  earth  and  its  rotation  are  the  most  important. 

i The  attraction  which  the  earth  exerts  upon  a body  at  its  suiface  is  the 
sum' of  the  partial  attractions  which  each  part  of  the  earth  exerts  upon  that 
body,  and  the  resultant  of  all  these  attractions  may  be  considered  to  act  from 
a single  point-the  centre  ; that  is,  the  whole  mass  of  the  earth  maj  be 
supposed  to  be  concentrated  at  its  centre.  Hence,  if  the  earth  were  a perfect 
sphere  a given  body  would  be  equally  attracted  at  any  part  of  the  eaiths 
surface.  The  attraction  would,  however,  vary  with  the  height  above  the  surface 
For  small  alterations  of  level  the  differences  would  be  mappreciable  but 
greater  heights  and  in  accurate  measurements  observations  of  the  va 
opr  must  be  reduced  to  the  sea-level.  The  attraction  o grav, .at, on 
inversely  as  the  square  of  the  distance  from  the  centre  (68),  tve  shall  have 

_ i . i where  -y  is  the  value  of  the  acceleration  of  gravity  at 

* • <5<  152  ' /T?  4.  /<\2’  , 

the  sea-level, g its  value  at  any  height  h,  and  R is 

From  this,  seeing  that  h is  very  small  compared  wit  ^ 

its  souare  may  be  neglected  in 

1 R2 


mall  comparea  wim  " , 

comparison  with  R2,  we  get  by  simple 


R 


a (K  + ny  K+2  n 

But  even  at  the  sea-level  the  force  of  gravity  varies  in  different  places  m 
consequence  of  the  form  of  the  earth.  The  earth  is  not  a truesph  , 
an  ellipsoid  the  major  axis  of  which  is  12,754,796  metres  and  the  mmo 
\ 2 , 7 1 ajTôo  m e t re s . The  distance,  therefore,  from  the  cen^bemg=t 


12,712,160  metres,  ine  qisuiulc,  uiciciu  , 1 n,i„  KP,na-  inversely 

the  Equator  than  at  the  Poles,  and  the  attraction  on  a ^ody  bmng  mvej  ^ 
as  the  square  of  these  distances,  calculation  shows  that,  due  to  * ;,hat 
attraction  is  ^ greater  at  the  Poles  thaï 1 at  the ^ Equator 


attraction  ib  wprp  at  rest, 

would  be  true  if,  other  things  being  the  same  the  ea  is  further 

ii.  In  consequence  of  the  earths  rotation  the  force  g ^ earth>s 

modified.  A body  relatively  at  rest  on  the  Equa  ‘ rentre  and 


very  at  rest  un  a-.****—* — 

rotation,  and  describes,  in  the  course  of  - one  ^body'S  modem 

radius  are  the  centre  and  radius  of  the  eai  . > i;  it  follows  that  to 

tends  by  reason  of^ts.mm-tia  i each  inslaut  to 

deflect  it  from  the  tangent  (55)-  Consequei  ’ ‘ 

certain  portion  of  the  earth’s  attraction  be  em 

ployed  in  keeping  the  above  body  on  the : smface  of 
the  earth,  and  only  the  remainder  is  sensible  as 
weight.  It  appears  from  calculation  hat  a ùeEj» 


make  it  move  m 


r c 

A/r 

/ . j! 

v. 

the  TTsrrth  part  01  me  muu  =>  “—y  , * . tlip 

thus  employed,  so  that  the  magnitude 5 ■ of  ^1 ^ 

Equator  is  less  by  the  5§T>th  Part  0 " 11 

were  the  earth  at  rest.  f 

Hi.  As  the  body  goes  nearer  the  1 des  he  face  o 

ciding  with  the  parallel  of  latitude  in  which  it  is  plac  , 


Fig.  67 
centrifugal  force. 
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these  circles  diminish,  so  does  the  centrifugal  force  up  to  the  Pole,  where  the 
radius  is  null.  Further,  on  the  Equator  the  centrifugal  force  is  directly 
opposed  to  gravitation  : in  any  other  latitude  only  a component  of  the  whole 
force  is  thus  employed.  This  is  seen  in  fig.  67,  in  which  PP'  represents  the 
axis  of  rotation  of  the  earth,  and  EE'  the  Equator.  At  any  given  point  E 
on  the  Equator  the  centrifugal  force  is  directed  along  CE,  and  acts  wholly 
in  diminishing  the  intensity  of  gravitation  ; but  on  any  other  point,  a,  nearer 
the  Pole,  the  centrifugal  force  acting  in  a right  line  ab  at  right  angles  to 
the  axis  PP',  while  gravity  acts  along  aC,  gravity  is  no  longer  diminished 
by  the  whole  of  the  centrifugal  force,  but  only  by  its  component  ad,  which 
is  less  the  nearer  a is  to  the  Pole. 

The  combined  effect  of  these  two  causes— the  flattening  of  the  earth  at 
the  Poles,  and  the  centrifugal  force— is  to  make  the  attraction  of  gravitation 
at  the  Equator  less  by  about  the  xè^nd  part  of  its  value  at  the  Poles. 
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CHAPTER  III 

PROPERTIES  PECULIAR  TO  SOLIDS 

Various  special  properties. -After  having  described  the  principal 

properties  common  to  solids,  liquids,  and  gases,  we  shall 
ties  neculiar  to  solids.  They  are  elasticity , tenacity , ductility , and  hard  ies  . 
With  Regard  to  elasticity  Jmust  distinguish  between,/^  of  volume, 
longitudinal  elasticity , and  torsional  elasticity  or  simple 

When  force  is  applied  to  a solid  body  the  shape  or  the  volume  of  the  latter 
is  cha  d SL  per  unit  area  which  produces  this  change  is  called 
L apphed  and  the  change  itself  is  spoken  of  as  a strain  Thus  str  ^ 

produces  strain.  If  the  displacements  of  the  molecules  of  a body  due  to 
actiotTof  Stress  are  small,  Che  strains  produced  are  proport, onal  to  he 
stresses  producing  them,  and  hence  them*,  ££  is  constant  and  ,s  c^led 

■HsiSI 

according  to  which  bocl  » . , of  form  0n  the  application  of  a 

£53&3$S2£I  such  a set.  .Wititin  the  limits  of  elasticity 

all  bodies  may  be  regarded  as  “ J^‘e  is  the  only  kind  of  elasticity 

86.  Volume  elasticity. -Ela  tic  ty  of  volume  ^ ghape  A 

a liquid  or  a gas  possesses,  01  lhavj[  not  only  its  volume  but  also  its 

solid  may  by  the  application  o measured,  as  we  have  said, 

shape  altered.  The  volume  d^of  a **?£££  ^ area  uniformly 
by  the  ratio  stress/strain.  1 slrain  is  the  resulting  compression, 

of’ volume  to  the  original  volume.  If  the 
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original  volume  V is  reduced  to  V-i/  when  the  stress  upon  it  is  increased 
by  an  amount/,  the  strain  is  vfV,  and 

Coefficient  of  volume  elasticity  = ^ = k. 

v v 

V 

The  dimensions  (63)  of  p are  those  of  a force  divided  by  an  area,  i.e. 
AIL  J ' 

-^/L-  or  M/LT2.  Since  the  strain  is  the  ratio  of  a volume  to  a volume,  its 

dimensions  are  zero.  Thus  the  dimensions  of  k , the  coefficient  of  volume 
elasticity,  are  the  same  as  those  of  a pressure. 

The  reciprocal  of  k is  called  the  coefficient  of  compressibility  or  simply 
the  compressibility  of  the  body. 

In  the  following  table  the  volume-elasticities  of  some  solids  are  given 
and  of  a few  liquids  for  comparison.  The  units  are  C.G.S. 


Substance 

Æ=voIume  elasticity 

~ = compressibility 

Wrought  iron 

Cast  iron  .... 

Steel 

Glass 

Copper  .... 

Water  .... 

Mercury  .... 

J Alcohol  .... 

1 4*56  x io11 
9-Ô4  x io11 
i8'4  x io11 
4-o  x io11 
i6'8  x io11 
"22  X IOU 
2'6o  x io11 
■14  X IO11 

•o6q  x io_u 
11 

•103  x io~ 

. I1 

054  X IO~ 

*250  x io^1 

•060  x io~n 

4-55  X IO-'1 

•38  X IO-" 
7'14  X IO-11 

87.  Longitudinal  elasticity.— If  a wire  is  clamped  securely  at  its  upper 
end,  and  a weight  is  attached  to  its  lower  end,  the  wire  becomes  longer,  alrd 
piovided  the  limits  of  elasticity  are  not  overstepped,  the  elongation  is  directly 

^XfrenTd  f stretchll]&  ; and  for  wires  of  the  same  material  but 
of  different  diameters,  the  elongation  is  inversely  proportional  to  the  cross 

hi  LhC  tChmg  f°rCe  bemg  constant  These  results  have  been  esta- 
blished  by  experiment  wuh  apparaux  such  as  that  represented  in  fig.  68 

At  the  lower  end  of  the  wire  AB  there  is  a scale-pan,  and  on  the  wire  two 

points  A and  B aie  marked,  the  distance  between  which  is  measured  bv 
means  of  the  cathetometer.  measured  by 

The  cathetometer  consists  of  a strong  upright  brass  support  K with  a 
scale  divided  into  millimetres,  which  can  be  adjusted  in  anTacüyvÆ 
position  by  means  of  levelling  screws  and  the  plumb-line.  A small  telescone 

with  Y ng  lt  'dnJ  u t0  the  SCaIe’  Can  be  moved  UP  and  down,  and  is  provided 
v th  a vernier  which  measures  fiftieths  of  a millimetre.  By  ad  uSnl 
telescope  successively  on  the  two  Doints  A mH  R « . 7 ,mg  the 

figure,  the  distance  between  these  points  is  obtained  on  thegraduated'sclffi 
By  measuring  AB  before  and  offer  the  j 1 , ° dQUatecl  scale, 

amount  w,  the  elongate  is obtained  “ *"  'mxâ  >V  ™ 

By  expenments  °f  this  kind  it  has  been  ascertained  that- 
J.  tic  alteration  in  length  within  the  limits  nf 

tjKjfAA  «"»  «0  wi  inSxl 
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Let  r be  the  radius  of  the  wire,  t its  length,  and  «the  elongation  produced 
by  the  application  of  a load  W.  The  stress,  or  force  per  unit  of  cross  section 
of  the  ;-u-e,  is  Wglrrn  and  since  the  length  / is  stretched  by  an  amount,,  the 
strain  is  e\l.  Thus  by  the  definition, 

( W g 

Coefficient  of  longitudinal]  nr~  __  W, gl 

elasticity,  or  Young’s  modulus  j c ^e' 

l 7 


w e frnm  this  expression  that  if  the  wire  has  unit  cross  section  {irA-i) 

“ ertlv  observefT'for* no  substance  has  elastic  limits  so  wide  as  to  undergo 
st'ietch  nî  Ô Ible  its  length  wtthout  permanent  set  i P,  howev=b 
may  be  calculated  from  any  accurate  observations  by  means  of  the  above 

formula.  , , r ..  n,.«  in  C.G.S.  units 


Substance 

Longitudinal 
Elasticity =(i 

Substance 

Longitudinal 
Elasticity =/i 

Wrought  iron 
Steel  . 

Platinum 
Copper 
Slate  . 

Zinc 
Brass  . 

Crown  glass 
____ 

2 1 "2  x IOu 
19-2  x IOu 

ha  x'o;; 
1275 x 10 

11-25  X iou 
8-9  x IOU 

87  X IOU 

i 8-i  x IO11 

Rock  salt 
Marble 
Lead  . 

Pine 

Oak 

Whalebone  . 
Ice 

j Sandstone  . 

4-31  X IO11 
2-35  x IOu 
1-84  x IOu 
1-13  x iou 
•94  X IOU 
•71  x io11 
-66  x 10" 

•64  X IOU 

i 

As  an  example,  suppose  we  wish  mm.  by  a weight  of 

, sq.  mm.  in  cross  sect, on  wh.ch 1 cm.,  at*  = -ot  sq.cm.,  and 

lokilogr.  Here  W^-=  10x1000x981  dynes,, 

fi=  I275  x xou  ; hence,  from  the  formula, 

i275  x ioo  = and  7 = 259-5  cm. 

The  limit  of  elasticity  is  gwen  by  ^ 

appreciable  permanent  elong  anied  by  a lateral  contraction,  and  the 

Longitudinal  stretching  ^ is  knoWn  as  Poisson’s  coefficient. 

ratio  of  the  contraction  to  the  st  g diminution  of  section  due  to 

T * c lap  the  section  of  the  wire,  ana  •> 

Let  S Also  if  L is  the  original,  and  / the 

stretching  ; then  the  contraction  g. 

, • S . l _S-S  wp, 

„ of  length  L. the  stretching.  Poisson's  rat, 0=  -g- 

increase  of,  leng  , due  to  contraction,  the 

5:.^  is  the  change  of  volume  due  ,0 
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stretching,  the  section  being  constant.  This  ratio  was  taken  by  Poisson  to 
be  0-25,  but  later  experiments  have  found  it  to  vary  from  o to  0-5  ; it  is  about 
0-25  for  glass,  and  nearly  0-5  for  india  rubber.  When  a wire  is  stretched  by 
a load  to  within  the  limit  of  elasticity,  some  time  often  elapses  before  the 
full  effect  is  produced,  and  conversely  when  the  load  is  removed  the  wire 
does  not  at  once  wholly  resume  its  original  condition,  but  a small  portion  of 
the  deformation  remains,  and  it  only  reverts  to  its  initial  state  after  the 
lapse  of  some  time.  This  phenomenon,  first  observed  by  Weber,  which  is 
met  with  in  most  elastic  changes  of  form,  is  called  the 
elastic  after-action  or  effect , or  the  elastic  fatigue.  This 
phenomenon  is  probably  due  to  the  fact  that  the  mole- 
cules of  bodies  are  not  spherical,  but  are  variously  ex- 
tended in  diffe- 
rent directions, 
and  in  elastic  de- 
formation are  not 
only  displaced  in 
reference  to  each 
other,  but  are  also 
twisted. 

This  may-ibe 
illustrated  by  the 
following  experi- 
ment. A piece  of 
india-rubber  tube 
is  closed  by  a 
glass  plug  at  the 
bottom,  while  the 

open  end  is 

passed  over  a 
piece  of  glass 
tube.  Coloured 

liquid  is  then 

poured  in  so  that 
it  stands  at  a 
certain  height  in 
this  tube.  If  then 
a weight  is  sus- 
pended to  the  F;  68 

lower  end  of  the  *S  ° Fig'  69 

afterwTrdï1'  liqUjd  at  once  sinks  t0  a considerable  distance  and 

afterwards  very  slowly  a little  further.  On  removing  the  weiVhi 

again,  but  not  immediately  to  the  old  height  This  Tt  nnlv  • & 1 U.-Ses 

lengthened  ^ ““  ofc  « 

^ hen  weights  are  placed  on  a bar,  the  amount  bv  which  it  1 
Gr  tlle  coefficient  of  contraction,  is  equal  to  7c e ongS ' • V 5h°rtened> 
experience  if  the  same  weights  were  suspended  to  it " Wh,ch  U would 
the  above  numbers.  P 10  and  ls  represented  by 


G 
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Tli  e influence  of  temperature  on  the  elasticity  of  iron,  copper,  and  brass 
was  investigated  by  Kohlrausch  and  Loomis.  They  found  that  the  altera- 
tion in  the  coefficient  of  elasticity  by  heat  is  the  same  as  that  which  heat 
produces  in  the  coefficient  of  expansion  and  in  the  refractive  power  ; it  is 
also  much  the  same  as  the  change  in  the  permanent  magnetism,  and  in  the 
specific  heat,  while  it  is  less  than  the  alteration  in  the  conductivity  for  elec- 
tricity. 

As  an  application  of  elasticity  may  be  mentioned  Jolly’s  spring  balance. 
This  consists  of  a long  steel  wire,  ab  (fig.  69),  wound  in  the  form  of  a spiral, 
which  is  suspended  in  front  of  an  accurately  graduated  scale.  To  the  lower 
end  of  the  spiral  two  scale-pans,  c and  d,  are  hung  by  a thread,  the  lower 
one,  d,  dipping  in  a small  vessel  of  water  on  an  adjustable  support.  The 
instrument  is  graduated  empirically  by  observing  what  displacement  of  the 
mark  m is  produced  by  putting  a known  weight  in  the  scale-pan  c.  Knowing 
then  once  for  all  the  constant  of  the  instrument,  it  is  easy  to  determine  the 
weight  of  a body  by  reading  the  displacement  which  it  produces  along  the 
scale. 

88.  Determination  of  Young’s  modulus  by  flexure. — A solid,  when  cut 
into  a rod  or  thin  plate,  and  fixed  at  one  end,  after  having  been  more  or 
less  bent,  strives  to  return  to  its  original  position  when  left  to  itself.  This 
property  is  known  as  the  elasticity  of  flexure,  and  is  very  marked  in  steel, 
india  rubber,  wood,  and  paper. 

If  a rectangular  bar  AB  is  clamped  at  one  end  and  loaded  at  the  other 

end  by  a weight  W (fig. 
70),  a flexure  will  be  pro- 
duced which  may  be  ob- 
served by  the  catheto- 
meter.  The  elasticity  in- 
volved here  is  of  the  same 
kind  as  that  investigated 
above,  viz.  longitudinal 
elasticity,  the  coefficient 
of  which  is  Young’s  j 
modulus  ; for,  as  the  bar 
is  bent,  its  upper  parts  are 
elongated  while  the  lower 
parts  are  compressed.  If 
the  amount  of  this  flexure  i 
is  denoted  by  A,  Young’s  modulus  is  given  by  the  formula 

,I  = 4W gPk 
M bit3  A ’ 

where  W is  the  load,  / the  length  of  the  bar,  b its  breadth,  h its  depth  or 
thickness,  and  k a constant,  which  depends  on  the  manner  in  which  the  : 
rod  is  supported,  the  three  principal  cases  being  represented  in  fig.  71  ; a is* 
that  in  which  the  rod  is  supported  at  one  end,  as  in  fig.  70  ; in  /3  the  rod! 
rests  on  knife-edges,  with  both  ends  free  ; while  in  y both  ends  are  rigid  ; 
if  one  and  the  same  bar  is  fastened  in  these  different  ways,  the  values  of  A 
are  respectively  1,  (fo. 
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It  will  thus  be  seen  that  if  for  a given  load  the  depression  is  not  to  be 
greater  with  a long  beam  than  with  a short  one,  the  vertical  thickness  must 
increase  in  the  same  ratio  as  the  length. 

The  elasticity  of  flexure  is  applied  in  a vast  variety  of  instances— for 
example  in  bows,  watch-springs,  carriage-springs  ; in  spring  balances  it  is 
used  to  determine  weights,  m dynamometers  to  determine  the  force  of  agents 
m prime  movers  ; and,  as  a property  of  wool,  hair,  and  feathers,  it  is  applied 
to  domestic  uses  in  cushions  and  mattresses. 


Whatever  be  the  kind  of  elasticity,  there  is,  as  has  been  already  said  (8q) 
a limit  to  it  that  is,  there  is  a molecular  displacement  beyond  which  bodies 
aie  broken,  or  at  any  rate  do  not  regain  their  primitive  form.  This  limit  is 
ected  by  various  causes.  The  elasticity  of  many  meddls  is  increased  by 
hardening,  whether  by  cold,  by  means  of  the  draw-plate,  by  rolling  or  hi 
hammering.  Some  substances,  such  as  steel,  cast  iron,  Lncf  glass  become 
both  harder  and  more  elastic  by  tempering  (93). 

Elasticity  on  the  other  hand,  is  diminished  by  annealing,  which  consists 

and  all0/16  l°  * t,emPerature  lower  than  that  necessary  for  tempering 
and  allowing  ,t  to  cool  slowly.  By  this  means  the  elasticity  of  sprint 

S coôs;  iftjuvss  « tr 

laws  °f  the  ,orsionof 

torsion  Mane  Z.  ,1)  ,7”^  by  "“T  °f  an  aPPa™“S  nailed  the 

of  torsion  produce  s Li  ' "’  Sphcre  15  left  to  itself>  the  reaction 

about  its  veS  axS in,  W6  UntW‘StS  ltself’  and  the  sP^e  rotates 
of  equilibrium  ft  T ncreasinS  rapidity  until  it  reaches  its  position 
quuit)rium.  U does  not,  however,  rest  there  • in  virtu*  n,  • ' 

of  the  scale  until  after  a certain  number  of  oscillations  about  < hi  * V610 

:£Lrp,ete4  such  “ 

% means  of  this  apparatus  Coulomb  found  that  when  the  amplitude  of 


G 2 
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the  oscillations  is  within  certain  limits,  the  oscillations  are  represented  by 
the  following  laws  : 

I.  The  oscillations  arc  very  nearly  isochronous. 

II.  For  the  same  wire , the  angle  of  torsion  Is  proportional  to  the  moment 
of  torsion, T~ 

-imr  With  the  same  moment  of  torsion , and  with  wires  of  the  same 

diameter , the  angles  of  torsion  are  proportional  to 
the  length  of  the  wires. 

' TVT  The  same  moment  of  torsion  being  applied 
to  wires  of  the  sanïè  length , ïlîc  angles  of  torsion 
arc  inversely  proportional  to  the  fourth  powers  of 
the  diameters. 

Wertheim  examined  the  elasticity  of  torsion  in 
the  case  of  stout  rods  by  means  of  a different 
apparatus,  and  found  that  it  is  also  subject  to  these 
laws.  He  further  found  that,  all  dimensions  being 
the  same,  different  substances  undeigo  diffeient 
degrees  of  torsion  for  the  same  force,  and  each 
substance  has  its  own  coefficient  of  torsion,  which 
is  usually  denoted  by  n.  The  value  of  this  co- 
efficient is  about  i that  of  the  longitudinal  modulus 
of  elasticity. 

The  laws  of  torsion  may  be  enunciated  in  the 

formula  o)  — — ( j in  which  w is  the  angle  of  tor- 
nr' 

sion,  F the  moment  of  the  force  of  torsion— i.e.  the 
applied  deflecting  couple—/  the  length  of  the  wire, 

r its  radius,  and  n the  torsion-coefficient  or  simple  rigidity 

As  the  angle  of  torsion  is  inversely  proportional  to  the  fourth  powei  o* 
the  radius,  rods  of  some  thickness  require  very  great  force  to  produce  even 
small  twists.  With  very  small  diameters,  such  as  those  of  a cocoon  01  glass 
thread,  the  proportionality  between  the  angle  of  torsion  and  the  twisting 

couple  holds  even  for  several  complete  turns.  . . 

We  may  here  mention  a very  ingenious  method  of  obtaining  very  1 
threads  of  glass,  and  even  of  quartz  and  pther  minerals,  which  has  been  r e- 
vised by  Professor  Boys.  It  consists  in  attaching  a stout  thread  of  the  sub- 
stance in  question  to  a small  arrow  of  straw,  melting  the  end  so  as  to  form  a 
small  drop  When  the  arrow  is  shot  from  a small  crossbow  the  drop  remains 
behind  in  virtue  of  its  inertia  (19),  and  a thread  practically  uniform  but  of 
excessive  tenuity  is  spun  out  from  it  and  carried  along  with  the  at  row.  In 

in  torsion  experiments,  for,  while  they  possess  great  tenacity,  they  aie  almost 

of  any  oscilla.;,*  sysfe™ 


Fig.  72 
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Tenacity 


slowly  as  its  mass  is  farther  removed  from  the  axis  of  vibration, 
periodic  time  of  a vibrating  system  is  given  by  the  equation 


, /moment  of  inertia 

' = 27rV 


moment  of  forces  producing  vibration 
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The 


h being  the  acting  force,  L the  arm  at  which  it  acts,  and  I the  moment  of 
inertia. 

The  moment  of  inertia  of  a body  in  vibration  is  defined  as  the  sum  of 
the  products  of  the  mass  of  each  particle  of  the  body  into  the  square  of  its 
distance  from  the  axis  of  oscillation,  and  is  expressed  as  mk *,  where  m is 
the  mass  of  the  body  and  k its  radius  of  gyration.  In  the  case  of  bodies  of 
îegulai  shape  the  value  of  k may  be  determined  by  the  integral  calculus, 
and  hence  we  can  by  experimental  methods  determine  k for  bodies  of 
irregular  shape. 

Foi  a simple  pendulum  (56)  it  is  evident  that  the  moment  of  inertia  is 
m/-,  where  m is  the  mass  of  the  bob,  and  l its  distance  from  the  point  of 
suspension — i.e.  the  length  of  the  string  ; also  FL  = mg  . /, 


the  formula  already  used. 

The  moment  of  inertia  of  a cylindrical  rod  of  length  /,  and  radius  r 
oscillating  about  an  axis  through  its  middle  point  and  perpendicular  to  its 
length,  is 


that  of  a rectangular  bar  (length  = /,  breadth  = b\  the  axis  of  oscillation  being 
perpendicular  to  the  face  bl , and  passing  through  its  middle  point,  is 


m 


If  + b >* 

12 


^ 9°-  Tenacity.  — Tenacity  is  the  resistance  which  a body  opposes  to  the 

fo, ce  Ss"  T PartS-  • AcCOrdin§'  t0  the  manner  in  which  the  external 

fo.ce  acts,  we  may  have  various  kinds  of  tenacity  : tenacity  in  the  ordinary 

realtiveYenaclr^  t0  U'àCU°n  ; relative  tenacity,  or  resistance  to  fracture  ; 
. y , c 1 01  lesistance  to  crushing  ; sheering  tenacity,  or  resistance 

msSaT?t0f#CleS  hl  a lateral  directi011  5 -d  torsional  tenatity^or 
bv  fnrn  6 0rdina,T  tenacity  is  determined  in  different  bodies 

wei,mi'C  InCrease  In  len?‘th  does  not  influence  the  breaking  weight,  for  the 

lensU”  •"  p-Vin.'  had 

at  once  be  broken  by  a larger  weight.  ‘ ’ 1 WOuid  not 
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Not  only  does  tenacity  vary  with  different  substances,  but  it  also  varies 
with  the  form  of  the  body.  same  sectional,  area,  a cylinder 

has  greater  tenacity  than  a prism.  The  quantity  of  matter  being  the  same 

follow  cylinder  has  ^«ater  tenacity  ton  a sohd  one  ; and  ***~S2Ll 


a hollow  cylinder  nas  gieaim  ......  . — internal 

this  hollow  cylinder  is  greatest  when  the  external  radius  is  to  the  internal 

one  b the  Jio  of  n to  S.  The  shape  has  also  the  satne  influence  on  be 


resistance  to  crusnmg  as  it  has  on  the  resistance  to  traction.  A hollow 
cyl  ndeTwi  h the  same  mass,  and  the  same  weight  offers  a greater ^resjstance 
dim  a solid  cylinder.  Thus  it  is  that  the  bones  of  animals,  the  feathers  of 
birds,  the  stems  of  corn  and  other  plants,  offer  greater  resistance  than  if  y 

wpi-p  solid  the  mass  remaining  the  same.  ...  , ,•  T„ 

Tenacity  like  elasticity,  is  not  the  same  in  all  directions  m bodies. 

in  general  in  all  bodies  the  texture  of  which  is  not  uniform. 

Wires  by  being  worked  acquire  greater  tenacity  on  the  surface  and  ha 

diameter. 


Lead . 

Tin  . 

Silver 
Copper 
Platinum  . 
Iron  . 

Steel . 

Cast  Steel 


r drawn  . 

Limit  of  Elasticity 
Kilogrammes 

0-25 

annealed 

0’20 

" drawn  . 

. 0-45 

g annealed 

0-20 

f drawn  . 

. 11-25 

annealed 

. .275 

f drawn  . 

I2’00 

1 annealed 

3-0° 

f drawn  . 

. 20-00 

\ annealed 

• 14-5° 

f drawn  . 

. 32-50 

\ annealed 

5'°° 

f drawn  . 

• 42-5° 

\ annealed 

. i5'°° 

j-  drawn  . 

• 55'6o 

1 annealed 

5"°° 

Tenacity. 

Kilogrammes 

2’07 

r8o 

2-45 

170 

29-00 

16-02 

4°' 3° 

30-54 

34'io 

23-50 

6rio 

46-88 

70-00 

40-00 

So-oo 

65-75 


The  table  shows  that  of  all  meUl,s  (:abt  ^ead  of  which  1 square  milli- 
Yet  it  is  exceeded  by  fibres  of  Single  fibres  of  cotton 

metre  in  section  can  carry  a load  5 ' . that  is>  millions  of  times  then- 

can  support  a weight  of  100  to  300  g . m-eatlv' affected  by  its  chemical  com- 
own  weight.  The  millimetre, 

position,  varying  from  3 5 to  I ) - » the  ordinary  temperature. 

In  this  table  the  bodies  are  supposed  t Seguin  made  some 

At  higher  temperatures  the  tenacity  rapidly  deci  eases.  g 


Hardness 
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experiments  on  this  point  with  iron  and  copper,  and  obtained  the  following- 
values  for  the  tenacity,  in  kilogrammes,  of  millimetre  wire  at  different  tem- 
peratures : — 


On  the  other  hand,  the  tenacity  is  greatly  increased  at  low  temperatures  : 
thus  Dewar  found  that  at  -182°  C.  the  breaking  stress  of  iron  is  twice  as 
great  as  at  the  normal  temperature,  and  other  metals  and  alloys  are  all 
increased  by  one-third  to  one-half  the  normal  amount. 

91.  Ductility. — Ductility  is  the  property  in  virtue  of  which  a great  num- 
ber of  bodies  change  their  forms  by  the  action  of  traction  or  pressure. 

With  certain  bodies,  such  as  clay,  wax,  &c.,  the  application  of  a very 
little  foice  is  sufficient  to  produce  a change  ; with  others,  such  as  the  resins 
and  glass,  the  aid  of  heat  is  needed  ; while  with  the  metals  more  powerful 
agents  must  be  used,  such  as  percussion,  the  draw-plate,  or  the  rolling-mill. 

Malleability  is  that  modification  of  ductility  which  is  exhibited  by  ham- 
mering. The  most  malleable  metal  is  gold,  which  has  been  beaten  into 
leaves  about  the  g^^^th  of  an  inch  thick. 

The  most  ductile  metal  is  platinum.  Wollaston  obtained  a wire  of  it 
0-00003  of  an  inch  in  diameter.  This  he  effected  by  covering  with  silver  a 
platinum  wire  o-oi  of  an  inch  in  diameter,  so  as  to  obtain  a cylinder  0-2  inch 


in  diameter  only,  the  axis  of  which  was  of  platinum.  This  was  then  drawn 
out  in  the  form  of  wire  as  fine  as  possible  : the  two  metals  were  equally- 
extended.  When  this  wire  was  afterwards  boiled  with  dilute  nitric  acid  the 
silver  was  dissolved,  and  the  platinum  wire  left  intact.  The  wire  was  so  fine 
that  a mile  of  it  would  have  weighed  only  1-25  of  a grain. 

The  glass  threads  drawn  by  Professor  Boys’  method  (89)  are  so  fine,  being 
under  the  TrWth  of  an  inch,  that  a mile  would  not  weigh  more  than  one-third 
o a gram.  Such  threads  of  quartz  have  a tenacity  approaching  that  of 


I ron 

Copper  . 


. at  io°,  60  ; at  370°,  54  ; at  500°  37 

* » ~ * 1 )>  7 7 J »?  o 


referring  it  to  a scale  of  hardness  : that  usually  adopted  is— 


2.  Rock  Salt 

3.  Calcspar 
4-  Fluorspar 


I bus,  the  hardness  of  a body  which  would  scratch  felspi 
snatched  by  quartz,  would  be  expressed  by  the  number  6-5. 

1 111  P O* P n /"I  o f-  a *-!  il*  . 1 1 _ 


scratch  felspar,  but  would  be 


tals  in  increasing-  hardness  as 
num,  zinc,  copper,  iron,  steel. 


rce  a steel  point  to  a 
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The  pure  metals  are  softer  than  their  alloys.  Hence  it  is  that,  for  jewel- 
lery  and  coinage,  gold  and  silver  are  alloyed  with  copper  to  increase  their 

harThe  hardness  of  a body  has  no  relation  to  its  resistance  to 

iX ns  of  its  own 

P° VAbody  which  moves  with  great  velocity  can  cut  into  bodies  which  are 
harder°than  itseif.  Thus  a 

rotatètftvith  1 vetocTty'oT so', nettes,  the  edge  of  the  disc  could  cut  the  graver, 
des^aÿ  theWphcahon  of  a snuiU  gjfcj-ÿ  — 

ïSSay  be  converted  into  a soft, 

by  varying  the  limits  of  tempeiatuie  v . This  opera- 

almost  any  are  made  of  tempered  Steel. 

Xre  StrieS  -dii  u^  — 

a contrary  effect.  An  alloy  of  one  p rapidly  cooled,  bnt  hard  and 

sr.r£  *-->■  ' r— anS  s^rss 

and  quenched  in  cold  water.  When 
annealed  in  the  ordinary  way  it  is  hard  and  buttle. 
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BOOK  III 
ON  LIQUIDS 


CHAPTER  I 
HYDROSTATICS 


94.  Province  of  hydrostatics.  —The  science  of  hydrostatics  treats  of  the 
conditions  of  the  equilibrium  of  liquids,  and  of  the  pressures  they  exert, 
whethei  within  their  own  mass  or  on  the  sides  of  the  vessels  in  which  they 
are  contained.  3 


95-  General  characters  of  liquids.— It  has  been  already  seen  (4)  that 
liquids  are  bodies  whose  molecules  are  displaced  by  the  slightest  force 
Their  fluidity,  however,  is  not  perfect  ; their  particles  always  adhere  slightly 
to  each  other,  and  when  a thread  of  liquid  moves,  it  attempts  to  drag  the 
adjacent  stationary  particles  with  it,  and  conversely  is  held  back  by  them 
Thisjroperty  is  called  viscosity  (147),  and  bodies  which  possess  this  property 
in  a high  degree  are  said  to  be  viscous. 


Gases  also  possess  fluidity,  but  in  a higher  degree  than  liquids.  The 
distinction  between  the  two  forms  of  matter  is  that  liquids  are  only  slightly 

™ZreSS  w are  cof Parativ6ly  inexPansible,  while  gases  are  eminently 
compiessible  and  expand  spontaneously.  y 

The  fluidity  of  liquids  is  seen  in  the  readiness  with  which  they  take  all 
sous  of  shapes.  Their  compressibility  is  established  by  the  following  experi- 


ArZ  C°rnpressiblllty  of  liquids.— From  the  experiment  of  the  Florentine 
cademicians  (13)  liquids  were  for  a long  time  regarded  as  being  completely 
incompressible.  Since  then  researches  have  been  made  on  this  subject  by 
anous  physicists,  which  have  shown  that  liquids  are  really  compressible  Y 
he  apparatus  used  for  measuring  the  compressibility  of  liquids  has  been 
in  ZV  ie  f’tezometcer  1 compress  ; pérpop,  measure).  That  shown 

int  'g  y3rConsists  of  a strong  glass  cylinder  with  very  thick  sides  and  an 
in  einal  diameter  of  about  3*  inches.  The  base  of  the  cylinder  is  firmly 

dcr  closed  bv°  * WO°d®n,foot>  a,nd  011  its  uPPer  P»rt  is  fitted  a metal  cylin- 
losed  by  a cap  which  can  be  unscrewed.  In  this  cap  there  is  a funnel 

K for  introducing  water  into  the  cylinder,  and  a small  barrel  hernm.  n ’ 
closed  by  a piston,  which  is  moved  by  a screw,  l>  y 

In  the  inside  of  the  apparatus  there  is  a glass  vessel,  A,  containing  the 
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liquid  to  be  compressed.  The  upper  part  of  this  vessel  terminates  in  a 
capillary  tube,  which  dips  under  mercury,  O.  This  tube  has  been  previously 
divided  into  parts  of  equal  capacity,  and  it  has  been  determined  how  many 
of  these  parts  the  vessel  A contains.  The  latter  is  ascertained  by  finding  the 
0t  P weight,  P,  of  the  mercury  which  the  reservoir 

A contains,  and  the  weight,  /,  of  the  mercury 
contained  in  a certain  number  of  divisions,  «, 
of  the  capillary  tube.  If  N is  the  number  of 
divisions  of  the  small  tube  contained  in  the 

whole  reservoir,  we  have  | = ^from  which 

the  value  of  N is  obtained.  There  is  further  a 
manometer.  This  is  a glass  tube,  B,  contain- 
ing air,  closed  at  one  end,  the  other  end  o 
which  dips  under  mercury.  When  there  is  no 
pressure  on  the  water  in  the  cylinder,  the  tube 
B is  completely  full  of  air  ; but  when  the  water 
within  the  cylinder  is  compressed  by  means  of 
the  screw  P,  the  pressure  is  transmitted  to  the 
mercury,  which  rises  in  the  tube,  compressing 
the  air  which  it  contains.  A graduated  scale 
fixed  on  the  side  of  the  tube  shows  the  reduction 
of  volume,  and  this  reduction  of  volume  indicates 
the  pressure  exerted  on  the  liquid  in  the  cylin- 
der, as  will  be  seen  later  (184).  . 

In  making  the  experiment,  the  vessel  A is 
filled  with  the  liquid  to  be  compressed,  and  the 
end  dipped  under  the  mercury.  By  means  ot 
the  funnel  R the  cylinder  is  entirely  filled  with 
water.  The  screw  P being  then  turned,  the 
piston  moves  downwards,  and  the  pressure 

exerted  upon  the  water  is  transmitted  ca^ry 

quence  of  which  the  mercury  t’ses  ’ hows  that  the  liquid  in 

tube.  The  ascent  of  gives  the  amount  of  its  com- 

the  vessel  A has  diminished  in  volum^a  g of  the  graduated 

pression,  for  the  capacity  of  the  J^Dreviously  determined, 
divisions  on  the  capillary  tu  e ' assumed  that  the  capacity  of  the  vessel 

In  his  first  experiments,  O £ compi.essed  both  internally  and  ex- 
A remained  the  same,  it  Æ diminishes  in  consequence  of  the 

ternally  by  the  liquid  Bu t this  ip  J md  Sturnl  made  some  expen- 

external  and  internal  pressures  and  found  that  for  a pressure 

ments  allowing  for  this  chang  ‘ mercur’v  experiences  a compression  of 

equal  to  that  of  the  atmo9ph«e^m«^M  ^ R compreSsion  of 
0-0.38  ( = 3’8x  to  ■')  Part  of  ,lS°  °f  ‘ x IO-«  part  of  its  original  bulk. 
50  x 10  ",  and  ether  a compressa  3 x IO-o  . ;t  is  not  materially 

The  compressibility  of  sea .,™  tVus  at  the  depth  of  a mile  its  density  would 
denser  even  at  gr< sat  dept  , anPd  Schneider  showed  that  the 

«•  "'a,er' 


Fig.  73 
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Amagat  has  investigated  the  compressibility  of  liquids  within  very  wide 
limits  of  pressure  and  temperature.  Fig.  74  represents  an  apparatus  by  which 
he  worked  from  o°  to  50°  and  up  to  pressures  exceeding  3000  atmospheres. 
The  glass  cylinder  in  Oersted’s  experi- 
ment is  replaced  by  one  of  steel,  GG'G', 
iS  cm.  in  diameter  and  120  cm.  long.  It 
is  surrounded  by  a jacket,  H H,  which  can 
either  be  filled  with  ice,  or  through  which 
a current  of  water  of  uniform  temperature 
can  be  passed.  The  liquid  is  contained 
in  a glass  piezometer,  the  bottom  of  which 
dips  in  a cup  of  mercury,  the  whole  being 
placed  in  the  mercury  in  the  cylinder 
GG'G'.  When  pressure  is  applied  the 
mercury  rises  in  the  stem,  and  touches 
successively  a series  of  fine  platinum 
wires  fused  in  the  stem  and  connected 
with  an  insulated  wire  which  passes  from 
the  apparatus  through  F ; the  arrange- 
ment is  such  that  when  the  liquid  is 
compressed  the  mercury  rising  comes  in 
contact  with  the  wire  and  completes  a 
galvanic  circuit  (Book  X),  the  existence  of 
which  is  shown  by  a galvanometer.  The 
pressure  is  produced  at  first  by  a pump 
which  injects  water  through  the  tap  E ; 
beyond  a certain  pressure  this  is  closed, 
and  the  pressure  continued  by  the  arrange- 
ment screwed  in  the  top  of  the  apparatus.  74 

In  this  a steel  cylinder  P,  driven  by  a screw  V,  worked  by  a lever  T,  pushes 
before  it  a leather  collar  C shown  on  the  side. 

The  pressure  was  measured  by  means  of  a manometer  let  in  at  the  side  on 
the  same  level  as  the  pieces  E and  F,  which  could  not  be  shown  in  the  figure 

The  results  which  Amagat  attained  by  this  apparatus  show  that  the  co- 
efficient of  compressibility  of  liquids  diminishes  as  the  pressure  increases  • 

I ns  diminution  is  more  marked  the  higher  the  temperature,  but  the  rate  of 
diminution  is  less  at  higher  pressures. 

The  coefficient  of  the  compressibility,  except  in  the  case  of  water,  increases 

and  is  lesseToPeraÎhre  ! ^ mCTeaSe  'S  more  raPid  the  hi^erthe  temperature 
and  is  less  so  as  the  pressures  are  higher. 

All  the  results  are  corrected  for  the  compressibility  of  glass,  which  was 
ounr  o oe  o'o  222  per  atmosphere  ; particular  attention  was  paid  to  the 
determmat.on  of  the  coefficient  for  mercury,  which  was  found  to  be  o-o  30 

Whatever  be  the  pressure  to  which  a liquid  has  been  subjected  exneri 
ment  shows  that  as  soon  as  the  pressure  is  removed  the  liqukl  leoffins 

eÎasüf  ’ fr0m  Which  il  is  conck,ded  that  liquids  are  perfectly 

Liquids  may  be  stretched  as  well  as  compressed  Wm-ildnrrt-  1 j 
•ha,  the  volume-elasticity  of  a, coho,  is  tfeTme 
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compression  within  wide  limits  of  pressure.  Ether  is  more,  and  water  less, 

extensible  than  alcohol.  . . . -, 

97  Equality  of  pressures.  Pascal’s  law.-By  considering  liquids  as 

perfectly  fluid,  and  assuming  them  to  be  uninfluenced  by  the  action  of  grav lty, 
[he  following  law  has  been  established.  It  is  often  called  Pascal's  law , for 

it  was  first  enunciated  by  him.  . , . , ...  , »• 

Pressure  exerted  anywhere  upon  a mass  of  liquid  is  transmitted  undi- 
minished  in  all  directions , and  acts  with  the  same  force  on  all  equal  surfaces , 

andm  a direction  at  right  angles  to  those  surfaces.  . 

ToLget  a clearer  idea  of  the  truth  of  this  principle,  let  us  conceive  a vessel 
of  any  given  form  in  the  sides  of  which  are  placed  various  cylindrical  apei- 
tures^ah  of  the  same  size,  and  closed  by  movable  pistons  Let  us,  fui  , 
imagine  this  vessel  to  be  filled  with  liquid  and  unaffected  by  the  action  of 
gravity;  the  pistons  will,  obviously,  have  no  tendency  to  move.  If  now  * 
force  equal  to  the  weight  of  P pounds  is  placed  upon  the  piston  A (fig:  75), 
, • i -,rea  of  i sq.  inch,  it  will  be  pressed  inwards,  and  the  pressure 

(P  pounds  per  sq.  inch)  will'be  transmitted  to  the  internal  faces  of  each  of  the 
pistons  B C,  D,  and  E,  which  will  each  be  forced  outwards  by  a pi  essuie  , 


their  surfaces 

pistons  is  subjected  to  a p ’ ’ 1 f inches  ; it  will  have 

the  pistons  united  so  as  ,o’3  sq.  inches, 

to  support  a pressure  2P.  him  J,  . P ;f  . &rea  were  IOO  or  1000 

SrKSdSn  a LsdwtS 

"Sr^^nl^irZld  be  the  same 

P“?he  Prin^l'  ^I^CnT^th— « 

the  constitution  of  fluid  . • nUh0u°-h  it  cannot  be  shown  that  it 

pressure  is  transmitted  ,n  a 1 piate„  is  fitted  into  a 

is  equally  transmitted  snJ:ill  cylindrical  jets  are  placed  perpen- 

hollow  spheie  ( '8-  7 )>  , ancj  the  cylinder  being  both  filled  with 

tSc”  In  S,eS  pSon  spo'uts  forth  fro 1 the  orifices, 

The  reason^  why  ?%£££  ^5"  *««"*** 
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of  the  principle  of  the  equality  of  pressure  cannot  be  given  is,  that  the 
influence  of  the  weight  of  the  liquid  and  of  the  friction  of  the  pistons  cannot 
be  altogether  eliminated. 

Yet  an  approximate  verification  may  be  effected  by  the  experiment 
represented  in  fig.  77.  Two  cylinders  of  different  diameters  are  joined  by  a 
tube  and  filled  with  water.  On  the  surface  of  the  liquid  are  two  pistons,  P 
and  j t>,  supposed  to  be  without  weight,  which  hermetically  close  the  cylinders, 
but  move  without  friction.  Let  the  area  of  the  large  piston,  P,  be,  for 
instance,  thirty  times  that  of  the  smaller  one,/.  That  being  assumed,  let 
a weight,  say  of  two  pounds,  be  placed  upon  the  small  piston  ; this  pressure 
will  be  transmitted  to  the  water  and 
to  the  large  piston,  and  as  this  pres- 
sure amounts  to  two  pounds  on  each 
portion  of  its  surface  equal  to  that  of 
the  small  piston,  the  large  piston  must 
be  exposed  to  an  upward  pressure 
thirty  times  as  much,  or  of  sixty 
pounds.  If  now  this  weight  is  placed 
upon  the  large  piston,  both  will  remain 
in  equilibrium;  but,  if  the  weight  is 
greater  or  less,  this  is  no  longer  the 
case.  If  S and  j are  the  areas  of  the  large  and  small  piston  respectively,  and 
P and / the  corresponding  loads,  then  J whence  P =£§.  If  instead  of 
being  weightless  the  piston/  weighs  (say)  one  pound  amUhe  piston  P ten 

b0e„  rssary  t0  put  a weight  of  fifty  pounds  ™ p ,o  baw 

...J*  ;s  1SP°r-?nt  t0r  °.bserve  that  in  speaking  of  the  transmission  of  pres- 
the  sides  of  the  containing  vessel,  these  pressures  must  always  be 
supposed  to  be  perpendicular  to  the  sides  ; for  any  oblique  pressure  may  be 
composed  into  two  others,  one  at  right  angles  to  the  side,  and  the  other 
tmg  parallel  with  the  side  ; but  as  the  latter  has  no  action  on  the  side  the 
peipendicular  pressure  is  the  only  one  to  be  considered. 


Fig-  77 


PRESSURE  PRODUCED  IN  LIQUIDS  BY  GRAVITY 

98  Vertical  downward  pressure  : its  laws.-Any  given  liquid  bein-  in 
a state  of  rest  in  a vessel,  if  we  suppose  it  to  be  divided  into  horizontal 
ayers  of  the  same  density,  ,t  is  evident  that  each  layer  supports  the  weight 
those  above  it.  Gravity,  therefore,  produces  internal  pressures  in  the 

mass  of  a liquid,  which  vary  at  different  points.  These  pressures  tip  1 
milted  to  the  following  general  laws  Piesstues  aie  sub- 

I.  The  pressure  in  each  layer  is  proportional  to  the  depth 

Tl!;  Ù /h--  ail±oinlx  2 ffbe  same  horizontal  hiver 

rile  first  two  laws  are  self-evident  ; the  third  neccssnrilv  fAH  ,.<• 
first  and  from  Pascal’s  pr  inciple  ’ necessarily  follows  from  the 
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Meyer  has  found,  by  direct  experiments,  that  pressure  is  transmitted 
through  liquids  contained  in  tubes,  with  the  same  velocity  as  that  with 

which  sound  travels  in  the  same  circumstances. 

no  Vertical  upward  pressure.— The  pressure  which  the  upper  layers  of 

a liquid  exert  on  the  lower  layers  causes  them  to  ^ M 

an  upward  direction,  a necessary  consequence  of  the  principle  ot  tia 
mission  of  pressure  in  all  directions.  This  upward  pressure  is  teimed  the 

- very  sensible  «hen  the  hand  ,s  plunged  -a 

of  liquids.  A large  open  «£ ££«£  ££  wilh  a 

thin  card  or  piece  of  mica,  the  weight  of  which  may 
be  neglected.  To  the  disc  is  fitted  a string,  C,  by 
which  it  can  be  held  against  the  bottom  of  the  tube. 
The  whole  is  then  immersed  in  water,  and  now  the 
disc  does  not  fall,  although  no  longer  held  by  the 

string  ; it  is  consequently  kept  in  its  position  by  the 

upward  pressure  of  the  water.  If  water  is  now 
slowly  poured  into  the  tube,  the  disc  will  only  sink 
when  the  height  of  the  water  inside  the  tube  is 
equal  » the  height  outside  It  follows  thence  , » 
the  upward  pressure  on  the  disc  is  equal  to  t 
pressure  of  a column  of  water,  the  base  of  which  is 
the  internal  section  of  the  tube  A,  and  the  heigit 

the  distance  from  the  disc  to  the  uPP^r  ?U ^Ternldby  thTsame  laws  as  the 
upward  pressure  of  liquids  at  any  point  is  governed  oy 

downward  pressure..  f the  vessel.— The  pressure 

ioo.  Pressure  is  independent  of  the  sh  p ion  q{  ^ liquid}  or 

exerted  by  a liquid,  m virtue  of  i s \ ® ’,  cl  depends  on  the  depth  and 

on  the  sides  of  the  vessel  in  which  .t  conUinec 1,  depei J ^ 

density  of  the  liquid,  but  is  independent  of  the  shape  oj 

the  quantity  of  the  liquid.  equality  of  pressure, 

This  principle,  which  follows  from  the  law  0™^  ^ 's.  The 

may  be  experimentally  d®mo"s‘r“^  and  is  due  to  Haldat.  It  consists 
following  is  the  one  most  frequen  > > which  A is  fitted  a stopcock, 

of  a bent  tube,  ABC  (fig.  79),  at  ° d p of  the  same  height,  but 

in  which  can  be  screwed  two  vessels,  MandP,.^  ^ ^ ^ nearly 

different  in  shape  and  capc  y,  until  its  level  nearly 

cylindrical.  Mercury  is  poured  into  the  tube  * , water.  The 

reaches  A.  The  vessel  M is  then  rise  in  the  tube  C, 

pressure  of  the  water  actin*  °n.  means  Qf  a little  collar,  a,  which  slides 
and  its  height  may  be  marked^  ^ ^ water  in  M is  also  marked  by 
up  and  down  the  tube.  is  done,  M is  emptied  by  means 

means  of  the  movable  rod  a Whe _ t when  water  is  now  poured 

will  have  risen  ro  the  heigh. 


Fig.  78 
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it  had  befoie,  which  is  marked  by  the  collar  a.  Hence  the  pressure  on  the 
mercury  in  both  cases  is  the  same.  This  pressure  is  therefore  independent 
of  the  shape  of  the  vessels,  and,  con- 
sequently, also  of  the  quantity  of 
liquid.  The  base  of  the  vessel  is 
obviously  the  same  in  both  cases  ; it 
is  the  surface  of  the  mercury  in  the 
interior  of  the  tube  A. 

Another  mode  of  demonstrating 
this  principle  is  by  means  of  an  appa- 
ratus devised  by  Masson.  In  this 
(fig.  So)  the 
pressure  of 
the  water 
contained  in 
the  vessel  M 
is  not  ex- 
erted upon 
the  column 
of  mercury, 
as  in  that 
of  Haldat, 
but  on  a 
small  disc 
or  stop,  a , 

which  closes  a tubulure,  c,  on  which  is  screwed  the  vessel  M.  The  disc  is 
now  fixed  to  the  tubulure,  but  is  sustained  by  a thread  attached  to  the  ead 


Fig.  79 


"’ey  pressure “exertecT by' die6 waw^on  Kop 
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The  vessel  M after  being  emptied  is  unscrewed,  and  replaced  by  the  narrow 
tube  P.  This  being  filled  to  the  same  height  as  the  large  vessel,  which  is 
observed  by  means  of  the  mark  o,  it  will  be  observed  that  to  keep  the  disc 
in  its  place  just  the  same  weight  must  be  placed  in  the  pan  as  before  ; 
which  leads,  therefore,  to  the  same  conclusion  as  does  Haldat’s  experiment. 
The  same  result  is  obtained  if,  instead  of  the  straight  tube  P,  the  oblique 
tube  Q be  screwed  to  the  tubulure. 

From  a consideration  of  these  principles  it  will  be  readily  seen  that  a 
very  small  quantity  of  water  can  produce  considerable  pressures.  Let  us 
imagine  any  vessel — a cask,  for  example — filled  with  water,  and  with  a long 
narrow  vertical  tube  tightly  fitted  into  the  side.  If  water  is  poured  into  the 
tube,  there  will  be  a pressure  on  the  bottom  of  the  cask  equal  to  the  weight 
of  a column  of  water  whose  base  is  the  bottom  itself,  and  whose  height  is 
that  of  the  water  in  the  tube.  The  pressure  may  be  made  as  great  as 
we  please  ; by  means  of  a narrow  thread  of  water  forty  feet  high  Pascal 
succeeded  in  bursting  a very  solidly  constructed  cask. 

The  toy  known  as  the  hydrostatic  bellows  depends  on  the  same  principle, 
and  we  shall  meet  with  a most  important  application  of  it  in  the  hydraulic 
press  (107). 

From  the  principle  just  laid  down,  the  pressures  produced  at  the  bottom 
of  the  sea  may  be  calculated.  It  will  be  presently  demonstrated  that  the 
pressure  of  the  atmosphere  is  equal  to  that  of  a column  of  sea-water  about 
33  feet  high.  At  sea  the  lead  has  frequently  descended  to  a depth  of 
1 3,000  feet  ; at  the  bottom  of  some  seas,  therefore,  there  must  be  a pressure 
of  400  atmospheres. 

101.  Pressure  on  the  sides  of  vessels. — Since  the  pressure  caused  by 
gravity  in  the  mass  of  a liquid  is  transmitted  in  every  direction,  according  to 
the  general  law  of  the  transmission  of  fluid  pressure,  it  follows  that  at  every 
point  of  the  side  of  any  vessel  a pressure  is  exerted,  at  right  angles  to  the 
side,  which  we  will  suppose  to  be  plane.  The  resultant  of  all  these  pressures 
is  the  total  force  on  the  sides.  But  since  these  pressures  increase  in 
proportion  to  the  depth,  and  also  in  proportion  to  the  horizontal  extent  of 
the  side  of  the  vessel,  their  resultant  can  only  be  obtained  by  calculation, 
which  shows  that  the  total  pressure  on  any  given  portion  of  the  side  is  equal 
to  the  weight  of  a column  of  liquid  which  has  this  portion  of  the  side  for  its 
base,  and  whose  height  is  the  ■vertical  distance  from  the  centre  of  gravity  oj 
the  portion  to  the  surface  of  the  liquid.  If  the  side  of  a vessel  is  a curved 
surface,  the  same  rule  gives  the  pressuie  ot  the  suiface. 

The  point  in  the  side  assumed  to  be  plane,  at  which  the  resultant  of  all  the 
pressures  (that  is,  the  total  force)  is  applied,  is  called  the  centre  of  pressure 
and  is  always  below  the  centre  of  gravity  of  the  side.  F or  if  the  pressures 
exerted  at  different  parts  of  the  plane  side  were  equal,  the  point  of  applica- 
tion of  their  resultant,  the  centre  of  pressure,  would  obviously  coincide  with 
the  centre  of  gravity  of  the  side.  But  since  the  pressure  increases  with  the 
depth  the  centre  of  pressure  is  necessarily  below  the  centre  of  gravity.  '1  his 
point  is  determined  by  calculation,  which  leads  to  the  following  results 

i With  a rectangular  plate  whose  upper  edge  is  level  with  the  water,  the 
centre  of  pressure  is  at  two-thircls  of  the  line  which  joins  the  middle  of  the 
horizontal  sides  measured  from  the  top. 
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ii.  With  a triangular  plate  whose  base  is  horizontal,  and  coincident  with 
the  level  of  the  water,  the  centre  of  pressure  is  at  the  middle  of  the  line  which 
joins  the  vertex  of  the  triangle  with  the  middle  of  the  base. 

iii.  With  a triangular  plate  whose  vertex  is  level  with  the  water,  the  centre 
of  pressure  is  in  the  line  joining  the  vertex  and  the  middle  of  the  horizontal 
base,  and  at  three-fourths  of  the  distance  of  the  latter  from  the  vertex. 

102.  Hydrostatic  paradox. — We  have  already  seen  that  the  pressure  on 
the  bottom  of  a vessel  depends  neither  on  the  form  of  the  vessel  nor  on  the 
quantity  of  the  liquid,  but  simply  on  the  height  of  the  liquid  above  the 
bottom.  But  the  pressure  thus  exerted  must  not  be  confounded  with  the 
pressure  which  the  vessel  itself  exerts  on  the  body 
which  supports  it.  The  latter  is  always  equal  to  the 
combined  weight  of  the  liquid  and  the  vessel  in  which 
it  is  contained,  while  the  former  may  be  either  smaller 
or  greater  than  this  weight,  according  to  the  form  of 
the  vessel.  This  fact  is  often  termed  the  hydrostatic 
paradox , because  at  first  sight  it  appears  paradoxical. 

CD  (fig.  8 1 ) is  a vessel  composed  of  two  cylin- 
drical parts  of  unequal  diameters,  and  filled  with 
water  to  a.  From  what  has  been  said  before,  the 
bottom  of  the  vessel  CD  supports  the  same  pressure 
as  if  its  diameter  were  everywhere  the  same  as  that 
of  its  lower  part  ; and  it  would  at  first  sight  seem 
that  the  scale  MN  of  the  balance,  in  which  the 
vessel  CD  is  placed,  ought  to  show  the  same  weight 

5 d ,he  sarae  height 

» the  bottom  of  £ vessel  is  ho,  £ 'fZIZ  to^K'  ^ the 

CONDITIONS  OF  THE  EQUILIBRIUM  OF  LIQUIDS 

ÆS  vessel  of  * **>  T"-1"  “"*«  <*«  » Md 
following  conditions  f 7 g'Ven  f°rm’  11  must  satisfy  the  two 

forces  oTtke  *°  ^ °f the 

direction  to  ^ be  SUbjeCt  in  ever>' 

the  Dor.if’ in  tvvo  opposite  directi-s> 

the  molecule  would  be  moved  in  il  L r ° W-Cie  'i0t  eclua^  and  contrary, 
there  would  be  no  ec  uiZum  ° the  ?Water  *>«*  and 

the  principle  of  the  equality  of'  pressures  and  from  7 * • f°IIows  from 

pressure  causes  on  the  mass  of  liquids  react,on  which  all 


Fig.  8i 


II 


Fig.  82 


On  Liquids 

To  prove  the  first  condition,  let  us  suppose  that  mfi  is  *e  resultant  of 

all  the  forces  acting  upon  any  molecule  in  on  the  surface  (fig.  82),  and  that 
all  the  toices  acung  ! ^ [s  inclined  in  reference  to  the  force 

mp.  The  latter  can  consequently  be  decom- 
posed into  two  forces,  mq  and  inf  ; the  one 
perpendicular  to  the  surface  of  the  liquid,  and 
the  other  to  the  direction  mp.  Now  the  first 
force  mq  would  be  destroyed  by  the  resistance 
of  the  liquid,  while  the  second  would  move  the 
molecule  in  the  direction  inf  which  shows  that 
the  equilibrium  is  impossible. 

If  gravity  is  the  force  acting  on  the  liquid,  the  direction  t^  .s  vert, al  ; 
hence, e,f  the  liquid  is  contained  in  a has,,,  or  of 

face  ought  to  be  plane  and  homo,, ta Æ\,a? i different  with  liquid  sur- 
gravity  is  the  same  m every  po  nt  But ^ he  case  -s  d,  ^ ^ ^ ^5. 
faces  of  greater  extent  like  that  of  oc  ^ ^ ^ directUm  of  gravity  . but  as 

this  changes  from  one  point  to  another, 
and  always  tends  towards  a point  near 
the  centre  of  the  earth,  it  follows  that 
the  direction  of  the  surface  of  the  ocean 
will  change  also,  and  assume  a nearly 
spherical  form. 

104.  Equilibrium  of  the  same 
liquid  in  several  communicating 
vessels.— When  several  vessels  of 
any  given  form  communicate  with 
each  other,  there  will  be  equilibrium 
when  the  liquid  in  each  vessel  satisfies 
the  two  preceding  conditions  (103), 
and  further,  when  the  surfaces  of  the 
liquids  in  all  the  vessels  are  in  the 
same  horizontal  plane. 

, , Aorn  (Eg-  8V)  which  communicate  with  each  other,  let 

In  the  vessels  ABCD  (tr0.  03 . the  pquld  Can  only 

us  consider  any  transverse  sec  ion  whlch  \h[s  section  supports 

remain  in  equilibrium  as  long  1 ^ direction  of  m,  are  equal  and 

from  in  in  the  dl^ct^n  ° J’ai*ady  proved  that  these  pressures  are  respec- 

opposite.  Now  it  has  been  a y p whose  base  is  the  supposed 

tively  equal  to  the  weight  o a “jstance  from  die  centre  of  gravity  of  this 

section,  and  whose  ieig  r liquid  If  we  conceive,  then,  a horizontal 

-."“ugh  the  <U  j sect  **£>£* 

d— ,he  pri,,cip,e 

enunciated.  linuids In  order  that  there  may  be 

lo5.  Equilibrium  of  superposed  1 q i ^ superposed  in  the  same 

equilibrium  when  seveia  * th{J  conditions  necessary  for  a sing  e 

rquW  003)-,°^ ’tother.ffo-e  «0!  » **  «*««**”  ■*» 
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liquids  are  arranged  in  the  order  of  their  decreasing  densities  from  the 
bottom  upwards. 

The  last  condition  may  be  experimentally  demonstrated  by  means  of  a 
long  nariow  bottle  containing  mercury,  water  saturated  with  potassium 
carbonate,  alcohol  coloured  red,  and  petroleum.  When  the  bottle  is  shaken 
the  liquids  mix,  but  when  it  is  allowed  to  rest  they  separate  ; the  mercury 
sinks  to  the  bottom,  then  comes  the  water,  then  the  alcohol,  and  then  the 
petroleum.  This  is  the  order  of  the  decreasing  densities  of  the  bodies.  The 
watei  is  saturated  with  potassium  carbonate  to  prevent  its  mixing  with  the 
alcohol. 

This  sepaiation  of  the  liquids  is  due  to  the  same  cause  as  that  which 
enables  solid  bodies  to  float  on  the  surface  of  a liquid  of  greater  density  than 
their  own.  On  this  account,  also,  fresh  water  at  the  mouths  of  rivers 
floats  for  a long  time  on  the  denser  salt  water  of  the  sea  ; and  for  the  same 
îeason  cream,  which  is  lighter  than  milk,  rises  to  the  surface 

i°6.  Equilibrium  of  two  different  liquids  in  communicating  vessels. - 
_ îen  two  liquids  of  different  densities,  which  do  not  mix,  are  contained 
m two  communicating  vessels,  they  will  be 
in  equilibrium  when,  in  addition  to  the  pre- 
ceding principles,  they  are  subject  to  the 
following  condition  : that  the  heights  above 
the  horizontal  surface  of  contact  of  two 
columns  of  liquid  m equilibrium  are  in  the 
inverse  ratio  of  their  densities. 

To  show  this  experimentally,  mercury  is 
poured  into  a bent  glass  tube,  mn , fixed 
against  an  upright  wooden  support  (fig.  84), 
and  then  water  is  poured  into  one  of  the 
legs,  AB.  The  column  of  water,  AB,  press- 
ing on  the  mercury  at  B,  lowers  its  level  in 
the  leg  AB,  and  raises  it  in  the  other  by  a 
quantity,  CD  ; so  that  if,  when  equilibrium 
is  established,  we  imagine  a horizontal 
plane,  BC,  to  pass  through  B,  the  column 
of  water  in  AB  will  balance  the  column  of 

of  it^o  remijn5  infotf 

Let^and'ffrfj^he^Mskies'^f^water  e<^Ud"e<^  ^ * Ve‘7  simple  caIc^ation. 
spective  heights,  and  let  g be  the  acceleratL^tT^vitt^The 

on"the  who^°th°refore,  "to  tt^p^ucf  ^ hef  ht> 

a.  C will  be  proportional  But  ip  or£  p,“* 

II  2 


Fig.  84 
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, , , »</,/_  v/,  = d'h'  This  is  nothing  more  than  an 

algebraical  expression  of  the  above  principle  ; for  since  the  two  products 
must  always  be  equal,  d'  must  be  as  many  times  greater  than  rfas  h is  less 

thain  this  manner  the  density  of  a liquid  may  be  determined.  Suppose 
one^f  the  branches  contained  water  and  the  other  oil  and  their  heights 
above  their  common  surface  were,  respectively,  1 5 mches  for  the  m an 
i4  inches  for  the  water.  The  density  of  water  being  taken  as  unity,  and 
of  oil  being  called  x,  we  shall  have 


1 5 x x = 1 4 x i ; whence  x = ^ - 0'933- 


applications  OF  THE  PRECEDING  HYDROSTATIC  PRINCIPLES 

107  Hvdraulic  press.-The  law  of  the  equal  transmission  of  fluid  pressure 
has  received  a most  important  application  in  the  hydraulic  press,  a machine 


Fig.  85 


by  which  enormous  pressures  may  ****  * ^ “ 

Pascal,  bur  it  «.as  firs,  constructed  by  B. a ick  sides  (fis.  8S),  in 
It  consists  of  a cyhndei,  , water-tight  in  the  collar  of  the 

On  is’à  cast-iron  piaie  on  which  «he  substance 
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to  be  pressed  is  placed.  Four  strong  columns  serve  to  support  and  fixa 
second  plate,  Q. 

By  means  of  a leaden  pipe,  K,  the  cylinder  B,  which  is  filled  with  water, 
communicates  with  a small  force-pump,  A,  which  works  by  means  of  a lever, 
M.  When  the  piston  of  this  pump,  ascends,  water  rises  in  the  tube  a, 
at  the  end  of  which  there  is  a rose,  to  prevent  the  entrance  of  foreign 
matters.  When  the  piston  p descends,  it  drives  the  water  into  the  cylinder 
by  the  tube  K. 

Fig.  86  represents  a section,  on  a larger  scale,  of  the  system  of  valves 
necessary  in  working  the  apparatus.  The  valve  o,  below  the  piston  p,  opens 
when  the  piston  rises, 
and  closes  when  it 
descends.  The  valve 
below  h,  during  this 
descent,  is  opened  by 
the  pressure  of  the 
water  which  passes  by 
the  pipe  K.  The  valve 
i is  a safety-valve , held 
by  a weight  which 
acts  on  it  by  means 
of  a lever.  By  weight- 
ing the  latter  to  a 
greater  or  less  extent 
the  pressure  can  be  F,g' 86 

regulated,  for  as  soon  as  there  is  an  upward  pressure  greater  than  that  due 
to  the  weight  upon  it,  it  opens  and  water  escapes.  A screw,  r,  serves  to 
relieve  the  pressure,  for  when  it  is  opened  it  affords  a passage  fo  the  efflux 
of  the  water  in  the  cylinder  B.  6 

A most  important  part  is  the  leather  collar,  n,  the  invention  of  which  by 
Bramah  removed  the  d.fflculties  which  had  been  experienced  in  making  the 
large  ram  work  water-tight  when  submitted  to 
gieat  pressures.  It  consists  of  a circular  piece  of 
stout  leather  (fig.  87),  saturated  with  oil  so  as  to 
be  impervious  to  water,  in  the  centre  of  which  a 
circular  hole  is  cut.  This  piece  is  bent  so  that 
a section  of  it  represents  a reversed  U and  is 
fitted  into  a groove,  n,  made  in  the  neck  of  the  F.  « 

cylinder.  The  collar,  being  concave  downwards, 

;== 

times  the  d, stance  from  the  fulcrum  to  the  piston  A the  pies'surfon'^  wilfbe 
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five  times  the  force  applied.  Thus,  if  a man  acts  on  M with  a force  of  sixty 
pounds  the  force  transmitted  by  the  piston  / will  be  300  pounds,  and  the 
force  which  tends  to  raise  the  piston  P will  be  30,000  pounds,  supposing  the 

section  of  P is  a hundred  times  that  of/. 

The  hydraulic  press  is  used  in  cases  in  which  great  pressures  are  re- 
ciuired.  1 1 is  used  in  pressing  cloth  and  paper,  in  extracting  the  juice  of  beet- 
root, in  compressing  hay  and  cotton,  in  expressing  oil  from  seeds,  and  in 
bending  iron  plates  ; it  also  serves  to  test  the  strength  of  cannon  of  steam 
boilers,  and  of  chain  cables.  The  parts  composing  the  tubular  bridge  winch 
spans  the  Menai  Straits  were  raised  by  means  of  a hydraulic  press  The 
cylinder  of  this  machine,  the  largest  which  had  ever  been  constructed,  was 
nine  feet  long  and  twenty-two  inches  in  internal  diameter  ; it  was  capable 

of  raising  a weight  of  two  thousand  tons. 

The  principle  of  the  hydraulic  press  is  advantageously  employed  in  cases 
in  which  great  power  is  only  required  at  intervals,  such  as  ,r , openmg  dock 
cates  working  cranes,  in  lifts  in  hotels,  warehouses,  and  the  like.  It  has 
even  been  used  in  working  stage  machinery.  I n these  cases  a hydraulic  accu- 
mulator is  used.  The  piston  P is  loaded  with  very  great  weights,  and  wat  r 
is  continually  forced  into  the  cylinder  B by  powerful  pumps.  From  tl  e 
bottom  of  this  cylinder  a tube  conducts  water  to  any  place  where  the  pone 
is  to  be  applied,  and  the  flow  of  even  small  quantities  of  water  which  is 
under  high  pressure  can  perform  a great  amount  of  woik. 

Suppose!  for  instance,  that  the  area  of  the  piston  I is  four  squaie  feet,  and 
that  itPhas  a load  of  too  tons  ; this  represents  a pressure  of  over  370  pounds 
on  the  square  inch,  or  more  than  25  atmospheres.  When  the  large  piston 
sinks  through  one-seventeenth  of  an  inch,  about  a pint  of  water  will  flow  out, 
and  Ms  represents  a work  of  about  1 too  foot-pounds.  In  London  hydraulic 
power  is  supplied  by  water  delivered  under  a pressure  of  700  pounds  per 

SqU to8 ^The  'water-level. — The  water-level  is  an  application  of  the  con- 
ditions'of  equilibrium  in  communicating  vessels.  It  consists  of  a metal  tube 


Fig.  88 


bent  at  both  ends,  in  which  are  fitted  glass  lubes,  D and  £ ( g ) the 

placed  on  a tripod,  and  water  poured  in  until  it  1 .ses  in  both  legs. 
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liquid  is  at  rest,  the  level  of  the  water  in  both  tubes  is  the  same  ; that  is, 
they  are  both  in  the  same  horizontal  plane. 

This  instrument  is  used  in  levelling,  or  ascertaining  how  much  one  point 
is  higher  than  another.  If,  for  example,  it  is  desired  to  find  the  difference 
between  the  heights  of  B and  A,  a levelling-staff  is  fixed  on  the  latter  place. 
This  staff  consists  of  a rule  formed  of  two  sliding  pieces  of  wood,  and  sup- 
porting a piece  of  tin  plate,  M,  at  the  centre  of  which  there  is  a mark.  This 
staff  being  held  vertically  at  A,  an  observer  looks  at  it  through  the  level 
along  the  surfaces  D and  E,  and  directs  the  holder  to  raise  or  lower  the  slide 
until  the  mark  is  in  the  prolongation  of  the  line  DE.  The  height  AM  is 
then  measured,  and,  subtracting  it  from  the  height  of  the  level,  the  height  of 
the  point  A above  B is  obtained. 

109.  The  spirit-level. — The  spirit-level  is  both  more  delicate  and  more 
accurate  than  the  water-level.  It  consists  of  a glass  tube,  AB  (fig.  89),  very 
slightly  curved  ; that  is, 


the  tube,  instead  of  being 
a true  cylinder  as  it  seems 
to  be,  is  in  fact  slightly 
curved  in  such  a manner 
that  its  axis  is  an  arc  of 
a circle  of  very  large 
radius.  It  is  filled  with 
spirit  with  the  exception 
of  a bubble  of  air,  which 
tends  to  occupy  the  high- 
est part.  The  tube  is 
placed  in  a brass  case, 


Fig.  89 


Fig.  90 


CD  (fig.  90),  which  is  so  arranged  that  when  it  is  in  a perfectly  horizontal 
position  the  bubble  of  air  is  exactly  between  the  two  points  marked  in  the 
case. 

To  take  levels  with  this  apparatus,  it  is  fixed  on  a telescope,  which  can 
be  placed  m a horizontal  position. 

no.  Artesian  wells.— All  natural  collections  of  water  exemplify  the 
tendency  of  water  to  find  its  level.  Thus  a group  of  lakes,  such  as  the 
great  lakes  of  North  America,  may  be  regarded  as  a number  of  vessels  in 
communication,  and  consequently  the  water  tends  to  maintain  the  same 
level  in  all.  This,  too,  is  the  case  with  a source  of  a river  and  the  sea 
and,  as  the  latter  is  on  the  lower  level,  the  river  continually  flows  down  to  the 

sea  a ong  its  bed,  which  is,  in  fact,  the  means  of  communication  between 
the  two. 

Perhaps  the  most  striking  instance  of  this  class  of  natural  phenomena  is 
hat  of  artesian  wells.  These  wells  derive  their  name  from  the  province 
„ •lt01^’  whei.e  11  has  lon£  been  customary  to  dig  them,  and  whence  their 

P!afS  WaS  denved-  11  seems,  however,  that  at  a very  remote 
peiiod  wells  of  the  same  kind  were  dug  in  China  and  Egypt. 

The  strata  composing  the  earth’s  crust  are  of  two  kinds  : the  one  permeable 
to  water,  such?, as  sand,  gravel,  &c.  ; the  other  impermeable , such  as  clay 
Let  us  suppose,  then,  a geographical  basin  of  greater  or  less  extent  in  which 
,he  two  impermeable  layers  AH,  CD  (fig.  ?,),  enclose  £ tat 


104 


On  Liquids  [110- 

permeable  layer,  KK.  The  rain-water  falling  on  that  part  of  this  layer  which 
comes  to  the  surface,  and  which  is  called  the  outcrop , will  filter  through  it, 
and,  following  the  natural  fall  of  the  ground,  will  collect  in  the  hollow  of  the 
basin,  whence  it  cannot  escape  owing  to  the  impermeable  strata  above  and 
below  it.  If,  now,  a vertical  hole,  I,  is  sunk  down  to  the  water-bearing 
stratum,  the  water  striving  to  regain  its  level  will  spout  out  to  a height  which 
depends  on  the  difference  between  the  levels  of  the  outcrop  and  of  the  point 
at  which  the  perforation  is  made. 

The  waters  which  feed  artesian  wells  often  come  from  a distance  of 
60  or  70  miles.  The  depth  varies  in  different  places.  The  well  at  Grenelle 


is  1800  feet  deep  ; it  gives  656  gallons  of  water  in  a minute,  and  is  one  of 
the  deepest  and  most  abundant  which  have  been  made.  The  temperatuie 
of  the  water  is  270  C.  It  follows  from  the  law  of  the  increase  of  tempera- 
ture with  the  increasing  depth  below  the  surface,  that,  if  this  well  were  210 
feet  deeper,  the  water  would  have  all  the  year  round  a temperatuie  of  32  G.  , 
that  is,  the  ordinary  temperature  of  warm  baths. 


BODIES  IMMERSED  IN  LIQUIDS 

in.  Pressure  on  a body  immersed  in  a liquid.— When  a solid  is  immersed 
in  a liciuid  every  portion  of  its  surface  is  submitted  to  a perpendicular 
pressure  which  increases  with  the  depth.  If  we  imagine  all  *«1-™ 
decomposed  into  horizontal  and  vertical  pressures,  the  fust  set  a 
equilibrium.  The  vertical  pressures  are  obviously  unequal,  and  will  tend  to 

1110  'he  Gu  s^i  m agi  ne' ''a  cube  immersed  in  a mass  of  water  (fig.  92)>  “d  that  four 
of  Us  edges  afe  vertical.  The  pressures  upon  the  four  vertical  faces  be  mg 
clearly  in  equilibrium,  we  need  only  consider  the  pressures  exerted  on  the 
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upwards  by  a force  equal  to  the  difference  between  these  two  forces, 
which  latter  is  manifestly  equal  to  the  weight  of  a column  of  water  having 
the  same  base  and  the  same  height  as  this  cube.  Consequently this  up- 
wardforce  is  equal  to  the  weight  of  the  volume  of  water  displaced  by  the 
immersed  body. 

We  shall  readily  see  from  the  following  reasoning  that  every  body 
immersed  in  a liquid  is  pressed  upwards  by  a force  equal  to  the  weight  of 
the  displaced  liquid.  In  a liquid  at  rest  let  us  suppose  a portion  of  it  of 
any  given  shape,  regular  or  irregular,  to  become  solidified,  without  either 
increase  or  decrease  of  volume.  The  liquid  thus  solidified  will  remain  at 
rest,  and  therefore  must  be  acted  upon  by  a force  equal  to  its  weight,  and 
acting  vertically  upwards  through  its  centre  of  gravity  ; for  otherwise  motion 
would  ensue.  If  in  the  place  of  the  solidified  water 
we  imagine  a solid  of  another  substance  of  exactly 
the  same  volume  and  shape,  it  will  necessarily 
receive  the  same  pressures  from  the  surrounding 
liquid  as  the  solidified  portion  did  ; hence,  like  the 
latter,  it  will  sustain  a force  acting  vertically  up- 
wards through  the  centre  of  gravity  of  the  dis- 
placed liquid,  and  equal  to  the  weight  of  the  dis- 
placed liquid.  If,  as  almost  invariably  happens, 
the  liquid  is  of  uniform  density,  the  centre  of 
gravity  of  the  displaced  liquid  means  the  centre 
of  gravity  of  the  immersed  part  of  the  body  sup- 
posed to  be  of  uniform  density.  This  distinction 
is  sometimes  of  importance  : for  example,  if  a 
sphere  is  composed  of  a hemisphere  of  iron  and 
another  of  wood,  its  centre  of  gravity  would  not  coincide  with  its  geo- 
metncal  centre  but,  ,f  ,t  were  placed  under  water,  the  centre  of  gravity 
the  displaced  water  would  be  at  the  geometrical  centre— that  is,  would 

density.6  SamC  P°S'tl0n  “ ^ °f  gravity  °f  the  sPhere  if  of  uniform 

^rinCiple  0f,  Archimedes--The  preceding  principles  prove  that 
every  body  immersed  m a liquid  is  submitted  to  the  action  of  two  forces  • 
gravity,  which  tends  to  lower  it,  and  the  buoyancy  of  the  liquid,  which  tends 
to  raise  it  with  a force  equal  to  the  weight  of  the  liquid  disnlaced  The 
weight  of  the  body  is  either  totally  or  partially  balanced  by  its  buoyancy 

li*uid  ******** 

be  shown  expe'.men.any  by  means  of  the  hydrostatic  Mance  (fig  93)  This 
! an  ordinary  balance,  each  pan  of  which  is  provided  with  ! hook  • he 

If  now  the  hollow  cylinder  A is  “L“hTt^^^ 


Fig.  92 
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but  if  at  the  same  time  the  beam  is  lowered  so  that  the  solid  cylinder  B be- 
comes immersed  in  a vessel  of  water  placed  beneath  it,  the  equilibrium  will 
be  restored.  By  being  immersed  in  water  the  cylinder  B loses  a portion  oi 
its  weight  equal  to  that  of  the  water  in  the  cylinder  A.  Now,  as  the  capacity 
of  the  cylinder  A is  exactly  equal  to  the  volume  of  the  cylinder  B,  the  prin- 
ciple which  has  been  before  laid  down  is  proved. 

1 1 3.  Determination  of  the  volume  of  a body.— The  principle  o 
Archimedes  furnishes  a method  for  obtaining  the  volume  of  a body  of  any 
shape,  provided  it  is  not  soluble  in  water.  The  body  is  suspended  by  a fine 


Fig.  93 


thread  to  the  hydrostatic  d^S 

Batthaïotaea  m^f^tot  o is  y 05„lly  the  weight  of  the 

155  grammes  is  the  loss  ot  weigi  is  the  weight  of  a cubic 

displaced  water  Now o.'S equcntly.'the  volume  of  the  body  immersed 
centimetre  of  water  at  4 , consequently, 

is  155  cubic  centimetres.  . , 1 jv  when  floating  is  acted 
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through  its  centre  of  gravity,  and  the  resultant  of  the  fluid  pressures,  which 
(hi)  acts  vertically  upwards  through  the  centre  of  gravity  of  the  fluid 
displaced  ; but  if  the  body  is  at  rest  these  two  forces  must  be  equal  and 
act  in  opposite  directions  ; whence  follow  the  conditions  of  equilibrium, 
namely — 

i.  The  floathig  body  must  displace  a volume  of  liquid  whose  weight 
equals  that  of  the  body. 

ii.  The  centre  of  gravity  of  the  floating  body  must  be  in  the  same  vertical 
line  with  that  of  the  fluid  displaced. 

Thus  in  fig.  94,  if  C is  the  centre  of  gravity  of  the  body,  and  G that  of 
the  displaced  fluid,  the  line  GC  must  be  vertical,  since  when  it  is  so  the 
weight  of  the  body  and  the  fluid  pressure  will  act  in  opposite  direction 
along  the  same  line,  and  will  be  in  equilibrium  if  equal.  It  is  convenient, 
with  reference  to  the  subject  of  the  present  article,  to  speak  of  the  line  Cg' 
produced,  as  the  axis  of  the  body. 

Next,  let  it  be  inquired  whether  the  equilibrium  is  stable  or  unstable. 
Suppose  the  body  to  be  turned  through  a small  angle  (fig.  95)  so  that  the 
axis  takes  a position 
inclined  to  the  vertical. 

The  centre  of  gravity 
of  the  displaced  fluid 
will  no  longer  be  G, 
but  some  other  point, 

G'.  And  since  the  fluid 
pressure  acts  vertically 
upwards  through  G', 
its  direction  will  cut 
the  axis  in  some  point 
M,  which  will  gene- 


ia  y iave  different  positions  according  as  the  inclination  of  the  axis  to  the 
v r ical  is  greater  or  smaller.  If  the  angle  is  indefinitely  small,  M will  have 

meJcentrfOS>tIOn  °f  determination»  and  is  called  the 


If  we  suppose  M to  be  above  C,  an  inspection  of  fig.  95  will  show  that 

onhe  hC  ?°dy  haS  reCe'ved  an  “definitely  small  displacement,  the  weight 
the  body  acting  at  C,  and  the  resultant  of  the  fluid  pressures  actiim 

thiTcase  thèTe  the  body  back  t0  its  original  position  ; that  is,  in 

fié  o6  e’tW  q T IS  Stable  (72)-  If>  on  the  con(;rary,  M is  below  C 

and  thi’er  fin'065  d t0  CaUSe  the  axis  t0  deviate  farther  from  the  vertical 

and  the  equilibrium  is  unstable.  Hence  the  rule— 

UeZelJlLZTT',0f  l P‘Uing  S,“U‘  or  umtaMe  according  as 

tie  metacentre  is  above  or  below  the  centre  of  gravity. 

e determination  of  the  metacentre  can  rarely  be  effected  exceDt  hv 

ans  of  a somewhat  difficult  mathematical  process.  When  however  the 

mined' t °f  a body  is  ^P^vical,  it  can  Te  Véaffily  effite" 

and  n’  ' ' S,nce  tbe  fluid  Pressure  at  each  point  converges  to  the  centre 

^ in  a"^s  tï°dy  iStSlighryidi*PlaCed’  thei1’  ~ 

centre.  To  illustrate  this  • Ipf  °^n  ',ej  wb,cb  ,s  therefore  the  meta- 
ulustrate  this  . let  a spherical  body  float  on  the  surface  of  a 
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Fig.  97 


liquid  (fig.  97)  ; then  its  centre  of  gravity  and  the  metacentre  both  coin- 
ciding with  the  geometrical  centre,  C,  its  equilibrium  is  neutral  (72).  Now 

suppose  a small  heavy  body  to  be  fastened  at  r , 
the  summit  of  the  vertical  diameter.  I he  centre 
of  gravity  will  now  be  at  some  point,  G,  above  C. 
Consequently,  the  equilibrium  is  unstable,  and  the 
sphere,  left  to  itself,  will  instantly  turn  over  and 
will  rest  when  P is  the  lower  end  of  a vertical 
diameter. 

On  investigating  the  position  of  the  metacentie 
of  a cylinder,  it  is  found  that,  where  the  ratio  of 
the  radius  to  the  height  is  greater  than  a certain 
quantity,  the  position  of  stable  equilibrium  is  that 
in  which  the  axis  is  vertical  ; but  if  it  be  less  than  that  quanti^,  the  equihbrmm 
is  stable  when  the  axis  is  horizontal.  For  this  reason  the  stump 
floats  lengthwise,  but  a thin  disc  of  wood  floats  flat  on  the  water.  Hence, 
also  if  it*  is  required  to  make  a cylinder  of  moderate  length  float  with  its 

axis  vertical,  it  is  necessary  to  load  it  at  the  lower 
end.  In  this  way  its  centre  of  gravity  is  brought 
below  the  metacentre. 

The  determination  of  the  metacentre  and  ot 
the  centre  of  gravity  is  of  great  importance  m the 
loading  of  vessels,  for  on  their  relative  positions 
the  stability  depends. 

II5.  Cartesian  diver.-The  different  effects  of 
suspension,  immersion,  and  floating  are  repro- 
duced by  means  of  a well-known  hydrostatic  toy, 
the  Cartesian  diver  (fig.  98).  It  consists  of  a glass 
cylinder  nearly  full  of  water,  on  the  top  of  which 
a brass  cap,  provided  with  a piston,  is  hermetical  y 
fitted.  In  the  liquid  there  is  a little  porcelain 
fieure  attached  to  a hollow  glass  ball,  a, , which 
contains  air  and  water,  and  floats  on  the  surface 
In  the  lower  part  of  this  ball  there  is  a little  hole 
bv  which  water  can  enter  or  escape,  according  as 
the  air  in  the  interior  is  more  or  less  compressed 
The  quantity  of  water  in  the  globe  is  such  that 
very  little  more  is  required  to  make  the  figui 
sink  If  the  piston  is  slightly  lowered  the  air  is 
compressed,  and  this  pressure  is  transmitted  o 
the  water  of  the  vessel  and  the  air  in  the  bulb. 
The  compression  of  the  »r  alto« :»  > 


Fig.  98 


• it  which  therefore  becomes  heavier  and 

of  water  to  penetrate  into  the  > . in  the  bu]b  expands,  expels  the 

sinks.  If  the  pressure  is  relieved  ^ ^ ratus>  being  now  lighter, 

excess  of  water  which  ha^e^  u’s  ,be  simplified  by  replacing  the 

rises  to  the  surface  The  apparn  rubber>  which  is  tightly  tied 

brass  cap  and  piston  by  a co  the  hand  the  same  effects  are 

over  the  mouth  ; when  this  is  pi  esse  y 

produced. 
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116.  Swimming-bladder  of  fishes.— Most  fishes  have  an  air-bladder 
below  the  spine,  which  is  called  the  swimming-bladder.  The  fish  can  com- 
press or  dilate  this  at  pleasure  by  means  of  a muscular  effort,  and  produce  the 
same  effects  as  those  just  described— that  is,  it  can  either  rise  or  sink  in  water. 

1 1 7.  Swimming. — The  human  body  is  lighter,  on  the  whole,  than  an 
equal  volume  of  water,  the  average  ratio  being  as  0-934  : 1 ; it  consequently 
floats  on  the  surface,  and  is  still  better  in  sea-water,  which  is  heavier  than  fresh 
water.  The  difficulty  in  swimming  consists,  not  so  much  in  floating,  as  in 
keeping  the  head  above  water,  so  as  to  breathe  freely.  In  man  the  head  is 
heavier  than  the  lower  parts,  and  consequently  tends  to  sink,  and  hence 
swimming  is  an  ait  which  requires  to  be  learned.  With  quadrupeds,  on  the 
contrary,  the  head,  being  less  heavy  than  the  posterior  parts  of  the  body, 
remains  above  water  without  any  effort,  and  these  animals  therefore  swim 
naturally. 


SPECIFIC  GRAVITY — HYDROMETERS 

1 18.  Determination  of  specific  gravities.— It  has  been  already  ex- 
plained (27)  that  the  specific  gravity  of  a body,  whether  solid  or  liquid,  is  the 
number  which  expresses  the  relation  of  the  weight  of  a given  volume  of  this 
body  to  the  weight  of  the  same  volume  of  distilled  water  at  a temperature 
04.  In  order,  theiefore,  to  calculate  the  specific  gravity  of  a body  it  is 
sufficient  to  determine  its  weight  and  that  of  an  equal  volume  of  water,  and 
then  to  divide  the  first  weight  by  the  second  : the  quotient  is  the  specific 
gravity  of  the  body. 

Three  methods  are  commonly  used  in  determining  the  specific  gravities  of 
solids  and  liquids  These  are-ist,  the  method  of  the  hydrostatic  balance  ; 
2nd,  that  of  the  hydrometer;  and  3rd,  the  specific 
gravity  flask.  All  three,  however,  depend  on  the  same 
principle— that  of  first  ascertaining  the  weight  of  a 
body,  an^  then  the  weight  of  an  equal  volume  of  water. 

We  shall  apply  these  methods  to  the  determination  of 
the  specific  gravity,  first,  of  solids,  and  then  of  liquids 
u9.  Specific  gravity  of  solids— i.  Hydrostatic 
balance.—  To  obtain  tKe  specific  gravity  of  a solid  by  the 
hydrostatic  balance  (fig.  93),  the  body  is  first  weighed 
in  the  air,  and  is  then  suspended  to  the  hook  of  the 
oalance  and  weighed  in  water  (fig.  99).  The  loss  of 
weight  which  it  experiences  is,  according  to  Archi- 
medes principle,  the  weight  of  its  own  volume  of 
\vatei  ; consequently,  dividing  the  weight  in  air  by 
the  loss  of  weight  in  water,  the  quotient  is  the  specific 
gravdy  required.  If  P is  the  weight  of  the  body  in 
ai.  P its  weight  m water,  and  D its  specific  gravity, 

1 being  the  weight  of  the  displaced  water, 
we  have  D= ^ 


P-P'- 


Fig.  9Q 


It  may  be  observed  that,  though  the  weisrhine- 1 • 
strictly  speaking,  the  quantity  required  is  the  wei i t oUhe ’h  I 

“ W"en  nCC“r“y  is  «n***  *<.  «c«4  to  apply  SeXZi 
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weiehts  a correction  for  the  weights  of  the  unequal  volumes  of  air  displaced 
by  the  substance,  and  by  the  weights  in  the  other  scale-pan.  The  water  m 
which  bodies  are  weighed  is  supposed  to  be  distilled  water  at  the  standai 

temh ^Nicholson's  hydrometer.— The  apparatus  consists  of  a hollow  metal 
cylinder,  B (fig.  100),  to  which  is  fixed  a cone,  C,  loaded  with  lead.  re 
object  of  the  latter  is  to  bring  the  centre  of  gravity  below  the  metacentre, 
so  that  the  cylinder  may  float  with  its  axis  vertical.  At  the  lop  is  a ste 
terminated  by  a pan,  in  which  is  placed  the  substance  whose  specific  gravity 
is  to  be  determined.  On  the  stem  a standard  point,  o,  is  marked 

The  apparatus  stands  partly  out  of  the  water,  and  the  first  step  is  to 

ascertain  the  weight  which  must  be  placed  in  the  pan  m or  ei  o mu  ' 

hydrometer  sink  to  the  standard  point  o.  Let  this 
weight  be  12-5  grammes,  and  let  sulphur  be  the  sur- 
stance whose  specific  gravity  is  to  be  determined 
The  weights  are  removed  from  the  pan,  and  replace 
by  a piece  of  sulphur  which  weighs  less  than  12-5  gr., 
and  weights  added  till  the  hydrometer  is  again  de- 
pressed to  the  point  0.  If,  for  instance,  it  has  been 
necessary  to  add  5-5  gr.,  the  weight  of  the  sulphur  is 
evidently  the  difference  between  12-5  and  5(5  gr-  > 
that  is,  7 gr.  Having  thus  determined  the  weight  of 
the  sulphur  in  air,  it  is  only  necessary  to  ascertain  the 
weight  of  an  equal  volume  of  water.  To  do  this,  t 
piece  of  sulphur  is  placed  in  the  lower  pan,  C,  a,  m 
as  represented  in  the  figure.  The  whole  weight  is 
not  changed  ; nevertheless,  the  hydrometer  no  longer 
”°„ks  ,0  the  standard  ; the  sulphur  by  .turners, on, 
has  lost  a part  of  its  weight  equal  to  that  of  the  wat  1 
displaced.  Weights  are  added  to  the  upper  pan  unti 
theP  hydrometer  sinks  again  to  the  standard  mar  - 

This  weight,  3‘44  gr-,  for  example,  iepies^  b. 
weight  of  the  volume  of  water  displaced  , that  is,  o 

2*03,  is  the  specific  gravity.  „ tends  to  rise  to  the 

If  the  body  in  question  is  lg  her  rar  > obviate  this,  a small 

- 

of  a substance  in  a state  of  powdei  C1  ’ bottle.  This  instru- 

niently  by  means  of  the  thermometer,  A,  an  enlarge- 
ment is  a bottle,  in  the  neck  (fig-  10.).  In  the 

ment  on  the  stem  being  carefully  gi  I and  provided  with  a stopper, 

side  is  a narrow  stem  widened  1 {P  and  the  thermometer 

as  shown  in  the  figure.  n Ubottle  is  filled  with  water  exactly  to 

stopper  having  been  inse'ted>  l L conveniently  have  dimensions 

this  mark  at  each  weighing.  The  bottle  ma) 


Fig.  100 
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such  that  when  the  thermometer  stopper  is  inserted  and  the  liquid  filled  to 
the  mark  tn,  it  represents  a definite  volume.  This  is  done  by  filling  the 
bottle  when  wholly  under  water,  and  putting  in  the  stopper  while  it  is  im- 
mersed. The  bottle  and  the  tube  are  then  completely  filled,  and  the  quantity 
of  water  in  excess  is  removed  by  blotting-paper.  To  find  the  specific  gravity, 
pioceed  as  follows  : Having  weighed  the  powder,  place  it  in  one  of  the 
scale-pans,  and  with  it  the  bottle  filled  exactly  to  m,  and  carefully  dried. 
I hen  balance  it  by  placing  small  shot,  or  sand,  in  the  other  pan.  Next 
remove  the  bottle  and  pour  the  powder  into 
it,  and,  as  before,  fill  it  up  with  water  to  the 
mark  m.  On  replacing  the  bottle  in  the  scale- 
pan  it  will  no  longer  balance  the  shot,  since  the 
po\\  dei  has  displaced  a volume  of  water  equal 
to  its  own  volume.  Place  weights  in  the  scale- 
pan  along  with  the  bottle  until  they  balance 
the  shot.  These  weights  give  the  weight  of 
the  water  displaced.  Ihen  the  weight  of  the 
powder  and  the  weight  of  an  equal  bulk  of 
rvatei  being  known,  the  specific  gravity  of  the 
powder  is  determined  as  before.  The  ther- 
mometer gives  the  temperature  at  which  the 
determination  is  made,  and  thus  renders  it  easy 
to  make  a correction  (123). 

It  is  important  in  this  determination  to 
îemove  the  layer  of  air  which  adheres  to  the 
powder,  and  unduly  increases  the  quantity  of 
water  expelled.  This  is  effected  by  placing 
the  bottle  under  the  receiver  of  an  air-pump 
and  working  the  pump.  Under  the  reduced 
pressure  the  air  adhering  to  the  powder  expands 
comes  to  the  surface,  and  is  thus  got  rid  of! 

he  same  result  is  obtained  by  boilino-  the 
water  in  which  the  powder  is  placed. 

1 21.  Specific  gravity  of  bodies  soluble  in 
water. -If  the  body  whose  specific  gravity  is 
to  be  determined  by  any  of  these  methods  is 
soluble  in  water,  the  determination  is  made  in 

r'pS  gravity 'of C fa.  Ilf  s°f,e'  — oil  of  turpentine  or  naphtha, 
specific  gravity  is  obtamet!  lav  mMy'i"  ‘S  fParalely  determined.  The 

experiment  by  the  specific  era vi tv  ,f  ,.|IP  -j.‘nd.lle  number  obtained  in  the 

Suppose  L exaL  p h y llciu,d  used  for  the  determination, 
has  been  made  in  naphtha  & For1103,11?11  of  tlie  sPecific  gravity  of  potassium 
the  potassium  P'  thJ  r .1’  1 ,1Ua  volumes>  p represents  the  weight  of 

*hat  °r  » consequently, 

P'/f"  the  specific  gravity  of  the  naohthaï  r“  10  “Phtha,  and 

of  these  two  fractions  PIP" is  , „ r Terence  to  water.  The  product 
with  water.  ' S the  Specific  &ravity  of  the  substance  compared 

A specific  gravity  bottle  of  a more  simple  kind  is  shown  in  fig.  io. 
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Porous  substances,  whose  specific  gravities  are  required,  are  varnished 
before  being  immersed  in  water,  which  renders  them  impervious  tomo.sture 
without  altering  their  volume. 


Specific  gravity  of  solids  at  zero  as 


Platinum,  rolled 
„ cast 
Gold,  stamped 
„ cast  . 

Lead,  cast 
Silver,  cast  . 
Bismuth,  cast 
Copper,  drawn  wii 
„ cast  . 

Bronze  coinage 
German  silver 
Brass 
Steel,  not  hammered 
Iron,  bar 
„ cast  • 

Tin,  cast 
Zinc,  cast 
Antimony,  cast 
Iodine  . 

Heavy  spar  . 
Faraday’s  glass 
Diamond 
Flint  glass 
Statuary  marble 
Aluminium 


22*069 
20*337 
19*362 
19*258 
11*352 
10*474 

9*822 
8*878 
8*788 
8*  660 

8*432 
8*383 

7*8 1 6 
7788 

. 7-207 
. 7-291 

. 6*86i 

. 6*712 

• 4'95° 

• 4-430 
. 4-360 

531  to  3*501 

• 3-329 

. 2*837 
. 2*680 


compared  with  distilled 

Rock  crystal  . 

St.  Gobin  glass 
China  porcelain 
Sèvres  porcelain 
Native  sulphur 
Common  salt 
Ivory 

Anthracite 
Magnesia 
Boxwood 
Compact  coa 
Amber  . 

Sodium  . 

Ice  at  0°  C. 
Paraffin  . 
Potassium 
Beech  . 

Oak 
Elm 

Yellow  pine 
Lithium 

Common  poplar 
Cork 
Snow 
Pith 


water  at  40  C. 

• 2*653 
2*488 
2*380 
2*140 

2*043 
2*220 
1*917 
1800 
1*740 
1-33° 

1-329 

1*078 
0*970 
0*930 

0*874 

0*865 
0*852 
0*845 
o- 800 
0*657 
0*585 
0*389 

0*240 
0*183 

0*055 


this  table  the  different  woods  are  supposed  to  be  in  the  ordinary  air- 
^”'122 ° Specific  gravity  of  liquid,-,  ***** 

From  the  pan  of  ^hydrostatic  a ™ determined  exerts  no  chemical 

the  liquid  whose  spec,  L. .LjT'rdatinurn.  This  is  then  successively  weighed 
action  : for  example,  a 1 c . . , The  ioss  0f  weight  of  the  body 

air,  in  distilled  water,  and  the J^pmsem  respectivel/the  weights  of 

in  these  two  liquids  * "Oteff  T P an|  consequently  it  is  only 

^"«dXïld  rf  then,  by  the  firs,  ,0  obtatn  the  reqtnred 

SPt“,Cpgblt  weight  o,  the  platinum  baU  in 

^ dl^X.be  ^ *“ °f  ,he 

second  liquid  is  P-P",  from  which  we  get  D -p_pT- 
son’s  hydrometer,  but  it  is  made  of  glass,  so  as  to 


1/ 
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its  lower  extremity,  instead  of  a pan,  it  is  loaded  with  a small  bulb  containing 
mercury.  There  is  a standard  mark  on  the  stem. 

The  weight  of  the  instrument  is  first  accurately  determined  in  air  ; it  is 
then  placed  in  water,  and  weights  added  to  the  scale-pan  until  the  mark 
on  the  stem  is  level  with  the  water.  It  follows,  from  the  first  principle  of 
the  equilibrium  of  floating  bodies,  that  the  weight  of  the  hydrometer, 
together  with  the  weight  in  the  scale-pan,  is  equal  to  the  weight  of  the 
volume  of  the  displaced  water.  In  the  same  manner  the  weight  of  an 
equal  volume  of  the  given  liquid  is  determined,  and  the  specific  gravity  is 
found  by  dividing  the  latter  weight  by  the  former. 

Neither  Fahrenheit’s  nor  Nicholson’s  hydro- 
meter gives  such  accurate  results  as  the  hydro- 
static balance  or  the  specific  gravity  bottle. 

iii.  Specific  gravity  bottle. — One  form  of  this 
has  been  already  described  (120).  In  deter- 
mining the  specific  gravity  of  a liquid,  a bottle 
of  special  construction  is  used  ; it  consists  of  a 
cylindrical  reservoir,  b (fig.  103),  to  which  is  fused 
a capillary  tube,  c,  and  to  this  again  a wider  tube, 
a,  closed  with  a stopper.  The  bottle  is  first 
weighed  empty,  and  then  full  of  water  to  the 
mark  c on  the  capillary  stem,  and  afterwards  of 
the  given  liquid.  If  the  weight  of  the  bottle  is 
subtracted  from  the  two  weights  thus  obtained, 
the  result  represents  the  weights  of  equal 
volumes  of  the  liquid  and  of  water,  from  which 
the  specific  gravity  is  obtained  by  division. 

Another  common  form  of  specific  gravity  bottle  is  shown  in  fm  10a  Ti 
consists  of  a bottle  of  about  25  c.c.  capacity  fitted  whn  -,  . 

solid  glass  stopper  perforated  by  a fine  capillary  tube  WC  ground'in 

The  bottle  is  completely  filled  with  liquid  and  the 
stopper  inserted.  The  excess  of  liquid  escapes  by 
the  capillary  channel  in  the  stopper,  and  is  re- 
moved by  blotting-paper. 

i v.  Specific  gravity  bulbs.  —The  specific  gravity 
of  a liquid  is  often  determined  for  technical  and 
even  scientific  purposes  by  means  of  specific  gravity 
bulbs-,  these  are  small  hollow  glass  bulbs  (fig.  10;) 
which  are  prepared  in  series,  loaded  and  adjusted 
so  that  they  exactly  float  in  a liquid  of  a definite 
specific  gravity.  When  carefully  prepared  they  are 
capable  of  giving  results  of  considerable  accuracy.  Fig.  IQ4  Fig.  io. 

tungstate-has  the  specific  gravity  3-3.  S°  “ ‘°n  °f  cadmium  boro- 


Fig.  102 


Fig.  103 
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An  application  of  this  principle  consists  in  taking  a liquid  such  as 
i l ' ' am»  fqn  or  v*')  on  which  a mineral  will  float,  and  then  adding 

e uSl  the  SnemlTusI  remains  suspended.  Its  specific  gravity 
S Aen  that  of  the  liquid  mixture,  which  is  determined  by  a pyknometer 

( 1 2°t2,  On  the  observation  of  temperature  in  ascertaining  specific  gravities. 

As  the  volume  ofabody  increases  with  the  temperature,  and  as  this  increase 

fixld  temperature  is  chosen  for  t^LTSsit" 

shall  consider  in  the  Book  on  Heat. 


Specific  gravities  of  liquids  at  zero,  compared  with  that  of 
water  at  if  C.  as  unity 


Mercury 

Methylene  iodide 
Bromine 
Ethylic  iodide 
Sulphuric  acid 
Chloroform  . 

Nitric  acid 
Bisulphide  of  carbon 
Glycerine 
Hydrochloric  acid 
Blood 
Milk 

Sea-water 


13598 

3*342 

2 ’960 

1-946 

1-841 

1-525 

1-420 

1-293 

1-260 

1-240 

ro6o 

1-029 

1-026 


Urine 

Distilled  water  at  40  C. 
„ „ at  0°  C. 

Claret 
Olive  oil  . 

Liquid  oxygen  . 

Oil  of  turpentine 
Oil  of  lemon 
Petroleum 

Liquid  carbonic  acid 
Absolute  alcohol 
Ether 
Pentane  . 


ro20 

rooo 

0999 

0-994 

0-915 

0-899 

0-870 

0-852 

0-836 

0-830 

o-793 

0-713 

0-626 
-253°  C, 


Liquid  hydrogen  is  the  lightest  liquid  known.  Its  density  at 

according  to  Dewai,  is  071,  01  —The  hydrometers  of  Nicholson 

,24.  Hydrometers  » f com, an,  immersion,  but  variable 

and  Fahrenheit  are  called  kydro  J (o  ,he  same  extent,  but  carry 

rffae«bweMtts  There  ire  ‘also  hydrometers  of  variable  immersion,  bn,  of 

hydrometer.— Tins, 

ments,  may  serve  as  a type  o ' ; d with  a bulb  blown  in  the  middle. 

Vttm  the  external  diameter  of  which  is  as  regular  as  possible,  is  hollow, 

which  it  is  .0  be  used  is  heavier  o,  gh « ™ of  (he  sKm,  to 

it  is  so  constructed  that  it  sinks  in  w 1 0f  salt  in  85  parts 

a point  A,  which  is  marked  te».  AwtaWhg  ,5  P ^ a cemin 

of  water  is  made,  and  the  tnstrum  distance  between  A and  B 

point  on  the  stem  B,  which  is  marked  , 5 , the 
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Fig.  106 

results  they 


is  divided  into  15  equal  parts,  and  the  graduation  continued  to  the  bottom  of 
the  stem.  Sometimes  the  graduation  is  on  a piece  of  paper  inside  the  stem. 

The  hydrometer  thus  graduated  only  serves  for  liquids 
of  a greater  specific  gravity  than  water,  such  as  acids  and 
saline  solutions.  For  liquids  lighter  than  water  a different 
plan  must  be  adopted.  Beaumé  took  for  zero  the  point  to 
which  the  apparatus  sank  in  a solution  of  10  parts  of  salt 
in  90  of  water,  and  for  10  he  took  the  level  in  distilled 
water.  This  distance  he  divided  into  10  parts,  and  con- 
tinued the  division  to  the  top  of  the  scale. 

TwaddeW  s hydrometer  is  in  common  use  in  England 
for  testing  liquids  denser  than  water.  It  is  graduated  in 
such  a manner  that  the  reading  or  number  of  degrees 
multiplied  by  5 and  added  to  1000  gives  the  specific  gravity 
with  reference  to  water  at  1000.  Thus  io°  Twaddell  repre- 
sents the  specific  gravity  1050,  and  90°  represents  1450. 

The  graduation  of  these  hydrometers  is  entirely  con- 
ventional, and  they  give  neither  the  densities  of  the  liquids 
nor  the  quantities  dissolved.  But  they  are  very  useful  in 
making  mixtures  or  solutions  in  given  proportions  and  in 
evaporating  acids,  alkaline  liquids,  solutions  of  salts,  worts, 
syrups,  and  the  like  to  a proper  degree  of  concentration,  the 
give  being  sufficiently  exact  in  the  majority  of  cases. 

126.  Gay-Lussac’s  alcoholometer. — This  instrument  is  used  to  determine 
the  strength  of  spirituous  liquors  ; that  is,  the  proportion  of  pure  alcohol 
which  they  contain.  It  differs  from  Beaumé’s  hydrometer  in  the  graduation 

The  alcoholometer  is  so  constructed  that,  when  placed  in  pure  distilled 
water,  the  bottom  of  its  stem  is  level  with  the  water,  and  this  point  is  zero. 
It  is  next  placed  in  absolute  alcohol,  which  marks  ioo°,  and  then  successively 
m mixtures  of  alcohol  and  water  containing  10,  20,  30,  &c.  per  cent  The 
divisions  thus  obtained  are  not  exactly  equal,  but  their  difference  is  not  great 

ofnah,he,yr,SUidl,"ded,mt°  ten  dlvISIOns’  each  of  which  marks  one  per  cent! 
stoocl  a TsAvn  ld  -‘  o ThuS  R brandy  in  which  the  alcoholometer 
woufd  be  Lrer  C°  4 P"'  Cent  °f  abSOlUte  aIC°h01’  and  the  rest 

All  these  determinations  are  made  at  15°  C,  and  for  that  temperature 
only  are  the  indications  correct.  For,  other  things  being  the  same  if  the 
temperature  rises  the  liquid  expands,  and  the  alcoholometer  will  sink  and 
the  contrary  1 the  temperature  fall.  To  obviate  this  error,  Gay-Lus  ac  con 
tructed  a table  which  for  each  percentage  of  alcohol  gives  the  readLg  of 
he  instiument  for  each  degree  of  temperature  from  o°  up  to  30°  When 
he  exact  analysis  of  an  alcoholic  mixture  is  to  be  made,  the  temperature  of 

bkirf,  'S  Thl  detTne\a"d  'he  point  “ 'vhicl.  the  alcoholometer 
sinks  in  it.  The  number  in  the  tab  e correspondimr  to  the^  Hcfc  • ,.  1 

the  percentage  of  alcohol.  From  its  givinJT ^ perce,,  age  of afré 

is  often  called  the  centesimal  alcoholcm, ter  * °f  alcoho1'  >'"» 

127.  Direct  reading  hydrometer.— The  most  commonly  used  form  of 
stant  weight  hydrometer  is  similar  in  appearance  to  Fahrenheit  f 

s low  n in  lg.  107.  It  consists  of  a narrow  glass  stem  attached  to  a cylindrical 
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bulb  weighted  by  a smaller  bulb  filled  with  shot  or  mercury  so  as  to  float  in 
• ^ • . ■ The  stem  is  graduated  in  such  a way  that  when  the  in 

chstilled  water  it  sinks  to  the  mark  1000.  If  the  graduation 
1 1 17  is  level  with  the  surface  when  the  instrument  floats  1 
(say7)  dilute  acid,  the  specific  gravity  of  the  acid  is  i 117. 
These  hydrometers  are  supplied  in  sets  of  5,  pvmg  a range 

of  or  instruments  for  indicating 

the  of  » sal,  contained  in  a solntion,  are  made  on 

the  principle  of  the  centesimal  alcoholometer.  They  ar 
graduated  by  immersing  them  in  pure  water,  which  gives 


1200 


Fig.  107 


fac,  that 

the  leverage*  density  gZty But  a 

water  is  added  to  milk,  it  Wl11  m 1 cream  from  the  milk,  by  which 

common  plan  of  adulteration  is  01  water  so  as  to  reproduce  the 

its  specific  gravity  is  increased,  and  then  addjal^ao  as  ^ ^ 

original  density  ; the  lactometer  the  variations  in  the  density 

miters  are  frequently  used  in  !?ertain  fo^ms  of  disease, 

of  urine  which  accompany  and  chai  Io8\  ■ f great  use  in  many 

29.  Densimeter.  gravity^  of  a small  quan- 


I29.  Densimeter.  Rousseaus  aensim  un ^ ^^.^^aVity  of  a small  quan 
scientific  investigations,  m determining  form  as  Beaumé’s 

"fa  ,MU,d'  ttoe“s  a small  tube  AC  a,  the  top 

i,  in  which  is  placed  the  substance  to  be  de; 
termined.  A mark,  A,  on  the  side  of  the  tube  tndtca.es 


tennined  A mark,  A,  on  the  side  of  the  tube  md, cates 

a mTheUinstmmTnt  is  so  constructed  that  J'lien  AC  is 

empty  it  sinks  in  W »»  “ *^dSl5 
the  bottom  of  the  stem.  It  is  then  " „,hich 

the  potnt  .0  which  it 

indicates  a c„  interval  between  o and 

””  d?Vidèdtotr'o  equal  parts,  and  this  graduation  ,s 

20  is  divided  into  4 1 . of  umform 


indkates'acubic  centimetre,  and  the  point  to  which  it 
indicates  a cu  ^ i __  Thg  intervai  between  o and 

.1  parts,  : 

20  lb  umttt-w  g , , 

continued  to  the  top  of  the  scale 

i&nk  - 4. 

amÇ-,her  is  «ied  is 

the  densimeter  sinks  to  weight  of  water 

S The  specific'gravity  of  ù.e  is  therefore  .«5- 
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CHAPTER  II 

CAPILLARITY,  ENDOSMOSE,  DIFFUSION,  AND  ABSORPTION 


130.  Capillary  phenomena.— When  solid  bodies  are  placed  in  contact 
with  liquids,  phenomena  are  produced  which  are  classed  under  the  general 
head  of  capillary  phenomena,  because  they  are  best  seen  in  tubes  whose 
diameters  are  so  small  as  to  be  comparable  with  that  of  a hair  These  phe 
nomena  are  treated  of  in  Physics  under  the  head  of  capillarity  or  capillary 
attraction  ; the  latter  expression  is  also  applied  to  the  force  which  produces 
the  phenomena.  1 

When  a body  is  placed  in  a liquid  which  wets  it— for  example,  a glass 
rod  m water— the  liquid,  as  if  not  subject  to  the  action  of  gravitation,  is  raised 
upwards  against  the  sides  of  the  solid,  and  its  surface,  instead  of  bein-  hori- 
zontal becomes  slightly  concave  (fig.  109).  If,  on  the  contrary,  the  solid  is 
one  which  ,s  not  moistened  by  the  liquid,  as  glass  by  mercury,  the  liquid  is 
depressed  against  the  sides  of  the  solid,  and  assumes  a convex  shape,  as 
repiesented  in  fig.  1 10.  The  surface  of  the  liquid  exhibits  the  same  concavity 


r0IT,ty  fgainst  the  sides  of  a vessel  in  which  it  is  contained,  accord- 
ing as  the  sides  are  or  are  not  moistened  by  the  liquid. 

These  phenomena  are  much  more  marked  when  a tube  of  small 
'®  ei 's  placed  .m  a liquid.  And  according  as  the  tubes  are  or  are  not 
moistened  by  the  liquid  an  ascent  or  a depression  of  the  liquid  is  produced 
wnch  is  greater  in  proportion  as  the  diameter  is  less  (figs,  m anc/i  rA 

When  the  tubes  are  moistened  by  the  liquid,  its  surface  assume  ' the 

5™°,f  a C.°nCa;,e  hemispherical  segment,  called  the  concave  meniscus 
(g.  J 12)  ; when  the  tubes  are  not  moistened,  there  is  a ^ 

13 1.  Laws  of  the  ascent  and  depression  of  liquids  in  capillary  tubes  —TU* 
most  important  law  in  reference  to  capillarity  is  known  as  Turin',  t\  T r 
■s  • mi  tie  same  liquid  and  the  same  temperature , the  mean  height  “of  the 
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ascent  in  a capillary  glass  tube  is  inversely  as  the  diameter  of  the  lube.  Thus, 
tf  A rises  » a height  of  30  mm.  in  a tube  . mm.  in  d.ameter. ,<  w,  only 
rise  to  a height  of  15  mm.  in  a tube  2 mm.  m diameter  but  to  a height  o 
-00  mm  in  a tube  O’l  mm.  in  diameter.  This  law  has  been  verified  wi  1 
tubes  whose  diameters  ranged  from  5 mm.  to  0-07  mm.  It  presupposes  that 

the  liquid  has  previously  moistened  the  tube.  . , , ... 

The  mean  height  is  the  height  of  a cylinder  with  a circular  base  which 

has  exactly  the  same  volume  as  the  liquid  column  raised.  If  h t 
height  and  -ir  the  diameter  of  the  tube,  Jurin’s  law  may  be  expressed  by  the 

equation  rh  = const. 

For  various  liquids , and  the  same  temperature , the  mean  heights  raised  in 
capillary  ^ lass  tubes  of  the  same  diameter  vary  with  the  nature  of  the  liquid 
of  all  liquids  water  rises  the  highest  ; thus  111  a glass  tube  1 29  mm.  1 
diameter,  the  heights  of  water,  alcohol,  and  turpentine  are  respectively  23  ■ . 

liquid,  and  the  same  temperature,  the  mean  heights  are 

be  of  very  unequal  weights, 
but  of  equal  heights,  h,  in  the 
tubes  represented  in  fig.  1 1 3> 
all  of  which  have  the  same 
diameter  at  the  top  of  the 
liquid  column.  The  value  of 
r in  the  formula  rh  - const  is 
the  radius  of  the  tube  in  the 
Fig.  113  region  of  the  meniscus. 

Provided  the  liçuid  moistens  the  tube  neither  its 

different  kinds  of  glass,  and  of  rock  crystal, 

This  diminution  of  height  is  conside  y „ o'0004S  for  each 

"bltn5'?  al“è  mean  diminution  of  the  heigh,  is  0-00.82, 

~r  üïï:  bÆS 

so  that  above  a certain  tempera  : , and  its  level  is  that  of  the 

vessels,  Wolff  found.,., s .empera.ure  ,0 

b£  hê’idthh  meeLdu°ra“: 

moisten,  Junn’s  law  has  no  J d jn  the  following  circumstances 

The  reason  for  this  is  probably  to  layer  of  liquid  is  formed 

When  a liquid  moistens  a capillary  tube,  a vei>  > 
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against  the  sides,  and  remains  adherent  even  when  the  liquid  sinks  in  the 
tube.  The  ascent  of  the  column  of  liquid  takes  place  then,  as  it  were,  inside 
a central  tube,  with  which  it  is  physically  and  chemically  identical.  The 
ascent  of  the  liquid  is  thus  an  act  of  cohesion.  It  is  therefore  easy  to 
understand  why  the  nature  of  the  sides  of  the  capillary  tube  should  be 
without  influence  on  the  height  of  the  ascent,  which  only  depends  on  the 
diameter. 

With  liquids,  on  the  contrary,  which  do  not  moisten  the  sides  of  the  tube, 
the  capillary  action  takes  place  between  the  sides  and  the  liquid.  The 
nature  and  structure  of  the  sides  are  never  quite  homogeneous,  and  there  is 
always,  moreover,  a layer  of  air  on  the  inside,  which  is  not  dissolved  by  the 
liquid.  These  two  causes  undoubtedly  exert  a disturbing  influence  on  the 
law  of  Jurin. 

The  law  of  Jurin  may  be  illustrated  and  verified  for  glass  capillary 
tubes  and  liquids  which  wet  them  by  the  arrangement  shown  in  fig.  114. 
The  diameters  of  the  tubes  are  measured  by  introducing  a thread  of 
mercury  into  them  and  ascertaining  the  weight  of  a given  length.  If  P is 


Fig.  114 


the  weight  in  grammes  of  a length  / centimetres  of  mercury  whose  specific 
giavity  at  the  temperature  of  the  experiment  is  D,  P = nr2 ID  whence  r is 
determined  in  centimetres. 

rif1C  hei&ht  t0  whlch  the  liquid  rises  in  the  capillary  tube  is  read  off  by  the 
• ]eton|leter  (87).  The  capillary  tube  is  fixed  to  a cross  piece  of  wood,  which 
is  placed  on  the  edges  of  a glass  vessel,  «,  half  filled  with  the  liquid  In 
Older  that  the  liquid  may  properly  moisten  the  tube  it  is  sucked  up  by  means 
of  an  india-rubber  tube  beyond  the  height  at  which  it  finally  stands.  The 
cathetometer  telescope  is  then  raised  to  the  level  11  of  the  lowest  point  of 
he  meniscus  rhe  pointed  screw  b is  then  turned  until  its  point  just  grazes 

liquid,  and  the  position  of  the  point  is  read  off.  The  difference  ofthese 
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Fig.  115 


two  readings  gives  the  desired  height.  Determining  thus  the  radii  and 
capillary  heights  of  different  glass  tubes,  we  may  verify  the  constancy  of  the 

P*  °i^2  Ascent  and  depression  between  parallel  or  inclined  surfaces  — 

When  'two  bodies  of  any  given  shape  are  dipped  in  water  analogous  phe- 
nomena are  produced,  provided  the  bodies  are  sufficiently  near.  If  for 
exumole  two  parallel  glass  plates  are  immersed  in  water  at  a very  small 
’ distance  from  each  other,  water  will  rise  between 

the  two  plates  in  the  inverse  ratio  of  the  distance 
which  separates  them.  The  height  of  the  ascent 
for  any  given  distance  is  half  what  it  would  be 
in  a tube  whose  diameter  is  equal  to  the  dis- 
tance between  the  plates. 

If  the  parallel  plates  are  immersed  in  mer- 
cury, a corresponding  depression  is  produced, 

subject  to  the  same  laws. 

If  two  glass  plates,  AB  and  AC,  with  their 
planes  vertical  and  inclined  to  each  other  at 
a small  angle,  as  represented  in  fig.  1 15,  have 

their  ends  dipped  into 

^ “X  surface  tahing  Use  fern,  of  an  equilateral 

hy Tstailar  curve  is  obtained  by  dipping  tire  inclined  plates  into  mercury 

small  angfe  ^ „f  Uq„ida.-The  great  mobility  which  is 

!33-  lens10  . • , . t undergoes  an  alteration  in  the  neighbour- 

16),  andleT  tSe 

a vacuum,  b 01  consiaer  any  I sphere  represent  the  range 

through  which  the  mole- 
cular attraction  is  exerted, 
the  radius  of  which  is 
called  the  radius  of  mole- 
cular action  (3).  The  at- 
tractive forces  of  the  adja- 
cent particles,  which  are 
exerted  in  all  directions, 
may  be  resolved  into  hori- 
zontal and  vertical  com- 
ponents ; the  attractmn^^ftd^fi^am^^v!^ ^y"qp|n ^h^^hem^spher^l^i^t^^ath 
% “anreXo“omPeLa.ed,  and  consequently  the  latter  will  -terse 
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within  ghed  will  neutralise  each  other.  But  the  segment  def  remains  uncom- 
pensated, and  exerts  a pull  similar  to,  though  weaker  than,  that  which  acts 
on  the  molecule  a. 

The  molecule  c finally  is  surrounded  uniformly  by  its  adjacent  ones,  and 
their  resultant  action  is  zero. 

The  effect  of  these  actions  is  to  lessen  the  mobility  of  particles  at  or 
very  near  the  surface,  while  those  in  the  interior  are  quite  mobile  ; the  sur- 
face, as  it  were,  is  stretched  by  an  elastic  skin,  the  result  being  the  same  as 
if  the  surface  layer  exerted  a pressure  on  the  interior. 

An  imaginai  y line  drawn  in  the  surface  of  a liquid  may  be  supposed  to 
be  kept  in  equilibrium  by  equal  and  opposite  forces,  acting  in  the  surface  at 
right  angles  to  the  line.  The  magnitude  of  this  force  per  unit  of  length  of 
the  line  is  called  the  surface  tension  of  the  liquid.  The  effect  of  surface 
tension  is  to  reduce  the  area  of  the  liquid  surface  to  a minimum.  IfT 
iepresents  the  surface  tension  of  a liquid,  T a will  be  the  force  acting  perpen- 
diculaily  to  a line  of  length  a in  the  surface,  and  thus  we  see  that  to  stretch 
a îectangle  whose  sides  are  a and  b,  into  another  whose  sides  are  a and 
b + b',  an  amount  of  work  equal  to  T a x b'  or  Tab'  is  required.  Thus  T is 
numerically  equal  to  the  work  which  must  be  done  upon  a liquid  surface  to 
stretch  its  area  by  the  unit  amount.  Similarly,  when  the  surface  is  diminished, 
some  molecules  pass  into  the  interior,  and  work  is  done  by  the  liquid 
its  amount  being  numerically  equal  to  T when  the  diminution  in  area  is 
i sq.  cm.  Thus,  T is  the  potential  energy  per  unit  of  surface. 

The  existence  of  this  surface  tension  may  be  illustrated  by  several  inter- 

AirneXPeria  ' !"  that  °f  Dupré  ”7)’  a quadrangular  flat  vessel, 
ABCD,  is  used,  of  which  one  side,  A 

CD,  is  movable  about  a hinge. 

By  means  of  a string  this  side 

is  pressed  against  a wedge,  and 

the  vessel  is  filled  with  water. 

On  burning  the  string  the  side 


b iD  n 

— :A 

B 

Fig.  i 17 


CD  ' reverts  to  its  original  position,  CD.  Now  hydrostatic  pressure  would  keep 

The  rrl  ' "'edSe'  lMt  the  Surfa“  tiding  as  îtdoes  to 

îeauce  the  surface-area,  overcomes  the 

hydrostatic  pressure  and  restores  CD  to 

the  vertical  position. 

Another  experiment,  due  to  Van  der 

Mensbrugghe,  is  made  by  means  of  a 

wire  frame  (fig.  1 18),  which  is  immersed 

m solution  of  soap,  such  as  is  used  for 

blowing  soap  bubbles.  On  removal  this 

carries  a thin  film  with  it.  A loop  of  fine 

silk  thread  moistened  with  the  liquid  in 

question  is  carefully  placed  on  the  film, 

and  assumes  any  shape  (fig.  1 1 8 a).  By  a Fig.  ,18  /, 
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thread  was  unbalanced,  and,  being  equal  in  all  directions,  drew  the  thread 
into  the  circular  form,  rendering  the  remaining  liquid  surface  as  small  as 

PossiblL. consequences  0f  surface  tension.  Capillary  pressure.— The  exist- 
ence of  a real  force  or  tension  acting  in  the  surface  of  a liquid  and  tending 
to  reduce  the  area  of  the  free  surface  to  a minimum 
•may  thus  be  regarded  as  proved  experimentally. 
Surface  tension  gives  rise  to  a pressure  acting  at  right 
angles  to  the  free  surface,  distinct  altogether  from 
hydrostatic  pressure.  The  magnitude  of  this  capillary 
pressure  depends  partly  upon  the  surface  tension  and 
partly  upon  the  curvature  of  the  surface.  It  is  ex- 
pressed  by  the  formula.  of  Lcipls.ee 


Fig.  119 


^-t(rTÈ) 


where  T is  the  surface  tension,  R,  R,  the  principal  radii  of  curvatureonhe 

liquid  surface  at  the  point  considered.  If  the  surface  is  sp  en  ’ ‘ * 

and  p = 2TIR.  The  capillary  pressure  is  always  directed  towards 

side  of  the  surface.  Hence  for  a spherical  soap  bubble,  the  interna  1 a 1 

(fig.  1 19)  is  R,  and  its  thickness  AB  = d,  the  pressure  due  to  the  outer  layer 

is  ->T/(R  + a),  and  to  the  inner  layer  2T/R  : thus  the  total  piessur  , 

inwards,  is  2T/R  + 2T/(R  + d)  or  4T/R,  since  d may 

with  R.  This  is  well  illustrated  by  blowing  asoap  bubble  on  a g c 

long  as  the  other  end  of  the  tube  is  closed,  the  bubble  remains  t ^he  elastmi bice 

of  the  enclosed  air  counterbalancing  the  capillaiy  Press"  * balanced  the 
is  onened  the  pressure  due  to  the  surface  tension  being  unbalanced,  t 

Ife^heud  A.  .^therefore  the  £ 

pressure  is  inversely  proportional  to 
the  radius  of  curvature,  there  will 
be  a resultant  pressure  towards  the 
fine  end  of  the  tube,  and  the  liquid 
Fis-  120  1,lg'121  therefore  will  move  in  this  direc- 

tion.  But  if  the  drop  is  of  mercury,  it  will.  ^ forcé 

end  (fig.  is.),  and  will  move  ■*. wtto  of  „,c  liquid 

Ve^rsi'cfe. ^.e,  i,  “ ^ ^ «t “”«n= 

column  1 metre  long  may  thus  be  eas.ly * -e  ot  the 

static  pressure  being  balanced  by  the  upward  capuu  > v 

surface  of  the  mercury  in  the  fine  part  oUhe»^.  similar  to  that  shown  in 

If  water  is  gently  poured  ‘ . & of  the  tube  to  have  been 

fig.  122  «,  we  shall  find  that,  supposing  all  parts  ot  the 
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previously  wetted,  when  the  water  stands  at  any  point  a in  the  larger  tube 
it  will  be  at  a higher  point  a'  in  the  smaller,  both  free  surfaces  being  concave 
upwards.  When  more  water  is  poured  in,  the  level  in  the  fine  tube  rises, 
reaches  the  top,  and  remains  there  until  overtaken  by  the  liquid  in  the  wide 
tube.  During  this  time  no  liquid  has  escaped,  but  the  curvature  has  gradu- 
ally diminished  in  the  fine  tube,  so  that  when  the  same  level  is  attained  the 
liquid  surface  is  plane  (fig.  122  b).  The  effect  of  adding  still  more  water 
is  to  convert  the  plane 


into  a convex  surface,  and 
the  direction  of  the  capil- 
lary pressure  is  down- 
wards. Thus  water  may 
be  poured  into  the  larger 
tube  until  its  level  is  con- 
siderably above  the  top  of 
the  fine  tube,  without  any 
escape  of  liquid  (fig.  122  c). 

Insects  can  often  move 
on  the  surface  of  water 
without  sinking.  This  phe- 
nomenon is  caused  by 
the  fact  that,  as  their  feet  are  not  wetted  by  the  water,  a depression  is 
produced,  and  the  elastic  reaction  of  the  surface  layer  keeps  them  up  in 
spite  of  their  weight.  Similarly,  a sewing-needle,  gently  placed  on  water, 
c oes  not  sink,  because  its  surface,  being  covered  with  an  oily  layer,  does 
not  become  wetted.  The  pressure  of  the  needle  brings  about  a concavity, 
die  surface  tension  of  which  acts  in  opposition  to  the  weight  of  the  needle. 

But  if  washed  in  alcohol  or  in  potash,  the  metal  is  wetted  and  at  once  sinks 
to  the  bottom. 

Among  the  phenomena  due  to  surface  tension  may  be  mentioned  the  well- 
known  one  of  the  ‘tears  of  wine.’  The  surface  tension  of  water  in  contact 
vi  i an  is  gieatei  than  that  of  any  other  liquid  except  mercury.  It  is  nearly 
nee  times  as  gieat  as  that  of  alcohol.  When  a wine-glass  is  half  filled 
with  a strong  wine,  the  wine  rises  up  against  the  sides  like  any  other  liquid  • 

iAV,,i  r0jeyap0rateS  raPidlY  from  the  surface,  the  consequence  of  which 
that  the  liquid  layer  becomes  more  and  more  watery.  Near  the  surface  of 

o viiTto  H C Strength10f  thfe  Iiquid  frym  is  kept  up  by  diffusion;  but  higher  up 
d P il  .T’'6'1  fUfaCe  tensi0n  0f  the  more  aqueous  wine,  it  creeps  up 
he  sides  and  draws  with  ,t  some  of  the  stronger  alcoholic  liquid  below,  the 

dropTmg  WGlght  °f  WhlCh  Ultimately  causes  it  to  break  and  run  down  in 

placed";, non'ii’T1'  °ffWatei'  'S  Tead  °n  a Plate>  and  a drop  of  ether  is 
p aced  upon  it,  the  water  retreats  from  the  drop.  Here,  instead  of  the  surface 

,3»;  r:rernd  t r have  ^ 

indin  1 ’ , effect  IS  much  tlle  same  as  if  there  were  a tightly  stretched 

or  made “hi”, e"  °V<!r  ,he  » I>«io„  of  it  wore  softened 

üJ3LCOnt?Cï  °f  Hquids  and  solids-  Angle  of  contact. — It  has  been  seen 
panicles  in  and  close  to  the  surface  of  a liquid,  A,  are  subject  to 
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molecular  forces  different  from  those  experienced  by  particles  in  the  interior 
and  that  surface  tension  is  a consequence  of  this  difference  The  effect  o 
placing  more  of  the  same  liquid,  B,  on  the  surface  of  A would  be  to  destroy 
die  surface  tension,  since  the  surface  is  destroyed.  The  tangential  action  of 
the  added  liquid  B on  the  surface  layer  of  A is  equal  to  -T,  where  T the 
surface  tension.  If,  instead  of  adding  more  of  the  same  liquid,  we  place  in 
contact  with  A another  body,  B,  either  liquid  or  solid,  the  tangential  action  o 
B pon  A will  similarly  be  » certain  force,  - T',  and  the  tens, on  ,n  Are  surface  of 

contact  will  become  T-T  . thus  in 

contact  with  another  liquid,  or  a solid, 

B,  the  surface  tension  in  A is  T-T'. 

Suppose  the  body  B to  be  a solid, 
e.g.  a glass  tube,  and  first  let  the  liquid 
be  one  which  does  not  wet  glass,  as 
mercury.  Let  T(  be  the  surface  ten- 
sion between  glass  and  mercury.  Ac- 
cording to  the  nature  of  the  substances 
in  contact,  Tj  may  be  positive  or  nega- 
tive ; with  glass  and  mercury  it  is 
positive.  Consider  a molecule  at  B 
(fig.  123)  ; since  its  weight  may  be 
neglected  in  comparison  with  the 
molecular  forces  which  act  upon  it,  this  molecule  is  solicited  ^ two  forces 

only  T acting  tangential  to  the  liquid,  and  T,  along  re  1 . 

only,  acting  S tQ  the  resolved  part  of  T upwards,  or  T1  = 

tTos  ô]  6 being  the  angle  DBC  of  the  wedge  of  liquid  formed  by 

the  tangent  BD, 

cos  8=  - 1 1/ 1 • 

Since  T is  aiways  posi^  holds^Then  aT' liquid' ^ts  the 

Tube1  WklTgLs  and  water  under  proper  conditions  6 is  very  small  and  may 

be  taken  = ° ™th°ut .^tlTafntact  when  there  is  no  wetting,  theory 

ind^iSt  ‘shouid'bf  constant  for  ^ 

by  Gay-Lussac  seemed  to  con- 
firm the  theory,  at  least  where 
mercury  and  glass  are  con- 
cerned. More  recent  and  pre- 
cise experiments  by  Quincke 

_ » 1 O inn  f* 


Fig.  123 


Fig.  124 


Fig.  125 


UlOO  - * ~ . 

, Tnv  T nssac’s  conclusions.  Quincke 

have  thrown  doubt  on  the  accur.  y ~ contact  of  different  drops  of 
determined  by  an  opt, cal  method  the  angle  o co  measuring  three 

mercury  placed  on  the  same  plate  of  ^ (fig.  ,35)  A the 

ordinates  of  the  surface,  viz-  , and  , lhc  ordinate  at  the  edge  of 

ordinate  of  the  extreme  point  o . ‘ f the  surface.  Quincke 

the  drop,  he  was  enabled  to  determm the  to.  o ^h. 

t: 
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ceased  even  at  the  end  of  several  days,  and  further  that  there  is  a continuous 
change  in  the  magnitude  of  the  angle  of  contact.  It  follows  from  this  that, 
for  a drop  of  mercury  resting  on  a glass  plate,  capillary  equilibrium  is  never 
complete  or  stable.  Numerous  observations  (by  Bravais  and  by  Quincke) 
have  shown  that  the  same  statement  is  true  with  regard  to  columns  of  mercury 
rising  or  falling,  in  glass  tubes,  although  here  friction  may  establish  an 
apparent  equilibrium,  which  however  is  but  momentary. 

The  angle  of  contact  is  not  then  constant  for  the  same  solid  and  liquid. 
Thus  ftn  meicury  and  glass  it  varies,  without  apparent  reason,  between  1350 
and  142  . The  variation  is  much  greater  when  there  is  an  apparent  cause 
such  as  the  interposition  of  a very  thin  layer  of  a foreign  substance  between 
the  liquid  and  the  solid  in  contact. 

136.  Various  capillary  phenomena.— The  attractions  and  repulsions 
observed  between  bodies  floating  on  the  surface  of  liquids  find  their  expia 
nation  in  the  concave  or  convex  curvature  which  the  liquid  assumes  in 
contact  with  the  solid.  The  following  are  some  of  them. 

W hen  two  floating  balls  both  moistened  by  the  liquid— for  example  cork 
upon  water  are  so  near  that  the  liquid  surface  between  them  is  not  level 
an  atti  action  takes  place.  The  same  effect  is  produced  when  neither  of  the 
balls  is  moistened,  as  is  the  case  with  balls  of  wax  on  water. 

ILastly  if  one  of  the  balls  is  moistened  and  the  other  not,  as  a ball  of  cork 
and  a ball  of  wax  in  water,  they  repel  each  other  if  the  curved  surfaces  of  the 
lquid  in  their  respective  neighbourhoods  intersect. 

A drop  of  mercury  on  a table  has  a shape  which  is  the  more  nearly 
sphencal  ,l,e  smaller  ,he  drop.  The  smaller  the  mass  of  a liquid  the  “ate) 

IS  the  surface  in  comparison  with  the  weight  ; the  less,  therefore,  is  the  action 
of  gravity  in  Comparison  with  that  of  the  surface  tension  ; hence  the  smaller 
the  globule  the  nearer  it  is  to  a perfect  sphere  ; if  the  quantity  of  mercury  Î 
much  greater,  the  globule  flattens,  but  always  remains  convex  at  te  ed  ' 
The  spherical  or  quasi-spherical  form  is  due  to  the  action  of  surface  tension 
v iich  constrains  the  liquid  to  present  the  least  possible  surface  • and  the 
surface  of  a sphere  is  less  than  that  of  any  other  figure  having 
v*me.  A liquid  immersed  in  another,  with  "S"  So™  not  mi  ““of 

:> ve  0,1  in  a mix,ure  °r  ^ 

in  the  manufacture  of  small  shot.  . uioiten  lead 

When  a capillary  tube  is  immersed  in  a liquid  which  moistens  it  j 
is  then  carefully  removed,  the  column  of  liquid  in  the  tube  is  seen  to  L i “d 
as  long  as  while  the  tube  was  immersed  in  the  lionid  Th'-  • ^Vlce 
the  fact  that  a drop  adheres  to  the  lower  extremity  of  the  tube  ind  fo - mm 
convex  meniscus,  which  concurs  with  that  of  the  upper  meniscus  to  fo"'3  & 

upT  tube.mn  S'nCe  ‘he  PreSS“re  31  ,he  convex  surfa«  the  liquid 

nsel'tiwXsp^ 

possess  pores  of  a perceptible  sire.  1,1  the  cells  of  phnt  ,hl  s “ WW.Ch 
sreat  force,  for  here  we  have  to  do  with  vessels  whose  Samete^s  les?  C 
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o-or  mm  Efflorescence  of  salts  is  also  clue  to  capillarity;  a solution  rising 
ÏS» a vessel,  the  watet  evaporates,  «1  the  sal, 

_?de  a means  of  furthering  still  more  the  ascent  of  a liquid.  Capillarity  is, 
moreover  the  cause  of  the  following  phenomenon  When  a porous  sub- 
stance such  as  gypsum,  or  chalk,  or  even  earth,  is  placed  in  a poious  vessel 
stance,  «'J  ’ is  dipped  in  water,  the  water  penetrates 

i».r*î  po?es  iTlhe  a'r “s  driven  inwards,  with  such  force  that  ,s 
a fnnr  or  five  times  its  usual  pressure  and  density.  Ja.mn  has  proved 
undei  f<™  manometer  into  blocks  of  chalk,  gypsum,  &c.,  and  he 

has  made  it  probable  that  a pressure  of  this  kind,  exerted  upon  the  loots, 

.1  CO in  niants. 


ascertaining  me  -,  c ° ; 

measured  by  a cathetometer  (131),  and  p and  g are 
known.  Hence  T is  determined  if  6 can  be  found 
by  a separate  process.  In  the  case  of  water  m g ass 
= and  cos  6 = 1,  so  that  the  above  relation  gives 

T CThe  principle  of  another  method  of  determining 

m fier  T 20.  1 ll6 


ne  prnu-ipic  -x  , 

this  constant  is  represented  m fag. 
parallel  limbs  of  a thin  iron  wire  D ABC  a.^ 
nected  by  a cross  wire  DC  with  two  loops.  If  DC 
is  brought  near  AB  and  some  soap  solution  added 
a thin  film  of  liquid  forms  when  CD  is  left  to  itse. 
By  gradually  adding  weights,  P,  a point  is  reache 
at  which  the  total  weight  of  CD  and  P just  counter- 
balances the  tension  of  the  liquid  film  ; when  the 

weight  P is  removed  the  film  contracts,  while  if  t e 
weight  is  sufficiently  increased  the  film  breaks. 

, • ■ „nt.  ,-eoresents  the  total  weight  in  grammes,  and 

DC- fàn”  ÏXÏÏA  -weigh,  pe,  «near  cent, me, re  ,s 


T = 


ib 


seeing  that  the  surface  them  depend5 

on  "oft  hts  > IS' te  of  water,  for  instance,  i,  d.ffers  accord 
ing  as  this  is  bounded  by  air  01  by  01  . 
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The  surface  tension  between  two  liquids  1 and  2 we  denote  by  T, ...  The 
following  table  (mainly  from  Quincke)  gives  the  value  of  the  surface'  tension 
for  a few  cases  in  grammes-weight  per  centimetre. 

Mercury  — Air 

Water  — „ 

Olive  oil  — „ 

Chloroform  — „ 

Turpentine  — „ 

Alcohol  — „ 

Ether  — 

Liquid  air  — „ 

Liquid  Hydrogen — „ 

If  there  are  several  surfaces  of  separation,  the  formation  of  that  with  the 
smallest  tension  is  promoted.  Thus  if  a drop  of  olive  oil  is  placed  on  water 
(fig.  127),  as  represented  by  3,  then  at  the 
edge  of  the  drop  the  three  fluids,  air, 
water,  and  oil,  coincide,  and  three  surface 
tensions  act  which  are  proportional  to  T 
t-23>  Tia-  Now  from  the  table  T]2  = -075’ 

T,3  = '038,  and  Tas  = -021  ; therefore  Tr,  > 

T,3  + T23,  and  the  two  forces  TJ3  and  T23 


0-55 

Mercury  — Olive  oil 

• °‘342 

0-075 

Olive  oil  — Water 

. 0-021 

0-038 

0031 

0-030 

0-026 

0018 

0-015 

0-002 

Turpentine — „ 

. 0-012 

cannot  counterbalance  the  force  T and 
the  oil  spreads  until  the  whole  surface  is  Fig'  127 

covered  with  a thin  layer  of  oil.  Although  nil  j. 

pull  T it  is  usual  to  say  that  oil  spreads  TsHf  ^ °Ver  Water  b>'  the 
the  oil  over  the  surface  of  the wafer win  r.l  • The  extension 

are  pure  and  the  surfaces  clean;  otherwise  the  ?,aCe  rapidIy  !f  the  Squids 
a fomr,  and  w„,  f°r  * 

That  suiface  tension  is  only  exhibited  -it-  thn  1 1 

well  seen  by  an  experiment  of  Profe  sor  Bo,  If ° l™  licl“icls  is 
dry  the  hairs  are  separately  visible(a„d  to  make''  “ ^ b™b  » 

hem  come  to  a point  they  must  be  wetted- 
this  adherence  is  not  due  to  moisture,  for  if  the 
pencil  is  wholly  immersed  in  water  the  separate 
hairs  are  as  visible  as  when  the  pencil  is  dry 
138.  Formation  of  drops  in  a canillarv 
orifice.  -When  a liquid  is  contained  in  a vessel 

lsTZÏÏg  m/\na,TOW  caPilIary  opening,  such 
as  a dropping  lube , a certain  excess  of  pressure  is 
required  to  make  the  liquid  „ow  out  T)h  f 
pressure  ,s  limited,  the  lower  meniscus  has 
an  invariable  shape,  and  the  drop  does  not 

drr>reaSe  i T aS  thC  preSSUie  incases  the 
drop  gradually  expands  like  a small  elastic  bag 

the  tension  of  which  is  less  in  the  degree  ,n 
il  so  Pm'  SU/we  mCreaS6S’  and  when  the  drop  Hg.  „8 

tension,  it  contracts  aTthe' uppeTtarf' Incï'^ ^Pcal  component  of  the  surface 
ference  o'  o',  which  is  nearly  equal  to  that  of  the  orifice^.  aC1'°SS  & drCUm' 
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Tate  has  found  that  the  weights  of  drops  formed  with  different 

tubes  are  for  the  same  liquid  proportional  to  the  diameters  of  the  orifice. 

The  weights  of  the  drops  are  independent  of  the  substance  of  the 

s ^ =1  r rr  z sstu  -,  — 

Ph0S°oIm&oi.-0.h.r  phenomena  are  observed  when  two  different  liquids 
' miscible  mtlTEach  other  are  separated  by  a porous  j„  „hich 

be  best  illustrated  by  means  of  *e  appatatus  *,  neck  a 

a vessel,  b , open  at  the  bottom,  is  iec  ^ fiUed  whh  solution  of  copper 

long  narrow  tube,  a a , is  fitted.  , • , . ■ tbe  tube  and  is  then  placed 

sulphate,  so  that  it  stands  a, £ Uer,  a.  J level 

n n If  the  temperature  remains  stationary,  it  will  be 
seen  that  after  some  time  the  liquid  m the  tube  a a, 
which  was  originally  at  the  level  r,  has  risen,  while 
the  level  of  n n has  become  somewhat  lower  ; it  will 
-.Iso  be  seen  that  the  outer  liquid  has  acquired  a faint 
bluish  t nge.  This  process  continues  for  some  time 
undithè  liquid  has  attained  a certain  height.  It  thus 
appears  that  there  is  an  interchange  of  the  two  liquids 
bm  the  quantity  of  water  which  passes  into  the  sulphat 
ofcopper  is  gi-eater  than  that  of  the  solution  which 
^ I r tf.  p experiment  is  reversed — that  is,  if 

S^on^mTand  f £ 

outer  vessel — the  phenomena  are  reversed  ; that» ^h 

wllo  first  investigated  ' he'se"phe”nomena.  applied  the 
t-n  the  current  which,  passes  from  the 

th°?of,h™”smose  the  membrane  mt«. 
be  “ ifferenfbuTcapab'e  of  raiïing,  such 

liquids  must  be  different,  du  P ^ for  instance, 

as  alcoho  “ nd  oil.’  Osmose  may  occur  between 

between  water  a k_  but  of  different  densities, 

two  liquids  of  th  or  salts  of  different  strengths  ; 

- 

i although  they  are  speefi- 


Fig.  129 
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Osmose 
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cally  lighter  than  water,  they  behave  in  this  respect  like  liquids  which  are 
denser. 

If  a tube  filled  with  water  is  closed  at  both  ends  by  a bladder  (fig.  130), 
and  one  end  is  placed  in  a vessel  of  water,  the  other  being  in  contact  with 
the  air,  the  water  gradually  evaporates  through  the  bladder  ; it  is,  however, 
as  îapidly  replaced,  so  that,  in  consequence  of  evaporation,  water  moves 
through  the  tube  towards  the  outer  end.  Hence  osmose 
plays  a part  in  the  motion.  The  evaporation  from  the  skin 
of  animals  brings  about  a motion  of  liquids  from  the  interior 
towards  the  evaporating  surface.  In  like  manner,  the  passage 
of  watex  to  the  rootlets  of  plants,  as  well  as  the  ascent  of  sap 
to  the  highest  points  of  the  trees,  is  favoured  by  evaporation 
fi'om  branchlets,  leaves,  flowers,  and  fruit. 

The  well-known  fact  that  dilute  alcohol  kept  in  a porous 
vessel  becomes  concentrated  depends  on  osmose.  If  a 
mixture  of  alcohol  and  water  is  kept  for  some  time  in  a 
bladder,  the  volume  diminishes,  but  the  alcohol  becomes 
much  more  concentrated.  The  reason  doubtless  is  that  the 
bladder  absorbs  water  more  readily  than  alcohol,  and 

accordingly  water  evaporates  on  the  surface,  and  thus  brings  about  a 
concentration  of  the  residue. 

d„PfnT,Cliet’S  r“’0Cl  “ adapte<1  for  measurements,  for  it 

does  not  take  into  account  the  hydrostatic  pressure  produced  by  the  column 

It  h ,û“m  endosmose  of  various  liquids  by  determining  the  weights 
of  bodies  diffused.  He  called  the  mdosmolic  equivalent  of  a substance 
he  number  wh.ch  expresses  how  many  parts  by  weight  of  water  pïï 
d, rough  the  bladder  in  exchange  for  one  par,  by  weigh,  of  the  substance 
T'm  fo, lowing  are  some  of  the  endosmotic  equivalents  which  ttZ 


Fig.  130 


Sulphuric  acid 
Alcohol . 

Sodium  chloride 
Sugar  . 
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4-2 
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Copper  sulphate  . 
Magnesium  sulphate 
Caustic  potash 


9'5 
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215-0 


are  apt  to  decompose.’  Y mG  Cases’  fox  orgamc  membranes 

imi^r^n^-  ^porobs  cén^sdich  as^s^use^^for^volta^^^e^e^^^^f^^5  * 

SmposKll  coherent1 

permeable  to  the  molecules  of  buty,‘10t  t t]  15  formed,  which  is 

If  a solution  of  sugar  contained  in  such  a vessel  is  Tmof^T’ °f  SUgar' 
Pure  water  niters  through  ; the  membrane 


K 
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The  whole phenomena oTvan  k M 

r'ss.  - 

If  a one-per-cent,  solution l o g<  ^ ^ when  the  semi-permeable 

arrangement  as  that  represe  y since  the  diaphragm  is  permeable  to 

diaphragm  is  of  fetTOcyamde  o pp  , ^ increases  and  rises  m the 

water  but  not  to  sugar,  the  quanta  due  t0  the  water  is  the  same 

tube  to  a height  of  53  5 cn'-  > heisht  is  a measure  of  the  osmotic  pressure 
on  both  sides  the  diaphrag  , & solutions,  it  is  found  that  this 

due  to  the  sugar  Dealing  with  . ’thus,  with  solutions  of 

pressure  is  proportional  to  J-  corresponding  osmotic  pressures 

i,  2,  4,  and  6 per  cent,  respectively,  the We  shall  afterwards 

are  53'5,  ’OI'6’  2°  ! e^  mass  of  gas  as  made  up  of  a very  large  number 

see  (294)  that  we  conceivea  ^ velocity,  and  that  the 

of  molecules  moving  . t Qf  these  molecules  against  the  sides  o 

pressure  of  a gas  is  due  to  ie  P caped  ideal  solutions— those,  that 

the  containing  vessel.  Now  in  what  are cal ■ of  the  body  dis- 

Ss  to  say,  in  ™h  the  space  in  which  .hey 

solved  may  be  disregarded  m comp  m„lecules  of  the  body  dts- 

SSSÆ  ^ — as  they  possess  in  the  case  of 
^3' the  pressure  on  a give»  ,^1^»  ^ 

volume  wilîbe  diminished  and  • . . f und  **  * ^ 

temperature  remaining  omnsten^  ^ and  volume  is  constant 

For  a given  mass  of  gas,  P . Osmotic  pressure  m liquids 

this  is  what  is  known  as  Boyle  la  ( . -f  we  double  the  number  of 

lastly  analogous  to  the  pressure,  jus.  as  we  can 

molecules  in  a giver i volume .of  l.q  ud,^  ed  by  onc  if  we  double  the 

force  two  volumes  of  gas  into  1 o-aseous  pressure  is  not  a fanciful 

pressure.  This  analogy  bets veen  osm o 1 and  gas^  , ( ca„  be  shown,  for 

one,  but  holds  good  m details 1 so  far  a solulion  is  the  same  as  won  d 

it.“is,ed  in  the  s,ate  g 

the'same  space  as  that  occupied  by  the  a certain  definite  proper- 

Gases,  as  will  afterwar  ’ pressure  remaining  constant or  i 

tion  of  their  volume  when  heat  » Je  of  pressure  is  proportional  to  the 
the  volume  is  kept  constant  t ^ ^ ^ found  tQ  hold  with  the  osmotic  pres- 

inCrCaSt  il^rdïect  proportion  to  the  te-P-atme  to 

S of  liquids. —df  ^ agitated 

intermix  is  observed,  and  e d on  allowing  them  to  stand.  W it 

together,  two  separate  layeis  a . if  alcohol,  which  is  specifically 

alcohol  and  water  the  case  , different , ^ ^ ^ ^ distinct  layers 

“S  gradua'ly'intermi™  ^ difference  of  the  spectfic  gravtbes  , 
they  diffuse  into  one  another. 
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This  point  may  be  illustrated  by  the  experiment  represented  in  fig-.  Mr. 
A tall  jar  contains  water  coloured  by  solution  of  blue  litmus;  by  means' of 

a funnel  some  dilute  sulphuric  acid  is  carefully  poured  in,  so  as  to  form  a 
layer  at  the  bottom  ; the  colour  of  the  solution  is  changed  into  red  pro- 
gressing upwards,  and  after  forty-eight  hours  the  change  is  complete— a 
result  of  the  action  of  the  acid,  and  a proof,  therefore,  that  it  has  diffused 
throughout  the  entire  mass. 

The  laws  of  this  diffusion,  in  which  no  porous  diaphragm  is  used,  were 
completely  investigated  by  Graham.  The  method  by  which  his  latest 
expenmentsweremade  was  the  following  A small  wide-necked  bottle  A 
wg‘  d W!  th?  liquid  whose  rate  °f  diffusion  was  to  be  examined 
0bC  Jy  a'Xlln  ^ as.s  dlsc  and  placed  in  a larger  vessel,  B,  in  which 
water  was  poured  to  a height  of  about  an  inch  above  the  top  of  the  bottle 
The  disc  was  carefully  removed,  and  then  after  a given  time  successive 

f d,'a',n  °ff  ty  ",einS  °f  1 siPb°"  “•  and  their 


Fig.  131 


Fig.  132 


i1  Wh'rsbtobM  of°«thMe  inVeStÿa,ions  ma>'  thus  Stated 
taken,  the  quads' dltd  are 

Of  the  solations.  q ‘ are  Proportional  to  the  strengths 

the  quantities  d^ffusedrai^^t^the'n^ur^of'the^^b'^'^^^  “'“""’“S' 
stances  maybe  divided  into  n n,  1 r f • substances-  Saline  sub- 
diffusmn  of  each  group  being  connected  wkhThe 

rate' of  di^sion'^ofh^drochkiHc^c^d'^f^  c°ecteniPer^ture'  Thus’  taki”g  the 

iv.  If  two  substances  whîch  do  not  l aS  Un,ty’.at  49°  C.  it  is  2 iS. 
may  be  partially  separated  by  diffusion  the  more'  diff in  solut'°n,  they 
most  rapidly.  In  some  cases  chemical ’ dLompositf™  P °'le  Passin^  0l,t 
by  diffusion.  Thus,  potassium  bisulphate  ,7°  Y®11  may  be  effected 

acid  and  neutral  sulphate  P ate  15  decomposed  into  free  sulphuric 
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V If  liquids  are  dilute,  a substance  will  diffuse  tnto  water  contain, „g 
another  substance  dissolved,  as  it  would  into  pure  water  ; but  the  . ate  is 
materially  reduced  if  a portion  of  the  same  diffusing  substance  ,s  already 

P'CThe  following  table  gives  the  approximate  times  of  equal  diffusion 

Hydrochloric  acid  . . ™ Magnesium  sulphate  . 7;o 

„ j.  ,i  ’t.  t?  Albumen.  . • • 49 u 

Sodium  chlonde  • • 3 d . . 98'0 

Sugar  . • • • / 

It  will  be  seen  from  the  above  table  that  the  difference  between  the  rates 
a very  great.  ^alb— d 

diffusible  These  last  substances,  like  hydrated  silicic 

largeTsise  of  t heir  molecules  which  hinders  their  passing  through  minute 
aPeSSSam  devised  a method 

diffusibility,  which  he  called  dialysis.  His  dialyser  fng.  55) 


Fig  133 


Fig.  134 


, , ■ 1,  ctretched  while  wet  a sheet  of  parchment 

ring  of  gutta-percha,  over  which  inches  hlgh  and  ten  inches  in  dia- 

paper,  forming  thus  a vessel  a *chment  papef.  After  pouring  m the 

mÿer,  the  bottom  of  which  1 P , • floateci  0n  a vessel  containing  a 

mixed  solution  to  be  chalysed  t e w ^ course  of  one  or  two  days  a 

purposes. 
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CHAPTER  III 
HYDRODYNAMICS 


141.  Hydrodynamics.— The  science  which  treats  of  the  motion  of  liquids 
is  called  hydrodynamics  ; and  the  application  of  the  principles  of  this  science 
to  conducting  and  raising  water  in  pipes  and  to  the  use  of  water  as  a motive 
power  is  known  by  the  name  of  hydraulics. 

142.  Velocity  of  efflux.  Torricelli’s  theorem. -Let  us  imagine  an  aper- 
tuie  made  in  the  bottom  of  any  vessel,  and  consider  the  case  of  a particle 
of  liquid  on  the  surface,  without  reference  to  those  which  are  beneath  If 
this  particle  fell  freely,  it  would  have  a velocity  on  reaching  the  orifice  equal 
to  that  of  any  other  body  falling  through  the  distance  between  the  level  of 
the  liquid  and  the  orifice.  This,  from  the  laws  of  falling  bodies,  is  f-zgh  in 
which  g is  the  acceleration  due  to  gravity,  and  h the  height.  If  the  liquid 
is  maintained  at  the  same  level,  for  instance,  by  a stream  of  water  running 
into  the  vessel,  sufficient  to  replace  what  has  escaped,  the  particles  will 

s°ream°ne  * ^ 6 Same  velocit>’  and  "ill  issue  in  the  form  of  a 

statld easaWfnÏ thC  Velw/ty °fffflUX  WaS  discovered  by  Torricelli.  It  may  be 
stated  as  follows  : The  velocity  of  efflux  is  the  velocity  which  a freelv 

ailing  body  would  have  on  reaching  the  orifice  after  having  started  from 
a state  of  rest  at  the  surface.  It  is  expressed  by  the  formula  v = fiigh  f 

den  1 of  dm  T yr,  r llf  kW  that  the  velocity  of afflux  depends  on  the 
Thrn  t the.onfic®  beIow  the  surface,  and  not  on  the  nature  of  the  liquid 
Through  orifices  of  equal  size  and  of  the  same  depth,  water  and  mercurv 
Yvoulct  issue  with  the  same  velocity  ; for  although  the  density  of  the  latter 
q ' ls  greater,  the  weight  of  the  column,  and  consequently  the  pressure 

_ gie.ater.toa  rt  follows  further  that  the  velocities  of  efflux  are  directlv 
proportional  to  the  square  roots  of  the  depth  of  the  orifices  Wa^con  d 

w l°mnan  0n^100  inches  below  the  surface  with  ten  times  the  velockv 
T.V  llch  It:  would  lssue  from  one  an  inch  below  the  surface  } 
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bullet  fired  from  a gun,  with  its  barrel  horizontal.  It  is  well  known that  the 
bullet  describes  a parabola  (53)  with  a vertical  axis,  the  vertex  being  t 

t • inf  mrwtPC  in  1 IlCi  SclIllC 


muzzle  of  the  gun. 


Fig-  135 


-aboia  t53/  wun  a vciuuu  «^0,  u 

Now,  since  each  particle  of  jet  moves  in  the  same 
curve,  the  jet  itself  takes  the  paia- 
bolic  form. 

In  every  parabola  there  is  a 
certain  point  called  the  focus,  and 
the  distance  from  the  vertex  to  the 
focus  fixes  the  magnitude  of  a para- 
bola in  much  the  same  manner  as 
the  distance  from  the  centre  to  the 
circumference  fixes  the  magnitude 
of  a circle.  Now  it  can  easily  he 
proved  that  the  focus  is  as  much 
below  as  the  surface  of  the  water  is 
above  the  orifice.  Accordingly,  if 
water  issues  through  orifices  which 


-•to-  Wet  ICI 

are  small  in  comparison  with  the  dimensions  of  the  vessel,  the  jets  f ro.n  o nfices 

h dirent  ***• 

demonstmte  that  the. f ^ from  an  orifice  in  a vertical 

jlK'ïï  r*s:  » £ 

surface  of  the  liquid  to  that  onfice,  Ue  je  oug  es  which  fall  hinder 

^erinrents  of  «hi.  nature  the  truth  ofi 

Torricelli’s  law  has  been  demonstrated.  e the  sides  of 

,4S.  Quantity  of  -to.  V»  ""^;ifice  t0  be  a small  circle  whose: 

a vessel  containing  water  to  be  , ,,;tv  of  water  E discharged  in  a 

arcaisA'"e^Hë^:]f^Sfi 

fig.  ,36,  m which  AB  represents  | true  of  an 

aC“sideTÀe  ^Ll  Ever;pmticlé  above  All 
— s out  0™.,  rmd  m — 
a pressure  on  those  near  it.  Those  that 1 ^ ^ near 

exert  pr^esm  ^direction  RQ  . those  in  the 

the  centi  . pQp  in  consequence,  the  water 

intermediate  parts  in  the  directio  0 • ^ ^ which  does  escape, 
within  the  space  PQP  wunaWeftOm  ^ conlracts,  and  takes  the  form 
instead  of  assuming  a cy  V esCaping  jet  continues  to  conti act 

fro.nthe  orifice  about  equal  to  the  diameter  of  the  orifice. 


Fig.  136 
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This  part  of  the  jet  is  called  the  vena  contracta.  It  is  found  that  the  area 
of  its  smallest  section  is  about  f or  0-625  of  that  of  the  orifice.  Accord- 
ingly, the  true  value  of  the  efflux  per  second  is  given  approximately  by  the 

formula  E = 0-62  A y 2 gh, 

or  the  actual  value  of  E is  about  0-62  of  its  theoretical  value. 

146.  Influence  of  tubes  on  the  quantity  of  efflux. — The  result  given 
in  the  last  article  has  reference  to  an  aperture  in  a thin  wall.  If  a cylindrical 
or  conical  efflux  tube  is  fitted  to  the  aperture,  the  amount  of  the  efflux  is 
considerably  increased,  and  in  some  cases  falls  but  little  short  of  its  theoretical 
value. 

A short  cylindrical  ajutage,  whose  length  is  from  two  to  three  times  its  dia- 
meter, has  been  found  to  increase  the  efflux  per  second  to  about  o-82A  y 2 gh. 
In  this  Case  the  water  on  entering  the  ajutage  forms  a contracted  vein 
(fig.  137),  just  as  it  would  do  on  issuing  freely  into  the  air  ; but  afterwards  it 
expands,  and,  in  consequence  of  the  adhesion  of  the  water  to  the  interior  sur- 
face of  the  tube,  has,  on  leaving  the  ajutage,  a section  greater  than  that  of  the 
contracted  vein.  The  contraction  of  the  jet  within  the  ajutage  causes  a par- 
tial vacuum.  If  an  aperture  is  made  in  the  ajutage,  near  the  point  of  greatest 
contraction,  and  is  fitted  with  a vertical  tube,  the 
other  end  of  which  dips  into  water  (fig.  137),  it  is 
found  that  water  rises  in  the  vertical  tube,  thereby 
proving  the  formation  of  a partial  vacuum. 

If  the  ajutage  has  the  form  of  a conical  frus- 
tum whose  larger  end  is  at  the  aperture,  the 
efflux-rate  may  be  raised  to  o-c)2A.\/2gh,  pro- 
vided the  dimensions  are  properly  chosen.  If  the 
smaller  end  of  a frustum  of  a cone  of  suitable 
dimensions  be  fitted  to  the  orifice,  the  efflux 
may  be  still  further  increased,  and  fall  very  little 
short  of  the  theoretical  amount. 

When  the  ajutage  has  more  than  a certain 
length,  a considerable  diminution  takes  place  in 
the  amount  of  the  efflux  ; for  example,  if  its  length 
is  48  times  its  diameter,  the  efflux  is  reduced  to  o-63A  y 2 gh.  This  arises  from 
the  fact  that,  when  water  passes  along  cylindrical  tubes,  the  resistance 
increases  with  the  length  of  the  tube  ; for  a thin  layer  of  liquid  is  attracted 
to  the  walls  by  adhesion,  and  the  internal  flowing  liquid  rubs  against  this. 
The  resistance  which  gives  rise  to  this  result  is  called  hydraulic  friction  ; it 
is  independent  of  the  material  of  the  tube,  provided  the  tube  is  not 
roughened  ; but  depends  chiefly  on  the  viscosity  of  the  liquid  ; for  instance, 
ice-cold  water  experiences  a greater  resistance  than  lukewarm  water. 

According  to  Prony,  the  mean  velocity  v of  water  in  a cast-iron  pipe  of 
the  length  /,  and  the  diameter  d,  under  the  pressure/,  is  in  metres 

v =26-8  y& 

This  is  on  the  assumption  that  the  tubes  are  straight.  Any  angle  or 
curvature  of  the  tube  diminishes  the  velocity,  seeing  that  part  of  the  motion 
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is  used  up  in  pressure  against  the  sides.  Thus  Venturi  found  that  the  time 
requisite  to  fill  a small  vessel  by  means  of  a tube  38  inches  in  length  by  3-3 
in  diameter  was  45,  50,  or  70  seconds,  according  as  the  tube  was  straight, 
curved,  or  bent  at  a right  angle. 

By  means  of  hydraulic  pressure  Tresca  submitted  solids  such  as  silver, 
lead,  iron  and  steel,  powders  like  sand,  soft  plastic  substances  such  as  clay, 
and  brittle  bodies  like  ice,  to  such  enormous  pressures  as  100,000  kilo- 
grammes per  square  centimetre,  and  found  that  they  then  behave  like 
fluid  bodies.  His  experiments  show  alsoihat  these  bodies  transmit  pressure 
equally  in  all  directions  when  the  pressure  is  large  enough. 

147.  Viscosity.  Efflux  through  capillary  tubes.— The  flow  of  liquids 
through  fine- tubes  was  investigated  by  Poiseuille  (in  1843)  by  means 
of  the  apparatus  represented  in  fig.  138,  in  which  the  capillary  tube  AL 

is  sealed  to  a glass  tube  on 
which  a bulb  is  blown.  The 
volume  of  the  space  between 
the  marks  M and  N is 
accurately  determined,  and 
the  apparatus,  having  been 
filled  with  the  liquid  under 
examination  by  suction,  is 
connected  at  the  end  M 
with  a reservoir  of  com- 
pressed air,  in  which  the 
pressure  is  measured  by 
means  of  a mercury  mano- 
meter (184).  The  time  is 
then  noted  which  is  required 
for  the  level  of  the  liquid  to 
sink  from  M to  N,  the  pressure  remaining  constant.  It  is  thus  found  that  V , 
the  volume  which  flows  out  in  a second,  is,  with  close  approximation,  repre- 
sented by  the  formula 

V = ^, 

8i)l  ’ 

where  / is  the  length  and  r the  diameter  of  the  tube  in  t rnll 

pressure  in  dynes  per  square  centimetre,  and  , 
friction  or  coefficient  of  viscosity  ; which  may  be  defined  as 
\o  motion  offered  by  two  layers  of  the  liquid  of  unit  surface,  and  at  urn 
distance  apart,  one  layer  being  supposed  fixed  and  the  other  mqvmygr 

and  parallel  to  it.  If  R is  the  resistance  per  unit  area  experienced  by 

layer  moving  with  velocity  7/,  and  « be  the  distance  between  the  fixed  and 
moving  layers,  R = \ When  we  know  the  dimensions  of  the  apparatus,  a 

determination  of  thewlume  which  flows  out  in  a given  time  is  a ready  means 
of  SnUe  u If  the  liquid  which  flows  out  through  the  tube  is  one  which 
moistens  it,  a layer  of  liquid  adheres  to  the  side  ; and  accordmgly  the  frict,^ 
which  the  liquid  experiences  is  not  that  against  the  sid^ ,bu < that  o he 
particles  against  each  other.  This  coefficient  vanes  with  the  natme  of  the 
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liquid  and  the  temperature.  The  liquids  ether,  water,  sulphuric  acid,  linseed 
oil,  Venice  turpentine,  syrup,  pitch,  represent,  for  instance,  a series  with 

increasing  viscosity.  The  reciprocal  of  the  viscosity,  or  I,  is  called  the 

fluidity  ; it  appears  probable  that  this  increases  with  the  temperature  in  the 
santé  îatio  as  the  conductivity  for  electricity.  The  coefficient  of  internal 
friction  is  greater  in  the  case  of  solution  of  salts  than  with  water,  and 
inci eases  with  the  strength  of  the  solution.  It  greatly  diminishes  with  the 
temperature,  and,  for  water,  at  6o°  is  one-third  what  it  is  at  zero. 

A convenient  apparatus  for  the  purpose,  more  particularly  for  comparative 
measurements,  is  that  given  by  Ostwald  (fig.  139).  It  consists  essentially  of 
a tube,  dc,  which  is  narrowed  at  c,  and  opens  into  a 
bulb,  to  which  is  attached  the  capillary  ai,  which 
again  terminates  in  the  wider  tube  be.  The  tube 
is  filled  with  liquid  from  the  bottle  up  to  the  point  c, 
by  aspiration  through  the  rubber  tube  ; the  liquid 
is  then  allowed  to  flow  out,  and  the  time  noted 
which  its  surface  takes  in  falling  from  c to  a 
mark,  a.  If  the  experiment  is  made  with  water, 
which  is  taken  as  standard,  then,  using  the  same 
appaiatus,  other  liquids  may  be  compared  with  it  j 
this  has  the  advantage  of  dispensing  with  a deter- 
mination of  the  dimensions  of  the  tube,  and  par- 
ticularly of  the  diameter— a matter  of  importance, 
since  its  fourth  power  occurs  in  the  formula,  and  thus 
any  error  in  its  determination  greatly  affects  the 
result. 

If  / is  the  time  required  for  the  flow  of  the 
given  volume  of  water,  and  t'  that  of  a liquid  whose 
coefficient  is  >/  and  sp.  gr.  a,  then 

rf  _ at' 

1 ~t’ 


the^oefficient  of  viscosity  of  water  being  ,,  and  its  density  unity 

, the  inner  one  rotates  with  the  axle  The  internal  ^ ■ 

ss  of  lubrica,or5 

Of  a^orbontaUisc' luspmded  w"a 'tl™  'll  "?  amplit“de  of  the  oscillations 

™,s  a*  *°°  %ht  - 

is  sometimes 

exhibited  in  a marked  manne  -Tv  a 7 C7erence  between  the  two  is 
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needle  The  needle  will  be  deflected  by  the  approach  of  a magnet  on  the 
outside,  and  will,  when  ,he  -ts«.  is  removed  oscillate 
comine  to  rest.  But  if  the  needle  is  on  the  surface  of  the  liquid  the  résista 
to  motion  is  enormously  greater,  and  a strong  magnet  must  b' 
close  to  the  needle  before  it  will  produce  any  deviation.  In  the  case 
water  and  most  other  liquids  no  such  marked  difference  is  found  between 

lh%lrfToroiXw-When  water  issues  by  a circular  aperture  in  the 

ralS^cntsconsisiofdropseatended 


1 


Fig.  14° 


Fig.  I41 


Fig.  142 


in  a horizontal  direction,  and  the  noda  g^  respectively  a fixed  position, 

And  as  the  ventral  and  nodal  seg‘™  'ed  and  flattened  while  it  is  falling 

each  drop  must  alternately  be“^e  e 0 - smaUer  ones,  so  that  the  whole 
(fig.  1 4 1 )■  Between  any  two  drops  thei earesrm 

jet&has  a tube-like  appearance.  explained  as  being  due  to  vibrations 

These  alterations  in  form  hate  bee  .g  modified  by  extraneous 

in  the  mouth  of  the  vessel  1 se  . , but  only  when  these  influences 

influences,  such  as  musical  and  olhe,  oundjhol^  ^ ^ ^ f 

affect  the  edges  themselves.  Whe n tl  cease  also  ; they  are 
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other.  If  the  aperture  is  not  circular,  the  form  of  the  jet  undergoes  curious 
changes. 

When  air  issues  from  a gasholder  under  a pressure  of  48  atmospheres, 
the  jet  can  be  ascertained  by  photography  to  be  resolved  into  a series  of 
drops  of  air  following  each  other  at  equal  intervals. 

150.  Barker’s  mill. — If  water  is  contained  in  a vessel,  and  an  aperture 
is  made  in  one  of  the  sides,  the  pressure  at  this  point  is  removed,  for  it  is 
expended  in  sending  out  the  water  ; but  it  remains  on  the  other  side  ; and  if 
the  vessel  were  movable  in  a horizontal  direction,  it  would  move  in  a direc- 
tion opposite  to  that  of  the  issuing  jet.  This  is  illustrated  by  the  apparatus 
known  as  the  hydraulic  tourniquet  or  Barker's  mill  (fig.  142).  It  consists 
of  a glass  vessel,  M,  containing  water,  and  capable  of  moving  about  its 
vertical  axis.  At  the  lower  part  there  is  a tube,  C,  bent  horizontally  in  oppo- 
site directions  at  the  two  ends.  If  the  vessel  were  full  of  water  and  the  tubes 
closed,  the  pressure  on  the  opposite  ends  of  the  part  A would  balance  each 
other,  being  equal  and  acting  in  contrary  directions  ; but,  when  the  cap 
is  removed  from  the  end  of  A,  the  water  runs  out,  and  the  pressure  is  not 
exerted  on  the  open  part,  but  only  on  the  opposite  side,  as  shown  by  the 
arrow.  And  this  pressure,  not  being  neutralised  by  an  opposite  pressure, 
imparts  a rotatory  motion  in  the  direction  of  the  arrow,  the  velocity  of 
which  increases  with  the  height  of  the  liquid  and  the  size  of  the  aperture. 

The  same  piinciple  may  be  illustrated  by  the  following  experiment.  A 
tall  cylindei  containing  water,  and  provided  with  a lateral  stopcock  near  the 
bottom,  is  placed  on  a light  shallow  dish  on  water,  so  that  it  easily  floats. 
On  opening  the  stopcock  so  as  to  allow  water  to  flow  out,  the  vessel 
is  observed  to  move  in  a direction  diametrically  opposite  to  that  in  which 
t le  water  is  issuing.  Similarly,  if  a vessel  containing  water  is  suspended 
by  a string,  and  an  aperture  is  made  in  one  of  the  sides,  the  water  will  jet  out 
and  the  vessel  be  deflected  away  from  the  vertical  in  the  opposite  direction. 

Segneds  water-wheel  and  the  reaction  machine  depend  on  this  principle 
So  also  do  rotating  fireworks  ; that  is,  an  unbalanced  reaction  from  the 
mated  gases  which  issue  from  openings  in  them  gives  them  motion  in  the 
opposite  direction. 

151.  Water-wheels.  Turbines. -When  water  is  continuously  flowing 
ram  a higher  to  a lower  level,  it  may  be  made  use  of  as  a motive  power 
eitiei  in  virtue  of  its  potential  energy,  or  by  allowing  it  to  descend  and 
making  use  0f  the  resulting  kinetic  energy.  The  motive  power  of  water  is 

piaCt'Ce  either  by  the  a§'ency  °f  water-wheels,  turbines , rams,  or 
Hydraulic  engines.  ’ 

Water- wheels  are  wheels  provided  with  buckets  or  float-boards  at  the 
circumference  on  which  the  water  acts  either  by  pressure  or  by  nmact 
They  are  made  to  turn  about  a horizontal  axis,  and  are  of  two  principal 
. nds  undershot  and  overshot.  In  undershot  wheels  the  float-boards  ire 
l aced  iadially-that  is  at  right  angles  to  the  circumference  of  the  wheel 

b""S  ' i-to  -chanickl 
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used  with  a small  quantity  of  water  which  has  a high  fall,  as  with  small 
mountain  streams.  On  the  circumference  of  the  wheel  there  are  bucket 
of  a peculiar  shape.  The  water  falls  into  the  buckets  on  the  upper  part 
the  wheel  which  is  thus  moved  by  the  weight  of  the  water,  and  as  each 
bucket  arrives  at  the  lowest  point  of  revolution  it  discharges  all  the  water, 

a11  C An °o vershot ^vheel  driven  by  an  extraneous  force  may  be  used  for  raising 
water)  as  in  hedging  machines  I and  an  undershot  wheel  for  moving  a vessel 
to  which  its  axis  is  fixed,  as  in  the  paddles  of  steam-vessels. 

The  turbine  is  similar  in  principle  to  the  hydraulic 
wheel  ( i qo)  Turbines  may  be  divided  into  two  general  classes,  viz.  Reaction 
i Imprdse  turbines.  i/the  former  the  energy  of  the  water  « : parque 

ss 

order  to  prevent  waste  of  energy  g & e surrounded  by 

' sf.î 

relatively  to  the  wheel  is  along  tie  ia  ’ , , blades  at  exit  enables 

the  water  without  shock  ; similarly  the  curve  of  the  b ades  at  e 

the  water  to  be  discharged  with  a to  tlm  ^ ^ & 

space  in  ^Srection'  along*  the  radius  just  sufficient  to  clear 

U,ei” TLari  Jl™  turHnes  the  water  « *e 

outer  circumference,  and  passing  through  the  wheel  is  g 

parallel  to  the  axis,  so  that  t e mo  10  recently  been  erected  at  the 

axis.  The  largest  turbine  '“^treï  “ his  turbine  the  central 
Shawinigan  Falls,  9°  miles  from  MonKal , in  ^ 

opening  for  the  inflowing  water  is  to  converted  into  kinetic  energy 

,»  rmfuls,  mrHnts  afl  the  wheel  is  to  convert  the 

before  reaching  the  machine,  and  i * f )le  e is  tge 

kinetic  energy  directly „ case,  has  a number  of 
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combined  with  the  speed  of  the  wheel  ensures  the  water  falling  clear  of  the 
wheel  to  the  lower  part  of  the  case,  where  it  is  drained  away.  If  the  speed 
of  the  buckets  were  half  the  speed  of  the  jet  the  whole  of  the  velocity  of  the 
water  would  be  absorbed,  the  water  simply  falling  from  the  buckets  by 
gravity,  and  then  the  efficiency  would  be  100  per  cent.  But  in  practice  the 
water  must  have  a small  velocity  to  ensure  it  clearing  the  wheel,  and,  besides, 
a bucket  passing  into  the  jet  interferes  slightly  with  the  one  passing  out,  and 
an  efficiency  of  only  about  80  per  cent,  can  be  obtained. 

It  might  be  mentioned  that  in  a reaction  type  of  turbine  if  the  supply  of 
water  is  small,  so  that  the  passages  are  not  filled,  and  consequently  the 
pi  essuie  is  atmospheric  throughout  the  wheel,  the  action  is  purely  that  of 
an  impulse  turbine. 

The  total  theoretical  effect  of  a fall  of  water  is  never  realised  ; for  the 
water,  after  acting  on  the  wheel,  still  retains  some  velocity,  and  therefore 
does  not  impart  the  whole  of  its  energy  to  the  wheel.  In  many  cases  water 
flows  past  without  acting  at  all  ; if  the  water  acts  by  impact,  vibrations  are 
produced  which  are  transmitted  to  the  earth  and  lost  ; the  same  effect  is 
produced  by  the  friction  of  water  over  an  edge  of  the  sluice,  in  the  channel 
\V  rich  conveys  it,  or  against  the  wheel  itself,  as  well  as  by  the  friction  of 
tns  latter  against  the  axle.  A wheel  working  freely  in  a stream,  as  with  the 
corn  mills  on  the  Rhine  near  Mainz,  does  not  utilise  more  than  50  per  cent, 
of  the  theoretical  effect.  One  of  the  most  perfect  forms  of  turbine  will 
work  up  to  over  80  per  cent.  Turbines  also,  when  properly  designed,  may 
be  made  to  have  a very  high  efficiency  either  with  high  or  low  falls  ; while  on 
account  of  the  great  speed  at  which  they  run,  they  are  very  much  smaller 
than  water-wheels  in  proportion  to  their  power.  They  are  thus  more  ‘effi- 
cient motors  than  steam-engines,  which,  even  if  perfect,  can  only  transform  ' 
in  o woik  from  25  to  30  per  cent,  of  the  energy  represented  by  the  coal  they 
burn,  and  seldom  in  practice  utilise  more  than  half  of  this  percentage.  Y 
hp  '5IA'  Centrifugal  pumps.— The  reaction  turbines  are  reversible,' "and  may 
be  converted  into  pumps  by  being  driven  in  the  opposite  direction  and 
having  the  direction  of  the  water  reversed.  The  general  type  is  obtained 
y reversing  an  inward  flow  turbine,  the  wheel,  or  « impeller,’  being  rotated 

JL  steam.-enfflne  or  other  Pnme  mover,  and  water  is  supplied  at  the  centre 
th  radial  velocity  only.  The  blades  are  curved  in  such  a wav  that 

KeS?iY0da'  imparted  to  the  water  as  it  passes  through 
he  wheel , this  additional  kinetic  energy  causes  the  water  to  escape  at  the 
outer  circumference  into  a circular  chamber,  arranged  with  a graduahv  in 

meansngfal?  °f  *eCt}°n  aS  * comPletes  the  circumference  of  the  wheel  by 
eans  of  this  chamber  the  velocity  of  the  water  is  gradually  diminished 
P ducing  an  increase  in  pressure  which  enables  the  water  to  be  dk’ 
charged  at  a considerable  height,  or,  as  in  the  case  of  a surte  conden^ 

fric.lTrS?ef  °Ugh  3 nUmb"'  °f  Sn,a"  «*«•  ‘"«.Ivin*  large 

a.«;rJehÆ 

be  exerted  on  the  closure  as  well  as  on  the  sidefof  the  obe  ' \ Pi ‘ A’" 
energy  of  the  falling  water  is  thereby  converted  into  1 eat  ,1  ' ",e 

dangers  pressure  on  the  pipe.  The  existence  of  this  presse 
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observed  in  any  town  with  a high-pressure  watT#  supply,  by  the  sharp  click 
, j -r tao  through  which  water  is  flowing  is  suddenly  closed. 

b upwards,  L the  air  cne  , has  acquired  a certain 

quantity  through  the  valve  a,  ai  shut.  The  impact  thus 

velocity  it  raises  that  valve,  an  re  Qn  the  valve  ^ raises  this  valve, 

rddr;ia“go“-:s;is 

TJcfoLlZ IsTe  valve),  and  the  water  which  has  entered  is  raised 


and  when  it  has  acquired  sufficient  velocity  the  valve  * is  again  Cosed, 
and  the  whole  process  is  , | h[  many  times  as  great  as  the 

In  this  way  water  can  be  raised  to  a^g^  ^ ^ ^ ^ 

difference  m level  ion  ^ ^ height  of  ascent  would  be  to  the  fall 

friction,  and  m raising  t Jj  out  at  a is  to  that  which  is  raised. 

^ °f  Ae  Channd  C0UW  ^ raiS6d  t0  f°Ur  UmeS 
the  height  of  the  available  fall  water  was  one  of  the 

1 53-  Hydraulic  enpne^H  ^^ecent  times  that  attention  has  been 

earliest  sources  of  powei  , b . thJ advantage  of  using  hydraulic  power  m 
called  (first  by  Lord  Armstrong)  to  the  advar  ^ ^ ^ 

towns  and  other  Peaces  where  ^ ^ especially  where  the  use  of 

certain  classes  of  macmnes,  u 

the  machinery  is  onlY  t important  docks  and  large  warehouses  are 

For  this  purpose  the  mo  P Qf  obtaining  a water  supply  at  a very 
now  generally  furmshe  w pounds  to  the  square  inch.  Steam- 

« pump  water  more  or  ,es5  contmuousi, 
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into  what  are  practically  large  cylinders  with  immensely  heavy  pistons  loaded 
to  the  required  pressure.  These  vessels  are  called  accumulators , and  pipes 
from  them  are  led  away  to  the  various  places  (lock  gates,  sluice  valves, 
cranes,  capstans,  &c.)  where  power  may  be  wanted.  At  each  of  these  places' 
there  is  some  kind  of  hydraulic  motor  suitable  to  the  particular  work  to  be 
done,  and  this  motoi  can  be  instantaneously  set  to  work  by  opening'  the 
communication  between  it  and  the  high-pressure  water  in  the  accumulator. 
The  motor  used  is  not  uncommonly  a small  engine  similar  in  principle  to 
a steam-engine,  and  one  of  the  best  of  these  engines  is  that  illustrated  in 
fig-  !44i  which  is  the  invention  of  Schmidt  of  Ziirich.  It  consists  of  a 
cylinder  fitted  with  a piston,  c,  whose  rod  is  connected  directly  to  a crank 
upon  a horizontal  shaft.  The  cylinder  has  two  ports  or  passages,  a and  b 
one  at  each  end,  both  terminating  below  in  openings  upon  a convex  curved 
face,  which  is  kept  continually  pressed  against  a similar  concave  face  upon 


Fig.  144 


the  framing  of  the  engine^  In  this  fixed  face  are  also  an  inlet  port  or  passage 
£\,apnd,  0lltlej-  passages  B.  When  the  cylinder  is  in  the  position  shown 
n the  figure,  the  high-pressure  water  is  passing  through  A and  b forcing 
he  piston  along,  and  driving  out  the  already  used  water  through  « and 
i ' , A ■ he  piSJ?  m°ves  and  turns  the  crank,  the  cylinder  oscillates  on 

th.  TT’f  ïy-the  timC  the  piSt0n  has  Sot  t0  the  end  of  its  stroke 
the  cylinder  then  being  horizontal,  the  process  is  just  being  reversed  water 

passing  in  through  A and  a,  and  out  through  b and  B.  W is  an  air  vessel 
for  preventing  shocks.  an -vessel 

This  motor  utilises  90  per  cent,  of  the  available  power  ; in  this  resnect  it 
far  exceeds  a steam-engine,  which  does  not  utilise  more  than  10  per  cent  of 
the  powei  due  to  the  consumption  of  the  coal  burnt.  ’ f 

The  chief  drawback  to  the  use  of  water-oower  PY 1 
“ **'  ^ -0-  pressure,  i,  * 


144 


On  Liquids 


[153- 


of  the  crank  shaft  two  complete  cylinders  full  of  water  must  be  passed 
through  such  an  engine,  a,  the watt tr  cannot  be  'J”" ^^ter' will  be 
With  any  given  pressa  e it  ts ^easy  to  find  o inch, 

su/polng  the  ^ of  the 

machine  to  be  7o  per  cent.  (480),  - about  6SS  cubic  fee,  or  4»» 

gallons  per  hour,  a quantity  the  cos,  of«bich  would  in  most  P" 

of  this  power  out  of  the  questio  . therefore  oniy  jn 

Ses'whe'r"  r^high-P^^ly  » ^ble  tha,  the  power  can 
“ supplied  .0 

S = PfSSÈ-r  -,  J When 

only  the  quantity  actually  consumed  ts  patd  lot  water  multiplied 

Water-power  is  usually  represonted  by  k. 'eigtit^  ,Jy  half 

into  the  height  of  the  available  fal  , -Aelocity  Both  measurements 

the  product  of  the  mass  into  the^sq  ^ ^ |Jling  every  hour  over 

give  the  same  result  ( )•  _ taking  the  vertical  depth  at  150, 

Niagara  is  estimated  at  100,000,00  , . have  total  fall  from 

andldding  to  this  . So  as  representing  the  «f„rn,sh  l6i8oo,ooo 

lake  to  lake  of  300  feet.  would  require  an  annual  consump- 

horse-power,  which,  if  ûtrmshe  ry  ’ ndsper  hour  for  the  horse-power. 

year,,,  ,** 


-154] 


145 


BOOK  IV 

ON  GASES 


CHAPTER  I 

PROPERTIES  OF  GASES.  ATMOSPHERE.  BAROMETERS 

154.  Physical  properties  of  gases.— Gases  are  bodies  which,  unlike 

vlme  The°  mdTn  ent  ShapC’  and>  UnlikG  Iicluids>  have  110  independent 
volume.  Their  molecules  possess  almost  perfect  mobility  ; they  are  con- 
ceived as  darting  about  in  all  directions,  and  are  continually  [ending  to 

are^ten  **  compresïibility  /ases 

rwüT8  afdimUidS  haVC  S6Veral  properties  in  common,  and  some  in  which 
Thi  in  bodi  dm  are;n,reahty  °nly  different  degrees  of  the  same  property, 
perfect^ ^Ledom  of  ; in  gases  with  almost 

viscosity  (147).  ’ Both^^eSCompressîw^fth^ugh''inl^erya (M^^t^de^rees^ 

% r 

pait,  while  the  gas  is  compressed  by  one-half.  In  density  there  is  1 m-ent 

iiiipliP 

may  be  s„  t tSV™  ‘"T'"™5-  ,h'  fm“  °f  cohesion 
temperature  is  above  its  criti L 
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to  atmospheric  air  as  their  lVP®-  nroDertv  of  gases,  their  tendency  to 

cock  and  about  half  full  of  air,  is  placed  under 

the  receiver  of  the  air-pump  (fig- 145)-  ien 
the  pump  is  worked  the  bladder  immediately 
distends.  This  arises  from  the  fact  that  the 
molecules  of  air  flying  about  in  all  directions 
(294)  press  against  the  sides  of  the  bladder. 
Under  ordinary  conditions,  the  pressure  in- 
side the  bladder  is  counterbalanced  by  the 
air  in  the  receiver,  which  exerts  an  equal  and 
contrary  pressure.  But  when  the  pressure 
inside  the  bladder  is  removed  or  partially 
removed,  by  exhausting  the  ® 

internal  pressure  becomes  evident, 
air  is  admitted  into  the  receiver,  the  bladder 

resumes  its  original  form. 

r c6  Compressibility  of  gases.  In 
compressibility  of  gases  is  readily  shorn  y 

Fig.  1+5  the  pneumatic  syringe  (fig.  J4  )•  . 

, 1 J nt  one  end  and  provided  with  a tight-fitting 

sists  of  a stout  glass  tube  c os  ^ ^ is  pressed  it  moves  down  m the 

solid  piston.  When  the  1 Pd  • t0  a smaller  volume  ; but  as  soon 

ïï’rtsr»”  rs* regai„s  ^ 

rises  to  its  former  position. 


Fig.  M6 


„ .i„:r  extreme  fluidity  and  expansibility, 

157.  Weight  of  gases. -From  then  , they  nevertheless 

gases  seem  to  be  this,  a glass  globe  of  3 or  4 

possess  weight  like  solids  an  q ngck  of  wh;ch  is  provided  with  a stop- 
quarts  capacity  is  taken  (fig.  47 ),  1 which  it  can  be  screwed  to  the 

cock,  which  hermetically  closes W . and  Y ^ and  its  weight  deter- 

££~  Air  i.  - -U-  >o  —,  - 
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globe  again  weighed.  The  weight  in  the  second  case  will  be  found  to  be 
greater  than  befoie,  and  if  the  capacity  of  the  vessel  is  known  in  cubic 
centimetres,  the  increase  will  obviously  be  the  weight  of 
that  volume  of  air,  and  from  it  the  weight  per  cubic  centi- 
metre or  per  litre  can  be  determined. 

By  a modification  of  this  method,  and  with  the  adoption 
of  certain  précautions,  the  weight  of  air  and  of  other  gases 
has  been  determined.  Perhaps  the  most  accurate  are  those 
of  Régnault,  who  found  that  a litre  of  dry  air  at  o°  C.,  and 
under  a pressure  of  760  millimetres,  weighs  1-293 187  gramme. 

Since  a litre  of  water  (or  1000  cubic  centimetres)  at  o° 
weighs  -999877  gramme,  the  density  of  air  is  0-00129334  that 
of  water  under  the  same  conditions  ; that  is,  water  is  773 
times  as  heavy  as  air  at  o°  C.  Expressed  in  English  measures 
100  cubic  inches  of  dry  air  under  the  ordinary  atmospheric 
pressure  of  30  inches  and  at  the  temperature  of  160  C.  weigh 
31  grains  ; the  same  volume  of  carbonic  acid  gas  under  the 
same  circumstances  weighs  47-25  grains  ; 100  cubic  inches 
of  hydrogen,  the  lightest  of  all  gases,  weigh  2-14  grains  • 
and  100  cubic  inches  of  hydriodic  acid  gas  weigh  146  grains! 

158.  Pressure  exerted  by  gases.— Gases  exert  on  their 
own  molecules,  and  on  the  sides  of  vessels  which  contain  them  pressures 
»hich  may  be  regarded  from  two  points  of  view.  First,  we  may  neglect 
the  we, girt  of  the  gas  ; secondly,  we  may  take  account  of  its  weight  If  we 
neglect  the  weight  of  any  gaseous  mass  at  rest,  and  only  cons  der  its  e'paT 
ve  force,  ,t  will  be  seen  that  the  pressures  due  to  this  forie ic!  wkh X' 
ame  stiength  on  all  points,  both  of  the  mass  itself  and  of  the  vessel  in  which 
, ,s  contamed.  This  principle  of  the  equality  of  the  pressure  „1  "j‘s  * 
all  directions  may  be  shown  experimentally  bv  means  nf  f 

sembling  that  by  which  the  same  principle  is  demonstrated  for  liqificE  (fig^S 
we  consider  the  weight  of  any  gas,  we  shall  see  that  it  gives  rise  to 
piessures  which  obey  the  same  laws  as  those  produced  by  the  we  ieht  of 

the  air  enclosed  between  two  horizontal  planes  'This  portion^  P°'t,0n  °f 

?•  Point  in  a direct, on  a.  S«  angle  to  ^ ““ 

increases  from  the  top  of  the  columfto  tie  bit  a,  î“  r" 
acts  equally  on  equal  surfaces,  and  at  right  angles  to  tLm  5 
are  horizontal,  vertical  or  inclined  TlJ  g them>  whether  they 

the  vessel,  and  on  any  Lnall  surface  it  ^ °f 

^dimensions  of  the  supposed  cy, infer,  provided  .Ctigh.lemainîr 

insignificant,  and  maybe  neglected^  butTor  Tt,  ^ l°  Weight  are 
sphere,  the  pressure/are  "'C 
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m ntmosohere  • its  composition.-The  atmosphere  is  the  layer 
of  SÆ  —,  our 

an'd  are  courrai  dis- 

lUrt!s^“m,.ure  of  oxygen  and  ni.rogen  gases, 
composition  by  volume  being  as  follows  . 

Nitrogen  ••••'’ 

Oxygen 

Aqueous  vapour 
Carbonic  acid 


its  average 

78-49 

20-63 

0-84 

0-04 

IOO'OO 


The  nitrogen 

— “ — Ct" 

its  discoverers  have  given  the  ™™^ensed  at°a  temperature  of  - 12O  C, 
again  as  ordinary  nitrogen  and  & colourless  Uquid.  When  cooled  to 

under  a pressure  of  51  a^°sp  ^ Ramsay  has  discovered  the  presence 
- I9°°  c-  11  solidifies.  Mo  Y argon,  to  which  the  names  neon, 

of  other  gases  in  the  atmosphere  ale » g 8 bable  also  that  hydrogen 

krypton,  and  xenon  have  been  given.  It  is  piooa 

exists  in  the  atmosphere  Aspiration  of  animals,  from  the  pro- 

The  carbonic  acid  ^^^^Sposition  of  organic  substances. 

Sated  that  in  Paris  the  following  quan.it.es  of  carbon, c 
acid  are  produced  every  24  hours  : feet 

By  the  population  and  by  an, mais.  . >,895,^  __ 

By  processes  of  combustion  . • — i — _ 

7 103,996,000  „ 

Notwithstanding  this  enormous  commuai  fo^lanB  in  the 

composition  of  the  atmosphere  does  not^sen,  jy  assimilating  the  carbon, 

process  of  vegetation  decomp  which  is  being  continually  con- 

and  restoring  .0  the  “““^^fSmbustion. 

sumed  in  the  piocesses  1 neglect  the  perturbations  to  which 

,6o.  Atmospheric  « may  consider  ,. 

the  atmosphere  is  subject,  < grounding  the  earth  on  all  sides,  and 
as  a fluid  sea  of  a certain  dep  1 ^ & ’j  id  of  very  small  density, 

exercising  the  same  pressure : as  ^ ^ -s  constant  at  a given  level 

Consequently,  the  pi  essui  e column  0f  atmosphere  above  that  le%e 

being  equal  to  the  weigh  0f  area  (98).  It  will  act  at  right  angles 

whose  horizontal  section  is  t t ‘ lt  will  diminish  as  we  ascend,  and 

to  the  surface,  whatever  be  its  posit  • at  the  same  height,  the 

increase  as  we  descend  from  Aa  1 surfaces  will  be  proportional  to 

rÆ£r^“-idÆ  they  are  small  in  proport, on  to  the 

height  of  the  atmosphere.  , , • it  m;ght  be  supposed  that 
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proportion  as  the  air  expands,  its  expansive  force  decreases,  it  is  further 
weakened  by  the  low  temperature  of  the  upper  regions  of  the  atmosphere, 
so  that,  at  a certain  height,  equilibrium  is  established  between  the  expansive 
force  which  separates  the  molecules  and  the  action  of  gravity  which  draws 
them  towards  the  centre  of  the  earth.  It  is  therefore  concluded  that  the 
atmosphere  is  limited. 

from  the  rate  at  which  the  density  of  the  atmosphere  diminishes  as 
we  ascend,  and  from  the  observation  of  certain  phenomena  of  twilight,  its 
height  has  been  estimated  at  from  30  to  40  miles.  Above  that  height  the  air 
is  extremely  rarefied,  and  at  a height  of  60  miles  it  is  assumed  that  there  is  a 
perfect  vacuum.  On  the  other  hand,  meteorites  have  been  seen  at  a height 
of  200  miles,  and,  as  their  luminosity  is  undoubtedly  due  to  friction  against 
aii,  theie  must  be  air  at  such  a height.  This  higher  estimate  is  supported 
by  observations  made  at  Rio  Janeiro  on  the  twilight  arc,  by  M.  Liais,  who 
estimated  the  height  of  the  atmosphere  at  between  198  and  212  miles. 
The  question  as  to  the  exact  height  of  the  atmosphere  must  therefore  be 
considered  as  still  awaiting  settlement. 

As  it  has  been  previously  stated  that  100  cubic  inches  of  air  weigh 
31  giains,  it  will  readily  be  conceived  that  the  whole  atmosphere  exercises  a 
considerable  pressure  on  the  surface  of  the  earth.  The  existence  of  this 
pressui  e is  shown  by  the  following  experiments. 

i6r.  Crushing  force  of  the  atmosphere. — On  one  end  of  a stout  glass 
cylinder,  about  5 inches  high,  and  open  at  both  ends,  a piece  of  bladder  is 
tie  quite  an-tight.  The  other  end,  the  edge  of  which  is  ground  and  well 


rig.  14» 
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rig.  150 

greased,  is  pressed  on  the  plate  of  the  air-pump  (fig.  rag).  As  soon  as 
an  in  the  vessel  is  rarefied  by  working  the  air-pump,  the  bladder  is  denres' 
y the  weight  of  the  atmosphere  above  it,  and  finally  bursts  with  a k 
report  caused  by  the  sudden  entrance  of  the  air.  C 
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1 6^  Magdeburg  hemispheres. — The  preceding  experiment  only  serves 
to  illustrate  the  downward  pressure  of  the  atmosphere.  By  means  of  the 
Magdeburg  hemispheres  (figs.  149  and  150),  the  invention  of  which  « due  to 
Otto  von  Guericke,  burgomaster  of  Magdeburg,  it  can  be  shown  that  the 
pressure  acts  in  all  directions.  This  apparatus  consists  of  two  hollow  brass 
hemispheres  of  4 to  4 \ inches  diameter,  the  edges  of  which  are  made  to  fit 
tightly,  and  are  well  greased.  One  of  the  hemispheres  is  provided  with  a 
stopcock  by  which  it  can  be  screwed  on  to  the  air-pump,  and  on  the  othei  there 
is  a handle.  As  long  as  the  hemispheres  contain  air  they  can  be  separated 
without  any  difficulty,  for  the  external  pressure  of  the  atmosphere  is  counter- 
balanced by  the  pressure  of  the  air  in  the  interior.  But  when  the  a 
in  the  interior  is  pumped  out  by  means  of  the  air-pump,  the  hemispheres 
cannot  be  separated  without  a powerful  effort:  and  as  this  ,s  the  case  in 
whatever  position  they  are  held,  it  follows  that  the  atmospheric  pressure 
exerted  in  all  directions. 

determination  of  atmospheric  pressure,  barometers 
16,  Torricelli’s  experiment.— The  above  experiments  demonstrate  the 
existence  of  the  atmospheric  pressure,  but  they  give  no  precise  indication  as 

to  its  amount.  The  following  experiment, 
which  was  first  made  in  1643  by  Torri- 
celli, a pupil  of  Galileo,  gives  an  exact 
measure  of  the  pressure  of  the  atmo- 
sphere. 

A glass  tube  is  taken,  about  a yard 
long  and  a quarter  of  an  inch  internal 

diameter  (fig.  15O-  11  is  sealed  at  °n£ 

end,  and  is  quite  filled  with  mercury. 
The  aperture  C being  closed  by  the 
thumb,  the  tube  is  inverted,  the  open  end 
placed  in  a small  mercury  trough,  and 
the  thumb  removed.  The  tube  being  m 
a vertical  position,  the  column  of  mercury 
sinks,  and,  after  oscillating  some  time,  it 
finally  comes  to  rest  at  a height,  A,  about 
30  inches  above  the  mercury  in  the  trough. 
The  mercury  is  raised  in  the  tube  by  t le 
pressure  of  the  atmosphere  on  the  mer- 
cury in  the  trough.  There  is  no  contrai  y 
pressure  on  the  mercury  in  the  tube 
because  it  is  closed  ; but,  if  the  end  of 
the  tube  is  opened,  the  atmosphere  v i 
press  equally  inside  and  outside  the  tube 
and  the  mercury  will  sink  to  the  leve  o 
that  in  the  trough.  It  has  been  shown 
in  Hydrostatics  (106)  that  the  heights 
of  two  columns  of  liquid  in  commun.- 

«*»  each 

follows  that  the  pressure  of  the  atmosp  1 
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mercury  the  height  of  which  is  30  inches.  If  the  pressure  of  the  atmo- 
sphere diminishes,  the  height  of  the  column  which  it  can  sustain  must  also 
diminish. 

164.  Pascal’s  experiments.— Pascal,  who  wished  to  ascertain  whether 
the  force  which  sustained  the  mercury  in  the  tube  was  really  the  pressure 
of  the  atmosphere,  made  the  following  experiments,  (i.)  If  it  were  the  case, 
then  the  column  of  mercury  ought  to  be  lower  in  proportion  as  we  ascend  in 
the  atmosphere.  He  accordingly  requested  one  of  his  relatives  to  repeat 
Torricelli’s  experiment  on  the  summit  of  Puy  de  Dôme  in  Auvergne.  This 
was  done,  and  it  was  found  that  the  column  of  mercury  was  about  3 inches 
lower,  thus  proving  that  it  is  really  the  pressure  due  to  the  weight  of  the 
atmosphere  which  supports  the  mercury,  since,  when  this  weight  diminishes, 
the  height  of  the  column  also  diminishes,  (ii.)  Pascal  repeated  Torricelli’s 
experiment  at  Rouen  in  1646,  with  other  liquids.  He  closed  a tube  nearly 
50  feet  long,  at  one  end,  and,  having  filled  it  with  water,  placed  it  vertically  in 
a vessel  of  water,  and  found  that  the  water  stood  in  the  tube  at  a height  of 
34  feet  ; that  is,  13  6 times  as  high  as  mercury.  But  since  the  mercury  is  I3'6 
times  as  heavy  as  water,  the  height  of  the  column  of  water  was  exactly 
equal  to  that  of  a column  of  mercury  in  Torricelli’s  experiment,  and  it  was 
consequently  the  same  cause,  the  pressure  of  the  atmosphere,  which  succes- 
sively supported  the  two  liquids.  Pascal’s  other  experiments  with  oil  and 
with  wine  gave  similar  results. 

165.  Amount  of  the  atmospheric  pressure.— Let  us  assume  that  the 
tube  in  the  above  experiment  is  a cylinder,  the  section  of  which  is  equal  to  a 
square  inch  ; then,  since  the  height  of  the  column  of  mercury,  in  round  num- 
bers, is  30  inches,  the  column  will  contain  30  cubic  inches  ; and  as  a cubic 
inch  of  mercury  weighs  3433-5  grains  =0-49  of  a pound,  the  pressure  of  such 
a column  on  a square  inch  of  surface  is  equal  to  147  pounds.  In  round 
numbers,  the  pressure  of  the  atmosphere  is  taken  at  15  pounds  on  the  square 
inch.  A surface  of  a foot  square  contains  144  square  inches,  and  therefore 
the  pressure  upon  it  is  equal  to  2x17  pounds,  or  nearly  a ton.  Expressed 
in  the  metric  system  the  standard  atmospheric  pressure  at  o°  and  the  sea- 
level  is  760  millimetres,  which  is  equal  to  29-9217  inches  ; and  a calculation 
similar  to  the  above  shows  that  the  pressure  on  a square  centimetre  is 
- 1-032896  kilogramme,  or  1-01327  x io«  dynes  per  square  centimetre. 

or  convenience  of  calculation  Everett  has  proposed  to  adopt  the  pressure 
ot  a megadyne  per  square  centimetre,  or  xo8  C.G.S.  units  of  pressure- 
intensity  as  the  standard  pressure;  this  with  a value  of  ^=981 -17  at 

Greenwich  for  this  country  would  represent  a height  of  74-96  cm  or  20712 
inches.  J 

,,A  PressuJe  of  15  pounds  per  square  inch  is  called  a pressure  of  one  atmo- 
sphere. If,  for  instance,  the  pressure  of  the  steam  in  a boiler  is  such  that  each 
squaie  inch  of  the  internal  surface  is  exposed  to  a pressure  of  90  pounds 

Ti  15  ’ Say  that  tbe  steam  1S  under  a pressure  of  six  atmospheres 

Ihe  surface  of  the  body  of  a man  of  middle  size  is  about  16  square  feet  • 

-,e,?‘eJSUre’  therefore>  which  a man  supports  on  the  surface  of  his  body  is 
fmnn  P°unds>  or  nearly  >6  tons.  Such  an  enormous  pressure  might  seem 

thei-pSS1 3 6 t0  T bo,'ne  ’ but  11  must  be  remembered  that,  in  all  directions 

e are  equal  and  contrary  pressures  which  counterbalance  one  another.’ 
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It  might  also  be  supposed  that  the  effect  of  this  pressure,  acting  in  all  directions, 
would  be  to  press  the  body  together  and  crush  it.  But  the  solid  parts  of  the 
skeleton  could  resist  a far  greater  pressure  ; and  as  to  the  air  and  liquids 
contained  in  the  organs  and  vessels,  the  air  has  the  same  density  as  t e 
external  air,  and  cannot  be  further  compressed  by  the  atmospheric  pressure  ; 
and  from  what  has  been  said  about  liquids  (96),  it  is  clear  that  they  are 
virtually  incompressible.  Only  by  considerable  variations  in  pressure  is  the 
body  affected,  as  by  ascending  great  heights,  or  by  divers  in  diving  bells  anc 
the  like.  When  the  external  pressure  is  removed  from  any  portion  of  the 
body,  either  by  means  of  a cupping-vessel  or  by  the  air-pump,  the  pressure 
from  within  is  seen  by  the  distension  of  the  surface. 

166.  Different  kinds  of  barometers.— The  instruments  used  for  measuring 
the  atmospheric  pressure  are  called  barometers.  In  ordinary  barometers 
the  pressure  is  measured  by  the  height  of  a column  of  mercury  as  in  Torri- 
celli's experiment  ; the  barometers  which  we  are  about  to  describe  are  of  this 
kind.  But  there  are  barometers  without  any  liquid,  one  of  which,  the  anei  oid 

(188),  is  remarkable  for  its  simplicity  and  portability. 

167  Cistern  barometer. -The  cistern  barometer  consists  of  a straight 
glass  tube  closed  at  one  end,  about  33  inches  long,  fflied  with  mercury  an 
dipping  into  a cistern  also  containing  mercury.  In  order  to  render  the 
barometer  more  portable,  and  the  variations  of  leve  in  the 
perceptible  when  the  mercury  rises  or  falls  in  the  tube,  several  differen 
forms  have  been  constructed.  Fig.  152  represents  one  form  of  the ^cistern 
barometer  The  apparatus  is  fixed  to  a vertical  support,  on  the  upper  par 
"there  is  a^caie  graduated  in  millimetres  or  mch.s  from  t^level 
of  the  mercury  in  the  cistern  ; a movable  index,  0 , shovs 
level  of  the  mercury.  A thermometer  on  one  side  indicates  the  temperatui 
T^ere Is  one  fault  to  which  this  barometer  is  liable,  m common  with  a 
others  of  ti  e same  kind.  The  zero  of  the  scale  does  not  always  correspond 
to  the  leve  of  the  mercury  in  the  cistern.  For,  as  the  atmospheric  pressure 
is  not  always  the  same,  the  heigh,  of  the  mercurial  column  vanes  ; som^ 
times  mercury  is  forced  from  the  cistern  mto  the  tube,  and  “metmtes  f o 

the  tube  into  the  cistern,  so  that  in  the  majority  of  cases  ^etr  “the 
the  barometer  does  not  indicate  the  true  height.  If  the  diameter  01 
cisteÏnTstoge,  relatively  to  that  of  the  tube,  the  error  from  .lus  source,  wh.ch 
is  known  as  the  error  of  capacity , is  lessened. 

The  height  of  the  barometer  is  the  cl, s, laid 

mercury  in  the  tube  and  in  the  cistei  . inclined,  the  column 

always  be  perfectly  vertical  ; for  if  not  the  tube  be  g ^ scale  is  too 

of  mercury  is  elongated  (fig.  153).  and  the  num  , its  weight  at  the  base 
great.  As  the  pressure  (too), 

of  the  tube  is  independent  of  the  form  ot  me : ti  is  independent  of 

provided  it  is  not  capillary,  the  leig  1 o / inversely  as  the  density  of 

the  diameter  of  the  tube  and  of  its  sh  J ) , > the  sea  ;s  29-92, 

the  liquid.  With  mercury  the  mean  height  at  the  about 

or,  in  round  numbers,  30  inches  ; m a water  barometer 

34  feet,  or  10-33  metres.  -d  0f  by  graduating  the 

In  marine  barometers  the  error  of  capacity  J correction  depending 
scale,  not  in  the  true  measurements,  but  by  an  empirical  cor  l 
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on  the  relative  diameters  of  the  tube  and  cistern.  Thus  if  a rise  of  10  mm. 
in  the  tube  produced  a fall  of  1 mm.  in  the  cistern,  the  true  change  would  not 
be  10  mm.  but  1 1 mm.  This  is  obviously  allowed  for  by  dividing  the  space 
of  10  mm.  on  the  scale  into  11  mm.  The  correctness  of  such  an  instrument 
depends  on  the  accuracy  with  which  the  scale  is  laid  off. 

168.  Fortin’s  barometer. — Fortin's  barometer  differs  in  the  shape  of 
the  cistern  from  that  just  described.  The  base  of  the  cistern  is  made  of 


F'g-  154 


leather,  and  can  be  raised  or  lowered  by  means  of  a sr.-pw  • n,;. 

txr* of  air  may  c",ef'  « - *££ 

F.g.  154  represents  the  arrangement  of  the  barometer,  the  tube  of  which 
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is  placed  in  a brass  case.  At  the  top  of  this  case  there  are  two  longitudinal 
slits  on  opposite  sides,  so  that  the  level  of  the  mercury,  B,  is  seen.  I he 
scale  on  the  case  is  graduated  in  millimetres.  An  index,  A,  moved  by  the 
hand  Rives  by  means  of  a vernier  the  height  of  the  mercury  to  *th  oi  a 
millimetre  At  the  bottom  of  a case  is  the  cistern,  b,  containing  mercury,  o 
Fig  i Ç5  shows  the  details  of  the  cistern  on  a larger  scale.  It  consists  ot 
a glass  cylinder,  b,  through  which  the  mercury  can  be  seen  ; this  is  closed  at 
the  top  bv  a boxwood  disc  fitted  on  the  under  surface  of  the  brass  cover  M. 
Through  this  passes  the  barometer  tube  E,  which  is  drawn  out  at  the  end 
and  dips  in  the  mercury  ; the  cistern  and  the  tube  are  connected  by  a piece 
01  boAin.  which  is  hrnr,,  « ««  < to  a con-chontn  theh^nd  - 

cover  of  the  cistern.  This 
mode  of  closing  prevents  the 
mercury  from  escaping  when 
the  barometer  is  inverted, 
while  the  pores  of  the  leather 
transmit  the  atmospheric 
pressure.  The  bottom  of  the 
cylinder  b is  cemented  on  a 
boxwood  cylinder,  zz , on  a 
contraction  in  which,  u , is 
firmly  tied  the  buckskin,  mn, 
which  forms  the  base  of  the 
cistern.  On  this  skin  is  fas- 
tened a wooden  button,  x , 
which  rests  against  the  end 
of  a screw,  C.  According  as 
this  is  turned  in  one  direc- 
tion or  the  other  the  skin  mil 
is  raised  or  lowered,  and 
with  it  the  mercury.  In  using 
this  barometer  the  mercury  is 
first  made  exactly  level  with 
the  point  n,  which  is  effected 
by  turning  the  screw  C either 
in  one  direction  or  the  other. 
The  graduation  of  the  scale  is 
counted  from  this  point  a, 
and  thus  the  distance  of 
Fig.  iss  Fis'156  the  top  of  the  column  of 

mercury  from  « gives  the  height  of  the  Wnretei . The  bottom  of  the  astern 
is  surrounded  by  a bi  ass  case,  w ; mnortance  of  having  the  barometer 

-r  t,,  case  ^ rK  (S’oy 

of  Vrci.  which  turn  free.,  in  two  ho.es  in  a nng,  . 
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In  a direction  at  right  angles  to  that  of  the  axles,  00,  the  ring  has  also  two 
similar  axles,  m and  n,  resting  on  a support,  Z.  By  means  of  this  double 
suspension  the  barometer  can  oscillate  freely  about  mn  and  00,  in  two  direc- 
tions at  right  angles  to  each  other.  Care  is  taken  that  the  intersections  of 
these  axes  of  suspension  lie  on  the  vertical  axis  of  the  tube  and  above  the 
centre  of  gravity  of  the  suspended  system,  and  consequently  that  the  baro- 
meter is  perfectly  vertical. 


F;g-  157 


«sien,.  The  difference  between  the  two  levels  is ThTheiehtofTb"  “ 1 

' «■  ■ 57  represents  the  siphon  barometer  as  modified  by  Gayitussac. 
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In  order  to  render  it  more  available  for  travelling,  by  preventing  the  entrance 
of  air,  he  joined  the  two  branches  by  a capillary  tube  (fig.  158)  5 when  the 
instrument  is  inverted  (fig.  1 59)  *e  tube  always  remains  full  in  virtue  of  its 
caoillarity  and  air  cannot  penetrate  into  the  longer  branch.  A sudden 
shock  however,  might  separate  the  mercury  and  admit  some  air.  Io  avoid 
this  Bunten  introduced  an  ingenious  modification  into  the  apparatus.  The 
longer  branch  is  drawn  out  to  a fine  point,  and  is  joined  to  a tube,  B,  of 
the  form  represented  in  fig.  160.  This  arrangement  forms  an  “"-trap 
for  if  air  passes  through  the  capillary  tube  it  cannot  penetrate  the  diav 
out  extremity  of  the  longer  branch,  but  lodges  in  the  upper  part  of  the 
enlargement^.  In  this  position  it  does  not  affect  the  observations,  since 
^vacuum  is  always  at  the  upper  part  of  the  tube  ; ,t  ts,  moreover,  eastly 

re7u“he  siphon  barometer  the  shorter  branch  is  closed,  but  there  is  a 
capillary  aperture  in  the  side  j,  through  which  the  atmospheric  piessme  i 

“ Thibarometric  height  is  determined  by  means  of  two  scales,  which  have 

die  barometer,  AB,  is  the  sum  of  the  distances  from  O to  A and  from 

° Fin  ,61  represents  a very  convenient  mode  of  arranging  the  open  end  of 
fig.  101  repiesem.»  * y minr,titv  of  mercury  is  so  arranged 

which  allows  for  the  expansion  of  mercury  by  heat. 

to  be  used,  the  cork  and [ tube  • violent  oscillations  of  the 

In  marine  barometers  m o P he  in  t of  the  mercury 

mercury  and  the  possible  breaking  of  the  tub  y ^ have  a capillary 
on  the  upper  end,  the  tube  is  con  rac  ^ P.  ^ ^ 0r  fifteen  minutes 

diameter  ' ^1^ ned  before  the  mercury  creeps  up  to  the  end 

SSe'Ttse  barometers  ^ also’  provided,  as  are  all  standard  barometers, 

with  air-traps.  barometers —In  the  construction  of 

■70.  Precautions  in  : reference  other  liquid,  since,  being 

barometers  mercury  is  chosen  p , , t heLht.  When  the  mercury 

the  densest  of  all  liqu.ds,  it  would  stand  at  about 

barometer  stands  at  3°  mches’  ‘ because  it  does  not  moisten  the 

34  feet  (167).  It  also  deserve  pr^abec^it^  ^ nccessary  that 

glass,  and  further  because  of  its  1 it  adheres  to  the  glass 

the  mercury  be  pure  and  fiee  f ‘ ^ ;tg  dcnsity  is  changed,  and  the 

and  tarnishes  it.  Moreovei,  if  it  1 P ’ is  purified,  before  being 

height  of  the  barometer  is  too  great.  ) ac?d  and  by  distillation. 

used  for  barometers,  by  treatment  wit  i i ;s  called  the 

The  space  at  the  top  of  the  tube  ( g - 5 J f aqueous  vapour, 
Torricellian  vacuum,  must  be  quite  fr ee  f.  om  air  ana 
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for  otherwise  either  would  depress  the  mercurial  column  by  its  elastic  force, 
fo  obtain  this  result,  a small  quantity  of  pure  mercury  is  placed  in  the  tube 
and  boiled  foi  some  time.  It  is  then  allowed  to  cool,  and  a further  quantity, 
previously  warmed,  added,  which  is  boiled,  and  so  on,  until  the  tube  is  quite 
full  ; in  this  manner  the  moisture  and  the  air  which  adhere  to  the  sides  of  the 
tube  (195)  pass  off  with  the  mercurial  vapour.  A barometer  tube  should  not 
be  too  narrow,  for  otherwise  the  mercury  moves  sluggishly  ; and  before  a 
reading  is  taken,  the  barometer  should  be  tapped  so  as  to  get  rid  of  the 
adhesion  to  the  glass. 

A baiometer  is  fiee  from  air  and  moisture  if,  when  it  is  inclined,  the 
mercury  strikes  with  a sharp  metallic  sound  against  the  top  of  the  tube.'  If 
there  is  air  or  moisture  in  it,  the  sound  is  deadened. 

i 7 1 ; Correction  for  capillarity. — In  cistern  barometers  there  is  always 
a certain  depression  of  the  mercurial  column  due  to  capillarity.  The  cor- 
rection to  be  made  for  this  depression  depends  upon  the  diameter  of  the 
tube,  and  may  be  neglected  when  the  diameter  exceeds  -8  inch.  For  a tube 
a quarter  of  an  inch  m diameter,  the  correction  to  be  applied  (i.e.  added  to 
the  observed  height)  is  approximately  -017  inch. 

In  the  siphon  barometer  the  two  tubes  are  of  the  same  diameter,  so 
that  the  error  caused  by  the  depression  in  the  one  tube  very  nearly  corrects 

“ 7 r depj'ess,on  in  the  other.  As,  however,  the  meniscus  in 
the  one  tube  is  formed  by  a column  of  mercury  with  an  ascending  motion 
while  that  in  the  other  is  formed  by  a column  with  a descending  motion’ 
and  as  further  the  mercury  in  one  tube  is  clean  while  in  the  other  it  is 

££  " "*  beCOm“  ‘,USty  and  «O**  correction  cannot 

72‘  Correction  for  temperature.-In  all  observations  with  barometers 
atevei  be  their  construction,  a correction  must  be  made  for  temperature’ 
Mercury  contracts  and  expands  with  change  of  temperature  hence  its 
density  changes  and  consequently  the  barometric  height  for  a given  pressure 
is  inversely  as  the  density  of  the  mercury,  so  that  for  different  atmosphere 
pressures  the  mercurial  column  might  have  the  same  height.  Accordingly 
“ each  observation  the  height  observed  must  be  reduced  to  a standard 

* ^ ^ V^rin-tions  in  the  height  of  the  baromptpr  1 

e kteatest  valuations  are  observed  in  winter 
- — -responds  ,o  a.  „,J„  U ££*£  TfZX  S) 


L5Lr  w 7* and 

758  mm.,  OL^-9  4 ^ a maximum  of  763  mm.,  or  3004  inches.  Ill 

latitudes  i.  decreases, 

quence  of  the  cooler  atmosphere.  m the  barometer  : ist,  the  acci- 

at  certain  hours  of  the  day.  accidental  variations  are 

At  the  Equator,  and  between  the  tiop  , ^ regularity  that  a 

observed  ; but  the  daily  variations  « _ P/  ^ dock  The  barometer  sinks 
barometer  may  serve  to  a celtfin  , ‘ rlses  and  reaches  its  maximum 

from  midday  till  towards  four  o’clock ^.'t^nnses  ^ ^ a 

at  about  ten  o’clock  Zltm  Jdock  in  the  morning,  and  a second  maxi- 
second  minimum  towards  foi  zones  there  are  also  daily  variations 

r^y“e° dotted w”„lty,  Since  the,  occur  in  conjunction  rvith 

accidental  variations.  minima  appear  to  be  the  same  in  all 

The  hours  of  the  maxima  and  ^ZZly  vU  a little  with  the  seasons. 

climates,  whatever  be  the  latitude  t y Y ^ ;'bserved  that  the  course 

t74.  Causes  of  barometric  direction  to  that  of  the  thermo- 

of  the  barometer  is  generally  m the : oppo  ^ ^ barometer  faUS)  and  vice 
meter  ; that  is,  that  when  teem,  variations  at  any  given  place  are 
versâ  ; which  indicates  that  ^ ^ ^ and  therefore  by  its 

produced  by  the  expansion . ox ^ wer£  the  same  throughout  the  whole 
change  in  density.  If  1 1 P i j ]De  produced,  and  at  the  same 

eS#ft  of  dm  atmosphere,  no  the  ’same.  But  «hen 

height  atmospheric  Pressii’r  becomes  warmer  than  the  neighbouring  parts 

any  portion  of  the  atmosphere  becomes  away  through 

its  specific  gravity  is  diminished  and tot  nses^  ^ pressure  ,s 

the  upper  regions  of  the  an,  w e rtion  of  the  atmosphere 

diminished  and  the  barometer  ^Storing parts  become  cooler,  the  same 

retains  its  temperature,  while  he  ne  g J of  the  first-mentioned 

effect  is  produced  ; for  m ‘ ’ fierce,  also,  it  usually  happens  tha 

portion  is  less  than  ha  of  the  otlrer^  ^ ^ ^ is  c?Unterbalanced  by 
an  extraordinary  fall  of  t The  daily  variations  appeal 

an  extraordinary  rise  at  anoUief  T ^ are  periodically  pw- 

i”c sun d"ro,at  : 
C“?7S.  Relation  of  barometric  Utions , to  f„  fi 'e  w“ ther  is 

It  has  been  observed  that,  m ou  j • point  when  there  is  rain,  snow, 

generally  above  30  inches,  an  is  belo»  ^us  (lays  a,  which  the 

wind,  or  storm  ; and  also, 
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“176]  Wheel  Barometer  X59 

baiometer  stands  at  30  inches  there  are  as  many  fine  as  rainy  clays.  From 
this  coincidence  between  the  height  of  the  barometer  and  the  state  of  the 
weather,  the  following  indications  have  been  marked  on  the  barometer 
counting  by  thirds  of  an  inch  above  and  below  30  inches  : — 


Height 

31  inches  . 
3°|  „ • 

3oJ  „ 

3°  „ . 

29f  „ • 

29i  „ • 

29  „ ■ 


State  of  the  weather 
Very  dry. 
Settled  weather. 
Fine  weather. 
Variable. 

Rain  or  wind. 
Much  rain. 
Tempest. 


In  using  the  barometer  as  an  indicator  of  the  state  of  the  weather  we 
must  not  forget  that  it  really  only  serves  to  measure  the  pressure  of  the  atmo- 
pieie  and  that  it  only  rises  or  falls  as  the  pressure  increases  or  diminishes  • 
and  although  a change  of  weather  frequently  coincides  with  a change  in  thé 
pi  essuie  they  are  not  necessarily  connected.  This  coincidence  arises  from 

rr'rrïr"11" ,o  °m  ciim “■  ^ 7 

■ at  fall  in  the  baiometer  usually  precedes  rain  in  our  latitudes  is 

we^and Vort\PeaSst  °n^  EfUr°Pe'  The  Prevailin&  ™ds  here  are  the  south- 
vest  and  north-east  The  former,  coming  to  us  from  the  equatorial  récrions 

in  f IT?  ’ter-  f They  ofK”.  '*>«<*>■«,  blow  for  hours  or  even  days 

lire  JWJ'TB  « thTtl,'°SphCre  brf0re  ,,,anifcstl»ï  themselves  on 

“ ,S^tl,eref0re  the  pressure 

havmg  traversed  large  tracts  of  water,  are  charged  with  moisture!  and  big 

'’ri0' wL1  "I11"’'  direCti°n  indicate  bad  weather  or  whid  SuddCn 

which  rises  and  falls  with  the  mercury.  A string  attached  & J™ 

œ ri*  r ir  dL-rn  “ ~ 

dueled  circle,  on  which  is  marhed  ^ 


i6o 
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pressuve  varies  the  float  sinks  or  rises,  and  moves  the  needle  round  to  the 

are,  however,  of  little  use,  foi  two 
reasons.  The  first  is,  that  they 
are  neither  very  delicate  nor  very 
accurate  in  their  indications.  The 
second,  which  applies  equally  to  all 
barometers,  is  that  those  commonly 
in  use  in  this  country  are  made  in 
London,  and  the  indications,  if 
they  are  of  any  value,  are  only  so 
for  a place  of  the  same  level  above 
the  sea  as  London.  Thus  a baro- 
meter standing  at  a certain  height 
in  London  would  indicate  a certain 
state  of  weather,  but  if  removed  to 
Shooter’s  Hill  it  would  stand  halt 
an  inch  lower,  and  would  indicate 
a different  state  of  weather.  As 
the  pressure  differs  with  the  level 
and  with  geographical  conditions, 
it  is  necessary  to  take  these  into 
account  if  exact  data  are  wanted. 

177.  Fixed  barometer. — r 01 

accurate  observations  Régnault 
used  a barometer  the  height  of 
which  he  measured  by  means  ot 
a cathetometer  (87).  The  cistern 
(fig.  163)  is  of  cast  iron  ; against 
the  frame  on  which  it  is  supported 
a screw  is  fitted,  which  is  pointed 
at  both  ends,  and  the  length  ol 
which  has  been  determined,  once 
for  all,  by  the  cathetometer.  To 
measure  the  barometric  height, 


Fig.  162 


Fig.  163 


UlCdOUi'-  — - . , 

the  screw  is  turned  until  its  ?nmS'nThe 

bath,  which  is  the  case  when  the  p thg  level  Qf  the  mercury  m the 

distance  then  from  the  toP  «f  ' P d this  together  with  the  length  of 

tube  b is  measured  by  the  catheto  > ’ accuracy.  This  barometer 

the  screw,  gives  the  barom.tr, c he, gh  J diamtter  may  be 

has,  moreover,  the  advantage  ' inappreciable.  Its  construction, 

— g.'SÏÏÏÏ  in^mment^requires  great  accuracy  in  its  —on, 

and  is  expensive.  constructed  a barometer  in  which  the 

178.  Glycerine  barometer.— J 01  cian  cm 
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liquid  used  is  pure  glycerine.  This  has  the  specific  gravity  1-26,  and  there- 
ore  the  length  of  the  column  of  liquid  is  rather  more  than  ten  times  that  of 
mercury  ; hence  small  alterations  in  the  atmospheric  pressure  produce  con- 
siderable changes  in  the  height  of  the  liquid.  The  tube  consists  of  ordinary 
composition  gas-tubing  about  f of  an  inch  in  diameter  and  28  feet  or  so  in 
ength  ; the  lower  end  is  open  and  dips  in  the  cistern,  which  may  be  placed 
m a cellar  ; the  top  is  sealed  to  a closed  glass  tube  an  inch  in  diameter  in 
which  the  fluctuations  of  the  column  are  observed.  This  may  be  arranged 
in  an  upper  story  and  the  tubing,  being  easily  bent,  lends  itself  to  any 
adjustment  which  the  locality  requires.  ^ 

7poLlrof/1ycerine  has  a very  low  pressure  at  ordinary  temperatures 
and  the  change  of  pressure  with  ordinary  changes  of  atmospheric  temnera  ’ 
ure  is  insignificant.  On  the  other  hand,  it  rfadilp  a,«T^sS^' 

varie tbsorMion'nf  ' “d  'l“re.wi‘h  the  he«h‘.  »f  the  liquid  column 
the  Ate^r^^SS1  ,S  PreVented  by  'he  <***  '» 

mrnmmm. 

tothefiressuieZSTwS» ^Uretke^Uy  °f  ™ris Proportional 

that  it  is  required  to  ^termine'  tlf^  ^ .represent  two  stations,  and  j-Q 
being  borne'  in  mind  that  A and  B Ire  ? °f  B.  above  A,  * +* 

vertical  line.  Take  P anv  nninr  • necessailly  in  the  same 

distance  above  P and  consMer  a s ^ an<'  Q’  8 point  at  » 
dvween  P and  Q,  its  heigh,  being^ATdT^  V°lnme°f  “ir 
i square  inch.  This  volume  is  in  L n d 1 horizontal  area 
acting  downwards,  is  equal  to  the  ".^Ulllbnu"1  because  its  weight, 

«d  lower  faces  ahin^pwmdi  iB  “PP“  ^ 

representing  this  equality,  and,  by  the  Integral  C;d  °T  equatlon  Fig‘  l6r 
various  differences  of  pressure  rlL  I ïf  Calculus,  sum  up  the 
b-een  A and  B.  Wel 

^X.l„gP  =i„sH_ 

’ * the  acceleration  of 
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f^ependi ng” on  ’the dation te^r.unïensT.'y 'of  X^nrHs^ternperat-c 

anVur,rgtein  .he  proper  vah.es  for  these  symbols,  we  arrive,  after  certain 
reductions,  at  the  formula.  + T R 

X (in  feet)  = 60346(1  + 0-00256  cos  2$)  ( 1 + 2 j^iojf^ 

which  is  Laplace’s  barometric 

arfthe  heights  of  the  barometer 

redl F„f  Wgh«  La.lct(dÏÏ  àCfeet  we  may,  without  much  error,  use  the 

formula  2(T  + T,)\  H - H, 

X (in  feet)=  525°0\  1 + ) H + H/ 

180.  Ruhlmann’s  observations.— The  from  the  true 

in  height  of  places  by  using  the  abo  n extent  which  cannot  be  ascribed 

heights,  as  measured  tngoMmem  y,  found  for  the  height  of  places 

to  errors  in  observation,  lhenu  ^ season  of  year)  at  which 

are  influenced  by  the  time  day.’  ; ted  \he  cause  of  this  discrepancy 
they  are  made.  Ruhlmann  has  mv^  observations  made  at  two 
by  a series  of  direct  the  continu0us 

different  stations  in  Saxony  and  also  by^  ^ ^ Bernard. 
series  of  observations  ma  cause  of  the  discrepancy  is  to  be 

Ruhlmann  thus  ascertained  ? \he  temperatures  indicated  by  the  thermo- 
found  in  the  fact  that  the  mea  JJ  t measure  of  the  actual  mean 

meter  at  the  two  stations  is stations^  condition  wh,A 

temperature  of  the  column  The  variations  in  the  temperature  of  the 

is  assumed  in  the  above  formu^  those  indicated  by  the  thermo- 
column of  air  are  not  of  the  same  ext  d after  them,  as  it  were 

meter,  nor  do  they  follow  them  so  rapid  y , h are  introduced 

If  the  mean  monthly  te“P^“[nter  heights  which  are  somewhat  too  low, 
into  the  formula,  they  gi  results  obtained  by  introducing 

and  in  summer  such  as  are  too are  very  near  the  true  ones, 
the  mean  yearly  tempeiatur  perceptible  in  individual  observa- 

This  influence  of  temperature  Ped  teipperatures  in  the  barometric 

tion  of  low  heights.  Thus,  using  above  Zürich  (about  1700  feet) 

formula,  the  error  m height  ofAe  Ue^  J ^ ^ ^ Bernard  above 

was  found  to  be  ^3  . , true  height. 

Geneva  was  found  within  TU  of ^th  ^ indkate  the  true  temperature 

The  reason  why  the  thei  ar£  too  much  influenced  by  radiation 

of  the  air  is  undoubtedly  1 1«  yes  The  eartb  ;s  highly  absorbent,  an 
from  the  earth  and  surround  g ence  of  the  sun’s  rays,  and  becomes 

becomes  rapidly  heated  un  er  ^ & yery  diathermanous  body,  is  u 

as  rapidly  cooled  at  night  , tl  ^ ’ contrary  is  little  cooled  by  rad.a- 
little  heated  by  the  sun’s  rays,  and 
tion  during  the  night. 
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CHAPTER  II 

measurement  of  the  elastic  force  of  gases 


; , T , iaw-~ ine  iaw  01  the  compressibility  of  gases  was  dis- 
covered by  Boyle  in  1662,  and  afterwards  independently  by  Mariotte  in  1670 
It  !S  in  England  commonly  called  ‘Boyle’s  Law,’  and,  on  the  Continent’ 
Mariotte  s Law.’  It  is  as  follows  : — 


n db  iUllUWb  . 

The  temperature  remaining  the  same,  the  volume  of  a given  quantity  of 
gas  zs  inversely  as  the  fressure  whfch  it  bears.  J 

be  V6Jifi?d  by  meanS  0f  an  aPParatus  devised  by  Boyle 
(hg.  165)  It  consists  of  a long  glass  tube  fixed  to  a vertical  support  : it  is 
pen  at  the  upper  part,  and  the  other  end,  which  is  bent  into  a short  vertical 
leg,  is  closed  On  the  shorter  leg  there  is  a scale  which  indicates  equa 

J.ac'“S  > the  scf  th‘  l0ns  le*  •>»  heights.  The  tero  of 

both  scales  is  m the  same  horizontal  line. 

hnHAKmallqUantity  of  mercury  is  poured  into  the  tube,  so  that  its  level  in 

Ss7fiRnCÎ601S  Th6'"0’  WhiCï  iS  f CCted  With°Ut  much  difficulty  after  a few 
ials  (fi„.  165).  The  air  in  the  short  leg  is  thus  under  the  ordinary  atmn 

spheric  piessure,  which  is  exerted  through  the  ODen  tube  M y 

“ er y the  tig^nhe1  SlZ.  «Si  'Zf 

and  therefoteLhTai'r  h “ f theref°re  eT“al  to  a"  «mosÆ 

thE  ~ 

îsrSSHÇSSÇ”»? 

abates  ana.ogous  . Z “ 

trough  M.  containing  metcurWfig  ,6  ? and  , ‘ 'S  !“  ,n,Ve'',etl  in  a 
mercury  inside  and  outside  the  tube  are  the  1 ‘i"’"  the  lei’els  of  the 

Thu  tube  is  then  raised,  as  ^presented  theT’  ““  "’e, All  noted. 
AC  is  double  that  of  AB  (fig.  ,68).  The  heightTte™™  r^nTelube 
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above  the  mercury  in  .be  trough  CD j 

height  of  the  baromemc  column.  “B  pressure  is  equal  to 

only  under  the  pressure ! of  ■ • J ' 1 column  CD.  If  the  tube  is 

the  pressure. 


Fig-  165 


Fig.  166 


Fig.  167  Fi§-  168 

under  the  pressure  P,  and 
have  the  ratio 

given  mass  of 
that  is, 

remains  the 


> if  V is  the  original  volume- of  a gas 

general,  .fV.s  S another  pressure  1 . »e 

evolumeofthesame  g ^orVp,V'p-. 

£*Z£Z h^Lucfof  pressure  and^olume  is^onstan.  ; 
* p y = const. 

he  experiment  with  Boyle's  tube,  as  the  mass  of  air 
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same,  its  density  must  obviously  increase  as  its  volume  diminishes,  and  vice 
versâ.  The  law  may  thus  be  enunciated  ‘ For  the  same  temperature  the 
density  of  a gas  is  proportional  to  its  pressure.'  Hence,  as  water  is  773  times 
as  heavy  as  air,  under  a pressure  of  773  atmospheres  air  would  be  as  dense 
as  water , supposing  the  law  to  hold  good  for  so  high  a pressure. 

182.  Boyles  law  is  only  approximatelyitrue. — Until  within  comparatively 
recent  times  BoyleUlaw  was  suppose’cTto'be  absolutely  true  for  all  gases  at 
all  pressures,  but  Despretz 
obtained  results  incom- 
patible with  the  law.  He 
took  two  graduated  glass 
tubes  of  the  same  length, 
and  filled  one  with  air 
and  the  other  with  the 
gas  to  be  examined. 

These  tubes  were  placed 
in  the  same  mercury 
trough,  and  the  whole 
apparatus  immersed  in  a 
strong  glass  cylinder  filled 
with  water.  By  means 
of  a piston  moved  by  a 
screw  which  worked  in  a 
cap  at  the  top  of  a cylin- 
der, the  liquid  could  be 
subjected  to  an  increas- 
ing pressure,  and  it  could 
be  seen  whether  the  com- 
pression of  the  two  gases 
was  the  same  or  not.  The 
apparatus  resembled  that 
used  for  examining  the 
compressibility  of  liquids 
(%•  73)-  In  this  manner 
Despretz  found  that  car- 
bonic acid,  sulphuretted 
hydrogen,  ammonia,  and 
cyanogen  are  more  com- 
pressible than  air  : hydro- 
gen, which  has  the  same 
compressibility  as  air  up 
From  thes 
general. 

D,:‘7  ;nd  Arag° 

eS“t  S t IT ’ ba  U’e  rara,"S  '“d  "* 

<%■  .6,)  about  G °"fhf  “ “"*•  GF 

produced  by  a co,„m„  of  ntercury,  which  could 


Fig.  169 

to  15  atmospheres,  is  then  less  compressible 
experiments  it  was  concluded  that  the  law  of  Boyle no" 
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* feet  contained  in  a long  vertical  tube,  KL  formed  of  a number  of  tubes 
“wtCLfrwas  rforce.pnnrp,  BC,  by  rvbielt  mercury  could  be  forced 

^Œ^oon,  of -Td-ruSi^mfd^Lïï/s; 

tube  GF  (fig.  169)  was  0 S®1V  ’Q  heve  the  height  of  the  mercury  m KL 
adding  to  the  piessme  o mercury  in  the  air  tube  had 

beer^abov^thè  leveHn  KC  i^  would  have  been  necessary  to  subtract  the 

“SJ  me?ns  of  the  pump,  water  « injected  into 

then  pressed  by  the  water  rose  in  be^tube  GF,  «he rre«< cj 

air,  and  in  the  tube  k , wieie  . . t|ie  height  of  mercury  in  KL 

to  measure  the  volume  of  t e ai  pressure  of  the  atmosphere,  was 

above  the  level  in  GF,  toge  rei  PXDOSed  These  were  all  the  elements 

the  total  pressure  to  which  the  gas  « t™orrespo„tling  tempera- 

^Sa?hftubemGFnwL  kept  cold  during  the  «périment  by  a stream  of 

““  g tube  was  attached  ,0  a long  mast  by  means*  staples.^he 

individual  tubes  were  supported  Jretched  by  small  buckets,  P,  con- 

round  pulleys,  R and  R\  and  we  e kept  «tetchy  y^  ^ ^ ^ 

™s  perfectiy  free  notwi,h5iandmg  ,ts 

WCigolng  and  Arago  e?erimenRf ^ 
and  observed  that  the  of  ,hpse  differences  were  very  small,  they 

m «Sms  oBf  — on,  and  concluded  that  the  law  was 

perfectly  exact,  at  any  rate  up  to  Ç7  atmospmie  subject  were  d.s- 

p The  experiments  of  Regn^h ^ soutces  of  error  truth 
tinguished  by  the  extieme  cai  ^ apparatus  used  was  similar  to  that 

which  they  were  carried  ou  . ! the  under  examination, 

already  described,  but  the  tube  conta  g mMB  of  his  predecessors, 
instead  of  being  closed  at  the  P " P ^ a force.p„mp.  Expert- 

was  connected  with  the  reservoir  of  the  g e ^ observed  when 

ments  were  conducted  m such , a mvay  “ ( was  reduced  by  compression 

the  gas  filled  the  tube  and  also  whett  ^ volume  of  ,he  gas  when  filling 

to  about  half  If  P.  ^ g ((Responding  values  for  the  half  tube,  PV-P,h  „ 
the  tube,  and  I d v 1 11  1 py  PV  _ . , t_he  gas  is  more 

supposing  Boyle's  law  to  hold.  »$».' « ‘ 

compressible  than  Boyle’s  law  requires.  H I’°'  1^  “ 

is  less  compressible  than  it  wmM  be  m — - piments  made  on 
The  following  table  gives  the  results  oi 
air,  nitrogen,  carbonic  acid,  and  hydrogen 
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Air 

Nitrogen  1 Carbonic  Acid 

Hydrogen 

Po 

P„V„ 

P,v, 

Po 

p 

P,V,  1 1 0 

i 

p0v„ 

p.v, 

Po 

PoV0 

P.v, 

mm. 

738*72 
2112*53 
4140*82 
5336  *4 1 

1*001414 
I *002765 
1*003253 
I *006366 

mm. 

753*46 

4953*92 

8628*54 

I098l‘42 

mm. 

1*000988  764*03 

1*002952  3486*13 

1*004768  4879*77 

1*006456  9619*97 

••C07597 

1-028698 

1-045625 

1-155865 

mm. 

2211*18 

5845*18 

9176*50 

0-998584 

0-996121 

0-992933 

Regnault’s  conclusions  were — 

1 • Thatjno_gas  rigorously  obeys  Boyle’s  law.  The  divergence  is  small 
for  small  pressures,  but  increases  with  the  pressure. 

2.  That  e is  positive  for  all  the  gases  experimented  on  except  hydrogen. 
Hydrogen  then  is  less  compressible,  all  the  other  gases  more  compressible, 
than  Boyle’s  law  requires. 

3.  The  divergence  from  the  law  is  greater  for  the  easily  liquefiable  gases, 
such  as  carbonic  acid,  sulphurous  acid,  ammonia,  and  cyanogen,  than  for 
the  gases  called  in  Regnault’s  time  permanent  gases,  viz.  oxygen,  nitrogen 
methane,  nitric  oxide,  and  carbon  monoxide. 

Thus  to  reduce  air  to  5^  of  its  original  volume,  a pressure  of  197 199  atmo- 
spheies  was  îequired  instead  of  20  ; and  while  carbonic  acid  only  required 
16705,  hydrogen  required  20-269  atmospheres. 

Very  much  higher  pressures  have  been  employed  in  similar  experiments 
by  Natteiei  and  by  Andrews.  Natterer’s  experiments  showed  that  air, 
oxygen,  nitrogen,  and  carbonic  oxide  are  for  moderate  pressures  more 
compiessible  and  for  high  pressures  less  compressible  than  in  accordance 
with  Boyle’s  law.  Andrews’s  experiments  will  be  described  later  (373). 
Cailletet  used  a special  apparatus  by  which  the  pressure  could  be  raised  to 
600  atmospheres. 

Amagat  made  a remarkable  series  of  experiments  by  a method  based 
on  Boyle’s  experiment.  The  pressure  could  be  applied  directly  by  means 
of  mercury  in  a steel  tube  about  1300  feet  in  length,  arranged  in  the  shaft 
of  a deep  coalpit,  and  suitably  connected  at  the  bottom  with  a carefully 
calibrated  glass  compression  tube.  In  this  way  pressures  of  as  much  as  500 
atmospheres  could  be  applied  ; the  temperatures  were  kept  constant  by  sur- 
rounding the  compression  tube  by  a jacket  through  which  water  circulated. 

I he  general  result  of  these  experiments  is  exhibited  by  the  curves  in 
hg.  170,  which  are  plotted  with  pressures  as  abscissæ  and  the  products  PV 
as  ordinates.  Were  Boyle’s  law  true  for  these  gases,  the  curves  would  be 
straight  lines  parallel  to  the  axis  of  pressures.  The  curves  show  that  PV 
lminishes  at  first  for  all  the  gases  examined  (except  hydrogen).  The 
deviation  from  Boyle’s  law  reaches  a maximum,  different  for  different 
gases,  and  then  diminishes  ; further,  that  at  a certain  pressure  (which  for 
's  175  atmospheres,  or  a little  over  one  ton  weight  per 
devint  mCIl}  Ca  accurately  obeys  Boyle’s  law.  From  this  point  the 

evation  from  the  law  is  in  the  same  direction  as  that  exhibited  by 
hydrogen,  and  appears  to  increase  indefinitely  with  the  pressure.  J 

he  newly  discovered  gas  helium  behaves  under  ordinary  pressures  like 
hydrogen,  ,t  ,s  not  so  compressible  as  Boyle’s  law  requires 
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Experiments  have  been  made  as  to  the  validity  of  Boyle’s  law  for  pres- 
sures much  lower  than  one  atmosphere,  but  the  variations  observed  are 
within  the  errors  of  observation. 


Fig.  170 


van  der  Waals’  formula.-Under  high  pressures  gases  do  not,  as 

we  have  follow  Boylïïïïw  with  strictness.  In  order  to  account  for  these 

dkcreoancies  Van  der  Waals  has  introduced  a modification  into  the  formula 

%-lZ  (,8l)  Which  is  based  on  the  following  cons, derations.  Suppose 

1 1 1 Jthr  ras  attract  each  other,  and  that  the  attraction  is  greater 

themdeculMofthe^at^M^w  ^hen  ^ of  the  gas  is 

the  nearer  e m ,.  j f external  pressure,  the  mean  distance 

diminished  by  he  apphcation^  and  the  mutuai  attraction 

between  mo  ecu  the  molecules  are  drawn  together  not  only 

consequently  inci eases.  mutual  attraction, 

by  the  externally  applied  pressu.e,  but  by  that  due  to  tl re 

aid  the  diminution  of  volume  is  such  tha  the  ^^0,  ^ ^ ^ 

gas  is  subjected  may  e iega ^ Qn  Thjs  additional  pressure  p will  be 

pressure  and  p that  due  ■ rticles  and  hence  to  the  square  of 

proportional  to  the  n^mber  of  attraCj  ^ q{  the  volume.  Suppose, 

the  density,  or  inversely  pi  P p-aseous  particles  is  one  of  repulsion 

however,  that  the  force  be  w r^uction  of  volume  (the  temperature 

instead  of  attraction,  roi  g ,re  of  the  gas  is  less  than 

being  always  considered  constan  ) ® J?  repulsion.  Thus  in  any  case 

that  applied  by  the  pressure  due  to  moleculai  repulsion 

the  pressure  of  the  gas  may  be  written  P - being  positive  or  negative 
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isn-£ 


150-5  J 


lin-f 


B0-= 


according  as  the  molecular  force  is  attractive  or  repulsive.  Further,  Boyle’s 
formula  assumes  that  the  particles  of  a gas  are  mere  points,  so  that  with 
indefinitely  increased  pressure  the  volume  would  become  indefinitely  small. 
But  the  molecules  of  a gas  must  have  some  magnitude,  and  all  that  pressure 
can  do  is  diminish  the  spaces  between  them  and  ultimately  bring  them  into 
contact,  beyond  which  point  the  volume  could  not  be  reduced.  Thus,  the 
volume  of  the  gas  which  is  capable  of  being  reduced  by  pressure  is  not  V 
but  V — b,  where  b is  the  molecular  volume  or  some  multiple  of  it. 

The  formula  of  Boyle’s  law,  as  thus  modified  by  Van  der  Waals,  becomes 

(p+ 

In  the  case  of  gases— oxygen,  nitrogen,  &c. — in  which  __  0 
there  is  moleculai  attraction,  a is  positive,  and  (neglecting  b 
for  the  moment)  increase  of  pressure  will  produce  a greater 
diminution  of  volume  than  corresponds  to  Boyle’s  law.  But 

the  effect  of  b (neglecting  ^ for  the  moment)  will  be,  for 

a given  piessure,  to  produce  a smaller  diminution  than 
corresponds  to  Boyle’s  law.  Thus  the  two  effects  oppose 
each  other.  With  hydrogen  and  helium,  on  the  other  hand 
for  which  « is  negative,  the  two  effects  are  additive  and 
the  gases  are  less  compressible  than  Boyle’s  law  requires. 

To  go  back  to  air,  oxygen,  &c.,  we  see  that  at  low  pressures 
the  pioduct  PV  is  less  than  that  required  by  Boyle’s  law,  and 
the  influence  of  a preponderates  ; but  as  the  pressure  con- 
tinuously increases,  this  influence  diminishes  in  comparison 
with  that  of  b,  and  the  product  now  increases,  and  at 
high  pressures  the  gases  behave  as  does  hydrogen  at  low 
pressures.  Between  these  a maximum  compressibility  is 
seen,  which  varies  with  different  gases  according  to  the 
values  of  a and  b in  each  case. 

Van  der  Waals  deduced  from  the  experimental  results 
o 3 ained  by  Régnault  for  the  comparison  of  various  gases 
and  for  their  expansion  by  heat,  values  for  « and  b for  the 
respective  gases,  which  when  introduced  into  the  formula 
satisfactorily  represent  the  numbers  obtained  by  experiment. 

ms  for  b in  the  case  of  hydrogen  he  obtained  the 
number  0-00069  ; this  is  confirmed  by  Budde,  who  obtained 
00007  by  an  entirely  different  method. 

184.  Manometers.—  Manometers  are  instruments  for 

sTumèntftÎ  PrCSTe  °f  8'aSGS  °r  VaPours’-  111  all  such  in- 
or Th?H  f °Sen  1Sthe  Pressure  °f  one  atmosphere, 

or  30  inches  of  mercury  at  the  standard  temperature,  which 

as  we  have  seen,  ,s  nearly  , 5 pounds  to  the  square  inch 
,r  , „e  fe_n-air  manometer  consists  of  a bent  glass  tube  BD  ^ 171 
(fiV  7O.  fastened  to  the  bottom  of  a reservoir  AC  of  n, 
containing  mercury,  which  is  connected  with  the  closed  -Same  matenal> 

J - gas  or  vapour  the  pressure  of  wWc? is  to  b 

■s  fixed  on  a long  plank  kept  in  a vertical  position.  C whole 
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In  graduating  this  manometer,  C is  left  open,  and  the  number  i marked 
at  the  level  of  the  mercury,  for  this  represents  one  atmosphere . Fmm  th.s 
point  the  numbers  2,  3,  4,  5,  6,  are  marked  at  each  30  inches, 
indicating  so  many  atmospheres,  since  a column  of  mercury 
30  inches  represents  a pressure  of  one  atmosphere.  In  the 
graduation,  allowance  is  made  for  the  depression  of  the 
mercury  at  A as  it  rises  in  the  tube.  The  intervals  from 

1 to  2,  and  from  2 to  3,  &c.,  are  divided  into  tenths.  C being 
then  placed  in  connection  with  a boiler,  for  example,  the 
mercury  rises  in  the  tube  BD  to  a height  which  measures  the 
pressure  of  the  vapour.  In  the  figure  the  manometer  marks 

2 atmospheres,  which  represents  a height  of  30  inches  or 
76  cm.  plus  the  atmospheric  pressure  exerted  at  the  top  ot 

the  column  through  the  aperture  D.  , , 

This  manometer  is  only  used  where  the  pressures  do  not 
exceed  5 to  6 atmospheres.  Beyond  this,  the  length  of  tube 
necessary  makes  it  very  inconvenient,  and  the  following 

apparatus  is  commonly  used.  . 

185.  Manometer  with  compressed  air.— The  manometer 
with  compressed  air  is  founded  on  Boyle’s  law  : one  form  is 
represented  in  fig.  172,  which  may  be  screwed  into  a boiler 
or  steam-pipe  where  pressure  is  to  be  measured.  The pres- 
sure is  transmitted  through  the  opening  a into  the  closed 
space  * In  this  is  an  iron  vessel  containing  mercury  m 
which  dips  the  open  end  of  the  manometer  tube,  which 

screwed  air-tight  in  the  tubulure.  . . 

In  the  graduation  of  this  manometer,  the  quantity  of  air 
contained  h,  the  tube  is  such  that  when  the  aperture  » com 
nninicates  freely  with  the  atmosphere,  the  level  ot  tne 
mèrcun  is  theysame  in  the  tube  and  in  the  tubulure. 
Consequently,  at  this  level,  the  number  I is  marked  on  th 
?ca"e T which  the  tube  is  affixed.  As  the  pressure  acting 

more  than  two  atm°sP  ^r^  P of  the  compressed  air, 

at  such  a height  that  the  elastic  forcent  ^ _n  ^ 

together  with  the  weigi  ^ ^ exact  positi0n  of 

tube,  is  equal  to  two  P manometer  scale  can  only 

the  numbers  2,  3,  4,  &c-  011  me 

be  determined  by  calculation.  . application  of 

, 86,  Volumenometer.  - is used  in 

Boyle  slaw  is  m ...  vhich  cannot  be  brought  into 

determinations  of  the  SpfCifi  rSity  A Staplefomï  consists  o'  aglass  tube 
contact  with  water  or  other  liquids.  A simple 


Fig.  173 


A neroid  Barometer 
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with  a cylinder,  G,  at  the  top  (fig.  173),  the  edges  of  which  are  carefully 
ground,  and  which  can  be  closed  hermetically  by  means  of  a ground-glass 
plate  D.  The  top  being  open,  the  tube  is  depressed  until  the  level  of 
the  mercury  inside  and  outside  is  at  the  mark  Z.  The  apparatus  is  then 
closed  airtight  by  the  plate,  and  is  raised  until  the  mercury  stands  at  a height, 
h , above  the  level  Q,  in  the  bath.  The  original  volume  of  the  enclosed 
air  V,  which  was  under  the  pressure  of  the  atmosphere,  is  now  increased 
to  V + v,  since  the  pressure  has  diminished  by  the  height  of  the  column  of 
mercury  h.  Calling  the  height  of  the  barometer  at  the  time  of  observation  b, 
we  shall  have  V : V + v=b-h  : b. 

Placing  now  in  the  cylinder  a body  K,  whose  volume  x is  unknown,  the 
same  operations  are  repeated  ; the  tube  is  raised  until  the  mercury  again 
stands  at  the  same  mark  as  before,  but  its  height  above  the  bath  is  now 
different  ; a second  reading,  hv  is  obtained,  and  we  have 

(V-x):(V-x)  + v = b-kl:b. 


Combining  and  reducing,  we  get  x=  (V  + v)  (1  -f  ).  The  volume  V + v is 

hi 

constant,  and  is  determined  numerically,  once  for  all,  by  making  the  experi- 
ment with  a substance  of  known  volume,  such  as  a glass  bulb. 

This  apparatus  is  also  known  as  the  stereometer.  It  is  of  great  value  in 
determining  the  geometrical  or  true  density  of  gunpowder  ; this  averages 
from  1-67  to  1-84,  and  is  thus  materially  different  from  its  apparent  density , 
or  the  weight  of  a given  volume  compared  with  that  of  an  equal  volume  of 
water,  which  is  from  0-89  to  0-94. 

18/.  Régnault  s barometric  manometer. — For  measuring  pressures  of 
less  than  one  atmosphere,  Régnault  devised  the  following  arrangement, 
which  is  a modification  of  his  fixed  barometer  (fig.  163).  In  the  barometer 
cistern  dips  a second  tube,  a , of  the  same  diameter,  open  at  both  ends,  and 
provided  at  the  top  with  a three-way  cock,  one  aperture  of  which  is  connected 
with  an  air-pump  and  the  other  with  the  space  to  be  exhausted.  The 
further  the  exhaustion  is  carried  the  higher  the  mercury  rises  in  the  tube  a 
The  differences  of  level  in  the  tubes  b and  a give  the  pressures.  Hence  by 
measuring  the  height,  ab,  by  means  of  the  cathetometer,  the  pressure  in  ’the 
space  that  is  being  exhausted  is  accurately  given.  This  apparatus  is  also 
called  a differential  barometer  or  a barometer  gauge. 

188.  Aneroid  barometer.— This  instrument  derives  its  name  from  the 
circumstance  that  no  liquid  is  used  in  its  construction  (o,  without  • vnp'os 
moist).  Fig.  174  represents  one  of  the  forms  of  this  instrument  ; it  consists 
of  a cylindrical  metal  box,  partially  exhausted  of  air,  the  top  of  which  is 

made  of  thin  corrugated  metal,  so  elastic  that  it  readily  yields  to  alterations 
in  the  piessure  of  the  atmosphere. 

When  the  pressure  increases,  the  top  is  pressed  inwards  ; when,  on  the 
contrary,  it  decreases,  the  elasticity  of  the  lid,  aided  by  a spring  tends  to 
move  it  m the  opposite  direction.  These  motions  are  transmitted  by  delicate 
ultiplymg  levers  to  an  index  which  moves  on  a scale.  The  instrument  is 
graduated  empirically  by  comparing  its  indications,  under  different  pressures 
vith  those  of  an  ordinary  mercury  barometer.  ’ 

The  aneroid  has  the  advantage  of  being  portable,  and  can  be  constructed 
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of  such  delicacy  as  to  indicate  the  difference  in  pressure  between  the  height 
of  an  ordinary  table  and  the  ground.  It  is  hence  much  g 

heights  in  mountain  ascents.  But  it  is  somewhat  liable  to  get  out  of  order, 


Fig.  174 


those  of  a standard  barometen  If  a communication  is  opened 

mix,  whatever  be  their  density,  and  in  a g acüon  is  set  up>  each  gas 
iZst whole  IvliSr^lmr  The  laws  which  govern  the  mixture  of 

gaSL  ''place  rggt 

portion  of  the  mixture  con  ams  u £ fhe  same  temperature, , 

II.  If  the  gases  occupy  the  same  volume,  then  the 

«• ™ * acrud  h 

the  gases  severally.  convenient  formula  can  be  easily  deduced. 

From  the  second  law  a^  gases  under  pressure  of 

Let  v v„  '^sp  c l suppose  these  gases  when  mixed  to  have  a 
A.A.  A • • . respective  y p the  temperatures  being  the  same.  By 
volume  V,  under  a piessu  > a volume  V under  a pressure  p\, 

Boyle’s  law  we  know  that  7/,  will  occupy  a volume 

provided  that  y/  = yA  . similarly,  V/2  = vap, 

and  so  on.  But  from  the  above  law 

P =p\+p't+  ■ ■ ■ > 

VP  = vlp1  + W;A  + vaA  + • • • 


therefore 
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It  obviously  follows  that  if  the  pressures  are  all  the  same,  the  volume  of  the 
mixture  equals  the  sum  of  the  separate  volumes. 

The  first  law  was  shown  experimentally  by  Berthollet,  by  means  of  an 
apparatus  represented  in  fig.  175.  It  consists  of  two  glass  globes  provided 
with  stopcocks,  which  can  be  screwed  one  on 
the  other.  The  upper  globe  was  filled  with 
hydrogen,  and  the  lower  one  with  carbonic 
acid,  which  has  22  times  the  density  of  hydro- 
gen, the  pressure  being  the  same  in  each. 

The  globes,  having  been  fixed  together,  were 
placed  in  the  cellars  of  the  Paris  Observa- 
tory and  the  stopcocks  then  opened,  the  globe 
containing  hydrogen  being  uppermost.  After 
some  time  Berthollet  found  that  the  pressure 
had  not  changed,  and  that,  in  spite  of  the 
difference  in  density,  the  two  gases  had  become 
uniformly  mixed  in  the  two  globes.  Experi- 
ments made  in  the  same  manner  with  other 
gases  gave  the  same  results,  and  it  was  found 
that  the  diffusion  was  more  rapid  in  proportion  as 
the  difference  between  the  densities  was  greater. 

The  second  law  may  be  demonstrated  by 
passing  into  a graduated  tube,  over  mercury, 
known  volumes  of  gas  at  known  pressures.  The 

pressure  and  volume  of  the  whole  mixture  are  then  measured,  and  found  to 
be  m accordance  with  the  law. 

Gaseous  mixtures  follow  Boyle’s  law,  like  simple  gases,  as  has  been 
pioved  foi  air  (181),  which  is  a mixture  of  nitrogen  and  oxygen 

190.  Absorption  of  gases  by  liquids.-Water  and  many  liquids  possess 
the  propei ty  of  absorbing  or  dissolving  gases.  Under  the  same  conditions 
of  pressure  and  temperature  a liquid  does  not  absorb  equal  volumes  of 
different  gases  At  the  temperature  0°  C.  and  pressure  760  mm.,  one  volume 
of  watei  dissolves  the  following  volumes  of  gas  : 

Nitrogen  . . 0-020  Sulphuretted  hydrogen  . 4-,7 

Oxygen  . . 0-041  Sulphurous  acid  . . . 7979 

• I-79  Ammonia  ....  1046-63 


Fig.  175 


Carbonic  acid 


From  the  very  great  condensation  observed,  it  may  be  inferred  that  the  gases 
m solution  are  in  the  liquid  state. 

Gases  are  more  soluble  in  alcohol  than  in  water  ; thus  at  o°  C.  alcohol 
dissolves  4-33  times  its  own  volume  of  carbonic  acid  gas 

The  whole  subject  of  gas  absorption  has  been  investigated  by  Bunsen 
The  general  rules  are  the  following  0 } Unsen' 

I.  /-or  the  same  gas,  the  same  liquid,  and  the  same  temperature  th  » 
10 eight  of  gas  absorbed  is  proportional  to  the  pressure  This  mav  nl  ’ 1 

oMhaMh  'f  ■*-"«  vofum^olved  isTetLbe 

that  the  density  °f  the  gas  absorbed  is  in  constant  relation  with  that  of 
the  external  gas  which  is  not  absorbed.  U U at  ot 

Accordingly,  when  the  pressure  diminishes,  the  quantity  of  dissolved 


174 

gas  decreases.  If  a solution  of  gas  is  placed  under  the  receiver  of  an  air- 
pump  and  the  pressure  is  diminished,  the  gas  obeys  its  expansive  force,  and 

“TmgSSTZ  absorbed  decreases  with  increase  of  ike  te^era, 
ture  ; that  is  to  say,  when  the  elastic  force  of  the  gas  is  greater.  Thus 

T c°  water  absorbs  only  1*00  of  carbonic  acid.  . . . , . * 

5 III  The  quantity  of  gas  which  a liquid  can  dissolve  is  independent  of 
the  ^tmttireanfof  the  quantity  of  other  gases  M it  , nay  already  Hold, n 

solution^  tion  of  gases  may  be  determined  by  the  absorptiometer 

resented  in1  fig.  176,  which  consists  of  a graduated  measuring  tube,  A 
represented  in  na.  7 , by  an  india.rubber  tube  with  a tube  of 

equal  diameter,  B.  The  absorption  vessel,  C is 
connected  with  A by  means  of  a thin  flexible 
capillary  lead  tube  ; « and  b are  three-way  stop- 
cocks, and  c an  ordinary  one.  The  vessel  C is 
fitted  with  air-free  liquid,  and  A with  the  gas, 
which  by  means  of  the  two  three-way  stopcocks 
is  easily  effected.  The  tube  B is  raised  or 
lowered  until  the  level  of  the  mercury  is  the 
same  as  in  A,  and  the  volume  of  gas  is  read  off 
A is  now  put  in  connection  with  C,  and,  the 
stopcock  c having  been  opened  B is  raised  so 
that  a determinate  volume  of  liquid  runs  out. 
An  equal  volume  of  the  gas  then  passes  into  C, 
and  the  absorption  proceeds,  C being  constantly 
shaken.  In  order  to  work  at  constant  tempera- 
ture, A and  C may  be  surrounded  by  water. 

In  every  gaseous  mixture  each  gas  exercises 
the  same  pressure  as  it  would  if  its  volume  occu- 
Fig.  x7b  pied  the  whole  space  ; and  the  total  pressure  is 

equal  to  the  sum  of  ' “acÆ’,  but  less  than 

it'vwjuld^^th^'thtole  space  were  ^^^e^  which^he  mlabsorbe'dgas 

each  gas  dissolved  is  proporbonaHo^he^pr^suy^  a,,out  , the  quantity  of 

exercises  alone.  For  msta  , > ë absorbs  exactly  the  same  quantity 

"ire,y  forraed  of  ",is  gas 

under  a pressure  equal  to  1 & &SSÈ  <*  ('39) 

191.  Diffusion  of  gases.  1 s When  two  different  gases 

are  seen  in  a high  degree  m the  case  > g takes  piace  between 

are  separated  by  a porous  draph  * ’ f the  gas  on  both  sides  of  the  dia- 
them,  and  ultimately  the  * withgwhich  different  gases  diffuse 

phragm  is  the  same,  bu  Instances  varies  considerably.  There  is, 

into  each  other  under  these  ui  n tbe  phenomena  of  osmose  and 

however,  an  essential  difference  jn  the  currents  in  the  former  case 

those  of  diffusion  ; for  while  th  q ma[erial  of  the  diaphragm  for  the  con- 
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from  the  smallness  of  the  pores  the  actions- are  molecular,  and  not  molar, 
and  the  rate  of  interchange  depends  only  on  the  size  of  the  molecules, 
that  is,  on  the  specific  gravities  of  the  gases.  The  laws  of  the  diffusion  of 
gases  were  investigated  by  Graham.  Numerous  experiments  illustrate  them, 
some  of  the  most  interesting  of  which  are  the  following  : — - 

A glass  cylinder  closed  at  one  end  is  filled  with  carbonic  acid  gas,  its 
open  end  tied  over  with  a bladder,  and  the  whole  placed  under  a jar  of 
hydrogen.  Diffusion  takes  place  between  them  through  the  porous  dia- 
phragm, and  after  the  lapse  of  a certain  time  hydrogen  has  passed  through 
the  bladder  into  the  cylindrical  vessel  in  much  greater  quantity  than  the 
caibomc  acid  which  has  passed  out,  so  that  the  bladder  becomes  very  much 
distended  outwards  (fig.  177).  If  the  cylinder  is  filled  with  hydrogen  and 
the  bell-jar  with  carbonic  acid,  the  reverse  phenomenon  will  be  produced— 
the  bladder  will  be  pressed  inwards  (fig.  178). 

A tube  about  12  inches  long,  closed  at  one  end  by  a plug  of  dry  plaster 
of  Pans,  is  filled  with  dry  hydrogen,  and  its  open  end  then  immersed  in  a 


Fig.  177 


Fig.  178 


Fig.  179 


mercury  bath.  Diffusion  of  the  hydrogen  towards  the  air  takes  place  so 
tapidly  that  a partial  vacuum  is  produced,  and  mercury  rises  in  the  tube 
o a height  of  several  inches  (fig.  I79).  If  several  such  tubes  are  filled  with 

* ' . ga®e^  and  aI]owedto  dlffuse  int0  the  air  in  a similar  manner,  in  the 
f Vil?6’  dlffe.ient  <luantlt|es  of  the  various  gases  will  diffuse,  and  Graham 

M Ï //  ‘7UIating  these  diffesions  is  that  ihe  quantity  of  a gas 
M passes  through  a porous  diaphragm  in  a given  time  ù invers  J as 
the  square  root  of  the  detisity  of  the  gas.  Thus,  if  two  vessels  of  earn  1 

dirty’iCrtaTg  °xygen  and  hydrogen,  are  separated  by  a porous  phtg 
diffusion  takes  place  ; and  after  the  lapse  of  some  time,  for  every  one  part  of 

whlch  has  passed  into  the  hydrogen,  four  parts  of  hydrogen  have 
passed  into  the  oxygen.  Now,  the  density  of  hydrogen  beino-  1 tiia)  r 
oxygen  is  16  ; hence  the  rapidity  of  diffusion  is  inversely  as  the  square  roots  of 

of  theXX  * 15  fOUr  tim“  “ great  ,he  ""'id'  l>as  A the  density 

Let  the  stem  of  an  ordinary  tobacco  pipe  be  cement^  ^ ^ ■ 

project,  in  an  outer  glass  tube,  which  can  be  conneS  with  S 

and  thus  exhausted.  On  allowing  then  a slow  current of  .£  XXTne 
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end  of  the  pipe,  its  nitrogen  diffuses  more  rapidly  on  its  way  through  the 
porous  pipe  than  the  heavier  oxygen,  so  that  the  gas  which  emerges  at  the 
other  end  of  the  porous  pipe,  and  which  can  be  collected,  is  richer  >n 
oxygen,  and  by  repeating  the  operation  on  the  gas  which  has  passed  throug  i, 

the  proportion  of  oxygen  is  so  much  increased  that  the  gas  can  r^ht 

semi-extinguished  taper,  lo  this  process,  in 
which  one  gas  can  be  separated  from  another  by 
diffusion,  the  term  atmolysis  is  given. 

Fig.  180  is  an  excellent  illustration  of  the 
action* of  diffusion.  A porous  pot,  A,  such  as  is 
used  for  voltaic  cells,  is  fixed  by  means  of  a coik 
to  the  glass  tube,  which  contains  water  up  to  the 
bulb,  C,  the  upper  part  containing  air.  W hen  a 
beaker  containing  hydrogen,  B,  is  placed  over  the 
pot,  the  diffusion  of  the  hydrogen  into  it  is  so 
rapid  that  the  water  is  at  once  driven  down  and 
jets  out.  When  the  beaker  is  removed,  the  gas 
inside  the  pot,  being  richer  in  hydrogen,  now 
diffuses  out  with  great  rapidity,  and  the  watei 
rises  in  the  tube  much  higher  than  its  original 

level.  , , 

192.  Effusion  of  gases.— A gas  can  only 

flow  from  one' space  to  another  space  occupied 
by  the  same  gas  when  the  pressure  m the  one 
is  greater  than  in  the  other.  Effusion^  is_  the 
term  applied  to  the  phenomenon  of  the  passage 
of  gases  into  vacuum,  through  a minute  aperture 
not  much  more  or  less  than  ojoi^ln^JF 
diameter,  in  a thin  plate  of  metal  or  of  glass  ; 
foF-m  a tube  we  are  dealing  with  masses  of 
eases  and  friction  comes  into  play,  and  in  a 
larger  aperture  the  particles  would  strike  against 
one  another,  and  form  eddies  and  whirlpool 
The  velocity  of  the  efflux  is  measured  by  the 
formula  w = ^ * which  h represents  the 

pressure  under  which  the  gas  flows,  expi of  the°  effluent 

column  of  the  gas  which ^he^ordinary  pressure  flowing  into  a vacuum  the 
gas.  Thus  for  air  undei  Qf  mercury  76  centimetres  high  ; and  as 

pressure  is  equivalent  to  a colu  ^ ^ as  air>  the  equivalent  column 

mercury  is  approximately  3,5  Hence  the  velocity  of  efflux  of  air 

of  air  will  be  76  * IO>5°°  ^ metres  per  second.  This  velocity  into 

into  vacuum  is  = v/2  x 9-8  x 798  j9S  5 mQment  for  the  space  contains  a 

vacuum  only  holds,  howevei,  foi  that  thc  velocity  becomes  con- 

continually  increasing  quantity  o * » on  each  side  is  the  same.  If 

tinually  smaller,  and  is  null  when 1 the  1 sides  of  lhe  aperture, 

k and  hf  are  the  pressures  of  the  gas  on  ^ 

measured  as  before,  the  velocity  o ■ ding  to  a given  pressure  is 


Fig.  180 
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various  gases  must  be  inversely  as  the  square  roots  of  their  densities.  A 
simple  inversion  of  this  statement  is  that  the  densities  of  two  gases  are 
inversely  as  the  squares  of  their  velocities  of  effusion.  On  this  law  Bunsen 
has  based  an  interesting  method  of  determining  the  densities  of  gases  and 
vapours,  which  is  of  great  service  where  only  small  quantities  of  the  sub- 
stances are  available. 

The  gas  in  question  is  contained  (fig.  181)  in 
a glass  tube  A,  closed  at  the  top  with  a stopper, 

S,  in  the  neck,  B.  In  a little  enlargement  here  a 
thin  platinum  plate  V is  fixed,  in  which  is  a fine 
capillary  aperture.  The  tube  is  depressed  in  a 
deep  mercury  trough,  CC,  until  the  top  r of  a 
glass  float  D is  level  with  the  mercury.  The 
stopper  S having  been  removed,  the  gas  issues 
through  the  capillary  aperture,  and  the  time  is 
noted  which  elapses  until  a mark  t in  the  float 
is  level  with  the  mercury.  Working  in  this 
way  with  different  gases,  Bunsen  found  that 
the  ratios  of  the  times  of  effusion  are  directly 
as  the  square  roots  of  the  densities , which  is 
another  form  of  the  above  statement. 

By  this  method  it  may  often  be  ascertained 
whether  a gas  is  a mixture  or  not.  Thus  marsh 
gas  (CH4)  has  the  same  specific  gravity  (0-554) 
as  a mixture  in  equal  volumes  of  dimethyl 
(C.,H6,  sp.  gr.  i '039)  and  hydrogen  (sp.  gr. 

0-069),  and  would  furnish  the  same  results  on 
chemical  analysis.  But  if  the  composition  of 
the  gas  which  had  been  subjected  to  effusion 
were  examined  in  the  two  cases,  it  would  be 
found  that  the  residual  marsh  gas  would  retain 
the  same  composition,  while  that  of  the  mixture 
would  be  different,  for  a relatively  larger 
volume  of  the  specifically  lighter  hydrogen 
would  have  passed  out. 

193.  Transpiration  of  gases. -If  gases  issue 

the  same  as  the  rate  of  diffusion  either  through  °{  trans£iratl0n'  ,s  not 
a series  of  fine  capillary  robes,  a’s  in  a porousfephraf™  aPm"re  " 0Ufi:h 

analogous  jrfthat  T"5  °f  “ 

a capillary  ,„J„f  ^ 

is  represented  b^a^fomifia  whicî,  l^tS^ 

liquids  (146),  namely,  C th  1 OISeu,Iles  formula  for 


Fig.  181 
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capillary  tube  ; r is  me  / --  “ 

rf  * “ a"  «-  othe,r 

• .1  _i..~  -T/-V1*  an*  IQ  n*0.l8.  ... 


Fig.  182 


clllU  CVLU  . « 

units,  the  value  of  ij  for  air  is  o-o3i&.  surfaCes  of  all  solid  bodies 

.94.  Absorption  of  gases  they  are  in  contact 

exert  an  attract, on  on  *e ^ ,hey  become  covered  »i,h  a 

more  or  less  thick  layer  of  condensed  gas  When  a 
porous  body,  such  as  a piece  of  charcoal,  which  in  con- 
sequence of  its  pores  presents  an  immensely  increase 
surface  in  proportion  to  its  size,  is  placed  in  a vessel  o 
ammonia  gms  over  mercury  (fig.  182V the  great  diminu- 
tion of  volume  which  ensues  indicates  that  considerable 

nimntities  of  eras  are  absorbed. 

‘Now,  although  there  is  no  absorption  suchasames 
from  chemical  combination  between  the  solid  and  the 
o-as  (as  with  phosphorus  and  oxygen),  still  the  quan- 
tity of  gas  absorbed  is  not  entirely  dependent  on  the 
physical  conditions  of  the  solid  body  ; it  is  influence 
L some  measure  by  the  chemical  nature  both  of  the 
, j the  eas  Boxwood  charcoal  has  very  great 
SsmoSÎe  Powen  The  following  table  gives  the 
volumes  of  gas,  under  standard  conditions  of  tempera- 
ture and  pressure,  absorbed  by  one  volume  of  boxwood  charcoa  an 
meerschaum  respectively  : 

Ammonia 

Hydrochloric  acid  . 

Sulphurous  acid 
Sulphuretted  hydrogen 
Carbonic  acid 
Carbonic  oxide 
Oxygen  . 

Nitrogen 
Hydrogen 

• • m-patest  in  the  case  of  those  which  aie 

The  absorption  of  gases  is  in  gen  g 

most  easily  liquefied.  absorbent;  it  absorbs  171  of 

Cocoa-nut  charcoal  is  even  ofgcyan0gen  at  the  ordinary  pressure  ; 

ammonia,  73  of  carbonic  acid  and 1 08  of  cyan  g The  absorpt,ve 

the  amount  of  absorption  1 much  as  that  of  boxwood.  1 he 

power  of  pine  charcoal  is  about  half  porous,  is  not  absorbent  ; 

charcoal  made  from  cork  wood,  which  is  v y p 
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neither  is  graphite.  Platinum,  in  the  finely  divided  form  known  as  platinum 
sponge , is  said  to  absorb  250  times  its  volume  of  oxygen  gas.  Many  other 
porous  substances,  such  as  gypsum,  silk,  &c.,  are  also  highly  absorbent. 

If  a coin  is  laid  on  a plate  of  glass  or  metal,  after  some  time,  when 
the  plate  is  breathed  on,  an  image  of  the  coin  appears.  If  a figure  is  traced 
on  a glass  plate  with  the  finger,  nothing  appears  until  the  plate  is  breathed 
on,  when  the  figuie  is  at  once  seen.  Indeed,  the  traces  of  an  engraving 
which  has  long  lain  on  a glass  plate  may  be  produced  in  this  way. 

These  phenomena  are  known  as  Moser's  images,  for  they  were  first  inves- 
tigated by  Moser,  although  he  explained  them  erroneously.  The  correct 
explanation  was  given  by  Waidele,  who  ascribed  them  to  alterations  in  the 
layer  of  gas,  vapour,  and  fine  dust  which  is  condensed  on  the  surface  of  all 
solids.  If  this  layer  is  removed  by  wiping,  on  afterwards  breathing  against 
the  surface  more  vapour  is  condensed  on  the  marks  in  question,  which  then 
present  a different  appearance  from  the  rest. 

If  a die  or  a stamp  is  laid  on  a freshly  polished  metal  plate  one 
therefore  which  has  been  deprived  of  its  atmosphere,  the  layer  of  vapour 
from  the  com  will  diffuse  on  to  the  metal  plate,  which  thereby  becomes 
alteied  ; so  that  when  this  is  breathed  on  an  impression  is  seen. 

Conversely,  if  a coin  is  polished  and  placed  on  an  ordinary  glass  plate 
it  will  partially  remove  the  layer  of  gas  from  the  parts  in  contact,  so  that  on 
breathing  on  the  plate  the  image  is  visible. 

Ordinary  glass  kept  in  moist  air  becomes  covered  with  a layer  of  water 
which  can  be  weighed.  This  is  clue  to  an  action  of  the  alkali  in  glass  which 
attracts  moisture  and  is  absent  in  glass  free  from  alkali  ; it  can  be  consider- 
ably diminished  by  boiling  with  water,  by  which  the  alkali  on  the  surface  is 

dTrT?'  • n ad?ltl0n  ? t,hlS  layer'  which  aPPears  rather  to  be  chemically 
than  physically  attracted,  there  is  a temporary  one  which  escapes  in  a vacuum 

at  the  ordinary  temperature.  These  considerations  will  be  seen  to  be  of 

SSpp'Stus  We  COme  “ C0nsider  the  USe  of  ^ S“PP»«S 

195-  Oggluston  of  gases.— Graham  found  that  at  a high  temperature 
platinum  and  iron  allow  hydrogen  to  traverse  them  even  more  readily  than 
doesindia  rubber  ,n  the  cold.  Thus,  while  a square  metre  of  india  rubber  0-014 
millimetre  in  thickness  allowed  129  cubic  centimetres  of  hydrogen  at  20°  to 
traverse  it  in  a minute,  a platinum  tube  i-i  millimetre  in  thickness  and  of  the 
same  surface  allowed  489  cubic  centimetres  to  traverse  it  at  a bright  red  heat 
de  P??  IS  P™ba.b’y  connected  with  the  property  which  some  metals  though 
mfn  the  °f  PhyS1Ca/°reSi  -P°SSeSS  °f  absorbin?  Rases  either  on  their  surface 

is  best  ohTaSd  h u Praham  has  aPPlied  the  term  occlusion.  It 

is  best  observed  by  allowing  the  heated  metal  to  cool  in  contact  with  the 

gas.  The  gas  which  is  then  absorbed  cannot  be  extracted  hv  the  ■ 
pump,  but  is  disengaged  on  heating.  In  this  way  Sam  l d T 

platinum  occluded  four  times  its  volume  of  hydrogen  • iron  wire'n-.  ^ 
volume  of  hydrogen,  and  4-15  volumes  of  carbonic  oxide  • silver  ,-Pdn  'd 
from  the  oxide,  absorbed  about  seven  volumes  of  oxvtren’  and  ’ duced 
volume  of  hydrogen  when  heated  to  dull  redness  in  these  gases  Tu  I °“e 
perty  is  most  remarkable  in  palladium  which  absorbe  h a bls  P10' 

coo,ing  after  belt*  heate^ut 
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palladium  electrode  is  used  in  the  “‘^Vs^gata 

the  metal  can  absorb  980  times  its  ™ (here  ;s  a resemblance  to  the 

driven  out  on  being  beatec , 1 ocdus;on  of  hydrogen  the  volume  of 

solution  of  gases  amount,  from  which  it 

paUadmm  is  mcrea^ed  y 9 - Qrdinafy  circumstances  has  a density 

^that  of  water,  has  here  a density  nearly  9868  times  as  great, 
of  0-000089546  that  ot  water,  hydrogen  must  be  in  the  liquid  or 

eLÏsoM°staL;titPrWobabiy  forms 

SS3  50  - lhey 

ha"h^— ' - SS*”  fb'  Tt^ched  :r  a 

men.  (fig.  .83).  A platinum  wtre  fc,  ,s  ^ PP^.^ 

wire,  fg,  is  also  fixed,  the  other  end 
being  attached  to  the  short  arm  of  a light 
lever  movable  about  o,  the  long  arm  of 
which  is  loaded  with  a weight  (not  repre- 
sented in  the  figure)  to  keep  the  wire  tight. 
The  platinum  wire  is  connected  with  the 
positive  pole  a,  and  the  palladium  with  the 
negative  pole  d,  of  a voltaic  battery,  and 
the  apparatus  is  partially  immersed  in 
acidulated  water  ; the  water  is  thereby 
decomposed  into  its  constituent  gases  , 
oxygen  is  liberated  in  bubbles  ^onnthe 
platinum  wire,  but  there  is  no  visible  dis- 
engagement at  the  palladium.  The  latter 
becomes  longer,  however,  as  is  seen  by  the 

motidn  ef  the  lever.  If  the  current»  reversed,  the 
the  lever  resumes  its  original  position. 


Fig.  183 
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CHAPTER  III 

PRESSURE  ON  BODIES  IN  AIR.  BALLOONS 

196.  Archimedes’  principle  applied  to  gases. — The  pressure  exerted  by 
gases  on  bodies  immersed  in  them  is  exerted  equally  in  all  directions  as 
has  been  shown  by  the  experiment 
with  the  Magdeburg  hemispheres  (162). 

It  therefore  follows  that  all  which  has 
been  said  about  the  equilibrium  of 
bodies  in  liquids  applies  to  bodies  in 
air  ; they  lose  apparently  a part  of 
their  weight  equal  to  that  of  the  air 
which  they  displace. 

The  loss  of  weight  in  air  is  demon- 
strated by  means  of  the  baroscope , 
which  consists  of  a scalebeam,  at  one 
end  of  which  a small  leaden  weight 
is  supported,  and  at  the  other  there 
is  a hollow  copper  sphere  (fig.  184). 

In  the  air  they  exactly  balance  each 
other  ; but  when  they  are  placed 
under  the  receiver  of  an  air-pump, 
and  the  air  exhausted,  the  sphere 
sinks,  thereby  showing  that  in  reality 
it  is  heavier  than  the  smaller  leaden 


Fig.  184 


weight.  Before  the  air  is  exhausted  each  body  is  buoyed  up  by  the  weight 
of  the  air  which  it  displaces.  But  as  the  sphere  is  much  the  larger  of  Ae 
two,  its  weight  undergoes  most  apparent  diminution,  and  thus,  though  in 
reality  the  heavier  body,  it  is  balanced  by  the  small  leaden  weight.  It  may 
be  pioved  by  means  of  the  same  apparatus  that  this  loss  is  equal  to  the 
weight  of  the  displaced  air.  Suppose  the  volume  of  the  sphere  is  10  cubic 

beCaddPHThe,BWeighi  °f  th!s]volume  of  air  is  3-1  grains.  If  now  this  weight 
'H  0 the  leaden  weight,  it  will  overbalance  the  sphere  in  air,  but  will 
exactly  balance  it  in  vacuo. 

The  principle  of  Archimedes  is  true  for  bodies  in  air  ; all  that  has  been 

bodvtT  llef  lmmerSed  in  Hcluids  aPPlies  t0  them  ; that  is,  that  when  a 
ody  is  heavier  than  air  it  will  sink,  owing  to  the  excess  of  its  weight  over 

the  buoyancy.  If  it  is  as  heavy  as  air,  its  weight  will  exactly  counterbalance 
he  buoyaucy,  and  the  body  will  float  in  the  atmosphere'  If  ^ body  s 
bghtei  than  air,  the  buoyancy  of  the  air  will  prevail  and  the  body  will  Hs 


rise 
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in  the  atmosphere  until  it  reaches  a layer  of  the  same  density  as  its  own. 
The  force  causing  ascent  is  equal  to  the  excess  of  the  buoyancy  over  the 
weight  of  the  body.  This  is  the  reason  why  smoke,  vapours,  clouds,  and  air- 
balloons  rise  in  the  air.  It  will  be  understood  that  by  buoyancy  is  meant  the 
weight  of  the  medium  displaced  whatever  that  medium  may  be. 

air-balloons 

IQ7  Air-balloons.  — A ir-balloons  are  hollow  spheres  made  of  some  light 
impermeable  material,  which,  when  filled  with  heated  air,  with  hydrogen 
gas,  or  with  coal  gas,  rise  in  the  air  by  virtue  of  their  relative  lightness 

They  were  invented  by  the  brothers  Montgolfier  of  Annonay,  and  the 
first  experiment  was  made  at  that  place  in  June  1783.  Their  bal  °on I* 
sphere  of  forty  yards  in  circumference,  and  weighed  500  pounds, 
lower  part  there  was  an  aperture,  and  a sort  of  boat  was  suspended,  m which 
fiTwas  lighted  to  heat  the  internal  air.  The  balloon  rose  to  a height  of 
2200  yards,  and  then  descended  without  any  accident. 

Charles,  a professor  of  physics  in  Paris,  substituted  hydrog en Tor  hot  am 
He  himself  ascended  in  a balloon  of  this  kind  in  December  C^.  '1 

of  hot-air  balloons  was  entirely  given  up  in  consequence  of  the  serious 
nrridents  to  which  they  were  liable. 

Since  then  the  art  of  ballooning  has  been  greatly  extended,  and  many 
ascents  have  been  made.  That  which  Gay-Lussac  made  m 1804  was  he 
most  remarkable  for  the  facts  with  which  it  has  enriched  science  ^d  for  the 
height  which  he  attained— 23,000  feet  above  the  sea-level.  At  this  heig 
the  barometer  sank  to  12-6  inches,  and  the  thermometer,  which  was  0i  C. 

on  the  ground,  was  9 degrees  below  zero.  Lussac’s 

In  these  high  regions  the  dryness  was  such  on  the  day  of  G^’LuSSa 
ascent,  that  hygrométrie  substances,  such  as  paper,  parchment,  &-C  beca 
dried  and  crumpled  as  if  they  had  been  placed  near  the  fiie.  The  respira 
tion  and  circulation  of  the  blood  were  accelerated  & 

great  rarefaction  of  the  air.  Gay-Lussacs  pulse  ma  - P 
minute  instead  of  66,  the  normal  number.  At  this  great  height  the  sk> 
a very  dark  blue  tint,  and  an  absolute  silence  pievai  ec  , d 

One  of  the  most  remarkable  ascents  was  made  by  Mi.  Glaishei  an 

was  29,000  feet,  and  the  tempeia  uie  . that  Mr.  Glaisher  fainted 

of  the  air  was  so  great,  and  the  c°k  mten  > estimation,  the 

and  could  no  longer  observe.  Accordmg  to  an  apl  correspond 

lowest  barometric  height  they  attained  was  7 inches,  « hicn 

t0?9Se!co^ 

varnish,' S rmlL^it  tti^fo  At^  top  there  is  a safety-valve  closed 
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by  a spring,  which  the  aeronaut  can  open  at  pleasure  by  means  of  a cord. 
A light  wickerwork  car  is  suspended  by  means  of  cords  to  a network  which 
entirely  covers  the  balloon. 

A balloon  of  the  ordinary  dimensions,  which  can  carry  three  persons,  is 
about  16  yards  high,  12  yards  in  diameter,  and  its  volume,  when  it  is  quite 
full,  is  about  6S0  cubic  yards.  The  balloon  itself  weighs  200  pounds  ; the 
accessories,  such  as  the  rope  and  boat  or  car,  100  pounds. 

The  balloon  is  filled  either  with  hy- 
drogen or  with  coal  gas.  Although  the 
latter  is  heavier  than  the  former,  it  is 
generally  preferred,  because  it  is  cheaper 
and  more  easily  obtained.  It  is  passed 
into  the  balloon  from  the  gas  reservoir 
by  means  of  a flexible  tube.  It  is  im- 
portant not  to  fill  the  balloon  quite 
full,  for  the  atmospheric  pressure  dimi- 
nishes as  it  rises,  and  the  gas  inside, 
expanding  in  consequence  of  its  elastic 
force,  tends  to  burst  it.  It  is  suffi- 
cient for  the  ascent  if  the  weight  of 
the  displaced  air  exceeds  that  of  the 
balloon  by  8 or  10  pounds.  And  this 
force  remains  constant  so  long'  as  the 
balloon  is  not  quite  distended  by  the 
dilatation  of  the  air  in  the  interior.  If 
the  atmospheric  pressure,  for  example, 
has  diminished  to  one-half,  the  gas  in  the 
balloon,  according  to  Boyle’s  law,  has 
doubled  its  volume.  The  volume  of  the 
air  displaced  is  therefore  twice  as  great  ; 
but  since  its  density  has  become  only 
one-half,  the  weight,  and  consequently 
the  upward  buoyancy,  are  the  same. 

When  once  the  balloon  is  completely 
dilated,  if  it  continues  to  rise,  the  force  of 
the  ascent  decreases,  for  the  volume  ot 
the  displaced  air  remains  the  same,  but 
its  density  diminishes,  and  a time  arrives 
at  which  the  buoyancy  is  equal  to  the 
weight  of  the  balloon.  The  balloon  can 
now  only  take  a horizontal  direction, 
carried  by  the  currents  of  air  which  prevail  Fig-  185 

in  the  atmosphere.  The  aeronaut  knows 

by  the  barometer  whether  he  is  ascending  or  descending,  and  by  the  same 
means  he  determines  the  height  which  he  has  reached.  A long  fia»  fixed 

wheffie.Cffiei?Ul1ld  ‘“•‘T’’  P°Siti°n  !t  takeS  either  ab°ve  or  below, 

" netllei  the  balloon  is  descending  or  ascending. 

tluTh*n  th®  aeronaut  wishes  t0  descend,  he  opens  the  valve  at  the  top  of 
the  balloon  by  means  of  the  cord,  which  allows  gas  escape,  and  the 
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balloon  sinks.  If  he  wants  to  descend  more  slowly,  or  to  rise  again,  he 
empties  out  bags  of  sand,  of  which  there  is  an  ample  supply  m the  car.  he 
descent  is  facilitated  by  means  of  a grappling-iron  fixed  to  the  car  When 
once  this  is  fixed  to  any  obstacle,  the  balloon  is  lowered  by  pulling  the 

LOlC!qq  Parachute.— The  object  of  the  parachute,  seen  on  the  left-hand  side 
of  the  balloon  in  fig.  185  and  shown  extended  in  fig.  186,  is  to  allow  the 
aeronaut  to  leave  the  balloon,  by  giving  him  the  means  of  lessening  the 
rapidity  of  his  descent.  It  consists  of  a large  circular  piece  of  cloth  a 
16  feet  in  diameter,  which  by  the  resistance  of  the  an  spreads  out  like  a 
gigantic  umbrella.  In  the  centre  there  is  an  aperture  through  which  the  air 
gigantic  umu  compressed  by  the  rapidity  of 

the  descent  makes  its  escape  ; 
for  otherwise  oscillations  might 
be  produced  which,  when  com- 
municated to  the  car,  would  be 
dangerous. 

The  parachute  is  attached 
to  the  network  of  the  balloon 
by  means  of  a cord  which  passes 
round  a pulley,  and  is  fixed  at 
the  other  end  to  the  car. 
When  the  cord  is  cut  the  para- 
chute sinks,  at  first  very  rapidly, 
but  more  slowly  as  it  becomes 
distended. 

The  only  practical  applica- 
tions which  air-balloons  have 
hitherto  had  have  been  in 
military  reconnoitring.  At  the 
battle  of  Fleurus,  in  1794*  a 
captive  balloon — that  is,  one 
held  by  a rope — -was  used,  in 
which  there  was  an  obseivei 
who  reported  the  movements 
of  the  enemy  by  means  of 
signals.  At  the  battle  of  Sol- 
ferino  the  movements  and  dis- 


Fig.  186 


• s nf  the  Austrian  troops  were  watched  from  a captive  balloon  ; and 

were  freely  user,,  whi.e  their  usance 

during  the  siege  of  Parts  will  not  have  been  fo.go  e • 1 M can 
South  Africa  frequent  use  was  made  of  captive  ba  °o  ^ made 

only  be  truly  useful  when  they  can  e g u M_  Santos-Dumont 

with  this  view  have  only  partia  y sue  * p d> Orient  in  Paris, 

constructed  an  air-ship  in  which,  starting  from.t he  1 ^ arc  c lOnent  ^ 
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petrol  engine  of  16  h.p.),  the  propeller,  the  rudder,  and  a wicker  chair  for 
the  aeronaut.  The  total  weight  of  the  balloon  and  its  appendages  was  550 
pounds. 

200.  Calculation  of  the  weight  which  a balloon  can  raise. — To  calculate 
the  weight  which  can  be  raised  by  a balloon  of  given  dimensions,  let  us 
suppose  it  perfectly  spherical,  and  premise  that  the  formulae  which  express  the 

volume  and  the  superficies  in  terms  of  the  radius  are  V = ^7r^',  S=47tR2. 

3 

The  radius  R being  measured  in  feet,  let  p be,  in  pounds,  the  weight  of  a 
square  foot  of  the  material  of  which  the  balloon  is  constructed  ; let  P be  the 
weight  of  the  car  and  the  accessories,  a the  weight  in  pounds  of  a cubic 
foot  of  air  at  zero,  and  under  the  pressure  76  cm.,  and  a'  the  weight  of  the 
same  volume,  under  the  same  conditions,  of  the  gas  with  which  the  balloon 
is  inflated  (157)-  Then  the  total  weight  of  the  envelope  in  pounds  will  be 

4îrRy5  ; that  of  the  gas  will  be  ^7rR  * ; and  that  of  the  displaced  air  . 

3 3 

If  X is  the  weight  which  the  balloon  can  support,  we  have 


Whence 


47rRd^ 

3 


4£RW_47rR^  _ p 


X = 47rR3  {a  - a')  - 47tR  f - P. 


Rut,  as  we  have  before  seen  (198),  the  weight  must  be  less  by  8 or  10  pounds 
than  that  given  by  this  equation,  in  order  that  the  balloon  may  rise. 
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201.  Air-pump.— The  air-pump  is  an  instrument  by  which  a vacuum  can 
be  produced  in  a given  space,  or  rather  by  which  air  can  be  greatly  rarefied 
for  an  absolute  vacuum  cannot  be  produced  by  its  means.  It  was  invented 


Fig.  187 


by  o,to  von  Guericke  in  ,650.  a few  years  after  the  invention  of  the  baro- 
meïïie  air-pump,  as  now  usually  constructed  may  be  described  as  follows^ 

meaning. 
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The  base  VGL  is  of  stout  metal,  and  is  firmly  fixed  on  a table.  At  one 
end  two  glass  cylinders  or  barrels  are  firmly  cemented,  and  the  two  pistons 
P and  P',  tightly  packed  with  leather  washers,  work  airtight  in  them.  To 
these  pistons  are 
attached  racks  H,  K, 
and  by  means  of  a 
handle  MN,  work- 
ing about  a pinion 
X,  the  pistons  P 
and  P'  are  moved 
alternately  up  and 
down.  On  the  plate 
V is  fitted  a thick 
glass  plate  with  a 
very  true  surface. 

In  its  centre  is  a 
screw  tubulure,  zz, 
fixed  into  a conduit 
nc,  which  connects 
the  receiver  and  the 
barrels. 

Fig.  189  gives 
a vertical  section  of 
one  of  the  pistons 
on  a larger  scale. 

It  consists  of  two 
brass  discs,  A and 

B,  the  latter  of  Fis-  188 


which  is  provided  with  a brass  tube  in  which  is  a screw,  D : this  presses 
ogether  a number  of  leather  washers  very  slightly  larger  than  the  disc. 
Ihe  leather  is  thoroughly  soaked  with  oil,  and  slides  airtight  in  the  barrels, 
ut  with  slight  friction.  D is  pierced  by  a channel  which  connects  it  with 
“ a"\  ïn  |he  1centre  of  the  disc  B is  a hole,  z,  closed  by  a metal 
tionll  ,U  chtnlief  C°‘k’  and  * mea"s  »fa  ™<L  « kept  in  posh 

A valve  j,  opens  and  closes  the  orifice  of  the  channel  c which  is  in  con- 
nect'on  with  the  receiver.  It  is  fixed  to  the  end  of  a rod,  «,  which  moves 

tithTt  the  rod011’  T8?"  thG  ft0n-  Then  When  the  Piston  sinks  it  carries 

but  onlv  fn  d’  unm  C °SeS  r ^ °nfiCe’  AS  the  piston  rises  !t  lifts  lhe  rod, 

and  Ae  nisto  \ ^ the  r°d  Strikes  a&ainst  top  of  the  barrel, 

the  piston,  continuing  its  upward  motion,  slides  along  the  rod 

while  c !t0pC°C(k  T COnneCtS  the  receiver  R with  die  air-pump  gauge  E (202), 

«hius  JsT  ,S  ,T ' ver, Wit"  ,he  l>arrels-  Wh“  teceiver  has  bee!, 

Air  e adZTeh  h '°“g  q“ar"r'  and  tl,e  vacuum  is  «'>“  preserved, 
stopcock  hself  opening  a screw,  r,  at  the  top  of  a channel  in  the 


pisl°'’  I"  '“ring  *1  the  bottom  of  the  barrel  (fig.  igo)  as  the 

whileZ  sZ  1 , PS“”  ri?eS'and  wi,h  rod  a ami  the  ™lve  s 

- closed  by  ns  own  weight  and  the  pressure  of  the  air.  A partial 
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vacuum  is  created  under  the  piston,  but  the  valve  ^ having  opened  up  con- 
nection with  the  receiver  R,  the  air  in  this  expands  and  fills  both  the  îeceiver 
and  the  barrel.  When  P begins  to  descend,  the  valve  j is  closed  by  the 
descent  of  the  rod  «,  the  rarefied  air  in  the  barrel  can  no  longer  return  to 
the  receiver,  it  gets  more  and  more  condensed,  and  its  pressure  is  ultimately 
great  enough  to  open  the  valve  Z,  and  the  air  under  the  piston  escapes 
by  the  channel  D into  the  outer  air,  and  thus  the  rarefaction  produced 
in  the  receiver  is  permanent.  At  the  second  stroke  of  the  piston  t îe 
same  action  is  repeated,  until  a limit  is  reached  at  which,  although 
there  is  air  in  the  receiver,  its  elastic  force  is  insufficient  to  raise  the 

It  is  clear  that  when  the  rarefaction  has  proceeded  to  a considerable 
extent,  the  atmospheric  pressure  on  the  top  of  P will  be  very  great,  but  it  will 


Fig.  189 


Fig.  190 


b.  very  nearly  balanced  by  .he  “ £££ ‘on^hé 

piston.  Consequently,  the  experimenter  11  h „„  barrels  are 

difference  of  the  two  pressures.  This  is  tne  îea  y 

employed,  a plan  first  adopted  by 'Hawtabee.  ^ worked  some  time 

202.  Air-pump  gauge.— When  the  pu  P difference  of  level  of  the 

the  pressure  in  the  receiver  is  indicated  y r ../u \ rn  jc 

mercury  in  the  two  legs  of  a glass  tube  bent  like  a sip  ion,  one 

opened,  and  the  other  closed  like  a à 

which  is  called  the^,  is  fixed  to  an • upng  1 Pa  stopcock,T, 

small  bell-jar,  E,  which  communicates  with  the  rec  ^ _ ,88)_ 

inserted  in  the  tube  leading  from  the  onfice  Y ^ j/exceeds  üie 

Before  the  exhaustion  begins,  the  pressuie 
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weight  of  the  column  of  mercury  which  is  in  the  closed  branch,  and  which 
consequently  remains  full.  But  as  the  pump  is  worked  the  pressure  soon 
diminishes,  and  is  unable  to  support  the  weight  of  the  mercury,  which  sinks 
and  tends  to  stand  at  the  same  level  in  both  legs.  If  an  absolute  vacuum 
could  be  produced,  they  would  be  exactly  on  the  same  level,  for  there  would 
be  no  pressure  either  on  the  one  side  or  the  other.  But  with  the  very  best 
machines  of  this  type  the  level  is  always  about  a thirtieth  of  an  inch  higher 
in  the  closed  branch,  which  indicates  that  the  pressure  of  the  air  in  the 
receiver  has  been  reduced  to  the  ^ part  of  an  atmosphere. 

Theoretically  an  absolute  vacuum  is  impossible  ; for  since  the  volume 
of  each  cylinder  is,  say,  ^ that  of  the  receiver,  only  ^ of  the  air  in  the 
receiver  is  extracted  at  each  stroke  of  the  piston,  and  consequently  it  is  im- 
possible to  exhaust  all  the  air  which  it  contains.  The  theoretical  degree  of 
exhaustion  after  a given  number  of  strokes  is  easily  calculated  as  follows 
Let  a denote  the  volume  of  the  receiver,  including  in  that  term  the  pipe  ; 
b the  volume  of  the  cylinder  between  the  highest  and  lowest  positions  of 
the  piston  ; and  assume,  for  the  sake  of  distinctness,  that  there  is  only  one 
cylinder  : then  the  air  which  occupied  a before  the  piston  is  lifted  occupies 
n + b after  it  is  lifted  ; and  consequently  if  dx  is  the  density  at  the  end  of  the 
first  stroke,  and  d the  original  density,  we  must  have 


If  d.,  is  the  density  at  the  end  of  the  second  stroke,  we  have 


If  there  are  two  equal  cylinders,  the  same  formula  holds  ; but  in  this 
case,  in  counting  «,  upstrokes  and  downstrokes  equally  reckon  as  one. 

If  Pn  is  the  pressure  of  the  rarefied  air  after  n strokes  of  the  pump,  and 
P the  original  (atmospheric)  pressure,  the  above  formula  gives,  since  the 
pressure  is  directly  proportional  to  the  density  when  the  volume  and  tem- 
perature are  constant, 


consequently,  after  n strokes,  d„  = d 
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The  space  between  the  piston  and  the  bottom  of  the  barrel  is  called  the 
clearance , and  the  efficiency  of  the  pump  depends  upon  this  being  made  as 

Sm  2^03  Double-exhaustion  stopcock.— By  means  of  this  device  the  ex- 
haustion of  the  air  can  be  carried  to  a very  high  degree  Fig.  190  gives  a 
horizontal  section  of  the  stopcock  Q,  which  by  means  of  a central  channel 
and  two  lateral  ones  forms  a communication  with  the  ieceiver  and 
barrels  When  the  working  ceases,  that  is,  when  Z no  longer  rises,  a quar ter- 
turn  is  given  to  Q (fig.  192).  The  connections  are  now  altered  as  is  seen 
from  the  horizontal  sections  in  figs.  19 1 and  192,  and  the  vertical  sedionsin 
figs  103  and  194.  Figs.  191  and  193  refer  to  the  state  of  things  before,  an 
|s‘.  192  and  194  after  Q is  turned.  The  new  channels  correspond  now  with 


Fig.  191 


Fig.  192 


, 1 -«.I,.-  Karrel  is  alone  connected  with  the  receiver 

.f  left  i °^Tel  in 

510  Thfrigiît  Eton'S  if  Ses  exhausts  air  front  the  receiver;  but  when  .. 
does  no  i he  ri  ht  cylinder  continues  to 

receiver,  and  to  force  it  into > the  left  cyli valve  of  the  piston  r , 
" SSl"  - rpecock  was  turned,  for  it  is  only  when 
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the  valves  in  the  piston  no  longer  open  that  a quarter  of  a turn  is  given 
to  the  stopcock.  In  this  way  a rarefaction  of  half  a millimetre  has  been 
attained. 

204.  Bianchi’s  air-pump. — Bianchi  invented  an  air-pump  which  has 
several  advantages.  It  is  made  entirely  of  iron,  and  it  has  only  one  cylinder, 
which  oscillates  on  a horizontal  axis  fixed  at  its  base,  as  seen  in  fig.  195. 
A horizontal  shaft,  with  heavy  fly-wheel  V,  works  in  a frame,  and  is  turned 


Fig.  195 


by  a handle,  M.  A crank,  m,  which  is  joined  to  the  top  of  the  piston  mH  is 
the  cyhnder  “Testf  re™h“"  «"  *2 

‘he  pr“te‘I  * <*•  arrangement  is  a?  foiiot 


192 


On  Gases 


[204 


on  the  former  axis  has  twice  as  many  teeth  as  that  on  the  latter  axis,  the 
force  which  raises  the  piston  is  doubled:  an  advantage  which  is  counter- 
balanced by  the  inconvenience  that  now  the  piston  will  make  one  oscillation 
for  one  revolution  of  the  fly-wheel. 

The  machine  is  double-acting  ; that  is,  the  piston  PP  (fig.  196  P~du“s 
a vacuum,  both  in  ascending  and  descending.  This  is  effected  by  the  fol- 
\oGmz  arrangements  :-In  the  piston  there  is  a valve,  b,  opening  upwards 
as  in  the  ordmary  machine.  The  piston-rod  AA  is  hollow,  and  in  the  inside 

*«  is  * ^ tUb£’  X’  ^ WhiCh 

is  a second  valve,  a,  opening  up- 
wards. An  iron  rod,  D,  works  with 
gentle  friction  in  the  piston,  and 
terminates  at  its  ends  in  two  conical 
valves,  s and  s',  which  fit  into  the 
openings  of  the  tube  B leading  to 
the  receiver. 

Let  us  suppose  the  piston  de- 
scends. The  valve  s'  is  then  closed, 
and,  the  valve  j being  open,  the  air 
of  the  receiver  passes  into  the  space 
above  the  piston,  while  the  air  in 
the  space  below  the  piston  under- 
goes compression,  and,  raising  the 
valve,  escapes  by  the  tube  X,  which 
communicates  with  the  atmosphere. 
When  the  piston  ascends,  the  ex- 
haustion takes  place  through  s’,  and 
the  valve  s being  closed,  the  com- 
pressed air  escapes  by  the  valve  a 
The  machine  has  a stopcock  for 
double  exhaustion,  similar  to  that 
already  described  (203).  It  is  also 
oiled  in  an  ingenious  manner.  A 
cup,  E,  round  the  rod  is  filled  with 
oil  which  passes  into  the  annular 
space  between  the  rod  AA  and  the 
tube  X ; it  passes  then  into  a tube 
00  in  the  piston,  and,  forced  by  the 
atmospheric  pressure,  is  uniformly 
distributed  on  the  surface  of  the 
piston. 


Fig.  196 


pisiun. 

less  time  and  in  apparatus  of  greater  is  a mechanical  pump 

305.  Fleuss  or  Geryk  ^pidly  be  obtained.  A section 

by  which  a vacuum  of  1 mm.  of  mei  a Jinder  in  which  a piston  P, 

- *>«■  *« the  middie-of  the 
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cylinder  is  a partition  with  a central  opening  a,  through  which  C passes,  and 
J is  a collar  with  a disc  T attached,  through  which  the  piston-rod  can  slide 
airtight,  and  which  serves  as  a valve.  Due  to  the  action  of  a strong  spring, 
SS,  the  valve  J keeps  the  aperture  a ordi- 
narily closed  ; but  as  the  piston  rises  to  the 
top  of  its  stroke,  its  shoulder  slightly  raises 
J,  and  expels  into  the  upper  compartment 
any  air  which  may  have  been  carried  up  by 
the  piston.  EE  is  an  annular  space  sur- 
rounding the  lower  compartment,  communi- 
cating by  G with  the  vessel  to  be  exhausted, 
by  H with  the  bottom  of  the  cylinder,  and 
by  F with  the  lower  compartment.  D is  a 
disc-valve  in  the  piston  closing  an  aperture, 
b , in  the  lower  part  of  the  piston,  while  c is 
an  opening  in  the  upper  part.  K is  an  open- 
ing communicating  with  the  external  air  in 
the  case  of-  a single-barrel  pump,  and  with 
the  lower  compartment  of  the  second  barrel, 
if  the  pump  has  two  barrels,  by  a tube  similar 
to  G. 

The  effective  action  of  the  pump  depends 
upon  a copious  use  of  a special  non-volatile 
oil  which  floods  the  lower  parts  of  each  com- 
partment and  seals  all  the  joints  and  valves. 

It  is  a single-acting  pump.  In  the  position 
of  the  piston  shown  in  the  figure,  the  receiver 
communicates  with  B by  the  tube  G.  As  the 
piston  rises  F is  closed,  the  air  in  B is  com- 
pressed, and  escapes  through  the  oil  into  the 
upper  compartment  in  consequence  of  the 
valve  J being  slightly  raised  by  the  shoulder 
on  the  piston.  When  the  piston  descends 
the  pressure  of  air  below  it  raises  the  valve 
D,  so  that  the  pressures  above  and  below  Fig'  197 

xïs  rThf  “d 

of  air  contained  in  B is  expelled ^ Tl“  mi*  oï  “d  st">te '.h=  ^ 
absence  of  clearance  at  a ; all  the  air  nTi  / n ^ C°nS1StS  111  the 
its  place  being  taken  by  oil  expelled  at  each  upstroke— 

is  unlimited,  the  air  will  be  carried^  ° lm,ted  wllde  that  of  mercury 

lowi ng  is  simplest  form  S^apSfos  i„‘  S ^"“‘‘i  Tl" 

,n  * ■*  - * “ «-  - sms 

o 
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,,  „c  inrlia  rubber  tubing  with  a funnel,  A,  filled 
and  connected  by  mean  J^'^Mercury  is  allowed  to  fall  in  this 
with  mercury  and  ^pported  by^ta  ^ Jwer  ^ of  the  Ulbe  ^ fits 

tube  at  a rate  îegulated  y ^ l higher  than  the  lower 

in  the  flask  B,  which  has  a spout  a,  npSper  par.  has  a branch 

at  x,  to  which  the  vessel  R to  be  ex- 
hausted can  be  tightly  fixed.  When 
the  clamp  at  r is  opened,  the  first  por- 
tions of  mercury  which  run  out  close 
the  tube  and  prevent  air  from  entering 
below.  As  the  mercury  is  allowed  to 
run  down  the  exhaustion  begins,  and 
the  whole  length  of  the  tube  from  -r  to 
d is  filled  with  alternate  cylinders  of 
air  and  mercury  moving  downwards. 
Air  and  mercury  escape  through  the 
spout  of  the  flask  B,  which  is  above 
the  basin  H,  where  the  mercury  is 
collected.  It  is  poured  back  from 
time  to  time  into  the  funnel  A,  to  be 
repassed  through  the  tube  until  the 
exhaustion  is  complete.  As  this  point 
is  approached,  the  enclosed  air  be- 
tween the  mercury  cylinders  is  seen 
to  diminish,  until  the  lower  part  of  cd 
forms  a continuous  column  of  mercury 
about  30  inches  high.  Towards  this 
stage  of  the  process  the  falling  mercury 
produces  a noise  like  that  of  a water- 
hammer  when  shaken  ; the  operation 
is  completed  when  the  column  of 
mercury  encloses  no  air,  and  a drop 
of  mercury  falls  on  the  top  of  the 
column  without  enclosing  the  slightest 
air-bubble.  The  height  of  the  column 
then  represents  the  height  of  the 
column  of  mercury  in  the  barometer  ; 

ic.  a barometer  whose  Torricellian  vacuum  is  the  receiver 
in  other  words,  it  is  a baiomer  great  success  in 

R.  Modifications  of  th.s  “^“^SnTrequircd.  as  in  the  pre- 
experiments in  which  a vety  con  p electric  lamps.  It  may  be 

paration  of  Geissler  s tubes  a"d  'Xtca  a -pnmp  such  as  the  Fleuss, 

air.  P,he  ’exhaustion  being  then 
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completed  as  above.  . , , absorbing  the  residual  gas,  after 

The  most  perfect  vacua  art 1 obtamec > W atojbmg  mechan8ically  or 

the  exhaustion  has  been  pushed  P chemically.  Thus  Dewar  has 

by  some  substance  win  '^'c^  ^ . hich  he  est|mates  at  of  a nn"i- 

Ctby  heS  cUmoa’l  «0  redness,  in  a vessel  from  which  am  had  been 
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exhausted  by  the  Sprengel  pump,  and  then  allowing  it  to  cool.  Finkener 
filled  a vessel  with  oxygen,  then  exhausted  as  far  as  possible,  and  finally 
heated  to  redness  some  copper  contained  in  the  vessel.  This  absorbed 
the  minute  quantity  of  gas  left,  with  the  formation  of  copper  oxide.  In  some 
of  his  experiments  Crookes  obtained  by  chemical  means  a vacuum  of 
of  a millimetre.  This  represents  a pressure  of  one-twentieth  of  a millionth 
of  an  atmosphere  (micro-atmosphere).  In  these  highly  rarefied  gases  the 
pressure  is  so  low  that  it  is  very  difficult  to  measure  minute  differences. 

For  such  cases  McLeod  has  devised  a very 
valuable  gauge,  the  principle  of  which  is  to  con- 
dense a measured  volume  of  the  highly  rarefied 
gas  to  a much  smaller  volume,  and  then  to 
measure  its  pressure  under  the  new  conditions. 

McLeod’s  gauge  is  illustrated  in  fig.  19g.  BG 
is  a vertical  tube  connected  above  with  the 
vessel  which  is  being  exhausted,  and  dipping 
into  a bottle,  F,  containing  mercury.  The  latter 
is  connected  by  a tube,  E,  with  a Bunsen’s 
pump  (20 7),  so  that  the  pressure  in  the  space 
above  the  mercury  in  F can  be  reduced.  ACK  is 
a tube  the  upper  part  of  which,  AC,  is  capillary 
and  graduated,  the  volume  of  the  whole  tube  and 
of  the  capillary  part  for  each  division  being  care- 
fully determined.  This  tube  fits  airtight  into  the 
opening  of  a lateral  pi'ojection,  D,  from  the  tube 
BG,  the  junction  being  sealed  by  mercury  in  the 
cup  L.  The  upper  part  of  BG  is  of  the  same 
tubing  as  AC,  to  avoid  errors  from  capillarity,  and 
is  also  graduated. 

To  determine  the  pressure  of  the  rarefied  air 
we  proceed  as  follows  .-—Turn  the  stopcock  E and 
admit  air  into  F : the  mercury  at  G rises,  reaches 
, and  shuts  off  in  ACD  a known  volume  V of 
air  at  a pressure  P (mm.)  which  is  to  be  deter- 
mined. The  mercury  still  rising  compresses  this 
air,  and  reaches  a point  A,  while  in  the  long  tube 
it  stands  (say)  at  B,  h mm.  above  A.  The  volume  v 
-r  „ Vs  known  ; the  pressure  on  the  mercury 

->  is  I , for  it  has  not  been  sensibly  altered  by 
rise  of  the  mercury  from  G to  B.  Hence  by  Boyle’s 
aw  VP  _ y (p  + //)(  whence  P is  determined.  Care 
must  be  taken  to  maintain  the  temperature  constant 
w °7;  Bunsen’s  sPrengel  pump.— This  is  a con- 
skSlparTgement  f°r  ProdudnS  a very  con- 
as  in  labomoar“"0nA,n (o“p is  arai“a. 
service-pipe  of  a water-supply  is  joined  hi.  ^ 2°°i’  connected  with  the 
“ » glass  tube,  Jf,  to £ ’ a,  india-™bb“  <>"* 

- -ds  long.  Th^tuhe  , is 


Fig.  199 
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1 , in  falling  down  the  tube  carries  with  it  air 

Th!  supply  of  «.ter,  and  therewith  .he 


Fig.  200 

to  15  millimetres.  riirrpnts  of  air.— When  a jet  of  liquid  or  of  a 

**■  Aspjfatingachono  cu™h J along  with  it,  fresh 
gas  passes  through  air,  it  canies^  ^ in  tQ  supply  its  place,  comes 

also  in  contact  with  the  jet,  and  is  in  like 
manner  carried  away.  Thus,  then,  there 
is  a continual  rarefaction  of  the  air  round 
the  jet,  in  consequence  of  which  it  exeits 
aspiratory  action. 

This  phenomenon  may  be  well  illus- 
trated by  means  of  an  apparatus  repre- 
sented in  fig-  201,  the  analogy  of  which  to 
the  experiment  described  (145)  "I1'1  bf:  a 
Fig. ...  once  evident.  1.  consists  of  a -de  glass 

tube,  in  the  two  ends  of  which  are  floured  «quid”  On  blowing 

the  bottom  is  a „ rise.  ,f  „„  the  contrary 
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To  this  class  of  phenomena  belongs  the  following  experiment,  which 
is  a simple  modification  of  one  originally  described  by  Clément  and 
Désonnes.  A tube  is  fixed  in  a metal  disc  (fig.  202),  its  end  being  flush  with 
the  surface.  A light  disc  is  held  at  a little 
distance  by  means  of  three  metal  studs. 

Holding  the  tube  vertically  with  the  discs 
downwards,  and  blowing  into  it,  the  movable 
disc  is  seen  to  rise  until  it  comes  in  contact 
with  the  upper  one.  The  current  of  air 
spreads  out  from  the  centre  of  the  plate 
towards  the  circumference,  and  in  doing  so 
is  rarefied  ; in  consequence  of  this  lessened 
pressure  in  the  space,  the  lower  disc  is  lifted 
by  the  external  pressure  against  the  upper 
one,  where  it  remains  as  long  as  the  blow- 
ing continues.  The  simplest  plan  of  making 
this  experiment  was  devised  by  Faraday. 

Holding  one  hand  horizontal,  the  palm 
downwards  and  the  fingers  closed,  the  space 
between  the  index  and  middle  fingers  is 
blown  through.  If  a piece  of  light  paper,  of  2 or  3 square  inches,  is  held 
against  the  aperture,  it  does  not  fall  as  long  as  the  blowing  continues. 

The  old  water-bellows , still  used  in  mountainous  places  where  there  is 
a continuous  fall,  is  a further  application  of  the  principle.  Water  falling 
from  a reservoir  down  a narrow  tube  divides  and  carries  air  along  with  it°; 
and,  if  there  are  apertures  in  the  sides  through  which  air  can  enter,  this  also 
is  carried  along,  and  becomes  accumulated  in  a reservoir  placed  below,  from 
which  by  means  of  a lateral  tube  it  can  be  directed  into  the  hearth  of  a forge. 

This  may  be  illustrated  by  the  simple  apparatus  represented  in  fig.  203 
the  construction  of  which  from  glass  tubes  and  corks  will  be  readily  intelligible! 

It  may  be  remarked 
that  the  outer  tube  is 
at  b represented  in 
section,  and  that  the 
parts  of  the  tubes  ofd 
and  h outside  the 
cork  are  relatively 
much  longer  horizont- 
ally and  vertically  than 
is  here  represented. 


If  the  vertical  tube  fd  is  fitted  to  a vessel  of  boiling  water,  as  soon  as 
steam  issues  through  o,  it  not  only  raises  water  from  a vessel  in  which  the 

h ,Ti°  tie  tube  ,l  dlPs>  but  drives  it  through  the  aperture  0.  And  if  a 
oent  tube,  with  a narrow  opening  like  *,  is  fitted  at  n,  and  directed  upwards 
a continuous  jet  of  water  is  produced,  often  reaching  to  the  ceiling. 

__  p ,'S  aPParatlls  serves  well  to  illustrate  the  principle  of  Giffard's  injector 

kept »p^dwkh““,erd  imp°rtant  apparatus  by  'vhidl  «“"-boilers  are’ 
The  principle  is  also  applied  in  a series  of  machines  for  moving  and 
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lifting  liquids,  and  even  solids  such  as  corn;  in  pumping,  in  blowers, 
exhausters  air-pumps,  &c.  An  interesting  application  is  that  of  the  well- 
known  spray  producer;  this  principle  has  further  been  utilised  by  Sprengcl 
in  supplying  water  to  sulphuric  acid  chambeis. 

By  the  locomotive  steam-pipe  a jet  of  steam  entering  c c i 
locomotive  carries  the  air  away,  so  that  fresh  a,r  must  arme  through  the 

fire,  anti  thus  the  draught  is  kept  up_  a metcory 

•700  Morren’s  mercury  pump.— -rigs.  204  anu  -uj  ‘W  . 1 

air-pump,  constructed  by  Alvergniat.  It  consists  of  two  reservons,  A 


Fig.  205 

Fig.  204  „ 

1 . fiii-.ru  T and  along  india-rubber  tube,  C_. 

and  B,  connected  by  a barometei  ’ > ' - , support  ; A,  which  is 

The  reservoir  B and  the  "Id  lowered  through  a dis- 

rr# »eT™s  is  effuctediy 

theiafter  o°f  wW*  is  tu™èdby  a handle.  Above  the  reservoir  11  ,s  a three- 
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way  cock,  n ; to  this  is  attached  a tube,  a,  for  exhaustion,  and  on  the 
left  is  an  ordinary  stopcock,  m,  which  communicates  with  a reservoir  of 
mercury,  v,  and  with  the  air.  The  exhausting  tube  d is  not  in  direct  com- 
munication with  the  receiver  to  be  exhausted  ; it  is  first  connected  with  a 
reservoir,  o,  partially  filled  with  sulphuric  acid,  and  designed  to  dry  the  gases 
which  enter  the  apparatus.  An  india-rubber  tube,  c,  makes  communication 
with  the  receiver  which  is  to  be  exhausted.  On  the  reservoir  o is  a small 
mercury  manometer,  p. 

These  details  being  understood,  suppose  the  reservoir  A at  the  top  of  its 
course  (fig.  204),  the  stopcock  m open,  and  the  stopcock  n turned  as  seen  in 
Z ; the  india-rubber  tube  C,  the  tube  T,  the  reservoir  B,  and  the  tube  above 
are  filled  with  mercury  as  far  as  v ; closing  then  the  stopcock  m , and  lower- 
ing the  reservoir  A (fig.  205),  the  mercury  sinks  in  the  reservoir  B and  in 
the  tube  T,  until  the  difference  of  levels  in  the  two  tubes  is  equal  to  the  baro- 
metric height,  and  there  is  a vacuum  in  the  reservoir  B.  Turning  now  the 
stopcock  n as  shown  in  fig.  X,  the  gas  from  the  space  to  be  exhausted  passes 
into  the  barometer  chamber  B by  the  tubes  c and  d,  and  the  level  again 
sinks  in  the  tube  T.  The  stopcocks  are  now  replaced  in  the  first  position 
(fig.  Z),  and  the  reservoir  A is  again  lifted,  the  excess  of  pressure  of  mercury 
in  the  india-rubber  tube  expels,  through  the 
stopcocks  n and  m,  the  gas  which  had 
passed  into  the  chamber  B,  and,  if  a few 
droplets  of  mercury  are  carried  along  with 
it,  they  are  collected  in  the  vessel  v. 

The  process  is  repeated  until  the  mercury 
is  virtually  at  the  same  level  in  both  legs 
of  the  gauge. 

Like  Spi-engePs  pump,  this  is  very 
slow  in  its  working,  and,  like  it,  is  best 
employed  in  completing  the  exhaustion  of 
a space  which  has  already  been  partially 
rarefied  ; for  a vacuum  of  ^ of  a milli- 
metre may  be  obtained  by  its  means. 

210.  Condensing  pump. — The  con- 
densing pump  is  an  apparatus  for  com- 
pressing air  or  any  other  gas.  The  form 
usually  adopted  is  the  following  : — In  a 
cylinder,  A,  of  small  diameter  (fig.  207), 
there  is  a solid  piston,  the  rod  of  which 
is  moved  by  the  hand.  The  cylinder  is 
provided  with  a screw  which  fits  into  the 
receiver  K.  Fig.  206  shows  the  arrange- 
ment of  the  valves,  which  are  so  con- 
structed that  the  lateral  valve  0 opens  into 
the  cylinder  A,  and  the  lower  valve  .r 
downwards  towards  the  receiver. 

When  the  piston  descends  the  valve  0 closes,  and  the  air  in  the  cylinder 
A is  forced  through  the  valve  j into  the  receiver.  When  the  piston  ascends, 
J closes  and  o opens,  and  permits  the  entrance  of  fresh  air,  which  in  turn 
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becomes  compressed  by  the  descent  of  the  piston,  and  so  on.  This 
apparatus  is  useful  for  charging  liquids  with  gases.  For  this  purpose  the 
stopcock  B is  connected  with  a reservoir  of  the  gas  by  means  of  the  tube  D 
The  pump  exhausts  this  gas,  and  forces  it  into  the  vessel  K,  in  which 
the  liquid  is  contained.  Artificial  gaseous  waters  are  made  by  means  of 

analogous  apparatus.  , 

Suppose  air  is  being  compressed  into  K.  If  « and  b denote  the  volumes 

of  the  receiver  and  cylinder  respectively,  P atmospheric  pressure,  and 
P P Pn  the  pressures  of  the  compressed  air  after  I,  2,  ...  n strokes 

of” the  piston,  we  see  that  after  one  downward  stroke  the  volume  « + * 
at  pressure  P is  compressed  into  ci  at  pressuie  Pt  ! ••  {n  + ) 1^' 

the  piston  rises  the  cylinder  is  refilled  with  air  at  atmospheric  pressure. 
At  the  end  of  the  second  stroke,  P ( a + 2b)  = V,a ; and  after  n strokes, 

P (a  + nb)  = P na,  assuming  constancy  of  temperature. 

The  applications  of  condensed  air  are  both  numerous  and  important.  In 
a certain  sense  condensed  air  plays  the  part  of  a metal  spring  m which 
energy  is  stored,  and  from  which  it  can  be  drawn  and  utilised  by  expanding 
the  air  at  a given  moment  and  at  a given  point  in  the  most  favourable 
condition  for  its  being  applied.  In  some  cases  the  expansion  is  sudden 
and  intermittent,  as  in  the  air-gun,  the  pneumatic  post,  or  in  atmospheric 
brakes;  and  in  some  cases  slow,  gradual,  and  continuous,  as  in  boring 

ma<OnTof  the  most  important  applications  is  that  to  the  larger  boring 
machines  used  in  tunnelling  through  the  Alps  and  elsewhere.  T reie,  were 
steam  power  would  be  objectionable  owing  to  the  steam  produced,  com- 
pressed air  is  of  great  service,  for  it  not  only  supplies  the  power,  but  it 

helps  to  ventilate  the  underground  spaces.  . , 

The  principal  parts  of  such  machines,  which  were  first  employed  on  a 
large  scale  in  the  Mont  Cenis  tunnel,  are  as  follows  A sheaf  of  borers 
or  iron  rods  with  punches  on  the  ends  are  mounted  on  a frame  woik.  Eac  1 
of  these  borers  is  susceptible  of  three  simultaneous  motions  : one  backward 
and  forward  producing  repeated  shocks  against  the  rock  ; a second  analogou 
to  that  of  a gimlet  ; while  a third  moves  the  whole  framework  backwai 

andThCVtriple  motion  is  effected  by  a machine  like  a steam-engine,  but 
driven  by  compressed  air  ; the  first  motion  by  a piston,  the  action  of  vh  cl 
is  regulated  by  a slide  valve  (476)  ; the  other  two  motions  are  effected 
by  means  of  a separate  machine.  The  air  is  under  a pressure  of  five  atmo- 
spheres the  compression  being  effected  by  special  machines  worked  by  w ater- 
power.  The  air,by  which  all  this  is  effected,  on  expanding  helps 

anCV^:^S  is  of  great  service  in  London  and  other  large  towns 
In  a carrier  which  is  a gutta-percha  cylinder  7 inches  long  by  2 inches  in 

— . r,d  - “ r«u« srr  s - £ 

folded  down  and  held  in ’position  by  an  india-rubber  band,  so  as  to  keep 
the  contents  in  their  place. 
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Such  carriers  move  airtight  in  carefully  turned  leaden  tubes  polished 
internally  and  protected  by  being  incased  in  iron  tubes.  The  propulsion  is 
effected  either  by  pressure  or  by  exhaustion  ; and  by  suitable  valves  the 
tubes  can  be  placed  in  connection  with  compressed  or  rarefied  air,  so  that 
the  carriers  may  either  be  shot  in  one  direction  by  compressed  air,  or 
drawn  in  the  other  by  rarefied  air.  The  compression  and  rarefaction  are 
produced  by  means  of  powerful  steam-engines  to  a pressure  of  about 
xo  pounds,  or  a vacuum  of  8 pounds  to  the  square  inch.  By  this  means  a 
speed  of  nearly  a mile  in  a minute  may  be  obtained  in  tubes  not  more  than 
a mile  in  length. 

Other  applications  of  compi-essed  air  are  in  the  small  pumps  used  by 
plumbers  for  testing  and  for  clearing  gas-pipes,  in  ventilating  mines,  in 
supplying  air  to  blast  furnaces,  in  the  atmospheric  brakes  used  in  railway 
trains,  as  motive  power  in  torpedoes,  and  so  forth. 

Compressed  air  has  long  been  used  in  Paris  for  the  synchronised  work- 
ing of  clocks,  and  this  has  led  to  its  successful  application  on  a large 
scale  for  the  transmission  of  power  from  a central  station  for  working  small 
motors.  It  is  distributed  in  tubes  a foot  in  diameter  under  a pressure  of 
6 atmospheres,  and  in  this  way  it  is  possible 
to  work  small  air  motors  at  a distance  of 
four  miles  from  the  source  of  power  with  an 
efficiency  of  50  per  cent. 

21 1.  Uses  of  the  air-pump. — A great 
many  experiments  with  the  air-pump  have 
been  already  described.  Such  are  the  mer- 
curial rain  (13),  the  fall  of  bodies  in  vacuo 
(78),  the  bladder  (155),  the  bursting  of  a 
bladder  (161),  the  Magdeburg  hemispheres 
(162),  and  the  baroscope  (196). 

The  fountain  in  vacuo  (fig.  208)  is  an 
experiment  made  with  the  air-pump,  and 
shows  the  elastic  force  of  the  air.  It  con- 
sists of  a glass  vessel,  A,  provided  at  the 
bottom  with  a stopcock  and  a tubulure  which 
projects  into  the  interior.  This  apparatus 
having  been  screwed  to  the  air-pump  is  ex- 
hausted, and,  the  stopcock  being  closed,  is 
placed  in  a vessel  of  water,  R.  When  the 
stopcock  is  opened,  atmospheric  pressure 
acting  upon  the  water  in  the  vessel  forces  the 
water  through  the  tube  in  a jet,  as  shown  in 
the  drawing. 

Fig.  209  represents  an  experiment  illus- 
trating the  effect  of  atmospheric  pressure  on  the  human  body  A Mass 
vessel,  open  at  both  ends,  being  placed  on  the  plate  of  the  machine  the 
upper  end  of  the  cylinder  is  closed  by  the  hand,  and  the  pump  se\  in 

stiœout  d1C  haid  'S-?en  f°rCed  down  by  the  difference  between  the  pres- 

outside  and  inside,  and  can  only  be  taken  away  by  a great  effort 

And  as  die  elasticity  of  the  fluids  contained  in  tlj  blood-vessels  ^d 
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other  organs  is  not  counterbalanced  by  the  pressure  of  the  atmosphere, 
the  palm  of  the  hand  swells,  and  blood  tends  to  escape  from  the  pores. 

By  means  of  the  air-pump  it  may  be 
shown  that  air,  by  reason  of  the  oxygen  it 
contains,  is  necessary  for  the  support  of 
combustion  and  of  life.  For  if  we  place  a 
lighted  taper  under  the  receiver,  and  begin 
to  exhaust  the  air,  the  flame  becomes  weaker 
as  rarefaction  proceeds  and  is  finally  ex- 
tinguished. Similarly,  an  animal  faints  and 
dies  if  a vacuum  is  formed  in  a receiver 
under  which  it  is  placed.  Mammalia  and 
birds  soon  die  in  vacuo.  Fish  and  reptiles 
support  the  loss  of  air  for  a much  longer 
time.  Insects  can  live  several  days  in  vacuo. 

Substances  liable  to  ferment  may  be 
kept  in  vacuo  for  a long  time  without 
alteration,  as  they  are  not  in  contact  with 
oxygen,  which  is  necessary  for  fermentation. 
Food  kept  in  airtight  cases,  from  which  the 
air  had  been  exhausted,  has  been  found  as 
fresh  after  years  as  on  the  first  day. 

212.  Hero’s  fountain.  — Hero’s  fountain, 
which  derives  its  name  from  its  inventor, 
Hero,  who  lived  at  Alexandria,  120  B.C., 
depends  on  the  elasticity  of  the  aii.  It 
consists  of  a brass  dish,  D (fig.  210),  and  of 
two  glass  globes,  M and  N.  The  dish  com- 
municates with  the  lower  part  of  the  globe  N 
by  a long  tube,  B ; and  another  tube,  A, 
connects  the  two  globes.  A third  tube 
1 m passes  through  the  dish  D to  the  lowei  part 

of  the  globe  M.  This  tube  having  been 
taken  out,  the  globe  M is  partially  filled  with 
water  ; the  tube  is  then  replaced  and  water 
is  poured  into  the  dish.  1 he  watei  flow  s 
through  the  tube  B into  the  lower  globe,  and 
expels  the  air,  which  is  forced  into  the  upper 
globe  ; the  air,  thus  compressed,  acts  upon 
the  water,  and  makes  it  jet  out  as  represented 
in  the  figure.  If  it  were  not  for  the  resist- 
ance of  the  atmosphere  and  friction,  the 
liquid  would  rise  to  a height  above  the 
water  in  the  dish  equal  to  the  difference  of 
the  level  in  the  two  globes. 

213.  Intermittent  fountain.— The  inter- 
mittent fountain  consists  of  a stoppered 
glass  globe  (C,  fig.  211),  provided  with  two 
or  three  lateral  tubes  with  fine  nozzles, 

Fig.  210  v 
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A glass  tube  open  at  both  ends  reaches  at  one  end  to  the  upper  part  of  the 
globe  C ; the  other  end  terminates  just  above  a little  aperture  in  the  dish 
B,  which  supports  the  whole  apparatus. 

The  water  with  which  the  globe  C is 
nearly  two-thirds  filled  runs  out  by  the 
tubes  D,  as  shown  in  the  figure,  the  internal 
pressure  at  D being  equal  to  the  atmo- 
spheric pressure  together  with  the  weight 
of  the  column  of  water  CD,  while  the 
external  pressure  at  that  point  is  only  that 
of  the  atmosphere.  These  conditions  pre- 
vail so  long  as  the  lower  end  of  the  glass 
tube  is  open,  that  is,  so  long  as  air  can 
enter  C and  keep  the  air  in  C at  the 
same  density  as  the  external  air  ; but 
the  apparatus  is  arranged  so  that  the 
orifice  in  the  dish  B does  not  allow 
so  much  water  to  flow  out  as  it  re- 
ceives from  the  tubes  D,  in  consequence 
of  which  the  level  gradually  rises  in  the 
dish,  and  closes  the  lower  end  of  the  glass 
tube.  As  the  external  air  cannot  now 
enter  the  globe  C,  the  air  becomes  rare- 
fied in  proportion  as  the  flow  continues, 
until  the  pressure  of  the  column  of  water 
CD,  together  with  that  of  the  air  con- 
tained in  the  globe,  is  equal  to  this 
external  pressure  at  D ; the  flow  conse- 
quently stops.  But  as  water  continues  to  flow  out  of  the  dish  B,  the  tubes  D 
become  open  again,  air  enters,  and  the  flow  recommences,  and  so  on,  as 
long  as  there  is  water  in  the  globe  C. 


214.  The  siphon.— The  siphon  is  a 
bent  tube  open  at  both  ends,  and  with 
unequal  legs  (fig.  212).  It  is'  used  in 
tiansferring  liquids  in  the  following  man- 
ner The  siphon  is  filled  with  some 
liquid,  and,  the  two  ends  being  closed, 
the  shorter  leg  is  dipped  in  the  liquid,  as 
represented  in  fig.  212  ; or,  the  shorter 
leg  having  been  dipped  in  the  liquid,  the 
air  ^is  exhausted  by  applying  the  mouth 
at  B.  The  air  in  the  tube  is  thus  rarefied, 
and  the  liquid  in  C rises  and  fills  the  tube 
in  consequence  of  the  atmospheric  pres- 
suie.  It  will  then  run  out  through  the 
siphon  as  long  as  the  shorter  end  dips 
in  the  liquid.  Fig.  212 

fillcdaSPthln,llhi! i°Wüf  Wateii  from  the  siPhon>  let  us  suppose  the  sipln 
and  the  short  leg  immersed  in  the  liquid  ; also  suppose  B temporari 
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closed.  Then,  considering  the  pressure  at  the  point  M in  the  tube  in  so 
far  as  it  is  influenced  by  the  liquid  in  the  tube  MC,  we  see  that  this 
pressure  is  equal  to  the  atmospheric  pressure  minus  the  pressure  due  to 
DC  or  H -A,  if  H represents  the  height  of  the  water  barometer.  I his,  it  it 
acted  alone,  would  cause  the  liquid  at  M to  move  in  the  direction  DA. 
But  the  pressure  at  M,  considered  as  influenced  by  the  liquid  in  the  tube 
MB,  is  equal  to  atmospheric  pressure  minus  the  pressure  due  to  the 
column  AB  or  H —h',  and  this  acts  from  A to  D.  Now  H -*>H -A,  if 
Ji'  > // . Thus  water  will  flow  from  the  vessel  if  AB  is  greater  than  DC.  i 
AB  = DC,  there  will  be  no  flow  ; and  if  AB  is  less  than  DC,  the  liqui  wi 

flow  in  the  opposite  direction.  , . 

It  follows  from  the  explanation  of  the  siphon  that  it  would  not  work  in 
vacuo , nor  if  the  height  CD  were  greater  than  that  of  a column  of  liquid  which 

counterbalances  the  atmospheric  pressure.  . 

2i  c.  The  intermittent  siphon. — In  the  intermittent  siphon  ie  ' ^ 

not  continuous.  It  is  arranged  in  a vessel,  so  that  the  shorter  leg  is  near  tie 

bottom  of  the  vessel,  while  the  longei  leg  passes 
through  it  (fig.  213).  Bein8  fed  b>'  a constant 
supply  of  water,  the  level  gradually  rises  both 
in  the  vessel  and  in  the  tube  to  the  top  of  the 
siphon,  which  it  fills,  and  water  begins  to  flow 
out.  But  the  apparatus  is  arranged  so  that  the 
flow  of  the  siphon  is  more  rapid  than  that  of  the 
tube  which  supplies  the  vessel,  and  consequently 
the  level  sinks  in  the  vessel  until  the  shorter 
branch  no  longer  dips  in  the  liquid  ; the  siphon 
is  then  empty,  and  the  flow  ceases.  But  as  the 
vessel  is  continually  fed  from  the  same  source 
Ilm  level  aeain  rises  and  the  same  series  of  phenomena  is  reproduced. 

The  theory  of  the  intermittent  siphon  explains  the  J » 

springs  which  are  found  in  many  countries,  and  of  which  there  is  an  excel 
example  near  Gigglesvick  in  Yorkshire.  Many  o: t these  spring*  fum 

renter  for  several  days  or  months  and  Commences 

interval,  again  recommence.  In  others  t F 

several  times  in  an  hour.  , , subterranean 

These  phenomena  are  explained  by  assurm  g ,-i  e tpen 

fountains,  which  are  more  or  less  slowly  filled  by  springs  "bitten" 
emptied  by  fissures  so  occurring  in  the  ground  as  to  form  an 

Siph2°i6.  Different  kinds  of  pumps. -/W*  are  nmcWnes 

raise  water  either  by  suction,  by  pressuie,  or y o * g ^ and  suction 

are  consequently  divided  into  suction  or  if  p P if 

and  forcing  pumps.  • r „ nUmo  arc  the  barrel, 

The  various  parts  entering  into  the  a Sto  of  metal  or 

the  piston,  the  valves,  and  the  pipes.  ^ .g  & metal  or  w00den  cylinder 

of  wood,  in  which  is  the  piston.  T . • , whole  length  of  the 

wrapped  with  tow,  and  working  with  gentle  friction  the  whole  g 

”a  The  valves  are  discs  o.  metal  or  leather,  which  alternately  close  the 
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apertures  which  connect  the  barrel  with  the  pipes.  The  most  usual  valves 
are  the  clack  valve  (fig.  214)  and  the  conical  valve  (fig.  215).  The  former 
is  a metal  disc  fixed  to  a hinge 
on  the  edge  of  the  orifice  to  be 
closed.  In  order  more  effectu- 
ally to  close  it,  the  lower  part 
of  the  disc  is  covered  with 
thick  leather.  Sometimes  the 
valve  consists  merely  of  a 
leather  disc,  of  larger  dia- 
meter than  the  orifice,  nailed  on  the  edge  of  the  orifice.  Its  flexibility 
enables  it  to  act  as  a hinge. 

The  conical  valve  consists  of  a metal  cone  fitting  in  an  aperture  of  the 
same  shape.  Below  this  is  an  iron  hoop,  through  which  passes  a bolt- 
head  fixed  to  the  valve.  The  object  of  this  is  to  limit  the  play  of  the  valve 
when  it  is  raised  by  the  water,  and  to  prevent  its  removal. 


Fig.  214  Fig.  215 


217.  Suction-pump. — Fig.  216  re- 
presents a model  of  a suction-pump 
such  as  is  used  in  lectures,  but  which 
has  essentially  the  same  arrangement 
as  the  pumps  in  common  use.  It 
consists,  1st,  of  a glass  cylinder , B, 
at  the  bottom  of  which  is  a valve,  S, 
opening  upwards;  2nd,  of  a suctio?i- 
tube , A,  which  dips  into  the  reservoir 
from  which  water  is  to  be  raised  ; 3rd, 
of  a piston , which  is  moved  up  and 
down  by  a rod  worked  by  a handle, 
P.  The  piston  is  perforated  by  a hole  ; 
the  upper  aperture  is  closed  by  a valve 
O,  opening  upwards. 

When  the  piston  rises  from  the 
bottom  of  the  cylinder  B,  a vacuum  is 
produced  below,  and  the  valve  O is 
kept  closed  by  the  atmospheric  pres- 
sure, while  the  air  in  the  pipe  A,  in 
consequence  of  its  elasticity,  raises  the 
valve  S,  and  partially  passes  into  the 
cylinder.  The  air  being  thus  rarefied, 
water  rises  in  the  pipe  until  the  pres- 
sure of  the  liquid  column,  together 
with  the  pressure  of  the  rarefied  air 
which  remains  in  the  tube,  counter- 
balances the  pressure  of  the  atmosphere 
on  the  water  of  the  reservoir. 


Fig.  216 


When  the  piston  descends,  the  valve  S closes  by  its  own  weisht  and  nre- 
ven  st  e return  of  the  air  from  the  cylinder  into  the  tube  A.  The  air  com 

the  pine  C °PT  ^ °» and  escaPes  into  atmosphere  by 

P>Pe  C.  With  a second  stroke  of  the  piston  the  same  series  of  phenomena 
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is  produced,  and  after  a few  strokes  the  water  reaches  the  cylinder.  I he 
effect  is  now  somewhat  modified  ; during  the  descent  of  the  piston  the  valve 
S closes  and  the  water  raises  the  valve  O,  and  passes  above  the  piston  by 
which  it  is  lifted  into  the  upper  reservoir  D.  There  is  now  no  more  air  in 
the  pump,  and  the  water  forced  by  the  atmospheric  pressure  rises  with  the 
piston  It  is  essential  for  the  action  of  the  pump  that  the  valve  S should 
be  less  than  34  feet  above  the  level  of  the  water  in  which  the  tube  A 
dips,  for  we  have  seen  (163)  that  a column  of  water  of  this  height  is  equal  to 

the  pressure  of  the  atmosphere.  , „ , , 

In  practice  the  height  of  the  tube  A does  not  exceed  26  to  28  feet,  for 
although  the  atmospheric  pressure  can  support  a higher  column,  the  vacuum 
produced  in  the  barrel  is  not  perfect,  owing  to  the  fact  that  the  piston 
does  not  fit  exactly  on  the  bottom  of  the  barrel.  But  when  the  water  has 
passed  the  piston,  it  is  the  force  applied  to  the  latter  which  raises  it,  and 
the  height  to  which  it  can  be  brought  depends  on  the  power  which  works 

'^iiS^Suction-  and  force-  pump.-The  action  of  this  pump,  a model  of 
' which  is  represented  m 

fig.  217,  depends  both  on 
exhaustion  and  on  pres- 
sure. At  the  base  of  the 
barrel,  where  it  is  con- 
nected with  the  tube  A, 
there  is  a valve,  S,  which 
opens  upwards.  Another 
valve,  O,  opening  in  the 
same  direction,  closes  the 
aperture  of  a conduit, 
which  passes  from  a hole, 
0,  near  the  valve  S,  into 
a vessel,  M,  which  is 
called  the  air-chamber. 
From  this  chamber  there 
is  another  tube,  D,  up 
which  the  water  is  forced- 
At  each  ascent  of  the 
piston  B,  which  is  solid, 
the  water  rises  through 
the  tube  A into  the  barrel. 
When  the  piston  sinks 
the  valve  S closes,  and 
the  water  is  forced  through 
the  valve  O into  the  reser- 
voir M,  and  thence  into 
the  tube  D.  The  height 

to  Which  it  can  be  raised  in  this  tube  depends  so.e.y  on  .he  motive  force 
which  works  the  pump.  • f the  tui3e  ](t0,  the  flow  would  be 


Fig.  217 
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cease  as  soon  as  it  ascended.  But  between  these  tubes  there  is  an 
interval,  which,  by  means  of  the  air  in  the  reservoir  M,  ensures  a continuous 
flow.  The  water  forced  into  the  reservoir  M divides  into  two  parts,  one  of 
which,  rising  in  D,  presses  on  the  water  in  the  reservoir  by  its  weight  ; while 
the  other,  in  virtue  of  this  pressure,  rises  in  the  reservoir  above  the  lower 
orifice  of  the  tube  D,  compressing  the  air  above.  Consequently,  when  the 
piston  ascends,  and  no  longer  forces  the  water  into  M,  the  air  of  the  reser- 
voii  expands,  and  raises  the  liquid  in  the  tube  D,  until  the  piston  again 
descends,  so  that  the  jet  is  continuous. 

219.  Load  which  the  piston  supports. — In  the  suction-pump,  when 
once  the  water  fills  the  pipe,  and  the  barrel,  as  far  as  the  spout,  the  effort 
necessary  to  raise  the  piston  is  equal  to  the  weight  of  a column  of  water 
the  base  of  which  is  this  piston , and  the  height  the  vertical  distance  in  the 
spout  from  the  level  of  the  water  in  the  reservoir j that  is,  the  height  to 
which  the  water  is  raised.  For  if  H is  the  atmospheric  pressure,  h the 
height  of  the  water  above  the  piston,  and  h'  the  height  of  the  column 
which  fills  the  suction-tube  A (fig.  217),  and  the  lower  part  of  the  barrel,  the 
pressure  above  the  piston  is  obviously  H + h,  and  that  below  is  H-/i,  since 
die  weight  of  the  column  h'  tends  to  counterbalance  the  atmospheric  pressure. 

ut  as  the  pressure  H -h'  tends  to  raise  the  piston,  the  effective  resistance 
is  equal  to  the  excess  of  H + h over  H -h'  ; that  is  to  say,  to  h + h'. 

In  the  suction-  and  force-  pump  it  is  readily  seen  that  the  pressure  which 
t e piston  supports  is  also  equal  to  the  weight  of  a column  of  water  the  base 
ot  which  is  the  section  of  the  piston,  and  the  height  that  to  which  the  water 
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is  obtained  b,  S'd  'tw^p^ps'1 'workilg 
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alternately  (fie.  218).  The  two  pumps  m and  »,  worked  by  the  same  lever, 
PO  are  immersed  in  a tank,  which  is  kept  filled  with  water  as  long  as  the 
pump  works.  From  the  arrangement  of  the  valves  it  will  be  seen  that  w hen 
one  pump,  »,  draws  water  from  the  tank,  the  other,  m,  forces  it  into  the  air- 
! whence,  by  an  orifice,  Z,  it  passes  into  the  delivery  tube,  by 

which  it  can  be  sent  in  any  direction.  . T,  . t-up 

Without  the  air-chamber  the  jet  would  be  intermittent,  but  as 
velocity  of  the  water  on  entering  the  reservoir  is  less  than  on  emerging, 
level  of  the  water  rises  above  the  orifice  Z,  compressing  the  air  which  fills 
the  reservoir.  Hence,  whenever  the  piston  stops,  the  air  thus  compressed, 
reacting  on  the  liquid,  forces  it  out  during  its  momentary  stoppage,  and  us 
keeps  up  a constant  flow. 
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BOOK  V 

ON  SOUND 


CHAPTER  I 

PRODUCTION,  PROPAGATION,  AND  REFLECTION  OF  SOUND 

22i  Province  of  acoustics.— The  study  of  sounds  and  that  of  the  vibra 
IrX  a!t,C  b0d'eSf0rm  ,he  PrOVi"“  °f  ^ science  „r,w;  0a; 

» duration  to  be  £££&  "tfa"  * S°“nd  °f  X 

it  IS  a confused  mixture  of  V lepoit  f a cannon  i or  else 

thunder  or  the  noise  of  the  waves.  NTvmhele^'le  d’ff  ^ °f 

sound  and  noise  is  hv  nr,  ■ eJess>  the  difference  between 

relations  of  height  in  the  case  of"  noïe”86  ! .showed  that  there  are 

there  are  said  to  be  certain  ears  to  “ T*  **  “ that  of  sound  ; and 
the  musical  value  of  the  sound  wel1  organised  to  determine 

pavement.  S°Und  pr°duced  by  a carriage  rolling  on  the 

bodltp " bTd  kemitS  ^ S°Und-  A 

tuning-fork  we  know  that  the  d & SOnoious  body-  In  the  case  of  the 

once,  if  the  ampTude  be  £r3  Z 7“°"  by  bk"™'  >PP=ar! 
by  the  eye,  by  placing  the  finghnail  , ï!'h  “ smal1  to  be  detected 
»NI  be  felt  Generally  wSTbôdv  em  , 77  wke"  the  motion 

vibratory  motion.  I,  U nM  e"ough  thL X P“s  of  k ™ in 

molecular  motion  does  not  constitute  sound  Jrcu  es  aie '»  motion.  Mere 

always  motion,  and  on  the  energy  of  this 
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On™ The  French  vibrations  are  with  us  semi-vibrations  ; an  oscillation^ 
vibration  is  the  movement  of  the  vibrating  particle  m «g  ^“'anti 
«2^^— 1 IK  v^teadil,  observe,,  .f 

to  the  powder,  which  renders  visible 
the  vibrations  of  the  body  ; and,  in 
the  same  manner,  if  a stretched  coi  d 
is  smartly  pulled  and  let  go,  its 
vibrations  are  apparent  to  the  eye. 

A bell-jar  is  held  horizontally 
in  one  hand  (fig.  219),  and  made 
to  vibrate  by  being  struck  with  the 
2iy  other  . if  then  a piece  of  metal  is 

7 - • i t i ne  fl-» 


placed  in  it,  it  is  rapidly  raised  by  tl« ^ vibrations 

bell-jar  with  the  hand,  the  sound  ceas  s,andw.th  ^ 

The  vibrations  of  elas-tic  bodies  can  only 
produce  the  sensation  of  sound  in  us  y 
the  intervention  of  a medium  interposed 
between  the  ear  and  the  sonorous  body  and 
vibrating  with  it.  This  medium  is  usually 
the  air  ; but  also  gases,  vapours,  liquids,  and 

solids  also  transmit  sounds. 

The  following  experiment  shows  that  the 

presence  of  a ponderable  medium  ,s 
sary  for  the  propagation  of  sound.  A small 

metal  bell,  which  is  continually  struck  by  a 

small  hammer  by  means  of  clockwork,  o 
else  an  ordinary  musical  box,  ,s placed  under 
the  receiver  of  an  air-pump  fig-  2 0).  bo 
long  as  the  receiver  is  full  of  a,r  at he  ouh- 
naiv  pressure  the  sound  is  transmitted  , but 
ii^1  proportion  as  the  air  is  exhausted  the 
sound  becomes  feebler,  and  cannot  be  heard 

U1  Vo  ensure  the  success  of  the  experiment, 

canised  rubber  ; for  otherwise  die  vibrations  wouid  be  trausmttted  to  the 
through  the  plate  of  the  pump, 


Fig.  220 


ough  the  plate  of  the  pump.  bodies. -If,  in  the  above  expen- 

m — after  the  vacua,,,  has  bee,,  ,„ade, 
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the  sound  of  the  bell  will  be  heard,  showing  that  sound  is  propagated  in  this 
medium  as  in  air. 

Sound  is  also  propagated  in  liquids.  When  two  stones  are  struck  against 
each  other  under  water,  the  shock  is  distinctly  heard  ; and  a diver  at  the 
bottom  of  the  water  can  hear  the  sound  of  voices  on  the  bank.  The  sound 
is,  however,  enfeebled,  as  a considerable  portion  is  reflected  at  the  boundary 
of  the  two  media. 

W hen  a tuning-fork  is  struck,  not  too  violently,  the  sound  is  scarcely 
audible  at  the  distance  of  a few  feet  from  the  fork.  But  if  a prong  of  the 
fork  while  still  vibrating  touches  the  surface  of  water  in  a tumbler  which 
rests  on  the  table,  the  sound  becomes  distinct,  proving  that  the  vibrations  of 
the  fork  are  transmitted  through  the  water  to  the  glass  and  the  table.  If  the 
tumbler  rests  on  the  soundmg-box  belonging  to  the  fork  (251)  the  effect  is 
more  striking.  ' 

The  conductibility  of  solids  is  such  that  the  faint  scratching  of  a pen  or 
tie  ticking  of  a watch  at  one  end  of  a long  horizontal  wooden  rod  is  heard 
much  more  distinctly  when  the  ear  is  directly  applied  against  the  other  end 

if  f d t mn1  When  11  IS. at  the  same  distance  in  the  air.  Sound  may  even 
leach  the  ear  through  solids  alone  without  passing  through  the  air  ; for  if  the 

heard36  tT^  fu  ^ ^ b®  PUt  between  the  teeth>  the  ticking  is  distinctly 
heard  The  earth  conducts  sound  so  well  that  at  night,  when  the  ear  is 

Sc.!  is  heaT  ’ ,he  S"PPing  °f  h°rSeS-  °r  any  °,1,er  "”Se  « •’ 

226.  Waves  in  an  elastic  medium.  Transverse  and  longitudinal  vibra- 
ions  Propagation  of  sound  in  air.— When  a disturbance  is  made  at  any' 
point  of  a medium  such  as  a gas  or  liquid  or  the  luminiferous  ether  the 
pa.  tides  of  the  medium  are  set  in  vibration,  and  the  vibrations  are  passed  on 
to  the  neighbouring  particles,  so  that  waves  are  formed  which  travel  with  a 
uniform  velocity  depending  upon  the  medium,  and  by  these  the  disturbance 
Propagated  to  considerable  distances  from  its  point  of  origin  The  waves 

^ dueto  the  vibrations  ofthep^ticJesofthe  medium  ; the  vdLions  mly  be 

ng  the  lme  in  which  the  disturbance  is  travelling  (as  when  sound  is  trans 
nutted  through  solids,  liquids,  and  gases),  or  at  right  angles  to  it  fas  n the 

same” heat)’  ” * may  °f  »0,h  motio"s  « ">= 

.C0,nsidf  the  case  of  transverse  vibrations.  Imagine  a row  of  ecmidistint 
°iarS  '7  “ rf’  «*■«  «-  when  one  of 

in  t go!ng  thrmgh 

, • sois.  Let  the  motion  be  simple  harmonic  i'cv'i  Tf  nr 

the  periodic  time,  and  if  each  particle  starts  from  its  mean  poshiol,  T, 1 “ 

.ts  next  preceding,  the  state  of  things  after  intervals  I,  1,  T,  is  shovvn  in 

the  Tame  ‘pha'ses™!^  ^waves'  ea  ïj"**8*™  thlW«h 

elevation  and  depression,  or  crest  and  furrow  The  iff  , CG"S'SUnS  of 
distance  from  crest  to  crest  or  from  furrow  to  funow  ^ ^ is  Ule 

points  in  the  same  phase.  ’ 


10  Lilt. 

or  between  any  two 
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An  illustration  of  wave-formation  is  obtained  by  observing  what  occurs 
when  a laU  sle  is  dropped  into  smooth  water.  A depress, on  ,s  caused 
-it  the  point  of  incidence,  surrounded  immediately  by  a circular  ndge  of  wat 
w!;eiPthan  the  level  of  ihe  smooth  water.  As  this  elevated  portion  sinks  by 
. g • :t  cauSes  the  water  in  front  of  it  to  rise,  and  thus  the  appearance 
is' presented  of  a ridge  followed  by  a trough  travelling  outwards  from  the 
point  of  disturbance  The  ridge  and  trough  constitute  a wave,  and  this  wav 
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r .a  'ri-,e  wave-form  travels  along  the 

ptïïy  longitudinal!  so  .hat  the  particles  of  water  on  the 

surface  move  in  circular  paths.  , • transmitted  through  air  by 

Next  consider  sound-waves  m ai  . ticles  But  in  the  case  of 

in  one  of  which  the  air-pressure  is 
greater,  and  in  the  other  less  than  &t  restj  and  iet  each  particle 

Let  AB  be  a line  of  equidistant  a pc  If  the  vibrations  were 

when  disturbed  perform  simple u^^uced  as  shown  in  fig.  222  (a),  the 
transverse  a wave-form  wou  lie  Orations  take  place  along  the 

particles  A,  C,  and  B being  at  rest.  U \ we  must  displace 
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rows  below  represent  the  relative  positions  of  the  particles  after  times  T/12, 
2 i/i2,  &c.,  T being  the  periodic  time.  The  figure  clearly  shows  the  progres- 
sion in  time  of  a compression,  and  also  of  a rarefaction  from  the  left  towards 
the  right. 
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Fig.  222 


The  variations  in  local  pressure  as  a sound-wave  passes  through  air  may 
be  illustrated  by  considering  a particular  case.  Let  MN  (fig.  224)  be  a 
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with  it  diminishes  as  P reaches  » 

A to  «,  a:  ^:iar, he  compression  being  greatest 

pressure  of  the  ^ 15 ' * ■ returns  in  the  direction  «A,  the  pressure 

rarefied  portion.  Thus  at  V end  at  a.  The  whole  length 

beginning  of  the  ^ parts  in  one  of  which 

«H'  is  a wave  or  undulation.  It  consis  4 rarefied  than  in  the 

the  air  is  more  compressed  and  in  the  otlier 

undisturbed  tube.  lptR  oscillation,  the  wave  «H' 

When  the  piston  has  made  another  comp  et  e ose ni a»  wm  haVe  been 

will  have  advanced  by  a distance  equa^  ^ whkh  the  disturbance 

taken  by  another  wave  and  so  . Y x denotes  the  length 

travels  is  the  velocity  of  sound  in  the  air  o the  tu  second,  n\ 

one  second,  it  tins  distance  , • r,f  tbp  motion  of  sound- 

h is  an  easy  ™tmn  tom  ' “ “P  “ n an  u„enclosed  medium.  It  is 

simplVnecessàry  w apply  in  aU  directions  VS 

body  what  has  been  said  about  a pis  on _m ^ produced  around  each 

spherical  waves  alternately  condensed  and  rareM  is  pr^^  ^ concentric 

centre  of  disturbance.  As  t lese  w increase  while  the  length  of  the 

SSrtll,  which  depends  upon 

the  square  of  the  amplitude,  dimml  Je^  . al  the  surface,  the  vertical 

In  the  case  of  a water-wave  ° ;s  being  continually 

displacement  of  a water  particle  from i its ; m P zer0  the  displacement 

changed,  as  is  also  its  velocity.  When  the i velo  ^ ^ ^ ^ of 

is  a maximum,  i.e.  the  particle  mean  position  its  velocity  is  a 

a furrow  ; and  when  the  fin TsoSwave  are  displace- 

maximum.  The  correspond'  a P pressure.  The  change  of  pressuie 

ment  of  the  air  particles  and  change  P and  has  its  greatest  value 

vanishes  when  the  displacemen  £ position.  This  is  made  clear  by  a 

when  the  air  particle  occupies  its  m ‘ P^  transmission  of  a sound-wave 

consideration  of  figs.  22J  * Î sure  and  changes  of  displacement  of  the 
is  a transmission  of  changes  of  P changing  in  inverse  directions, 

air  ; pressure  and  disp^n^a^^^^  ^ ^ same  pm. 
Waves  may  start  from  mal>P  Qther  without  modifying  either 

They  are  all  transmitted  one  thio^J  ^ way^  meet  each  other  the 
their  lengths  or  their  vel°cd’e  ’ diminution  of  sound  according  to  the 

SÆin  rr«  — • ■'  - °f  s,ffl  *■"" 
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disturbed  at  two  or  more  points,  the  coexistence  of  waves  becomes  sensible 
to  the  eye. 

227.  Causes  which  influence  the  intensity  of  sound. — Many  causes 
modify  the  force  or  the  intensity  of  sound.  These  are  the  distance  of  the 
sounding  body,  the  amplitude  of  the  vibrations,  the  density  of  the  air  at  the 
place  where  the  sound  is  produced,  the  direction  of  the  currents  of  air,  and, 
lastly,  the  neighbourhood  of  other  sounding  bodies. 

i.  The  intensity  of  sound  is  inversely  as  the  square  of  the  distance  of  the 
sounding  body  from  the  car.  This  law  has  been  deduced  by  calculation, 
assuming  the  sound  to  radiate  from  a point,  but  it  may  be  also  demon- 
strated experimentally.  Let  us  suppose  several  sounds  of  equal  intensity— 
for  instance,  bells  of  the  same  kind,  struck  by  hammers  of  the  same  weight 
falling  from  equal  heights.  If  four  of  these  bells  are  placed  at  a distance 
of  20  yards  from  the  ear,  and  one  at  a distance  of  10  yards,  it  is  found 
that  the  single  bell  produces  a sound  of  the  same  intensity  as  the  four  bells 
struck  simultaneously.  Consequently,  for  double  the  distance  the  intensity 
of  the  sound  is  only  one-fourth.  A method  of  comparing  the  intensities 
of  different, sounds  will  be  described  afterwards  (291). 

The  distance  at  which  sounds  can  be  heard  depends  on  their  intensity 
The  report  of  a volcano  at  St.  Vincent  was  heard  at  Demerara,  300  miles 
off,  and  the  firing  at  Waterloo  was  heard  at  Dover. 

ii.  The  intensity  of  sound  increases  with  the  amplitude  of  the  vibrations 
of  the  sonorous  body.  The  connection  between  the  intensity  of  the  sound 
and  the  amplitude  of  the  vibrations  (56)  is  readily  observed  by  means  of 
vibrating  strings  (267).  For,  if  the  strings  are  somewhat  long,  the  oscilla- 
tions are  perceptible  to  the  eye,  and  it  is  seen  that  the  sound  is  feebler  in 
proportion  as  the  amplitude  of  the  oscillations  decreases.  The  intensity 
varies  as  the  square  of  the  amplitude  of  oscillation. 

in.  The  intensity  of  sound  depends  on  the  density  of  the  air  in  the  hlace  in 
■zohich  it  is  produced.  As  we  have  already  seen  (224),  when  an  alai  urn  actuated 
by  clockwork  is  placed  under  the  bell-jar  of  an  air-pump,  the  sound  becomes 
weaker  m proportion  as  the  air  is  rarefied. 

*n  hydro&en>.  wh'f  ^ about  * the  density  of  air,  sounds  are  much 
eeblei  than  in  air,  although  the  pressure  is  the  same.  In  carbonic  acid  on 
the  contrary  whose  density  is  r529,  sounds  are  more  intense.  On  high 
mountains,  where  the  air  is  much  rarefied,  it  is  necessary  to  speak  with  some 

feeble  ’sound61’  t°1  ^ dischar8'e  of  a gun  produces  only  a 

feeble  sound  The  ticking  of  a watch  is  heard  in  water  at  a distance  of 

23  feet,  in  oil  of  16^,  in  alcohol  of  13,  and  in  air  of  only  10  feet 

the  WdJr  mtT!fy  °f-STd  Ù m0dified  by  the  motion  of atmosphere  and 
the  direction  of  the  wind.  In  calm  weather  sound  is  always  better  ,,  7 

gated  than  when  there  is  wind  ; in  the  latter  case,  for  an  equal*  distance  sound 

IS  more  intense  the  direction  of  the  wind  than  in  the  contrary  direct  on 

A sn'ina  n ad  T , * l’“  nàgHauM  of  a LfliZi, 
g made  to  vibrate  in  free  air  has  but  a very  feeble  sound  • 1 d ' 

vibrates  above  a sounding-box,  as  in  the  case  of  the  violin  guitar  or  v ’nT 
cello,  its  sound  is  much  stronger  This  arises  fmm  o r ’ a ’ 01  v 0 on' 
the  which  it  contains  vibrS fe  in^ZlTh  Ae  sïfne  S? 
sounding-boxes  in  stringed  instruments.  C11CC  dleuse°f 
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Attempts  have  been  made  to  get  a measure  of  the  loudness  of  sound 
which  should  serve  as  a standard,  by  allowing  leaden  bullets  to  fall  from 
various  heights  on  an  iron  plate  of  some  size.  It  appears  that  within 
certain  limits  the  loudness  is  nearly  proportional  to  the  square  root  of  the 
height  from  which  the  bullet  falls,  and  not  to  the  height  itself.  It  thus 
appears  that  only  a portion  of  the  energy  of  the  falling  body  is  expended  in 

producing  vibrations  of  the  plate.  . 

228.  Influence  of  tubes  on  the  transmission  of  sound.— The  law  that  the 
intensity  of  sound  decreases  in  proportion  to  the  square  of  the  distance  does 
not  apply  to  the  case  of  tubes,  especially  if  they  are  straight  and  cylindrical. 
The  sound-waves  in  that  case  are  not  propagated  in  the  form  of  increasing 
concentric  spheres,  and  sound  can  be  transmitted  to  a great  distance  with- 
out any  perceptible  alteration.  Biot  found  that  in  one  of  the  Pans  water- 
pipes,  1040  yards  long,  the  voice  lost  so  little  of  its  intensity  that  a con- 
versation could  be  kept  up  at  the  ends  of  a tube  m a veiy  low  tone  T re 
weakening  of  sound  becomes,  however,  perceptible  m tubes  of  large 
diameter,  or  where  the  sides  are  rough.  This  property  of  transmitting 
sounds  was  first  used  in  England  for  speaking  tubes.  They  consist  of  india- 
rubber  or  metal  tubes,  smooth  inside  and  as  free  as  possible  from  bends 
passing  from  one  room  to  another.  If  a person  speaks  at  one  end  of  the 
tube,  he  is  distinctly  heard  by  a person  with  his  ear  at  the  other  end 

From  Biot’s  experiments  it  is  evident  that  a communication  might  be 
made  between  two  towns  by  means  of  speaking  tubes.  The  velocity  o 
Tound  is  1 125  ^et  in  a second  at  16-6»  C„  so  that  a distance  of  50  miles 
would  be  traversed  in  four  minutes. 

22o  Regnault’s  experiments  .-Theoretically,  a sound  should  be  popu- 
lated in  a Straight  cylindrical  tube  with  a constant  intensity.  Régnault 
found  however,  that  in  these  circumstances  the  intensity  of  sound  gradually 
diminishes  with  the  distance,  and  that  the  distance  at  which  it  ceases 
audible  is  nearly  proportional  to  the  diameter  of  the  tube.  . 

He  reproduced  sound-waves  of  equal  strength  by  nreans  of  a small  p.sto 
charged  with  a «ranime  of  powder,  and  fired  at  the  open  ends  of  tubes  of 
various  alters  ; and  he  then  ascertained  the  distance  at  which  the  sound 
c=o  longer  „ hearer  at  w.ndri.^d  .0  act  on 

9SS  M2 

tlie  Experimenting  in  this  manner,  Régnault  found  that  the  report  of  a pistol 
charged  as  stated  is  no  longer  audible  at  a distance  o 

, , c . o‘io8m.  diameter 

1 1 59  metres  in  a tube  of  • • ‘ 0.300m. 

3^'°  ” ” _ noom.  „ 

954°  » ” 

11,430,  and  19,851  metres  respectively. 
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According  to  Régnault  the  principal  cause  of  this  diminution  of  intensity 
is  the  loss  of  energy  against  the  sides  of  the  tube  ; he  found  also  that  sounds 
of  high  pitch  are  propagated  in  tubes  less  easily  than  those  of  low  pitch  : 
a bass  voice  would  be  heard  at  a greater  distance  than  a treble  voice. 

230.  Velocity  of  sound  in  air. — Since  the  propagation  of  sound-waves  is 
gradual,  sound  requires  a certain  time  for  its  transmission  from  one  place  to 
another,  as  is  seen  in  numerous  phenomena.  For  example,  the  sound  of 
thunder  is  only  heard  some  time  after  the  flash  of  lightning  has  been  seen, 
although  both  the  sound  and  the  light  are  produced  simultaneously  ; and  in 
like  manner  we  see  a mason  at  a distance  in  the  act  of  striking  a stone,  or  a 
man  felling  a tree,  before  we  hear  the  sound. 

The  velocity  of  sound  in  air  has  often  been  the  subject  of  experimental 
research.  One  of  the  most  accurate  of  the  direct  measurements  was  made 
by  Moll  and  Van  Beck  in  1823.  Two  hills,  near  Amsterdam,  Kooltjesberg 
and  Zevenboomen,  were  chosen  as  stations  : their  distance  from  each  other 
as  determined  trigonometrically  was  57,971  feet,  or  nearly  eleven  miles. 
Cannon  were  fired  at  stated  intervals  simultaneously  at  each  station,  and 
the  time  which  elapsed  between  seeing  the  flash  and  hearing  the  sound  was 
noted  by  chronometers.  This  time  could  be  taken  as  that  which  the  sound 
required  to  travel  between  the  two  stations  ; for  it  will  be  subsequently  seen 
that  light  takes  an  inappreciable  time  to  traverse  the  above  distance.  In- 
troducing corrections  for  the  temperature  and  hygrométrie  state,  and  elimi- 
nating the  influence  of  the  wind,  Moll  and  Van  Beck’s  results  as  recalculated 
by  Schroder  van  der  Kolk  gave  109278  as  the  velocity  of  sound  in  feet  per 
second  in  dry  air  at  o°  C. 

The  velocity  of  sound  at  o°  may  be  taken  at  1093  feet,  or  333  metres 
per  second.  It  increases  with  increase  of  temperature,  and  may  be  calcu- 
lated for  a temperature  t°  from  the  formula 

v=  1093^/(1  +0-0036657), 

where  1093  is  the  velocity  in  feet  per  second  at  o°  C.,  and  0-003665  the 
coefficient  of  expansion  of  air.  This  amounts  to  an  increase  of  nearly 
2 feet  for  every  degree  Centigrade.  Kendall,  in  a North  Pole  expedition, 
found  that  the  velocity  of  sound  at  a temperature  of  — 40°  was  314  metres 
or  1030-4  feet.  Stone’s  determinations,  made  at  the  Cape  of  Good  Hope 
with  very  great  care,  gave  1090-57  feet,  or  332-4  metres,  as  the  velocity  of 
sound  at  o°.  Greely  determined  the  velocity  of  sound  in  metres  per  second 
in  air  between  - io°  and  -450  to  be 

v = 333  + °-6A 

where  t is  the  temperature  Centigrade.  For  the  same  temperature  it  is  inde- 
pendent of  the  density  of  the  air,  and  consequently  of  the  pressure.  It  is  the 
same  forthe  same  temperature  with  all  sounds,  whetherthey  are  strong  orweak, 
deep  or  acute.  Biot  found,  in  his  experiments  on  the  conductivity  of  sound  in 
tubes,  that  when  a well-known  air  was  played  on  a flute  at  one  end  of  a tube 
1040  yards  long,  it  was  heard  without  alteration  at  the  other  end,  from  which 
he  concluded  that  the  velocity  of  different  sounds  is  the  same.  For  the 
same  reason  the  tune  played  by  a band  is  heard  at  a great  distance  without 


2 I S 


On  Sound 


[230 


alteration,  except  in  loudness,  which  could  not  be  the  case  if  sounds  differ- 
ing in  pitch  and  intensity  travelled  with  different  velocities. 

*"  This  cannot,  however,  be  admitted  as  universally  true.  Earnshaw,  as 
the  result  of  a mathematical  investigation  of  the  laws  of  the  propagation  of 
sound,  concluded  that  the  velocity  of  a sound  depends  on  its  strength  ; and, 
accordingly,  that  a violent  sound  ought  to  be  propagated  with  greater 
velocity  than  a gentler  one.  This  conclusion  is  confirmed  by  an  observation 
made  by  Captain  Parry  on  his  Arctic  expedition.  During  artillery  practice 
it  was  found,  by  persons  stationed  at  a considerable  distance  from  the  guns, 
that  the  report  of  the  cannon  was  heard  before  the  command  to  fire  given 
by  the  officer.  And,  more  recently,  Mallet  made  a series  of  experiments  on 
the  velocity  with  which  sound  is  propagated  in  rocks,  by  observing  the  times 
which  elapsed  before  blastings,  made  at  Holyhead,  were  heard  at  a distance. 
He  found  that  the  larger  the  charge  of  gunpowder,  and  therefore  the  louder 
the  report,  the  more  rapid  was  the  transmission.  With  a charge  of  2000 
pounds  of  gunpowder  the  velocity  was  967  feet  per  second,  while  with  a 
charge  of  12,000  it  was  1210  feet  per  second. 

Jacques  made  a series  of  experiments  by  firing  different  weights  of 
powder  from  a cannon,  and  determining  the  velocity  of  the  report  at  different 
distances  from  the  gun  by  means  of  an  electric  arrangement.  He  thus 
found  that,  close  to  the  gun,  the  velocity  is  least,  and  that  it  increases  to  a 
certain  maximum  which  is  considerably  greater  than  the  average  velocity. 
The  velocity  is  also  greater  with  the  heavier  charge.  Thus  with  a charge  o 
U pound  the  velocity  was  1187,  and  with  a charge  of  i pound  it  was  1032 
at  a distance  of  from  30  to  50  feet  ; while  at  a distance  of  70  to  80  it  was 
1267  and  1 120  ; and  at  90  to  100  feet  it  was  1262  and  1 1 14  respectively. 

Threlfall  experimented  with  the  explosion  of  charges  in  water  at  1 ort 
Jackson,  Australia.  The  calculated  velocity  was  1500  metres  per  second  ; 
the  observed  velocity  rose  from  1752  metres  per  second  with  9 ounces  of  gun- 
cotton to  2013  metres  per  second  with  64  ounces. 

Bravais  and  Martins  found,  in  1844,  that  sound  travelled  with  the  same 
velocity  from  the  base  to  the  summit  of  the  Faulhorn  as  from  the  summit  to 

the  base 

A laboratory  method  of  determining  the  velocity  of  sounds  consists  in 
using  a metronome  (83)  which  is  beating  slowly,  and  is  approached  to  a 
wal/until  a posit,™  is  found  at  which  the  echo  of  one  beat  co.nc.d 
the  sound  of  another  heard  directly.  The  distance  from  the  wall  is  then 
half  the  distance  which  sound  traverses  in  the  interval  between  two  beats 

°f  ^rcr^on  of  the  velocity  of  sound  in  gases. -From  theoretical 
considerations  Newton  gave  a rule  for  calculating  the  velocity  of  sound  in 

gases,  which  may  be  represented  by  the  formula 


v 


in  which  v represents  the  velocity  of  the  sound,  e the  elasticity  of  the  gas, 

a”‘ This’ formula  expresses  that  the  velocity  of  the  frofagation  oj 'sound in 
vais  is  directly  os  Ik.  square  root  of  He  elasticity  of  the  gas,  oust , averse, y 


-231]  Calculation  of  the  Velocity  of  Sound  in  Gases  219 

as  the  square  root  of  its  density.  It  is  easy  to  prove  that,  if  Boyle’s  law  is 
applicable — that  is,  if  the  changes  of  volume  take  place  without  change  of 
temperature — the  elasticity  of  a gas  is  equal  to  its  pressure.  It  follows  that 
the  velocity  of  sound  is  the  same  under  any  pressure  ; for  although  the 
elasticity  increases  with  increased  pressure,  according  to  Boyle’s  law,  the 
density  increases  in  the  same  ratio.  At  Quito,  where  the  mean  barometric 
height  is  only  21 '8  inches,  the  velocity  is  the  same  as  at  the  sea-level, 
provided  the  temperature  is  the  same. 

If  //  is  the  height  of  the  barometer,  8 the  density  of  mercury,  and  g the 
acceleration  due  to  gravity,  the  pressure  P =g§h  ; further,  if  d is  the  density 
of  the  gas  at  t°  C.  and  dn  the  density  at  o°  C.,  d0  = d(  1 +0/),  where  a is  the 
coefficient  of  expansion  of  the  gas  (332).  Thus  Newton’s  formula  becomes 


Substituting  in  this  formula  the  values  in  centimetres  and  grammes, 
^=981,8=13,596,^  = 76,  <7^  = 0-001293,  the  pressure  is  1-0135  x 10s  dynes, 
or  1 -0135  megadynes,  per  square  centimetre,  and  the  value  of  v is  27,995 
centimetres  per  second  = 279-95  metres  per  second,  which  is  about  one- 
sixth  less  than  the  experimental  result.  The  reason  for  this  discrepancy 
was  given  by  Laplace,  who  pointed  out  that  when  sound-waves  are 
travelling  through  air  the  heat  which  is  produced  by  the  increase  of 
pressure  in  the  compressed  part  of  any  wave  does  not  rapidly  escape 
into  the  surrounding  air.  Similarly  the  cold  due  to  the  diminution  of 
pressure  in  the  rarefied  portion  of  the  wave  is  not  at  once  compensated 
by  the  ingress  of  heat  from  the  surrounding  space.  Consequently  the 
temperature  in  the  two  parts  of  any  wave  cannot  be  regarded  as  constant, 
and  therefore  Boyle’s  law  does  not  hold.  Although  the  average  tempera- 
ture of  the  air  is  unaltered,  its  elasticity  is  increased  and  is  no  longer 
measured  by  the  pressure  P.  It  may  be  shown  that  the  elasticity  is  greater 
than  the  isothermal  elasticity  P in  the  proportion  in  which  the  specific 
heat  of  the  gas  at  constant  pressure  is  greater  than  the  specific  heat  at 
constant  volume.  If  these  specific  heats  are  denoted  by  c,  c'  respectively, 

the  elasticity  = P~  = Py,  and  the  expression  for  the  velocity  of  sound  in 


The  value  of  y for  air  is  1-41,  and  if  the  value  of  the  velocity  obtained  above, 
viz.  279-95  metres,  be  multiplied  by  ^1-41  or  1-1875,  the  product  is  332-55’ 
which  agrees  with  the  experimental  value. 

Knowing  the  velocity  of  sound,  we  can  calculate  approximately  the  dis- 
tance at  which  it  is  produced.  Light  travels  with  such  velocity  that  the 
flash  or  the  smoke  accompanying  the  report  of  a gun  may  be  considered  to 
be  seen  simultaneously  with  the  occurrence  of  the  explosion.  Counting 
then  the  number  of  seconds  which  elapse  between  seeing  the  flash  and 
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hearing  the  sound,  and  multiplying  this  number  by  1125,  supposing  the 


the  gas  is 
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temperature  to  be  1 6°  C.,  we  get  the  distance  in  feet  at  which  the  gun  is 
discharged.  In  the  same  way  the  distance  of  thunder  may  be  estimated. 

232.  Velocity  of  sound  in  various  gases. — The  velocity  of  sound  in 
air  and  other  gases  may  be  determined  by  making  use  of  the  principle  of 
resonance  in  air  pipes.  The  method  is  described  in  article  276. 

Since  in  gases  which  differ  in  density,  but  are  subjected  to  the  same 
pressure,  the  velocity  of  sound  varies  inversely  as  the  square  root  of  the 
density,  knowing  the  velocity  of  sound  in  air,  we  may  calculate  it  for  othei 
gases  ; thus  in  hydrogen  it  will  be 


1093 
d o‘o688 


= 4168  feet. 


Velocities  calculated  in  this  way  cannot  be  universally  accurate,  for  the 
coefficient  ^ory  differs  somewhat  in  different  gases.  And  when  pipes  were 

sounded  with  different  gases,  and  the  number  of  vibrations  of  the  notes 
multiplied  by  twice  the  length  of  the  pipe,  numbers  were  obtained  which 
differed  from  those  calculated  by  the  above  formula.  When,  however,  the 
proper  value  of  y for  each  gas  was  introduced  into  the  calculation,  the  theo- 
retical results  agreed  very  well  with  the  observed  ones. 

By  the  above  method  the  following  values  have  been  obtained  : 


Chlorine 
Carbonic  acid 
Oxygen 
Aii- 

Carbonic  oxide 
Hydrogen 


Velocity  of  sound  at  o°  C.  in 

677  feet  in  a second 
856  „ 

1040  „ 

1093  „ 

1106  „ 

4163  „ 


Ahx\  Doppler's  principle.— When  a sounding  body,  approaches  the  ear, 

n thV  note  perceived  is  somewhat  higher  than  the  true  one  ; but  if  the  source 
of  sound  recedes  from  the  ear,  the  note  perceived  is  lower.  The  truth  ot 
this  which  is  known  as  D affiled s principle,  will  be  apparent  from  the  follow- 
ing considerations.:— When  the  source  of  sound  and  the  ear  are  relative  y 
at  rest  the  ear  receives  n waves  in  a second  ; but  if  the  ear  approaches  the 
sound,’ or  the  sound  approaches  the  ear,  it  receives  more  ; just  as  as  ip 
meets  more  waves  when  it  ploughs  through  them  than  if  it  is  at  ies  ■ 
Conversely,  the  ear  receives  a smaller  number  when  it  recedes  fiom  the 
source  of  sound.  The  effect  in  the  first  case  is  as  if  the  sounding  body 
emitted  more  vibrations  in  a second  than  it  really  does  and  m the  seco 
case  fewer.  Hence  in  the  first  case  the  note  appears  higher  ; in  the  second 

CaS  If  th^ distance  which  the  ear  traverses  in  a second  towards  the  source 
of  sound  (supposed  to  be  stationary)  is  , feet,  and  the  wave-length  of  the 

particular  note  is  X feet,  then  s-  waves  are  passed  in  a second  ; this  is  equal 

to  - for  X=  -,  where  v is  the  velocity  of  sound  (226).  Hence  the  ear 
v ' 11 
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receives  not  only  the  n original  waves,  but  also  ns  in  addition.  Therefore 

v 

the  number  of  waves  per  second  which  enter  the  ex 

r,  ns  , 

n -7i  + — -7i  1 1 
v 


\ y£V  an  eai  aPProaclies  the  sound  ; and  by  similar  reasoning  it  is 


(|/y  /}\X)  - \n"=7i-™  = 7i(  i - ^)  | 


for  an  ear  receding  from  the  sound. 

To  test  Doppler's  theory  Buys  Ballot  stationed  trumpeters  on  the  Utrecht 
railway  and  also  upon  locomotives,  and  had  the  height  of  the  approaching 
or  receding  notes  compared  with  stationary  ones  by  musicians.  He  thus 
found  both  the  principle  and  the  formula  fully  confirmed.  Similar  conclu- 
sive experiments  were  made  by  Scott  Russell  on  English  railways.  The 
observation  may  often  be  made  as  one  fast  train  passes  another  in  which  the 
engine  is  sounding  its  whistle.  Suppose  each  train  to  be  running  at  30  miles 
an  hour,  the  relative  velocity  is  60  miles  an  hour,  or  88  feet  per  second.  If  we 

take  v = 1120,  71  =n  (1  + — — Y n"=n  (1 Hi']  • n"  - L5J  ri7 

V 1120/  V 1x20/  “ 7i  129  = ' 

Hence  the  note  of  the  whistle  is  flattened,  as  the  trains  pass  each  other,  by 
nearly  a minor  third  (247). 

It  must  be  noted  that  the  pitch  of  the  whistle  changes  only  at  the  moment 
the  locomotive  passes.  It  is  constant  as  the  train  approaches,  and  constant 
again,  but  lower  in  pitch,  as  the  train  recedes. 

Doppler’s  principle  may  also  be  established  by  direct  laboratory  ex- 
periments. Rollmann  fixed  a long  rod  on  a turning  table,  at  the  end 
of  which  was  a large  glass  bulb  with  a slit  in  it,  which  sounded  like  a 
humming-top  when  a tangential  current  of  air  was  blown  against  the  slit 
The  uniform  and  sufficiently  rapid  rotation  of  the  sphere  developed  such 
a current,  and  produced  a steady  note,  the  pitch  of  which  was  higher  or 
ovver  in  each  rotation  according  as  the  bulb  came  nearer,  or  receded  from 
the  observer.  ’ 

The  principle  may  also  be  illustrated  by  means  of  a tuning-fork  with  wide 
branches,  and  producing  a very  high  note  of  2046  vibrations.  When  this  is 
loudly  sounded,  and,  being  held  in  front  of  a smooth  wall,  is  moved  towards 
it  with  a velocity  of  a metre  in  a second,  the  direct  note  and  that  reflected 

heTbeLsV(263)lderg°  °PP0S‘te  dlanges’  50  that  ai1  observer  may  distinctly 

234-  Velocity  of  sound  in  liquids. -The  velocity  of  sound  in  water  was 
experimentally  determined  in  1827  by  Colladon  and  Sturm.  They  moored 
two  boats  at  a known  distance  apart  in  the  Lake  of  Geneva  The  first 
supported  a bell  immersed  in  water,  and  a bent  lever  provided  at  one  end 
v,th  a hammer  which  struck  the  bell,  and  at  the  other  with  a lighted 

b:—  at  ,l  lgnl!ed  some  P°wder  the  moment  the  hammer  struck  the 
the  second  boat  was  affixed  an  ear-trumpet,  the  bell  of  which 
was  m water,  while  the  mouth  was  applied  to  the  ear  of  the  observer  so 
that  he  could  measure  the  time  between  the  flash  of  light  and  the  arriva” 
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of  sound  by  the  water.  By  this  method  the  velocity  was  found  to  be  4708 
Ïeet  in  a second  at  the  temperature  8-i°,  or  four  times  as  great  as  m air. 

The  velocity  of  sound,  which  is  different  in  different  liquids,  can  be  cal- 
culated by  a formula,  identical  with  that  given  above  (231)  as  applicable  to 

/ _1. ^ flip 


culated  by  a formula,  identical  wun  umt.  7 

gases— that  is,  2/=  ^J7  In  this  formula,  e is  the  volume  elasticity  of  the 

,iie  ratio  of  pressure  applied  to  the  compression  produced— 

S i.y ^ The  compress, on  per  unit  of  volume  due  to  the  appln 

ancl  a its  ciensuy.  :s  called  the  compressibility  of 

C/atT  °:f,  a in  the  following  table  were  computed  from 


i3°  C. 

= 4714 

feet  in  a second 

3° 

= 5OI3 

Î? 

20 

= 476i 

)> 

IO 

= 4866 

)) 

18 

= 5!32 

5Î 

23 

= 3854 

?) 

24 

= 3976 

55 

24 

= 3801 

ÎÎ 

River  water  (Seine) 

„ _ » >’ 

Artificial  sea  water 

Mercury 

Solution  of  common  salt 
Absolute  alcohol  . 

Turpentine  . 

Ether  . 

u will  be  seen 

the  velocity  of  »-md  'n  “^iderlble  uncertainty  about  the  values 
t^er^ds (owing  ,0  the  doubt  as  to  the  values  for  their  compress,- 

bility . . |M  A - « general  rule,  the  elasticity  of 

solids)  a^comparetl  « ^ ^ ^ 

consequently  the  propagation  <)f  s<JL^  . by  Biot,  who  found  that  when 

The  difference  is  well  seen  man  expen  y » ^ feet  long> 

a bell  was  struck  by  a hammer  at  on  ^ ^ The  first  of  these  was 

transmitted  'by'^the^tube  Itself  ^r^T^^inten^^btdween^he  sounds 
" et„d“’  S”) S,mnedTIfrom  the  equatio„ 

3j_20_  3I2°  = a-  5 
a x 

shows  that  the  velocity  of  sound  in  the  tube  is  nearly  nine  times  as  great  as 

that  in  air.  interesting  one,  though  no  great  value  can  be 

^ » senes  of 

jointed  tubes.  . f nT1  heard  at  far  greater  distances 

ttet  S°“nd  U'e 

former  case  is  mainly  transmitted  tluougM  te^  ^ ^ ^ is  heid  against 

a rS  in  wS  a°  bï”  being  Lie  at  a distance,  two  distinct  reports 
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are  heard — one  transmitted  through  the  rock  to  the  ear,  and  the  other  trans- 
mitted through  the  air.  The  propagation  of  sound  in  solids  is  also  well 
illustrated  by  the  fact  that  in  laying  telegraph  wires  the  filing  at  any 
particular  part  can  be  heard  at  distances  of  miles  by  placing  one  end  of  the 
wire  in  the  ear.  The  toy  telephone  also  is  based  on  this  fact. 

The  velocity  of  sound  in  wires  has  also  been  determined  theoretically, 


by  Wertheim  and  others,  by  the  formula  v = ^ in  which  /x  is  the  longi- 

tudinal elasticity  (Young’s  modulus)  of  the  maternal  (87),  while  d is  the 
density. 


This  may  be  illustrated  from  a determination  by  Wertheim  of  the  velocity 
of  sound  in  a specimen  of  annealed  steel  wire,  the  density  s of  which  was 
7-631  and  longitudinal  elasticity  21-4  x io11  (87).  The  formula  gives 


v=\/' 


21  -4  X IOU 


7-6n 


- = '5294  x io” 


cm. 


The  following  table  gives  the  velocity  in  various  bodies,  expressed  in  feet 
per  second,  mostly  from  the  experimental  determinations  of  Wertheim  and 
of  Stefan  : — 


India  rubber 

100  to  200 

Copper  . 

12194 

Tallow 

1180 

Oak  . 

12622 

Wax  . 

2394 

Cedar  . 

1 31 20 

Paraffin 

4250 

Elm  . 

13516 

Lead  . 

4653 

Ash 

i53J4 

Membranes 

. 2300  to  6560 

Fir 

15316 

Gold  . 

702  r 

Walnut . 

1 5744 

Paper 

. 5250  to  8860 

Glass  . 

16057 

Silver 

8806 

Steel  wire 

16336 

Pine  . 

. . 1 0900 

Wrought  iron  and  steel 

16498 

The  numbers  for  india  rubber  are  of  the  same  order  of  magnitude  as  those 
for  the  propagation  of  a nervous  impulse,  and  suggest  that  such  an  impulse 
is  transmitted  by  longitudinal  vibrations  (283)  like  those  of  sound. 

In  the  case  of  wood  these  velocities  are  in  the  directions  of  the  fibres, 
and  are  considerably  greater  than  across  the  rings  or  along  the  rings  ; thus 
with  fir  the  velocities  are  4382  and  2572  for  these  directions  respectively. 

From  a recent  determination  of  the  elasticity  of  ice,  Trowbrido-e  and 
Macrae  deduced  the  velocity  of  sound  in  it  to  be  9600  feet  per  second  or 
about  nine  times  that  of  air. 

Mallet  investigated  the  velocity  of  the  transmission  of  sound  in  various 
rocks,  and  found  that  it  is  as  follows  : — 


Wet  sand 

Contorted,  stratified  quartz  and  slate  rock 
Discontinuous  granite  .... 
Solid  granite  .... 


825  feet  in  a second 
i°88 

I3°6 

1664 


direct  experimental  method  of  determining  the  velocity  of  sound 
, gases,  and  vapours  will  be  described  subsequently  (279) 


in 
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If  a medium  through  which  sound  passes  is  heterogeneous,  the  waves  of 
sound  are  reflected  on  the  different  surfaces,  and  the  sound  becomes  rapid  y 
enfeebled.  Thus  a soft  earth  conducts  sound  badly,  while  a hard  groun 
which  forms  a compact  mass  conducts  it  well.  So  also  we  hear  ba  y 
through  air-spaces  which  are  filled  with  porous  materials,  such  as  shavings, 

^’RÏSn  £ J^So  long  as  sound-waves  diverging  from  ,1  point 
are  not  obstructed  in  their  motion  they  are  propagated  in  the  form  of  concen- 
tnc  spheres  “but  when  they  meet  with  an  obstacle  they  follow  the  general 
trie  spheres  , D y themselves,  forming  new 


If  any -point.  C,  of  the  (Sfun'thesuA^e'rf'this  body,  the  angle 

^ a'c  “sle  ECHi  formed  y 
prolongation  of  aC,  is ttTtwo  .following  laws 

is  samcP,m 

II  The  incident  sonorous  ray  and  the  reflected  j 

appea,s  to  come  from  c> 

besides  the  sound  proceeding  fiom ^foe  Poin  me  as  those  for  light  and 

The  laws  of  the  reflection  of  sound  are  iments>  0ne  of  the 

radiant  heat,  and  may  be  denlJnst‘^d  y mirrors  (see  chapter  on  Radiant 
simplest  of  these  is  made  with  < a \vatch  is  fixed,  the  ear 

S5in  tlm  " thl  second  mirror  hears  the  ticking  very  distinctly 
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even  when  the  mirrors  are  at  a distance  of  12  01-13  yards.  The  mirrors 
should  be  large,  so  that  the  head  may  obstruct  the  sound-waves  as  little  as 
possible.  With  smaller  mirrors  the  bell  of  an  ear  trumpet  is  held  at  the 
focus,  and  the  tube  end  is  placed  in  the  ear,  which  is  held  on  one  side 
of  the  mirror. 

In  like  manner,  the  explosion  of  fulminating  mercury  in  the  focus  of  one 
mirror  causes  that  of  iodide  of  nitrogen  placed  in  that  of  the  other. 

237.  Echoes  and  resonances. — An  echo  is  the  repetition  of  a sound  in 
the  air,  caused  by  its  reflection  from  some  obstacle. 

A very  sharp  quick  sound  can  produce  an  echo  when  the  reflecting 
surface  is  55  feet  distant  ; but  for  articulate  sounds  at  least  double  that 
distance  is  necessary,  for  it  may  be  easily  shown  that  no  one  can  pronounce 
or  hear  distinctly  more  than  five  syllables  in  a second.  Now,  as  the  velocity 
of  sound  at  ordinary  temperatures  may  be  taken  at  1125  feet  in  a second, 
in  a fifth  of  that  time  sound  would  travel  225  feet.  If  the  reflecting  surface 
is  1 1 2-5  feet  distant,  in  going  and  returning  sound  would  travel  through 
225  feet.  The  time  which  elapses  between  the  articulated  and  the  reflected 
sound  would,  therefore,  be  a fifth  of  a second,  the  two  sounds  would  not 
interfere,  and  the  reflected  sound  would  be  distinctly  heard.  A person 
speaking  with  a loud  voice  in  front  of  a reflector,  at  a distance  of  112-5  feet 
can  only  distinguish  the  last  reflected  syllable  : such  an  echo  is  said  to  be 
monosyllabic.  If  the  reflector  were  at  a distance  of  two  or  three  times  112-5 
feet,  the  echo  would  be  dissyllabic , trisyllabic , and  so  on. 

When  the  distance  of  the  reflecting  surface  is  less  than  112-5  feet,  the 
direct  and  the  reflected  sound  are  confounded.  They  cannot  be  heard 
separately,  but  the  sound  is  strengthened.  This  is  what  is  often  called 
resonance  or  reverberation , and  is  frequently  observed  in  large  rooms.  Bare 
walls  and  smooth  surfaces  especially  give  rise  to  this  effect.  In  the"  Black- 
wall  tunnel  near  London,  which  is  lined  with  smooth  masonry,  the  noise  of 
passing  vehicles  is  deafening,  and  conversation  is  difficult.  The  presence 
of  an  audience  m a large  bare  room  may  render  it  possible  to  hear  speaking 
where  without  an  audience  the  distinctness  of  the  direct  voice  is  destroyed 
by  its  echoes  When  the  reflecting  surface  is  not  far  from  the  source  of 
sound,  as  in  the  case  of  a sounding  board  over  the  head  of  a preacher  in  a 
church,  the  direct  and  reflected  waves  meet  the  ear  of  a person  at  a distance 
at  practically  the  same  instant,  and  the  sound  is  strengthened  Tapestrv 
and  hangings  deaden  the  sound  by  breaking  up  the  sound  waves  and  pre- 

diS  Vf00'  7°  C°ntr01  °r  el,minate  the  effects  of  resonance  is  a 
difficult  problem  in  the  acoustics  of  the  building  art. 

Multiple  echoes  are  those  which  repeat  the  same  sound  several  times  • 
this  ,8  the  case  when  two  opposite  surfaces  (for  example,  two  parallel  walls) 
successively  reflect  sound.  There  are  echoes  which  repeat  the  same  sound 
» or  30  An  echo  in  the  château  of  Simone,^  in 

syhables°  ,,m"'  * W°0<ISt0Ck  ,here  “ °M  ”hich  ^ To  2o 

As  the  laws  of  reflection  of  sound  are  the  same  as  those  of  lmht  anrl 
heat,  curved  surfaces  produce  acoustic  foci  like  the  luminous  and  l,i 
foe.  produced  by  concave  reflectors.  If  a person  stnnr Pn  , ? calonfic 

a bridge  speaks  with  his  face  turned  towards  one  of  the  piers^Ae'sound  rf 

Q 
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reproduced  near  the  other  pier  with  such  distinctness  that  a conversation 
can  be  kept  up  in  a low  tone,  which  is  not  heard  by  anyone  standing  in  the 

mtemedmte  spaces-e  ^ ^ ^ eUiptical  ceiling  on  the  ground  floor  of  the 

Conservatoire  des  Arts  et  Métiers  in  Paris  which  presents  this  phenomenon 
in  a remarkable  degree  to  persons  standing  in  the  two  foci  of  the  ellipse. 

Whispering  galleries  are  formed  of  smooth  walls  having  a continuous 
curved  form.  The  mouth  of  the  speaker  is  presented  at  one  point,  and 
Um  ear  of  the  hearer  at  another  and  distant  point.  In  tins  case  the  sound 
is  successively  reflected  from  one  point  to  the  other  until  it  reaches 

Car  In  the  whispering  gallery  of  St.  Paul’s  the  faintest  sound  is  thus  conveyed 
from  one  side  to  the  other  of  the  dome,  but  it  is  not  heard  at  any  intermediate 
points  Placing  himself  close  to  the  upper  wall  of  the  Colosseum,  a circular 
buildin-  130  feet  in  diameter,  Wheatstone  found  a word  to  be  lepeated 
great  many  times.  A single  exclamation  sounded  like  a peal  of  laughter, 
while  the  tearing  of  a piece  of  paper  resembled  thc  Pa«er  of  hail. 

It  is  not- merely  by  solid  surfaces,  such  as  walls,  locks,  ships  sails,  ecc., 
that  sound  is  reflected.  It  is  also  reflected  by  clouds,  and  it  has  even  been 
, 1 Ci;iect  experiment  that  a sound  in  passing  from  a gas  of  one  density 

hrto  another  is  reflected  at  the  surface  of  separation  as  it  would  be  against 
a solid  surface  Now,  different  parts  of  the  earth’s  surface  aie  unequa  > 
heated  by  he  sun,  owing  to  the  shades  of  trees,  evaporation  of  water,  and 

other  causes  so  that  in  the  atmosphere  there  are  numerous  ascending  and 
other  causes,  so  m different  density.  Whenever  a sound-wave 

Ü "wtrotefse^s™  aie  a,  rest.  .ha.  of  hearing  becomes 

.ha,  fog  in  the  atmosphere  is  a great 
deadener  oSf  sound  ; i,  being  a mm.ure  of  Ï Tofb 

researches  show  that  a white  og,  ’ t aC|ueous  vapour  is.  Expe- 

ri^mpr n^d^on  a'Ta^g^'si^le,  border  to  ascertain  the  best  form  of  fog 

beheard^adisMce^nto^toatw^t  y ^ ^ ^ 

»Sh  - trrsïï-ss 

“ liSh'  ^ bV 

tbC These6 conclusions,  firs,  drawn  from  observations,  have  been  verified  by 
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laboratory  experiments.  Tyndall  showed  that  a medium  consisting  of 
alternate  layers  of  light  and  heavy  gas,  such  as  coal  gas  and  carbonic 
acid,  deadens  sound,  and  also  that  a medium  consisting  of  alternate  strata 
of  heated  and  ordinary  air  exerts  a similar  influence.  The  same  is  the  case 
with  an  atmosphere  containing  the  vapours  of  volatile  liquids.  So  long  as 
the  continuity  of  air  is  preserved,  sound  has  great  power  of  passing  through 
the  interstices  of  solids  ; thus  it  will  pass  through  twelve  folds  of  a dry  silk 
handkerchief,  but  is  stopped  by  a single  layer  if  it  is  wetted. 

238.  Refraction  of  sound. — It  will  be  found  afterwards  that  refractio?i 
is  the  change  of  direction  which  light  and  heat  experience  on  passing  from 
one  medium  to  another.  It  has  been  shown  by  Hajech  that  the  laws  of  the 
refraction  of  sound  are  the  same  as  those  for  light  and  heat  ; he  used  tubes 
filled  with  various  gases  and  liquids,  and  closed  by  membranes  ; the  mem- 
brane at  one  end  was  at  right  angles  to  the  axis  of  the  tube,  while  the  other 
made  an  angle  with*  it.  When  these  tubes  were  placed  in  an  aperture  in  the 
wall  between  two  rooms,  a sound  produced  in  front  of  the  tube  in  one  room 
that  of  a tuning-fork  for  instance,  was  heard  in  directions  in  the  other  varying 
with  the  inclination  of  the  second  membrane,  and  with  the  nature  of  the  sub- 
stance  with  which  the  tube  was  filled.  Accurate  measurements  showed  that 
the  law  held  that  the  sines  of  the  angles  of  incidence  and  refraction  are  in  a 
constant  ratio,  and  that  this  ratio  is  equal  to  that  of  the  velocity  of  sound  in 
the  two  media. 


Thus  the  velocity  of  sound  in  water  is  not  very  different  from  that  in 
hydrogen,  and  they  produce  deviations  which  are  nearly  equal. 

Sondhauss  confirmed  the  analogy  of  the  refraction  of  sound-waves  to 
those  of  light  and  heat.  He  constructed  lenses  of  gas  by  cutting  equal 

STa^ee,f,“ofrie„gTdi0n  bal1”"’  ““  faS,e"ing  ,hem  “ the 

foot  in  diameter,  so  as  to 
form  a double  convex  lens 
about  4 inches  thick  in  the 
centre  (fig.  226).  This  was 
filled  with  carbonic  acid,  and 
a watch,  A,  was  placed  in  the 
direction  of  the  axis  ; the 
point  was  then  sought  on  the 
other  side  of  the  lens  at  which 
the  sound  was  most  distinctly 
heard.  It  was  found  that 
when  the  ear  was  removed 
from  the  axis  the  sound  was 
scarcely  perceptible,  but  that 
at  a certain  point  B on  the 

passing  fromThe'iens  M in 

been  changed  ; in  other  words,  they  had  been  refracted’  C,'°'’ 

•he  v/ryt^M^  "leans  of  one  of 

carbonic  acid.  If,  however,  the  baboon  is 


Fig.  226 
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that,  when  hydrogen  w«u»  u h nernen- 

acid,  the  sound  was  bent  away  from  the  perpen 

diculan  known  that  sound  is  prepa- 

id in  a direction  against  that 
less  velocity  than  with  the  win  . 
a „ - , -.fraction  of  sound  on  a large  scale.  1 he 

velocity  of^wind  along  the  ground  is  always  con- 
siderably 1»  than  a,  a greate; ^ height  thus,  the 

part  forward  , an  , the  front  of  the  wave, 

TeXt  5 ÏÏ  -aLc^of  a jju.ber  of^ese 


• «•  « the  effect  of  the  cm  ™.»  ^ — in  the 

rays,  thus  directed  upwards,  is s to > P™  ““  jth  the  wind  will,  for  similar 
higher  regions.  The  rays  which  tiave  b&  better  heard. 

reasons,  be  refracted  downward^  a ege  instruments  depend  on 

2oo.  Speaking  trumpet.  Ear  trumpe 

J _ . r A îm  tnhe.s.  , . vnire 


the  reflection  of  sound  in  tubes  ; lies,  is  used  to  render  the  voice 

The  speaking  trumpet,  as  its  PQn  board  ship.  It  consists  of  a 

audible  at  great  distances,  m8)  ^ much  wider  at  one  end  (which 

slightly  conical  tin  or  brass  tube  ( g- 


Fig.  228 


is  called  the  bell),  and  provided owith  a mouthy ptece^al teMlWW  0°°' in 
trumpets  are  sometimes  as  much  as  7 
diameter. 
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The  larger  the  dimensions  of  this  instrument  the  greater  is  the  distance 
at  which  the  voice  is  heard.  Its  action  is  usually  ascribed  to  the  successive 
reflections  of  sound-waves  from  the  sides  of  the  tube,  by  which  the  waves 
tend  more  and  more  to  pass  in  a direction  parallel  to  the  axis  of  the 
instrument.  It  has,  however,  been  objected  to  this  explanation  that  the 
sounds  emitted  by  the  speaking  trumpet  are  not  stronger  solely  in  the 
direction  of  the  axis,  but  in  all  directions  ; that  the  bell  would  not  tend  to 
produce  parallelism  in  the  sound-wave,  whereas  it  certainly  exerts  consider- 
able influence  in  strengthening  the  sound.  According  to  Hassenfratz,  the  bell 
acts  by  causing  a large  mass  of  air  to  be  set  in  consonant  vibration  before 
it  begins  to  be  diffused.  This  is  probably  also  the  reason  why  sound  travels 
best  in  the  chief  direction  of  the  sounding  body  ; thus  the  report  of  a cannon, 
the  sound  of  a wind  instrument  in  the  line  of  the  tube,  the  voice  of  the 
direction  of  the  mouth,  &c. 

The  ear  trumpet  is  used  by  persons  who  are  hard  of  hearing.  It  is 
essentially  an  inverted  speaking  trumpet,  and  consists  of  a conical  metallic 
tube,  one  of  whose  ends,  terminating  in  a bell,  receives  the  sound,  while 
the  other  end  is  introduced  into  the  ear.  This  instrument  is  the  reverse  of 
the  speaking  trumpet.  The  bell  serves  as  a mouthpiece  ; that  is,  it  receives 
the  sound  coming'  from  the  mouth  of  the  person  who  speaks.  These  sounds 
are  transmitted  by  a series  of  reflections  to  the  interior  of  the  trumpet,  so 
that  the  waves,  which  would  become  greatly  diffused,  are  concentrated  on 
the  ear,  and  produce  a far  greater  effect  than  divergent  waves  would  have 
done. 

240.  Stethoscope. — One  of  the  most  useful  applications  of  acoustical 
piinciples  is  the  stethoscope.  Figs.  229  and  230  represent  an  improved  form  of 


Fig.  229 


Fig.  230 


this  instrument  devised  by  Kônig.  Two  sheets  of  india  rubber,  c and  a,  are 
xed  to  the  circular  edge  of  a hollow  metal  hemisphere  ; the  edge  is  provided 
with  a stopcock,  so  that  the  sheets  can  be  inflated,  and  then  present  the 
appearance  of  a double  convex  lens,  as  represented  in  section  in  fig.  229. 

o a tubulure  on  the  hemisphere  is  fixed  an  india-rubber  tube  terminated  by 
horn  or  ivory,  b,  which  is  placed  in  the  ear  (fig.  230). 

When  the  membrane  c of  the  stethoscope  is  applied  to  the  chest  of  a 
sick  person,  the  beating  of  the  heart  and  the  sounds  of  respiration  are 
transmitted  to  the  a,r  in  the  chamber  a,  and  thence  to  the  ear  by  means 
of  he  flexible  tube.  If  several  tubes  are  fixed  to  the  instrument,  as  many 
observers  may  simultaneously  auscultate  the  same  patient. 

A recent  application— that  to  the  water  stethoscope— has  been  found  of 
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great  service.  It  consists  of  a steel  rod  about  three  feet  in  length,  with  an 
enlargement  at  each  end  ; one  of  these  is  so  shaped  that  it  fits  against  a 

water-pipe,  while  the  other  is  applied  to 
the  ear.  The  taps  having  been  turned 
off,  a skilled  observer  can  detect  the 
slight  sound  due  to  any  flow  of  water, 
which,  in  the  circumstances,  must  be 
due  to  leakage. 

The  au  diphone , invented  by  Mr. 
Rhodes,  of  Chicago,  is  of  considerable 
service  to  people  hard  of  hearing  ; in  its 
most  simple  form  (fig.  231)  it  consists 
of  a thin  rectangular  piece  of  fine  card- 
board, the  square  end  of  which  is  held 
in  one  hand  while  the  opposite  and 
convex  edge  is  pressed  against  the  teeth 
of  the  upper  jaw  so  that  it  is  slightly 
bent  : it  receives  the  sounds  which  are  produced  in  the  air,  and  transmits 
them  to  the  auditory  nerves  through  the  bones  of  the  head. 
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CHAPTER  II 

MEASUREMENT  OF  THE  NUMBER  OF  VIBRATIONS 

241.  Savart’s  apparatus. — SavarVs  toothed  wheel,  so  called  from  the 
name  of  its  inventor,  is  an  apparatus  by  which  the  absolute  number  of  vibra- 
tions corresponding  to  a given  note  can  be  determined.  It  consists  of  a 
solid  oak  frame  in  which  are  two  wheels,  A and  B (fig-.  232)  ; the  larger 
wheel,  A,  is  connected  with  the  toothed  wheel  by  means  of  a strap  and  a 
multiplying  wheel,  thereby  causing  the  toothed  wheel  to  revolve  with  great 
velocity  ; a card,  E,  is  fixed  on  the  frame,  and,  in  revolving,  the  toothed 
wheel  strikes  against  it  and  causes  it  to  vibrate.  The  card,  being  struck  by 
each  tooth,  makes  as  many  vibrations  as  there  are  teeth.  At  the  side  of  the 
apparatus  is  an  indicator,  H,  which  gives  the  number  of  revolutions  of  the 
wheel,  and  consequently  the  number  of  vibrations  in  a given  time. 


Fig.  232 

When  the  wheel  is  moved  slowly,  the  separate  shocks  against  the  card 
aie  distinctly  heard  ; but  if  the  velocity  is  gradually  increased,  the  sound 
becomes  higher  and  higher.  Having  obtained  the  sound  whose  number  of 
vibrations  is  to  be  determined,  the  revolution  of  the  wheel  is  continued  with 
the  same  velocity  for  a certain  number  of  seconds.  The  number  of  turns  of 
the  toothed  wheel  B is  then  read  off  on  the  indicator,  and  this  multiplied 
yy  the  number  of  teeth  in  the  wheel  gives  the  total  number  of  vibrations. 
Dividing  this  by  the  corresponding  number  of  seconds,  the  quotient  gives 
the  number  of  vibrations  per  second  for  the  given  sound. 

242.  Siren— The  siren  is  an  apparatus  which,  like  Savart’s  wheel,  is 
used  to  measure  the  number  of  vibrations  of  a body  in  a given  time.  The 

name  was  given  to  it  by  its  inventor,  Cagniard  Latour,  because  it  yields 
sounds  under  water. 
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It  is  made  entirely  of  brass.  Fig.  233  represents  it  fixed  on  the  table  of 
a bellows,  by  which  a continuous  current  of  air  can  be  sent  through  it.  b lgs. 
224  and  235  show  the  internal  details.  The  lower  part  consists  of  a cylin- 
drical box,  O,  closed  by  a fixed  plate,  B.  On  this  plate  a vertical  rod,  r,  rests, 
to  which  is  fixed  a disc,  A,  moving  with  the  rod.  In  the  plate  B there  are 
equidistant  circular  holes,  and  in  the  disc  A an  equal  number  of  holes  of 
the  same  size,  and  at  the  same  distance  from  the  centre  as  those  of  the  plate. 
These  holes  are  not  perpendicular  to  the  disc  ; they  are  all  inclined  to  the 
same  extent  in  the  same  direction  in  the  plate,  and  are  inclined  to  the  same 
extent  in  the  opposite  direction  in  the  disc,  so  that  when  they  are  opposite 
each  other  they  have  the  appearance  represented  in  mn,  fig.  234.  Conse- 
quently, when  a current  of  air  from  the  bellows  reaches  the  hole  m ,t  strikes 
obliquely  against  the  sides  of  the  hole  »,  and  makes  the  disc  A rotate  in 

the  direction  nA. 


Fig.  233 


Fig.  235 


For  the  sake  of  simplicity,  let  us  first  suppose  that  in  the  movable  disc 
A there  are  eighteen  holes,  and  in  the  fixed  plate  B only  one,  which  aces 
of  the  uoper  holes.  The  wind  from  the  bellows  striking  against  the 
Tdes  of  he  latter  the  movable  disc  begins  to  rotate,  and  the  space  between 
r of  U consecutive  holes  closes  the  hole  in  the  lower  plate.  But  as  the 

r cUtinues  to 

eaC^lution1  of1  the' disc  ^the  lower  hole  is  eighteen  times  open  and  eighteen 
revolution  of  the  disc  stoppages  is  thus  produced,  which 

times  closed.  A series  01  p1  rnanres  a sound  when  the  successive 

makes  the  air  v^rate,  anc  u im,  y P the  moving  disc,  had 

impulses  are  sufficient  y rapid If  P ^uce  the  same  effect  as  a 

f^Zonl ^“hesoùncûUcl  be  eighteen  times  as  intense,  bn.  the  number 
of  vibrations  would  not  be  increased. 


Bellows 
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In  order  to  know  the  number  of  vibrations  corresponding  to  the  sound 
produced,  it  is  necessary  to  know  the  number  of  revolutions  of  the  disc  A in 
a second.  For  this  purpose  an  endless  screw  on  the  rod  T transmits  the 
motion  to  a wheel,  a,  with  ioo  teeth.  On  this  wheel,  which  moves  by  one 
tooth  for  every  turn  of  the  disc,  there  is  a catch,  P,  which  at  each  complete 
revolution  moves  one  tooth  of  a second  wheel,  b (fig.  235).  On  the  axis  ot 
these  wheels  there  are  two  needles,  which  move  round  dials  represented  in 
fig-  233.  One  of  these  indices  gives  the  number  of  turns  of  the  disc  A,  the 
other  the  number  of  hundreds  of  turns.  By  means  of  two  screws,  D and  C, 
the  wheel  a can  be  uncoupled  from  the  endless  screw. 

Since  the  pitch  of  the  sound  rises  in  proportion  to  the  velocity  of  the  disc 
A,  the  wind  is  forced  until  the  desired  note  is  produced.  The  same  current 
is  kept  up  for  a certain  time — two  minutes,  for  example — and  the  number  ot 
turns  read  off.  This  number,  multiplied  by  18  and  divided  by  120,  gives 
the  number  of  vibrations  in  a second.  For  the  same  velocity  of  rotation  the 
siren  gives  the  same  sound  in  air  as  in  water  ; the  same  is  the  case  with 
all  gases  ; and  it  appears,  therefore,  that  any  given  sound  depends  on  the 
number  of  vibrations  produced,  and  not  on  the  nature  of  the  sounding  body. 

The  buzzing  and  humming  noise  of  certain  insects  is  not  vocal^  but  is 
produced  by  very  rapid  flapping  of  the  wings  against  the  air  or  the  body 
The  siren  has  been  ingeniously  applied  to  count  the  rate  per  second  ot 
the  vibrations  thus  produced, 
which  is  effected  by  bringing 
it  into  unison  with  the  sound. 

It  has  in  this  way  been  found 
that  the  wings  of  a gnat  flap 
at  the  rate  of  1,500  times  in 
a second.  If  a report  is  pro- 
duced in  a space  with  two 
parallel  walls  at  no  great  dis- 
tance apart,  the  sound  is  re- 
flected from  one  to  the  other, 
and  reaches  the  ear  at  regular 
and  frequent  intervals  ; that 
is,  the  repetition  of  the  echo 
acts  as  a note. 

A modification  of  the  siren 
known  as  Brown’s  steam- 
horn , in  which  high-pressure 
steam  is  employed  instead  of 
compressed  air,  is  used  as  a 
fog-signal.  Its  shrill  and 
penetrating  note  is  better 
adapted  than  an  ordinary 
fog-horn,  or  even  cannon,  for 
being  heard  over  the  noise 

of  breakers.  Fig.  336 


'«St;;:™.;.- 
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four  lees  of  a table  there  is  a pair  of  bellows,  S (fig.  236),  which  is  worked 

1 ^ fniiprlnl  P D is  a reservoir  of  flexible  leather,  in  which  is  stored 

S.'EïïSî  ClS  the  bellows^6  If  this  reservoir  is  pressed  by  nreans  of 

;»f’ d,°e"«ai1xed  ribe  X In  «is  chest  there  are  small  holes  closed 
by  leather  v’al.es,  which  can  be  opened  by  pressing  on  keys  in  front 
box.  The  siren  or  sounding  pipe  is  placed  in  one  of  these  holes. 

t^££5is%S£s£ 

But  he  showed  that  these  limits  were  too  “"d  ^ ™ “I°h  ; so 

reiving  sounds  depends  rather  Ïtïes tarn  ttefact  iha. 

they  have  n^t'^produce'd  with  sufficient  intensity  to  affect  the  organ  of 

two  feet  long,  which  1 evolved  on  a 10  passed  a 

plates,  about  0.8  of  an  in  dr  of  the  air.  Vs  the 

grave  sound  was  produced  du  t * continuouS)  very  grave,  and 

motion  was  accelerated  the  sou  7 to  8 vibrations  in  a 

deafening.  By  this  means  Savait  found  that  with  7 * z>however> 

second,  the  ear  perceived  a distinct  but  t0  ’the  limits 

who  investigated  the  same  subject,  C1SP^  / audible  that  is  made  by  less 
of  deep  sounds,  and  considers  th*o™Hdmholtz  held  that  the  perception  of 
than  16  vibrations  pei  second.  definite  musical  value  when 

a sound  begins  at  30  vibrations  and  only a ^“io„  of  a number  of  sepa- 

the  number  is  more  than  40.  e 3 , , acute  sounds  are  audible  up  to 

rate  beats  is  produced.  On  the  °*C ^second.  Such  sounds,  how- 
those  corresponding  to  38  000  vi  1 had  been  pricked 

ever,  are  far  from  pleasurable  : they  affect  the  eai 

with  a pin  or  needle.  , other  observers  for  the 

The  discordant  results  obtained  y due  tQ  the  circumstance 

limit  of  audibility  of  higher  notes s ai  acities  for  the  perception  of 

that  different  observers  have  diffee  {?  0f  experimental 

sounds.  Preyer  has  mvesbgated^. ^^^ave  hitherto  been  applied 
methods  of  greater  precision  th^ny  normal  ear  he  found  to  lie 

for  this  purpose.  The  minimum  ^ ^ s£Cond  . the  maximum  limit  reached 
between  16  and  24  single :vihi  ^ powers  of  hearing  were  found  to  be 

41,000;  but  many  pei  son  1 or  even  fewer  vibrations. 

absolutely  deaf  to  notes  of  16,000,  , , partiCular  ear  is  increased 

It  appears  that  the  mu  of  f°r  3ned  lhis  by  sounding  a 

with  the  strength  of  the  sound  ,.h  steam  of  } an  atmosphere  pres- 

powerful  siren  by  steam  ; he  f°unc  ‘ -b  tions  with  1 } atmosphere  it  was 

sure  the  upper  limit  was  at  4 , ■[  had  not  been  attained  with 

60,000,  while  with  steam  of  2}  atmospheres 

72  ocx)  vibrations. 
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245.  Duhamel’s  graphie  method. — When  the  siren  or  Savart’s  wheel  is 
used  to  determine  the  exact  number  of  vibrations  corresponding  to  a given 
note,  it  is  necessary  to  bring  the  sounds  which  they  produce  into  unison 
with  the  given  note,  and  this  cannot  be  done  exactly  unless  the  experi- 
menter has  a practised  ear.  Duhamel’s  graphic  method  is  very  simple  and 
exact,  and  free  from  this  difficulty.  It  consists  in  fixing  a fine  point  to  the 
body  emitting  the  note,  and  causing  it  to  trace  the  vibrations  on  a properly 
prepared  surface. 

The  apparatus  consists  of  a wood  or  metal  cylinder,  A (fig.  237),  fixed  to 
a vertical  axis,  O,  and  turned  by  a handle.  The  lower  part  of  the  axis  is  a 
screw  working  in  a fixed  nut,  so  that  according  as  the  handle  is  turned  from 
left  to  right,  or  from  right  to  left,  the  cylinder  is  raised  or  depressed.  Round 


Fig.  237 


the  cylinder  is  rolled  a sheet  of  paper  covered  with  an  inadhesive  film  of 

_ fPn  aCk'  c°n  thls  film  the  v'brations  register  themselves.  This  is  effected 
as  follows.  Suppose  the  body  emitting  the  note  to  be  a steel  rod  It  is  held 

fa™  ofattw  rnd|’  and  ca7ies  at  the  other  a fine  point  which  grazes  the  sur- 
aces  of  the  cylinder.  If  the  rod  is  made -to  vibrate  and  the  cylinder  is  at  rest 
the  point  would  describe  a short  line  ; but  if  the  cylinder  is  turned  the  point 

Hne'  C°ntaining  as  ^ny  undulations  as ’the  point 
as  made  vibrations  Consequently,  the  number  of  vibrations  can  be  counted 
It  remains  only  to  determine  the  time  in  which  the  vibrations  were  made 
I heie  are  several  ways  of  doing  this.  The  sunniest  is  tn  . 1, 

curve  traced  by  the  vibrating  rod  with  that  traced  by  a tuning-fork  (tuT 
'net  gives  a known  number  of  vibrations  per  second— for  example, ”500! 
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The  prong  of  the  fork  is  furnished  with  a point,  which  is  placed  in  contac 

with  the  lampblack.  The  fork  and  the  rod  are  then  set  vibrating  together. 

and  each  produces  its  own  undulating  trace.  When  the  paper  is  unrolled, 

it  is  easv  by  counting  the  number  of  vibrations  each  has  made  in  the  same 

distance’ toY determine  the  number  of  vibrations  made  per  second  by  the 

elastic  rod  Suppose,  for  instance,  that  the  tuning-fork  made 1 50  vibrations, 

while  the  rod  made  165  vibrations.  Now  we  already  know  that  the  tuning- 

tok  males  one  vibration  in  the  ^ part  of  a second,  and  therefore 
toil.  o second  But  ,n  the  same  time  the  rod  makes 

L5°  0f  a second, 

'500  x 165 


1 50  vibrations  in  of  a 

165  vibrations  ; therefore,  it  makes  one  vibration  in  the^ 
and  hence  it  makes  per  second  or  55°  vibrations. 


-247] 
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CHAPTER  III 

THE  PHYSICAL  THEORY  OF  MUSIC 

246.  Properties  of  musical  notes.— A simple  musical  note  results  from 
continuous  rapid  isochronous  vibrations,  provided  the  number  of  the  vibra- 
tions falls  within  the  very  wide  limits  mentioned  in  the  last  chapter  (244). 
Musical  notes  are  in  most  cases  compound.  The  distinction  between  a 
simple  and  a compound  musical  note  will  be  explained  later  in  the  chapter. 
The  tone  yielded  by  a tuning-fork  furnished  with  a proper  resonance-box  is 
aimple  ; that  yielded  by  a wide-stopped  organ  pipe,  or  by  a flute,  is  nearly 
simple  ; that  yielded  by  a musical  string  is  compound. 

Musical  notes  have  three  leading  qualities,  namely,  pitch,  intensity  or 
loudness , and  timbre  or  quality. 

i.  The  pitch  of  a musical  note  is  determined  by  the  number  of  vibrations 
per  second  yielded  by  the  body  producing  the  note.  It  may  be  called  the 
vibration-frequency . 

ii.  The  intensity  of  the  note  depends  on  the  extent  of  the  vibrations  It 

is  greater  when  the  extent  is  greater,  and  less  when  it  is  less.  It  is  in  fart 
proportional  to  the  square  of  the  extent,  or  amplitude  (56)  of  the  vibrations 
which  produce  the  note.  uns 

iii.  The  timbre  or  quality  is  that  peculiar  property  of  note  which  distin- 
guishes a note  when  sounded  on  one  instrument  from  the  same  note  when 
sounded  on  another,  and  which  by  some  is  called  the  colour.  Thus  when 
the  C of  the  treble  stave  is  sounded  on  a violin  and  on  a flute,  the  two  notes 

in'm  6 the  same  pitch  or  vibration-frequency  ; and  they  may  have  the  same 
n tensity,  and  yet  the  two  notes  will  have  very  distinct  qualities  • that  is  their 

?" *"»<■  Te  cause  0f  the  timbrer  notes  Iffl  2 co“ 

sidered  later  in  the  chapter.  n 

thp2fi  Mu.slfcaIintervrals--Letus  suppose  that  a musical  note,  which  for 
the  sake  of  future  reference  we  will  denote  by  the  letter  C is  nrnH.ir  a i 

« v, b„, ions  pen  second  ; anc,  ,e,  as  further  suppJte 

tote,  X,  is  produced  by  n vibrations  per  second,  n being  greater  than  Ù,  ■ 
then  the  interval  from  the  note  C to  the  note  X is  the  ratio  / L Se  inm  \ 
between  two  notes  being  obtained  by  division,  not  by  subtraction  A though 
two  or  more  notes  may  be  separately  musickl,  it  by  no  means  fol b! 7 

Trary  unie  ^.h  t0gCther  ^ p,'°duCe  a pleasant  sens*tion.  On  the  con 
trary,  unless  they  are  concordant , the  result  is  hard-.  . „ con~ 

We  have,  therefore,  inquire  Z,  Zls  are  i ’to  b,  î “yPlensing, 

% s?!  r;-  œ 

they  may  for  mosl  purP°“s  of  be  considleTaTthe'  s^mVoM^Thus 
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, <-  musical  note  produced  by  2 m vibrations  per  second, 
suppose  c to  stand  for  amusai  note  p°  be  called  in  music  by 

then  C and  c so  cl°®e  y.  ”efval  from  C to  c is  called  an  octave,  and  c is 

the  same  name.  , conversely  C an  octave  below  c.  If  we  now 

said  to  be  an  octave  above  C an  octave,  it  is  found  that 

consider  musical  sounds  1 ^ resulting  respectively  from  p,  q,  and  r 

if  we  take  together  will  be  con- 

vibrations  pei  second,  these  t 6.  Three  such  notes  form  an 

cordant  if  the  ratio  of  p . q.  equals  4 5 which  is  the  octave  of 

harmonic  triad , and  if  sound  ec  w ‘ i \ny  0f  the  notes  of  a 

tive  character  ; for  instance,  C,  F,  G,  ana  f aie  a 

,h%r—  *.  ,-a.io r-r. -r>:  - ■ - 

slightly  dissonant,  but  not  so  muc  and  the  octave  to  the  lower 

a pleasing  sensation.  ^ he  • :s  ca\ied  a minor  chord. 

are  sounded  together  they  Txhc”series  of  sou„ds  which  connects  a given 

J£i^“  s'.Ued  Txt  S 

UtoSnSbytSÏ  the  ÔctavÜs  of  these  ,'rotes.  namely, c,  d,e,f,S,«,h 

and  again  the  octaves  of  these  last , and go  on.  ^ ^ sal,  la,  si, 

The  notes  are  also  known  by  nam  , ,_c  E G form 

do.  The  relations  existing  between  p A g form  a’major  triad. 

a major  triad , G,  B,  d form  a majoi  > ’ ^ p d respectively 

C,  G,  and  F have,  for  this  reason  pecial  triads  the  tonic, 

the  tonic , dominant , and  subdon.  ’ ds  respectively.  Consequently, 

t““al  ,S2K^  the  notes  of  the  sca.e  will  he  given  by  the 

three  proportions—  G • E : G : : 4 : 5 : 6 

G : B : d ::  4 ■ S '■  6 
F : A : c : : 4 '•  5 : 6 

Hence,  if  m denotes  the  given  by  the 

C,  the  frequency  corresponding  to  the  lemaim  g 

following  table  : , 

* « f > “ 1'  B t 

% 4“  4“  J-»  a:  it 

It  will  be  Observed  here  that  ^d\a^  ^^laÏ  t7emitone\ because  it 
H ; of  these  the  first  two  are  called L a tone^  ^ ^ tones>  however,  are 

is  about  half  as  great  as  the  mto  va  , B1  hich  is  called  a comma.  Two 
not  identical,  but  differ  by  an  interval  of  wmcn 
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notes  which  differ  by  a comma  can  be  readily  distinguished  by  a trained 
ear.  The  interval  between  the  tonic  and  any  note  is  denominated  by  the 
position  of  the  latter  note  in  the  scale  ; thus  the  interval  from  C to  G is  a 
fifth-  The  scale  we  have  now  considered  is  called  the  7>iajor  scale,  as  being 
formed  of  major  triads.  If  the  minor  triad  were  substituted  for  the  major, 
a scale  would  be  formed  that  could  be  strictly  called  a minor  scale.  As 
scales  are  usually  written,  however,  the  ascending  scale  is  so  formed  that 
the  tonic  bears  a minor  triad,  the  dominant  and  subdominant  bear  major 
triads,  while  in  the  descendmg  scale  they  all  bear  minor  triads.  Practically, 
in  musical  composition,  the  dominant  triad  is  always  major.  If  the  ratios 
given  above  are  examined,  it  will  be  found  that  in  the  major  scale  the 
interval  from  C to  E equals  f,  while  in  the  minor  scale  it  equals  f.  The 
former  interval  is  called  a major  third,  the  latter  a minor  third.  Hence  the 
major  third  exceeds  the  minor  third  by  an  interval  of  § Jj.  This  interval  is 
called  a semitone,  though  very  different  from  the  interval  above  called  by 
that  name.  y 

249.  On  semitones  and  on  scales  with  different  keynotes. — It  will  be  seen 
from  the  last  article  that  the  term  ‘semitone1  does  not  denote  a constant 
interval,  being  in  one  case  equivalent  to  and  in  another  to  ||.  It  is  found 
convenient  for  the  purposes  of  music  to  introduce  notes  intermediate  to  the 
seven  notes  of  the  gamut  ; this  is  done  by  raising  or  lowering  these  notes 
by  an  interval  of  ||.  When  a note  (say  C)  is  increased  by  this  interval  it 
is  said  to  be  sharpened. , and  is  denoted  by  the  symbol  Cjf,  called  ‘ C sharp' 1 • 
that  m,  Cjf  -f-C  = §£  When  it  is  lowered  by  the  same  interval,  it  is  said 
to  be  jiattefied,  and  is  represented  thus— Bb,  called  ‘B  flat1;  that  is 
B-=-Bb-ff.  If  the  effect  of  this  be  examined,  it  will  be  found  that  the 
number  of  notes  in  the  scale  from  C up  to  c has  been  increased  from  seven 
o twenty-one  notes,  all  of  which  can  be  easily  distinguished  by  the  ear. 
Thus,  reckoning  C to  equal  1,  we  have — 

C Cl  Db  D DU  Eb  E &c. 


H 


5 

i 


&c. 


Hitherto  we  have  made  the  note  C the  tonic  or  keynote.  Any  other  of 
e twenty-one  distinct  notes  above  mentioned,  e.g.  G,  or  F or  Clt  &c 

tTit  buadeS  kfeyn°je’  a SCale  °f  n0tes  constructed  with  reference 
to  it.  This  will  be  found  to  give  rise  in  each  case  to  a series  of  notes  some 

w uch  are  identical  with  those  contained  in  the  series  of  which  c’is  the 

forTh°e  mbUt  "“T  °f  dlfferent  And  of  course  the  same  would  be  true 
whirh  in°rSCale  as  wef  as  for  the  major  scale,  and  indeed  for  other  scales 
uch  may  be  constructed  by  means  of  the  fundamental  triads. 

250.  On  musical  temperament. — The  number  of  notes  that  arise  f™™  fi 
construction  of  the  scales  described  in  the  last  article  is so  meat  as  to  n ' 
quite  unmanageable  in  the  practice  of  music  ; and  particularly  fm-  ^ 
designed  for  instruments  with  fixed  notes  such  as  the  ni-mnfJi  music 
Accordingly  it  becomes  practically  important  to  reduce  the  number  of  TP 
which  « done  by  slightly  altering  their  just  proportions  ïhis  nrn "°  ’ 

called  temperament,  and  the  scale  is  called  the  tempered  scale  Bv  re 

the  notes,  however,  more  or  less  dissonance  is  intmdnr?d  P temP?rmS 

several  different  systems  of  temperament  have  been  devtÆTndS 
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this  dissonance  as  slight  as  possible. 

the  system  °f  equal  temper  amen  . t r nQtes  at  equal  intervals,  each 

and  in  substituting  between  C a rowaô.  By  this  means 

interval  being,  of  course,  t re  twe  i 1 . ^ sQ  tbat  for  example,  Cs 

the  distinction  between  the  semitones >sJ^ \J notes  thus  formed  is 

and  Db  become  the  same  note.  c that  mai0r  triads  become 

called  the  chromatic  scale.  It  follows,  ’ reckon  C to  be  1,  E is 

slightly  dissonant.  Tlu’s>  *e  ‘ o„  the  system  of  equal  tempera- 

,he  : of  ot  this 

class  is  Kirntergegs,  in  which  Dint i of  the  Mnes  M pur  of  afford- 

Although  the  system  of  equa  1 number  of  notes  as  possible, 

ing  the  greatest  variety  of  tones  with  as  sm  tempered  instrument, 

ye!  it  has  the  drawback  that  no  chord  of  an  mQStly  has 

such  as  the  piano,  is  peifect  y pm ■ ;nstrumentalists  usually  give  equally 
its  basis  on  the  piano,  even  sing  • q£  string  quartet  players,  who  have 
tempered  intervals.  Only  m tl  of  vocal  quartet  singers,  who 

freed  themselves  from  school  rules’  the  natural  pure  temperament 

freauently  without  accompaniment,  does  tn 

assert  itself,  and  thus  produce  the  hlk^stjnuMLa  ' The  tuning-fork.— 

251.  The  number  of  vibrations  produci i g . ‘corresponding  to  the 

Hitherto  we  have  denoted  the  number  b not  assigned  any 

ZlnJlZ  to  r 

-d  is  therefore 
“"is  in  «me 

rw“y  nltoTvitotions  per  second  not 
by  any  numuet  Mnrpnver  two  mstru- 

differing  much  from  256^  ^ if>  being 

ments  are  m tu  any  one  note,  for 

separately  in  tune,  t ^ ^ nomber  ot  vibra- 

instanc  >y  instruments  have 

tions.  Consequently,  if  two  ms  be  brought 

one  note  in  common,  ^ their  remaining  notes 
into  tune  jointly  by  h«  g reference  to  the 

SCIT,?yis  aai“1nstru'ment  yielding  a con- 
fundamental  note.  A tuning'{  L à for  tuning  musical  instruments. 

* * u 15 “ade 
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to  vibrate  either  by  drawing  a bow  across  the  ends,  or  by  striking  one  of 
the  legs  against  a small  hammer  covered  with  leather,  or  by  rapidly  sepa- 
rating the  two  prongs  by  means  of  a steel  rod  as  shown  in  the  figure.  The 
vibration  produces  a note  which  is  always  the  same  for  the  same  tuning-fork 
The  note  is  strengthened  by  fixing  the  tuning-fork  on  a box  open  at  one  end 
called  a sounding  or  resonance  box , adjusted  so  as  to  strengthen  the  special 
note  of  the  tuning-fork.  The  vibrations  of  the  air  in  the  box  produce  the 
same  note  as  the  fork  itself;  the  vibrations  of  the  tuning-fork,  being  com- 
municated to  the  column  of  air  in  the  box,  set  it  in  vibration,  and  thus  a 
note  of  considerable  intensity  is  obtained. 

The  standard  tuning-fork  in  any  country  represents  its  accepted  concert 
pitch.  It  has  been  remarked  for  some  years  that  not  only  has  the  pitch  of 
the  tuning-fork  been  getting  higher  in  the  large  theatres  of  Europe,  but  also 
that  it  is  not  the  same  in  London,  Paris,  Berlin,  Vienna,  Milan,  &c  This  is 
a source  of  great  inconvenience  both  to  composers  and  singers,  and  a com 
mission  was  appointed  in  1S59  to  establish  in  France  a tuning-fork  of  uniform 
pitch,  and  to  prepare  a standard  which  would  serve  as  an  invariable  type. 
In  accordance  with  the  recommendations  of  that  body,  a normal  tuning-fork 
was  established,  which  is  compulsory  on  all  musical  establishments  in 
lance,  and  a standard  has  been  deposited  in  the  Conservatory  of  Music  in 
Pans.  It  performs  437-5  double  vibrations  per  second,  and  gives  the  stan- 
dard note  « or  /«,  or  the  a in  the  treble  stave  (252).  Consequently,  with 
re  erence  to  this  standard,  the  middle  c or  do  would  result  from  26^-5  double 
vibrations  per  second.  3 

twn  ^nglfncî  a comm>.ttee,  appointed  by  the  Society  of  Arts,  recommended 
, » standard  tuning-fork  should  be  one  constructed  to  yield  5^8  double 
vibrations  in  a second,  and  that  this  should  represent  in  the  treble  stove 
“bGr  has  the  advantage  of  being  divisible  by  2 down  to  33,  and  is  in 
act  the  same  as  the  normal  tuning-fork  adopted  in  Stuttgart  in '1834  which 

SeC0"d'  ,ite  -rtptds 

acc0™faCLtKrTMi°nS;  °f  piKh  ,he  temperature  must  be  taken  into 
r oun  . Heat  acts  on  the  tuning-fork  by  expanding  it,  and  also  bv 

ÏSngÆsïSt-C17  °u  Ur  metaL.  Both  effects  concur  in  lowering 

tiens  per  secoL  foitoh^n^iddle  c * ThiS  -P0-1*  vibra- 

meanÏ orfîT^  n°tation-  Musical  range. -It  is  convenient  to  have  some 
sonn  k nammg  any  Particular  note  in  the  whole  range  of  musical 

sounds  other  than  by  stating  its  number  of  vibrations  Berlins  n ” 

nient  practice  is  to  call  the  octave,  of  which  the  C is  produced  bv  n f"™' 
foo  organ  open  pipe,  by  the  capital  letters  C,  D E F G A B H f°Ur' 

1 ,gher  °ctave  by  the  corresponding  small  letters  edefj  "CXt 

TZuî"  rl  hy  tl,e  inti“  p’1-^  oV?r  tiling 

- >/  >.s  , , t> , and  the  higher  series  in  a similar  manner.  The 

R 
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same  principle  may  be  applied  to  the  notes  below  C ; thus  the  octave  below 

C is  C(,  and  the  next  lower  one  C(i. 

Hence  we  have  the  series 

c„  C,  c c c'  c"  c"'  à\ 

■ ■ i toc  Tvp  pvnressed  by  signs  which  indicate  the 
,e„‘*  coÏÏ  irgg*h“  e note  isle  be  played or  sung,  and  are  written 
on  a series  of  lines  called  a stave.  Thus 


stands  for  the  octave  in  the  treble  are  Insufficient  they 

d and  the  bottom  is  the  midd . . ™ by  what  are  called  léger  lines, 

are  continued  above  an  b lower  notes  ; and  it 

In  order  to  avoid  confusion,  a bass  clef  is  used 

, :£==  d stand  for  the  same  note 

may  be  remarked  that  ^ — • * 

(2U),  which  is  the  middle  c.  • t :s  tue  £ of  the  double  bass, 

' Tire  deepest  note  of  orchestral  mat, 44o  vibration. 
Which  makes  Hi  vibrations  taking  ^ k Y ^ 1qw  as  c with  33  vibra- 
in  a second.  Some  organs  and  as  A|„  with  27I  vibrations, 

tions  in  a second,  some  gran  p nQtes  below  E / is  imperfect,  for  we 

But  the  musical  charactei  of  _ combine  the  sepaiate 

are  near  the  limit  a,  winch  t.  « „„,y  be  used  musically 
-thSÏ”^,*^,ch  «hey  impart  a certain  character  of 

dePin  “e  Section  ££&£» 

4224  vibrations  in  a secon  . , l7-o  vibrations.  Although  the 

the  tA'  of  the  piccolo  flute,  winch  make  475-  n0  longer  a 

ear  can  distinguish  sounds  which  a e sph  h ghe  , ^ by 

pleasurable  character.  And  while  die  "Ot^  ^ u ^ those  which 

I'm  '“SX  avSe‘ tinge  %U  about  «.  » 4-  * — * “ ^ 

7 0“TSAmp.«»  - " 

detm^d'  « P He  5*  £ 

^r^e  — S^e  «ave,  could  not  be  greater  than  o-ob  of 

a millimetre.  , , observe  the  sound  of  a stopped  pipe 

Topler  and  Bokzmann  we^e  ah ^which  the  amplitude  of  the  vibrations 
making  1 8 1 vibrations,  at  a c > wave-length  of  green  light. 

”ould  only  be  0 0,4  cm  or  about  * ^Varmonics.-When  any  given 
tc4  On  compound  musical  ton  instruments,  not  that  note  alone 

nom  (say  C)  Is  sounded  on  most  musics m md  sar „g  intensity. 

?(  C S ’ml/brSlel  WUr  note,  is  by  unity, 
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whole  series  is  given  by  the  numbers  r,  2,  3,  4,  5,  6,  7,  &c.  ; in  other 
woids,  hist  the  primary  C is  sounded,  then  its  octave  becomes  audible, 
then  the  fifth  to  that  octave,  then  the  second  octave,  then  the  third,  fifth 
and  a note  between  the  sixth  and  seventh  to  the  second  octave,  and  so  on. 
These  secondary  notes  are  called  the  harmonics  of  the  primary  note.  Though 
feeble  in  comparison  with  the  primary  note,  they  may,  with  a little  practice 
be  heard  when  the  primary  note  is  produced  on  most  musical  instruments  • 
when,  for  instance,  one  of  the  lower  notes  is  sounded  on  the  pianoforte. 

255.  Consonance  and  resonance.— A singular  property  of  bodies  in 
a state  of  vibration  is  that  of  setting  in  vibration  bodies  at  rest.  Thus  if 
two  tuning-forks,  tuned  so  as  to  give  accurately  the  same  note,  are  at  some 
distance  from  each  other,  and  one  of  them  be  sounded,  the  other  will  be  set 
in  vibration  and  emit  the  same  note.  But,  if  one  of  the  forks  is  put  slightly 
out  of  tune  with  the  other,  by  attaching  a piece  of  wax  to  one  prong  for 
instance,  then  the  excitation  of  either  one  will  have  no  effect  on  the  other. 

It  is  remarkable  that  the  successive  action  of  a series  of  small  mechanical 
impulses  should,  as  m this  case,  be  able  to  set  a relatively  very  heavy  body 

such  as  a tuning-fork-m  vibration  ; but  for  this  there  are  many  purely 
mechanical  analogies.  Thus,  if  a series  of  pulls  be  exerted  in  regular  inter^ 
val  on  the  rope  of  a large  church  bell,  the  superposition  of  these  small 
motions  will  ultimately  set  the  bell  swinging.  A regiment  of  soldiers 
marching  m step  over  an  iron  bridge  at  Angers  set  it  in  such  powerful  oscilla- 
tion  as  to  endanger  its  stability.  In  like  manner,  the  position  of  a ship  in 
the  trough  of  the  sea  is  very  dangerous  when  the  period  of  vibration  of^he 
waves  coincides  with  that  of  its  own  vibration. 

This  phenomenon,  that  a body  in  a state  of  vibration  has  the  power  of 
"ZZZ.  a*  - •»  "brate  in  the  same  periods  filed 

If  a metal  wire  freely  suspended  in  the  air  is  tightly  stretched  and  then 
et  in  vibration,  the  note  which  it  emits  will  be  feeble,  seeing  that from 
f Sma”  S,urface  !t  can  set  in  vibration  only  small  masses  of  air  So  too  a 
tuning-fork  when  sounded  gives  but  a feeble  note  ; but  if  its  stem  is  held 
on  a table  the  note  becomes  far  louder. 

drv^T^T^  0f  a S,0Und  by  attachin&  the  sounding  body  to  a large 

“ ^ — ^hich’  — - : 

r,Wlth^gh  uhC  t6rmS  consonance  and  resonance  are  sometimes  used  indis 
cnminately,  there  are  distinctions  between  them. 

with  'S  I'16,™1’011  °f  an  indePendent  body  to  vibrate  in  unison 

linues  after  if '"Sp  y ! ".,beg"’s  later  th“"  sounding  body,  and 

limited  to  strengthening  one  or  two  notes.  lesonance 

n resonance,  however,  there  is  a certain  amount  of  tuning  For  1 1 « 1 

a"d  <,“P  nOKS  °f  ’«"»  a la'*e  resonance-box  is  use|  a„d  a smï 
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one  for  the  higher  notes  of  the  violin.  Small  enclose.!  volt, mes  of  air  also 

strengthen  one  note  in  preference.  F nr  the  nurnose  of  experiment- 
ally^™” the' h 1“ 

in  principle  with  that  descnbed  ,n  art,  e .-If  an  empty  g f 

is  taken,  and  a vibrating  tuning  cylinder  is  of  a certain  definite 

the  air  will  not  be  set  m vibration  unless  the  cj  lmd  j nQte  due 

length  ; such,  indeed,  that  the  wave-length  of  the  th  of  the 

to  the  air-vibrations  m the  cylm  ^ow  honouring  in  water  we  can  regulate 
note  produced  by  the  tunmg-f  • ’ ^ can  hit  off  the  exact  length  ; 

the  length  of  the  column  of  air,  Y b heard  to  be  power- 

when  this  is  attained  the  note  of 

fully  reinforced  (276).  A resonance-g  o ( g-  39)& Qne  of  which,  a,  is 
^^^;.h&iS“f,he  compound  note  .ha.  is  sounded, 
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Fig.  239  # .... 

, 1 ond  thereby  rendered  distinctly  audib  e. 
it  is  strengthened  by  the  a 4 1 nQte  proper  to  a given  globe 

Further,  other  things  being  be  sa  » ^ Qf  the  uncovered  opening 

depends  on  the  diameter  of  the  g globes,  the  whole  senes  of 

can  be  rendered  " 

modification  m the  ^ is  cylindrical,  and  the  end  which  receives 

sented  in  fig-  240-  The  1 , h volume  may  be  increased  at  pleasui  . 

the  sound  can  be  drawn  out,  so  that  1 ^ ^ resonator  may  be  tuned  to 

AS  the  sound  thereby  fits  an  india-rubber  .ube  by  which  .he 

vibrabons° may  S .ransmittedm^^^  sooJld._As  the  successive 

apphraticnf  to^the  ear^”various  ^ger^'of'msonawrra.d'on  mano- 

wbecome  visib'e’ and  may 

be  shown  to  a large  auditory  „ „.hich  are  fixed  in  two  parallel 

It  consists  of  an  non  name  (ng  4 ;> 
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lines  fourteen  resonators  tuned  so  as  to  give  the  notes  from  F,  to  c "■ that  is 

to  say  three  octaves  and  a half  ; or  notes  of  which  the  highest  give  the  lower 
harmonics  of  the  primary.  On  the  right  is  a chamber,  C,  which  is  supplied 
with  coal  gas  by  the  india-rubber  tube  D,  and  on  which  are  placed  eight 
gas-jets,  each  provided  with  a manometric  capsule  (290).  Each  jet  is  con- 
nected with  the  chamber  C by  a special  india-rubber  tube,  while  behind  the 
apparatus  a second  tube  connects  the  same  jet  to  one  of  the  resonators. 
On  the  right  of  the  jets  is  a system  of  rotating  mirrors  identical  with  that 
described  in  article  290. 


Fig.  241 


1S  recognised  by  the  dentation  of  fheir  flames  and  th  is  ! which 

each  sound  may  be  detected.  ’ d 1 1 constituents  of 


246 


On  Sound 


[258- 


„,o  cvnthesis  of  sounds.— Not  only  clid  von  Helmholtz  succeed  in 
1 rtured  a given  sound  by  combining  the  individual  sounds  of  which  his 

m'l' s of  electro-magnets.  Each  tuning-fork  has  a specal  electro-magnet, 

and^r:t4« : arranged  in  parallel  lines 
of  five  (fig.  242),  the  first  comprising  the  fundamental  note  and  its  unev 
harmonics,  3' 5,  7,  and  9 ; the  second  the  even  harmonics,  2,  4,  6,  8, 


Fig.  242 

■o  1 Won*,  -re  is  the  — * " 

of  its  prongs  is  piovide  \ [ of  which  is  connected  by  a 

* - 

in  turn  is  connected  with  those  of  the  n me  g^,  ^ current 

with  the  fork,  K,  itself.  So  ong  . ^ not  dip  in  ,he  mercury  cup  which 

does  not  pass,  for  the  p a mu  Ï battery.  But  when  the  fork  is 

is  connected  with  the  other  pole  of  he  battery  0wing  t0  their 

made  to  vibrate  by  means  of  a bow,  £ their  original  position, 

elasticity,  the  limbs  of  the  turn  g nt  ;s  broken,  and  so  on  at 

Se"  ihS  of  mittence  of  the  current  heing 
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transmitted  to  all  the  other  electro-magnets,  they  are  alternately  active  and 
inactive.  Hence  they  communicate  to  all  the  forks  by  their  attraction  the 
same  number  of  vibrations.  This  is  the  case  with  the  fork  r,  which  is  tuned 
in  unison  with  the  fork  break  ; but  the  fork  3,  being  tuned  to  make  three 
times  as  many  vibrations,  makes  three  vibrations  at  each  break  of  the 
current  ; that  is  to  say,  the  electro-magnet  only  attracts  it  at  every  third 
vibration  ; in  like  manner,  fork  5 only  receives  a fresh  impulse  every  five 
vibrations,  and  so  on. 

The  following  is  the  working  of  the  apparatus  The  resonator  of  each 
tuning-fork  may  be  closed  by  a disc,  O (fig.  243),  so  that  the  sound  made  by 
it  is  scarcely  perceptible  when  the  disc  is  lowered.  Each  disc  is  fixed  to  the 
end  of  a bent  lever,  the  shorter  arm  of  which  is  worked  by  a cord,  «,  which 
is  connected  with  one  of 
the  keys  of  a keyboard 
placed  in  front  of  the 
apparatus  (fig.  242). 

When  a key  is  depressed, 
the  cord  moves  the  lever, 
which  raises  the  clapper, 
and  the  resonator  then 
acts  by  strengthening  its 
fork.  Hence  by  depress- 
ing a special  key  we  may 
add  to  the  fundamental 
sounds  any  of  the  nine 
primary  harmonics,  and 
thus  reproduce  the  sounds 
the  composition  of  which 
has  been  determined  by 
analysis.  For  example,  by 
depressing  all  the  keys  at  once  we  obtain  the  sound  of  an  open  pipe  in  unison 
w,th  the  deepest  tuning-fork.  By  depressing  the  key  of  the  fundamental  note 
and  those  of  its  uneven  harmonics,  we  obtain  the  sound  of  a closed  pipe. 

259.  Results  of  von  Helmholtz’s  researches.— By  both  his  analytical 
and  synthetical  investigations  into  sounds  of  the  most  varied  kinds-those 
Bom  various  musical  instruments,  the  human  voice,  and  even  noises— von 
Helmholtz  fully  succeeded  in  explaining  the  different  timbre  or  quality  of 
sounds  It  is  due  to  the  different  intensities  of  the  harmonics  which  accom- 
pany the  primary  tones  of  these  sounds.  The  leading  results  of  these 
researches  into  the  colour  (246)  of  sounds  may  be  thus  stated 

box'anrlT16  STndS’  aS  t,h°Se  Procluced  by  a tun>n8'  fork  with  a resonance- 

ne5;  b,  Y 7 ?VetTJ  P,'peS’  are  soft  and  ^^eable,  without  any  rough- 
ness, but  weak,  and  in  the  deeper  notes  dull 

rs  i;:;: 

sonorous- such  « the  ■“«*  * <■£« 
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becomes  indistinct  ; and,  when  a greater  number  of  harmonics  is  audible,  the 
sound  ^Xmolcf1 the  sixth  and  seventh  are  very  distinct 

Sounds  in  which  harmonics  are  particularly  strong  acquire  thereby  a pecu- 

^oundï-The6  Tract!  or  Itd^e  \s  a tube 

rags  - rt 

which  is  the  tiue  oigan  u number  of  cartilaginous  structures, 

section  of  this  organ.  cons.  ^ ^ ^ connected  by  various  muscles, 

C C by  which  great  variety  and  control  m the 

motions  are  attainable.  These  muscles  are 
connected  with,  and  move,  two  elastic  mem- 
branes or  bands  with  broad  bases  fixed  to 
the  larynx,  and  with  sharp  edges,  cc  ; these 
are  called  the  vocal  cords.  According  to 
the  pressure  of  the  muscles,  these  cords  are 
more  or  less  tightly  stretched,  and  the  space 
between  them,  the  vocal  slit , is  narrower  or 
wider  accordingly.  In  ordinary  breathing, 
air  passes  through  the  triangular  aperture 
0 • but  when  in  singing  this  is  closed,  t re 
vocal  cords  are  stretched  and  are  put  in 

^arîceeds' IjStWng  or  boys, 

hence,  though  equally  elastic,  they  illimetres  long  in  women.  Chest 

are  ,8  millimetres  long  m men  vibgrates,  while  the  fab 

had“ 

range  of  3 A octaves.  man’s  voice  in  ordinary  con- 

t0  Vhe  vowel  sounds  can  be  '^^foma  giLn' vowd^und  one  or  more 
them  arises  from  the  fact  tha  the  same  must  be  added.  These 

characteristic  notes,  which  are  alw  y d neither  on  the  height  of 

change  with  the  syllable  pronounced  but  depend 

the  note  nor  on  the  person  who  em  modified  by  the  extent 

The  form  and  cavity  of  the  mouth  can  be  giear  > 
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Fig.  244 


-261] 


Perception  of  Sounds.  The  Ear 


249 

to  which  it  is  opened,  by  the  altered  position  of  the  tongue,  and  so  forth.  It 
thus  forms  a resonator  which  can  be  quickly  and  completely  controlled. 
When  the  mouth  is  adjusted  so  as  to  produce  the  broad  A,  as  in  father , it 
has  then  a sort  of  funnel  shape,  with  the  wide  part  outward  ; for  O,  as'in 
more,  the  effect  is  like  that  of  a bottle  with  a wide  neck  ; and  for  U,  as  in 
poor,  it  is  that  of  a similar  bottle  with  a narrow  neck.  For  the  other  vowels, 
such  as  A,  E,  and  I,  the  effect  is  as  if  the  bottle  were  prolonged  by  a tube’ 
formed  by  contracting  the  tongue  against  the  palate. 

If  now,  while  the  mouth  is  adjusted  for  the  position  in  which  it  could 
utter  the  vowel  U,  different  vibrating  tuning-forks  are  successively  held  in 
front  of  it,  only  that  emitting  the  note  / will  be  found  to  be  reinforced  by 
the  enclosed  column  of  air  vibrating  in  unison  with  it.  This  is  accordingly 
the,  characteristic  note  of  that  vowel  ; in  like  manner,  b'  is  the  note  for  O 
and  b ' that  for  A.  The  other  vowel  sounds,  such  as  I,  have  a higher 
and  lower  characteristic  note  ; thus  those  of  A,  as  in  day,  are  d and  a'" 

01  I,  / and  d'\  In  most  cases,  however,  the  deeper  notes  have  but  little 
influence. 

261  Perception  of  sounds.  The  ear.-The  organ  of  hearing  in  man 
consists  of  several  structures  ; there  is  first  the  outer  ear  (fig.  245)  by  which 
the  sound  is  collected  and  ' y 

transmitted  through  the 
auditory  passage,  a,  to 
the  drum  or  tympanum,  t. 

This  is  a delicate  tightly 
stretched  membrane  or 
skin  which  separates  the 
outer  ear  from  the  middle 
ear  or  tympanic  cavity, 
which  is  a cavity  in  the 
temporal  bone  in  which 
are  several  small  bones 
whose  dimensions  are 
considerably  exaggerated 
in  the  figure.  One  of 
these,  the  hammer,  d,  is 

attached  at  one  end  to  the  Fig- 245 

the;  anvi,l  ‘ ,he  by 

fine  me„,b„ ne  ,,  ,,7',  ^ by  “ 

The  tympanic  ravin,  ' 1 1 tympanic  cavity  from  the  labyrinth. 

cavity . ha  “ C°"n“t?.by,the  t.  with  the 

TU  i i • , - t,lat  the  air  m d is  always  under  the  same  nrP«.,rn 

round  window  o The  Hbvri  ,i  window  already  mentioned  and  the 
which  is  closed’ b^he  Sow  ^ ^ = the 

the  spiral-shaped  cochlea,  or  snail  shell  , T^h i ° ‘ 1 C'T ’ S’  k ''  and 
entire  length  by  a division  mrtlvnfi  ’ • IS  separated  throughout  its 

the  upper  part  of  this  division  is  conne7teTiTtrthend °f  membrane  ’ 
wth  the  ova.  window  while  the  lower  oart  is  connect 
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window.  In  the  labyrinthine  fluid  of  this  part  the  termination  of  the  auditory 
nerve  is  spread,  the  other  end  leading  to  the  brain. 

The  membranous  part  of  this  diaphragm  is  lined  with  about  3000 
extremely  minute  fibres,  which  are  the  terminations  of  the  acoustic  nerve,  n. 
Each  of  these,  which  are  called  Cord’s  fibres , seems  to  be  tuned  for  a 
particular  note  as  if  it  were  a small  resonator.  Thus  when  the  vibrations  of 
any  particular  note  reach  these  fibres,  through  the  intervention  of  the  stirrup 
bone  and  the  fluid  of  the  labyrinth,  one  fibre  or  set  of  fibres  only  vibrates  in 
unison  with  this  note,  and  is  deaf  for  all  others.  Hence  each  simple  note 
causes  only  one  fibre  to  vibrate,  while  compound  notes  cause  several  ; just 
as  when  we  sing  with  a piano  only  the  fundamental  note  and  its  harmonics 
vibrate.  Thus,  however  complex  external  sounds  may  be,  these  microscopic 
fibres  can  analyse  them  and  reveal  the  constituents  of  which  they  are  formed. 

262.  Interference  of  sound.— If  two  waves  of  sound  of  the  same  length 
proceed  in  the  same  direction,  and  if  they  coincide  in  their  phases  anc 
the  amplitudes  of  vibration  are  the  same,  they  strengthen  each  other  if, 
however  their  phases  differ  by  half  a wave-length  they  neutralise  each  other, 
and  silence  is  the  result.  This  is  called  the  interference  of  sound 

It  may  be  illustrated  by  a number  of  experiments,  of  which  that  repre- 
sented in  fig.  246  is  one  of  the  simplest  and  most  convenient.  Two  glass 
tubes  obac  ^and  nedfi  are  connected  at  one  end  by  a short  india-rubber 
tube  erf,  While  at  the  other  end  they  are  connected  bya  ■„ 

held  in  one  ear,  the  other 
ear  being  closed,  and  a 
tuning-fork  is  sounded  in 
front  of  the  long  free  tube, 
nrs.  If  the  length  of  the 
india-rubber  tube  cqf  be  half 
the  wave- length  of  the  note 
produced  by  the  fork,  the 
sounds  will  reach  the  ear  in 

££££  '™“es""8  vibrations  in  a second,  and  the  length  of  the  tube 
should  be  34  cert'nretres.otes  ^ ^ ^ kind  and  slightly  different  in 

pitch— for  insiance,  if  they  are  2 

tune  they  alternately  weaken  and  |ned  M follows  —Suppose  one 

beat  with  one  another.  T y . . second  and  let  them  be 

fork  to  make  256  and  the  ot  rei  255  vi  beginning  of  a second 

sounded  so  as  to  have  the  same  loudn  * , * ^the  faî  of  the  observ-er- 

their  phases  coincides0  that  at  any  parheu  « p the 

condensation  due  to  one  coincides  ^ the  first’will 

wierneTconl  •*•*>  agree  in  phase,  and  the  sound 


Fig.  246 


Beats 
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is  augmented,  and  so  on.  Thus  the  sound  will  rise  and  fall,  there  being  one 
alternation  or  one  beat  per  second.  In  the  same  way  it  is  seen  that  if  the 
frequency  of  the  second  fork  is  254,  there  will  be  two  beats  per  second. 
The  effect  of  the  beating  of  notes  on  the  ear,  as  compared  with  that  of  a 
continuous  note,  is  strictly  analogous  to  the  effect  produced  on  the  eye  by 
a flickering,  as  compared  with  a steady,  light. 

It  may  be  proved  that  when  two  simple  notes  are  produced  by  in  and  n 
vibrations  per  second,  they  produce  m — n beats  per  second  ; thus,  if  C is 
produced  by  128,  and  D by  144,  vibrations  per  second,  on  being  sounded 
together  they  will  produce  16  beats  per  second.  It  has  been  ascertained 
that  the  beats  produced  by  two  notes  are  not  audible  unless  the  ratio  in  : n 
is  less  than  the  ratio  6 : 5.  Hence,  in  this  case,  though  the  alternations 
of  intensity  exist,  they  would  not  be  audible.  Also,  if  the  notes  have  any 
different  intensities,  the  intensity  of  the  beat  is  very  much  disguised. 

It  is  found  that  when  beats  are  fewer  than  10  per  second  or  more  than  70 
per  second  they  are  disagreeable,  but  not  to  the  extent  of  producing  discord. 
Beats  from  10  to  70  per  second  may  be  regarded  as  the  source  of  all  discord 
in  music,  the  maximum  of  dissonance  being  attained  when  about  30  beats 
are  produced  in  a second.  For  example,  if  c and  B are  sounded  together 
the  effect  is  very  discordant,  the  interval  between  those  notes  being  16  : 15, 
so  that  the  beats  are  audible,  and  the  number  of  beats  per  second  being  16, 
since  the  upper  note  has  a vibration-frequency  of  256.  On  the  other  hand, 
if  C,  E,  and  G are  sounded  together  there  is  no  dissonance  ; but  if  C,  E,  G, 
B are  sounded  together  the  discord  is  veiy  marked,  since  C produces  r, 
which  is  discordant  with  B.  It  will  be  noticed  that  C,  E,  G is  a major 
triad,  while  E,  G,  B is  a minor  triad. 

A compound  musical  note,  being  composed  of  simple  notes  whose 
frequencies  are  as  the  numbers  1,  2,  3,  4,  5,  6,  7,  &c.,  does  not  give  rise  to 
any  simple  notes  capable  of  producing  an  audible  beat  up  to  the  seventh — - 
the  sixth  and  seventh  are  the  first  that  produce  an  audible  beat.  It  is  for 
this  reason  that  there  is  no  trace  of  roughness  in  a compound  note,  unless 
the  seventh  harmonic  be  audible. 

If  we  were  to  represent  graphically  a compound  note,  we  should  proceed 
to  construct  a curve  out  of  simple  notes  of  different  intensities  by  drawing 
the  curves  corresponding  to  each  of  the  components,  and  then  finding  the 
ordinates  of  the  compound  curve  by  adding  algebraically  the  ordinates  of 
the  simple  curves.  It  is  evident  that  the  resulting  curve  will  take 
different  forms  according  to  the  presence  or  absence  of  different  harmonics 
and  to  their  different  intensities  ; in  other  words,  the  quality  or  timbre  of  the 
notes  produced  by  different  instruments  will  depend  upon  the  form  of  the 
curve  representing  vibrations  producing  the  sound. 

Beats  not  too  fast  to  be  readily  counted  arise  between  adjacent  notes  in 
the  lower  octaves  of  large  organs.  They  are  also  met  with  in  the  sounds 
of  church  bells,  and  in  those  emitted  by  telegraph  wires  when  vibrating 
powerfully  in  a strong  wind.  They  are  heard  very  distinctly  in  the  latter 
case  by  pressing  one  ear  against  a telegraph  post  and  closing  the  other. 

By  means  of  beats,  the  notes  emitted  by  two  musical  instruments  maybe 
brought  into  very  accurate  unison,  by  continuing  the  tuning  until  the  beats 
disappear.  In  order  to  make  tuning-forks  produce  the  normal  number  of 
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440  vibrations,  an  auxiliary  tuning-fork  is  used  which  makes  436  vibrations  ; 
each  of  the  forks  under  experiment  must  then  make  with  this  4 beats  in  a 
second,  which  can  be  controlled  with  very  great  accuracy. 

264.  Combinational  notes.— Besides  the  beats  produced  when  two  musical 
notes  are  sounded  together,  there  is  another  and  distinct  phenomenon, 
which  may  be  thus  described  Suppose  two  simple  notes  to  be  simul- 
taneously produced  by  n and  in  vibrations  per  second.  It  has  been  shown 
by  von  Helmholtz  that  they  generate  a series  of  other  notes.  The  principal 
one  of  these,  which  may  be  called  the  differential  note , is  produced  by 
n — m vibrations  per  second.  Its  intensity  is  usually  very  small,  but  it  is 
distinctly  audible  in  beats.  It  has  been  called  the  grave  harmonic , as  its 
pitch  is  generally  much  lower  than  that  of  the  notes  by  which  it  is  generated. 

It  has  been  supposed  to  be  caused  by  the  beats  becoming  too  numerous  to 
be  distinguished,  and  coalescing  into  a continuous  sound,  and  this  supposition 
was  countenanced  by  the  fact  that  its  pitch  is  the  same  as  the  beat  number. 
The  supposition  is  shown  to  be  erroneous,  first  by  the  existence  of  the 
differential  tones  for  intervals  that  do  not  beat  ; and,  secondly,  by  the  fact 
that,  under  certain  circumstances,  both  the  beats  and  the  differential  tones 
may  be  heard  together. 

265.  The  physical  constitution  of  musical  chords.  Let  us  suppose  two 
compound  notes  to  be  sounded  together,  say  C and  G ; then  we  obtain  two 
series  of  notes  each  consisting  of  a primary  and  its  harmonics— namely, 
denoting  C by  4,  the  two  series,  4,  8, 12, 16  . . . and  6,  12,  18,  24, , &c.  1 ow 

if,  instead  of  producing  the  two  notes  C and  G,  we  had  sounded  the  octane 
below  C,  we  should  have  produced  the  senes,  2,  4,  6,  8,  10,  12,  14,  l6>  l8>“c- 
It  is  plain  that  the  two  former  series  when  joined  differ  from  the  last  in  t re 
following  respects  :-(«)  The  primary  note  2 is  omitted.  (6)  In  the  case  of 
the  last  series,  the  consecutive  notes  continually  decrease  in  intensity  . 
whereas  in  the  two  former  series,  4 and  6 are  of  the  same  mtensity  8 is 
of  lower  intensity,  but  the  two  12’s  will  strengthen  each  other,  and  so  . 
(c)  Certain  of  the  harmonics  of  the  primary  2 are  omitted  ; foi  example  10,  4, 
&c  do  not  occur  in  either  of  the  two  former  senes.  In  spite  of  these  de- 
ferences, however,  the  two  compound  notes  affect  the  ear  in  a manner  very 
closely  resembling  a single  compound  note  ; m short,  they  coalesce  mt 
single  note  with  a“n  artificial  eolonr.  I.  may  be  added  that  the  case  above 
taken  C and  G produce  as  a combination  note  2 (that  is,  6-4). s°  1 , 

strictly  speaking,  the  2 is  not  wanted  in  the  series  produced  by  C and  G, 
onl'v  h exists  fn  very  diminished  intensity.  The  same  explanation  will 
apply  to  all  possible  chords  ; for  example,  in  the  case  of  the  major  chord 

T,:5,4’ 

tdn^ppSiably0 slight,’ since  15  is  the  third  hamomc  of  5,  and  16  the 

„ , , • . cr.  i-Vini- t-hp  r intensities  will  be  ditterent,  as  aibu  win  u 

On  the  Other  hand,  nearly  all  the  notes  whtch 
form  a natural  compound  note  are  present  name  y,  > ■ short,  the 

££&  differs'onl)^ from  ? ^/l^Xote  in  - * — 
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a series  of  simple  notes  of  different  intensities,  and  omits  those  which,  by 
beating  with  the  neighbouring  note,  would  produce  dissonance  ; for  example, 
7,  which  would  beat  with  6 and  8 ; 9,  which  would  beat  with  8 and  10  ; and 
11,  which  would  beat  with  10  and  12.  It  is  this  circumstance  which  renders 
the  major  chord  of  such  great  importance  in  harmony.  If  the  constituents 
of  the  minor  chord  are  similarly  discussed — namely,  three  compound  tones 
whose  primaries  are  proportional  to  10,  12,  15 — it  will  be  found  to  differ  from 
the  major  chord  in  the  following  principal  respects  : — ( a ) The  primary  of  the 
natural  tone  to  which  it  approximates  is  very  much  deeper  than  that  of  the 
corresponding  major  chord.  ( b ) It  introduces  the  differential  notes,  2 3,5, 
which  form  a major  chord.  Now  it  has  already  been  remarked  that  when  a 
major  and  minor  chord  are  sounded  together  they  are  distinctly  dissonant  ; 
for  example,  when  C,  E,  G,  A are  sounded  together.  Accordingly,  the  fact 
of  the  differential  notes  forming  a major  chord  shows  that  an  elementary 
dissonance  exists  in  every  minor  chord. 
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CHAPTER  IV 


VIBRATIONS  OF  STRETCHED  STRINGS  AND  OF  COLUMNS  OF  AIR 


•^66  Vibrations  of  strings.— By  a string  is  meant  the  string  of  a musical 

i— r r r rfitâ 

exp^ience  ly'Tafte,  ^ or  anginal  ; but  practically  the 
former  are  alone  important.  Transverse  vibrations  may -be  P™^“d  ^ 
drawing  a bow  across  the  string,  as  in  the  case  of  the  violin  , or  by  striking 
the  string,  as  in  the  case  of  the  pianoforte  ; or  by  twitching  it  transversely, 
und  then  letting  it  go  suddenly,  as  in  the  case  of  the  guitar  and  haip. 

267  Sonometer  -The  sonometer,  also  called  the  monochord  is  an  appa- 
ratus  by  transverse  vibrations  of  strings  may  be  tnvest, gated. 


Fig.  247 


ft  consists  of  a box  of  thin  wood-wbicb_a«  a-  — -n^d  ba^Ore 
effect  of  greatly  strengthening .the son  d j s the  strillg  c, 

A and  D (fig.  247),  over  which  anc ^ over  P Y P and  stretched  at 

which  is  usually  a ™ J^e  increased  at  will.  By  means  o,  a third 
m^'e'bndge^B,  the’leng.b  of  that  portion  of  the  wire  which  ,s  to  be  put 

in  vibration  can  be  altered  at  Pleas^ie  , f strings.— The  velocity  with 

268.  Laws  of  the  transverse  str;n<r  is  directly  proportional  to  the 

which  a pulse  travels  along  a s ie  proportional  to  the  square  root  of 

the  Elasticity,  and  tf  the  densrty 

(mass  per  unit  volume),  w-  ^ When  the  vibrations  of  the  strmg  ate 

transverse  e - P/w*  ; that  is,  e is  equal  to  the  stretching  force  m dynes  per  urn. 
transve  , / P . If  the  string  is  vibrating 

of  cross  section  of  the  wire.  1 hus  v - 
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as  a whole — that  is,  forms  a single  loop  between  its  two  fixed  extremities — 
the  wave-length  corresponding  to  the  note  it  produces  is  twice  the  length  of 
the  string,  or,  X = 2/,  where  X is  the  wave-length  and  l the  length  of  the  string  ; 
and  if  « = the  number  of  vibrations  produced  per  second,  v=\n-  2 In  (226). 

i /P 

Thus  we  arrive  at  the  formula  n=.v\2l-ffi\J  , which  may  be  written 

1 /F 

U ~2Î  V if  1,1  t)e'n§'  the  mass  of  the  string  per  unit  length.  Of  course,  if 

P,  the  stretching  force,  is  expressed  in  gravitational  instead  of  in  absolute 
measure,  we  must  write  instead  of  P,  g being  the  acceleration  due  to 
gravity. 

This  formula  expresses  the  following  laws  : — 

I.  The  stretching  weight  or  tension  being  constant,,  the  number  of  vibra- 
tions in  a second  is  diversely  as  the  length. 

II.  The  number  of  vibrations  in  a second  is  inversely  as  the  diameter  oj 
the  string. 

III.  The  number  of  vibrations  in  a second  is  directly  as  the  square  root  oj 
the  stretching  weight  or  tension. 

IV.  The  number  of  vibrations  in  a second  is  inversely  as  the  square  root 
of  the  density  of  the  material. 

V.  By  combining  II.  and  IV.  the  number  of  vibrations  is  inversely  as  the 
square  root  of  the  mass  of  the  string per  unit  length. 

These  laws  are  applied  in  the  construction  of  stringed  instruments,  in 
which  the  length,  diameter,  tension,  and  material  of  the  strings  are  so 
chosen  that  given  notes  may  be  produced  from  them. 

269.  Experimental  verification  of  the  laws  of  the  transverse  vibration  of 
strings.  Law  of  the  lengths.- — In  order  to  prove  this  law,  we  may  call  to 
mind  that  the  îelative  numbers  of  vibrations  of  the  notes  of  the  gamut  are 

C D E 

i * 


A 


s 

1 


B 

1 5 

“S' 


c 

2 


If  now  the  entire  length  of  the  sonometer  wire  is  made  to  vibrate,  and  then 
by  means  of  the  bridge  B,  the  lengths  f,  f,  f,  jj,  f,  j,  which  are  the  inverse 
of  the  above  numbers,  are  successively  made  to  vibrate,  all  the  notes  of  the 
gamut  are  successively  obtained,  which  proves  the  first  law. 

Law  of  the  diameters. — 1 This  law  is  verified  by  stretching  upon  the  sono- 
meter, by  equal  stretching  forces,  two  cords  of  the  same  material,  the  diameters 
of  which  are  as  3 to  2,  for  instance.  When  these  are  made  to  vibrate  the 
second  cord  gives  th 0 fifth  above  the  other  ; which  shows  that  it  makes  three 
vibrations  while  the  first  makes  two. 

Law  of  the  tensions.—  Having  placed  on  the  sonometer  two  identical 
strings,  they  are  stretched  by  weights  which  are  as  4 : 9.  The  second  now 
gives  the  fifth  above  the  first,  from  which  it  is  concluded  that  the  numbers 
of  their  vibrations  are  as  2 : 3 ; that  is,  as  the  square  roots  of  the  tensions 
If  the  two  .weights  are  as  16  to  25,  the  major  third  or  | would  be  obtained 

Law  of  the  densities.— Two  strings  of  the  same  radius,  but  different 
densities,  are  fixed  on  the  sonometer.  Having  been  subjected  to  equal 
stretching  weights,  the  position  of  the  movable  bridge  on  the  denser  one  is 
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altered  until  it  is  in  unison  with  the  other  string.  If  then  d and  d are  the 
densities  of  the  two  strings,  and  / and  1‘  the  lengths  which  vibrate  in  unison, 

7 / 


r,  , l d 

Wefind/'=^ 


l 7t 

But  as  we  know  from  the  first  law  that  ~ ~ 


we 


have 


n = which  verifies  this  law.  Thus,  if  a copper  wire  whose  density  is  9, 

ri  Jd ’ , . 

and  a catgut  string  of  the  density  1,  are  of  equal  length  and  diameter,  and 

are  stretched  by  the  same  weight,  the  vibrations  of  the  copper  wire  will  be 

one-third  as  rapid  as  those  of  the  string. 

In  order  to  obtain  deeper  notes  the  bass  strings  of  pianofortes  are  wound 
transversely  with  thin  wire,  by  which  d is  increased.  , 

The  laws  of  vibrating  strings  presuppose  that  they  are  long,  flexible,  and 
tightly  stretched  ; but  if  they  are  short,  stout,  and  but  little  stretched,  the 
rigidity  of  the  string  comes  into  play,  and  the  number  of  vibrations  they 
make  is  higher  than  the  theoretical  number  ; the  effect  of  the  rigidity  is  the 
same  as  if  a constant  weight  were  added  to  the  stretching  weight. 

o7o  Nodes  and  loops.-Let  us  suppose  the  string  AD  (fig.  247)  to  begin 
vibrating,  the  ends  A and  D being  fixed,  and,  while  it  is  doing  so,  let  a point 
B be  brought  to  rest  by  a stop,  and  let  us  suppose  DB  to  be  one-third  part 
of  AD.  The  part  DB  must  now  vibrate  about  B and  D as  fixed  points  in  the 
manner  indicated  by  the  continuous  and  dotted  lines  (fig.  248)  ; now  all  parts 
of  the  same  string  tend  to  make  a vibration  in  the  same  time  ; accordingly, 
the  part  between  A and  B will  not  perform  a single  vibration,  but  will  divide 
into  two  at  the  point  C,  and  vibrate  in  the  manner  shown  m the  figure.  If 
BD  were  one-fourth  part  of  AD  (fig.  249),  the  part  AB  would  be  subdivided 
at  C and  C'  into  three  vibrating  portions  each  equal  to  BD  The  pom 
, c C'  are  called  nodes  or  nodal  points  ; the  part  of  the  string  between 

v-'  f xirrv  rnnCPHl- 


Fig.  248 


any  two  consecu- 
tive nodes  is  called 
a loop  or  ventral 
segment.  The 
middle  point  of  a 
loop  is  frequently 
called  an  antinode. 
It  will  be  remarked 
that  the  ratio  of 
BD  : BA  must  be 
that  of  some  two 
whole  numbers  ; for 
example,  1 : 2, 1 : 3, 
Fig.  249  2 : 3,  &c.  ; other- 

1 f Kp  formed  since  the  two  portions  of  the  string  cannot 

toU^T^tea.  th,  same  time,  and  the  vibrations  will  interfere 

with  and  soon  des troy  one pother. of  the  node  at  C can  be  easily 
Ifnowweiefei  to  g.  4 > and  placing  them  as  riders 

53  rltAC  onl/a  very 
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motion,  and  remains  in  its  place,  thereby  proving  the  existence  of  a node  at 
C ; the  other  two  are  violently  shaken,  and  in  most  cases  thrown  off  the  string. 

When  a musical  string  vibrates  between  fixed  points,  A and  B,  its  motion 
is  not  quite  so  simple  as  might  be  inferred  from  the  above  description.  In 
point  of  fact,  partial  vibrations  are  soon  produced,  and  superimposed  upon 
the  primary  ones.  The  partial  vibrations  correspond  to  the  half,  third,  fourth, 
&c.  parts  of  the  string.  It  is  by  these  partial  vibrations  that  the  harmonics  are 
produced  which  accompany  the  fundamental  note  due  to  the  primary  vibrations  ; 
they  are  usually,  however,  so  feeble  as  to  be  imperceptible  to  ordinary  ears. 

271.  Wind  instruments.— In  the  cases  hitherto  considered,  the  sound 
results  from  the  vibrations  of  solid  bodies,  and  the  air  only  serves  as  a vehicle 
for  transmitting  them.  In  wind  instruments,  on  the  contrary,  when  the  sides 
of  the  tube  are  of  adequate  thickness,  the  enclosed  column  of  air  is  the  sound- 
ing body.  In  fact,  the  substance  of  the  tubes  is  without  influence  on  the 
fundamental  note  ; with  equal  dimensions,  it  is  the  same  whether  the  tubes 
are  of  glass,  of  wood,  or  of  metal.  These  different  materials  simply  do  no 
more  than  give  rise  to  different  harmonics,  and  thereby  impart  a different 
quality  to  the  compound  tone  produced. 

In  reference  to  the  manner  in  which  the  air  in  tubes  is  made  to  vibrate, 
wind  instruments  are  divided  into  mouth  instruments  and  reed  instruments. 

272.  Mouth  instruments.— In  mouth  instruments  all  parts  of  the  mouth- 
piece are  fixed.  Fig.  251  represents  the  mouthpiece  of  an  organ  pipe,  and 
fig.  250  that  of  a whistle,  or  of  a flageolet.  In  both 
figures,  the  aperture  ib  is  called  the  mouth  ; it  is 
here  that  air  enters  the  pipe  ; b and  o are  the  lips , 
the  upper  one  of  which  is  bevelled.  The  mouth- 
piece is  fixed  at  one  end  of  a tube,  the  other  end  of 
which  may  be  either  opened  or  closed.  In  fig.  251 
the  tube  can  be  fitted  on  a wind-chest  by  means  of 
the  foot  P. 


fig.  230 


Fig.  251 


When  a rapid  current  of  air  enters  by  the  mouth, 
it  strikes  against  the  upper  lip,  and  a shock  is  pro- 
duced which  causes  the  air  to  issue  from  bo  in  an 
intermittent  manner.  In  this  way  pulsations  are 
produced  which,  transmitted  to  the  air  in  the  pipe, 
make  it  vibrate,  and  a sound  is  the  result.  In 
order  that  a pure  note  maybe  produced,  there  must 
be  a certain  relation  between  the  form  of  the  lips 
and  the  magnitude  of  the  mouth  ; the  tube  also  - - 

ought  to  have  a great  length  in  comparison  with  its  diameter.  The  number 
of  vibrations  depends  in  general  on  the  dimensions  of  the  pipe  and  the 
velocity  of  the  current  of  air.  p p the 

273.  Reed  instruments. — In  reed  instruments  a simple  elastic  tnnotti 
sets  the  air  in  vibration.  The  tongue,  which  is  either  of  metal  or  of  wood  ' 

>g.  252  lepresents  a model  of  a reed  pipe  as  commonly  shown  in 
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lectures.  It  is  fixed  on  the  wind-chest  Q of  a bellows,  and  the  vibrations 
of  the  reed  can  be  seen  through  a glass  plate,  E,  fitting  into  the  sides. 

A wooden  horn,  H,  strengthens  the  sound.  • f 

Fio-  2Ç,  shows  the  reed  out  of  the  pipe.  It  consists  of  four  pieces  . ist, 
a rectangular  wooden  tube  closed  below  and  open  above  at  <7  ; 2nd,  a copper 
date  cc  forming  one  side  of  the  tube,  in  which  there  is  a longitudinal 
aperture’  through  which  air  passes  from  the  tube  MN  to  the  orifice  o 3>d, 
aPthin  elastic  plate,  z,  called  the  tongue,  which  is  fixed  at  its  upper  end  and 
which  grazes  the  edge  of  the  longitudinal  aperture,  nearly  closing  it  ; 4th,  a 
rurved  wire,  r,  which  presses  against  the  tongue,  and  can  be  moved  up  and 
down.  It  tints  regulates  the  length  of  the  tongue  and  deterges  the  pneh 

that  reed  pipes  are  tuned.  The 
reed  being  replaced  in  the  pipe 
MN,  when  a current  of  air 
enters  by  the  foot  P,  the  tongue 
is  compressed,  it  bends  inwards 
and  affords  a passage  to  air, 
which  escapes  by  the  orifice  o. 
But,  being  elastic,  the  tongue 
regains  its  original  position,  and 
performing  a series  of  oscilla- 
tions, successively  opens  and 
closes  the  orifice.  In  this  way 
sound-waves  result  and  produce 
a note  whose  pitch  depends 
upon  the  dimensions  and  elas- 
ticity of  the  tongue. 

In  this  reed  the  tongue  vi- 
brates alternately  before  and 
behind  the  aperture,  and  just 
escapes  grazing  the  edges,  as 
is  seen  in  the  harmonium, 
concertina,  & c.  ; such  a reed  is 
called  a free  reed.  But  there 
Fig.  252  F'g-  233  i1'®- 254  ai-e  other  reeds,  called  beating 

■1  ■ ,n  which  the  tongue,  which  is  larger  than  the  oiifice. 

Iff  agfin"  id  edges  a.  each  i^in 

its  place^byn^èrpressureeof 'the  lips.  The  seeds  of  the  oboe  and  bassoon 

” Z OfS’e  notes  produced  by  the^aroe 

ZX  "he  force  7, hersent  ofk  The  results  he  atri.ed  at 

"Vu*:  P^  open  at  the  end  «-H»  » ^^Sng'S 

r^"o^  obtain  Uessivel/the  notes  a,  3.  4,  5.  **  1 *■* 
is  to  say,  all  the  harmonics  of  the  primai  y note. 
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ii.  If  the  pipe  is  closed  at  the  end  opposite  to  the  mouthpiece,  then, 
denoting  the  fundamental  note  by  1,  we  can,  by  gradually  increasing  the 
force  of  the  current  of  air,  obtain  successively  the  notes  3,  5,  7,  &c.  ; that  is 
to  say,  only  the  uneven  harmonics  of  the  primary  note. 

A closed  and  an  open  pipe  yield  the  same  fundamental  note  if  the  closed 
pipe  is  half  the  length  of  the  open  pipe,  and  if  in  other  respects  they  are  the 
same  ; or,  what  is  an  equivalent  statement,  with  a closed  and  an  open  pipe 
of  the  same  length  the  former  gives  a note  an  octave  lower  than  the  latter. 

In  any  case,  it  is  impossible  to  produce  from  the  given  pipe  a note  not 
included  in  the  above  series  respectively. 

Although  the  above  laws  are  enunciated  with  reference  to  an  organ  pipe, 
they  are  true  of  any  other  pipe  of  uniform  section. 

275.  On  the  nodes  and  loops  of  an  organ  pipe.— The  vibrations  of 
the  air  producing  a musical  note  take  place  in  a direction  parallel  to  the  axis 


Fig-  255  Fig.  256  Fig.  257 
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of  the  PTe  not  transversely,  as  in  the  case  of  the  portions  of  a vibrating 
string  In  the  former  case,  however,  as  well  as  in  the  latter,  the  phenomena 
of  nodes  and  loops  may  be  produced.  But  now  by  a node  must  be  under- 
stood a section  of  the  column  of  air  contained  in  the  pipe,  where  the  particles 
lemain  at  rest  but  where  there  are  rapid  alternations  of  condensation  and 
a?  faction  By  the  middle  of  a loop  or  ventral  segment  (antinode)  must  be 
understood  a section  ot  the  column  of  air  contained  in  the  pipe,  where  the 
vibrations  of  the  particles  of  air  have  the  greatest  amplitudes,  and  where 
reie  is  no  change  of  density.  The  sections  of  the  column  of  air  are  of 
course,  made  at  right  angles  to  its  axis.  When  the  column  of  air  is  divided 
nto  several  vibrating  proportions,  it  is  found  that  the  distance  between  any 
two  consecutive  loops  is  constant,  and  that  it  is  bisected  by  a node  Wc  can 
now  consider  separately  the  cases  of  the  open  and  closed  pipes. 

1.  n the  case  of  a stopped  pipe,  the  top  is  always  a node,  for  the  laver 
a.r  m contact  with  it  is  necessarily  at  rest,  and  only  undergoes  variations 
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in  density.  At  the  mouthpiece,  on  the  contrary,  where  the  air  has  a constant 
density  (that  of  the  atmosphere),  and  the  vibration  is  at  its  maximum,  there 
is  always  an  antinode.  When  there  is  one  node  and  one  loop  (fig.  2„,  the 
pipe  yWdlts  fundamental  note,  and  the  distance  VN  from  the  antmode  to 
the  node  is  equal  to  one-quarter  of  a wave-length. 

If  the  current  of  air  is  forced,  while  the  mouthpiece  always  remains  an 
antinode  and  the  top  a node,  the  column  divides  into  three  equal  parts 
(fi„  256)  and  an  intermediate  node  and  loop  are  formed.  The  sound  pro- 
duced is  the  first  harmonic.  When  the  second  harmonic  is  produced  tnere 
are  two  intermediate  nodes  and  two  loops,  and  the  tube  is  then  subdivided 

int0iifi7nTSto^>’^ note  it  produces,  there  mus,  be 
node  at  each  end  since  the  enclosed  column  of  air  is  m contact  with 
a.n  a , , ' those' points  When  the  primary  note  is  produced,  there 

the  column  being f*  yidec loop  in 

Z m^dle  Doll,,™  being  divided  into  four  equal  parts  by  the  alternate 
the  middle,  the  co  s ^ second  harmonic  is  produced, 

S?  nlumn  of  ak  till  be  divided  into  six  equal  parts  by  the  alternate  nodes 
the  column  of  an  will  De  a ^ ^ be  remarked  that  the  successive 

S5&  « 

Wi,VZre°=ZLZn^ 

“w  > “n“ne  membrane  is  ££ 

sprinkled  on  it  some  fine  , & producing  a musical  note.  As  the 

in  fig.  263.  Now,  suppose  the  tube  to  bejro^  ^ ^ air>  But 

membrane  descends,  it  \ vibrate  for  there  the  air  is  at  rest, 

when  it  reaches  a node  it  wi  be  at  rest  and  their  quiescence 

Consequently  the  grains  o ^nd  , other  hand,  when  the  mem- 

of  sand.  And  thus 

reliions  of, he  an, inodes  can  be  — les  bored  in  one  of 

(b)  Again,  suppose  P P doors  which  can  be  opened  and  shut,  as 

its  sides,  and  these  covered  y and  the  e to 

shown  in  fig-  26..  Le,  ns  supposed*  Me  doors  ^ ^ n ^ and  the 

be  caused  to  pnJinm  sivh  points  the  density  is  that  of  the  external 

antinodes  at  V,  V , V • At  ? .g  ed  n0  change  is  produced  in 

air,  and  consequently  if  the  door  P ensation  and  rarefaction 

the  note.  At  the  former  points,  Nad  N^con  ^ ^ ^ ^ 

are  alternately  taking  place.  ible  for  the  density  at  this  open  point 

nation  of  denshy  .s  no  longe ^se,,, en, ly  N’ becomes  an 
must  be  the  same  as  that  of  the  exte  , d The  change  of  notes 
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(c)  Suppose  A,  in  fig-.  262,  to  be  a pipe  emitting  a certain  note,  and 
suppose  P to  be  a plug,  fitting  the  tube,  fastened  to  the  end  of  a long  rod 
by  which  it  can  be  forced  down  the  tube.  Now,  when  the  plug  is  inserted, 
whatever  be  its  position,  there  will  be  a node  in  contact  with  it.  Conse- 
quently, as  it  is  gradually  forced  down,  the  note  yielded  by  the  pipe  will 
keep  on  changing.  But  every  time  it  reaches  a position  which  was  occupied 
by  a node  before  its  insertion,  the  note  becomes  the  same  as  the  note 
originally  yielded.  For  now  the  column  of  air  vibrates  in  exactly  the  same 
manner  as  it  did  before  the  plug  was  put  in. 


(d)  Fig.  264  shows  another  mode  of  illustrating  the  same  point,  which  is 
identical  in  principle  with  Konig’s  manometric  flames.  The  figure  repre- 
sents an  organ  pipe,  on  one  side  of  which  is  a chest,  P,  filled  with  coal  gas 
by  means  of  the  tube  S.  The  gas  from  the  chest  comes  out  in  three  jets  A 
, C’  and,ls  then  ignited.  The  manner  in  which  the  gas  passes  from  the 
chest  to  the  point  of  ignition  is  shown  in  the  smaller  figure,  which  is  an 

cola/gT  S?f0n  °f  ,A'  A C11‘CUlar  h0le  is  bored  in  the  side  of  ‘he  pipe  and 
ZeZi  amembrane  r-  A Pi(*e  of  wood  is  fitted  into  the  hole  so  as 
to  leave  a small  space  between  ,t  and  the  membrane.  The  gas  passes  from 


2g2  On  Sound  [275- 

the  chest  in  the  direction  indicated  by  the  arrow,  into  the  space  between 
the  membrane  and  the  piece  of  wood,  and  so  out  of  the  tube  m,  at  the  mouth 
of  which  it  is  ignited.  Now  suppose  the  pipe  to  be  caused  to  yield  its 
fundamental  note,  then,  as  it  is  an  open  pipe,  there  ought  to  be  a node  at  B, 
its  middle  point.  Consequently,  there  ought  to  be  rapid  changes  of  density 
at  B • these  would  cause  the  membrane  r to  vibrate,  and  thereby  blow  out 
the  flame  «,  and  this  is  what  actually  happens.  If  by  increasing  the  force 
of  the  wind  the  octave  of  the  fundamental  note  is  produced,  B will  be  a loop, 
and  A and  C nodes.  Consequently,  the  flames  at  A and  C will  now  be  ex- 
tinguished, as  is,  in  point  of  fact,  the  case.  But  at  B,  there  being  no  change 
of 'density,  the  membrane  is  unmoved,  and  the  flame  continues  to  min 

SteaByyeach  and  all  of  these  experiments  it  is  shown  that  m a given  pipe 
whether  open  or  closed,  there  are  always  a certain  number  of  nodes,  and 
between  any  two  consecutive  nodes  there  is  always  a loop  or  ventral 

seSm^-  determine  the  velocity  of  sound  in  air  by  making  use  of 

the  vibration  of  air  in  a closed  pipe.  For  this  purpose : the  apparatus  re- 
ared is  of  a very  simple  description,  consisting  of  a tall  cylindrical  glas 
Hr  A nearly  full  of  water,  a glass  tube,  ac , about  an  inch  m diameter  a 
J ’ ’ Y a tuning-fork  of  known  pitch  (fig.  265).  Since  v = *n,  where 

' v is  the  velocity  of  sound  in  air,  n the  vibration-fiequency 
of  the  note  of  the  tuning-fork,  and  X the  wave-length  in  air 
of  this  note,  it  is  clear  that  if  we  know  n and  can  determine 
X the  velocity  of  sound  in  air  is  obtained.  Let  the  tuning- 
fork  be  sounded  and  held  over  the  mouth  of  the  tube  ac 
which  is  supported  vertically  in  the  cyhnder  A so  as  to 
form  an  air-column,  ab,  open  at  the  top  and  closed  at  he 
bottom.  The  air  in  this  column  is  set  m vibiation  by  t 
tuning-fork,  and  tends  to  augment  its  sound  ; and  as  the  tube 
ac  is  raised  and  lowered,  the  reinforcement  is  a maximum 
for  a certain  definite  length  of  ab.  This  length  /,  is  one- 
quarter  of  the  wave-length  in  air  of  the  note  of  the _tun 
fork,  so  that  X = 4/.  For  suppose  the  lower  prong  of  the 
fork  to  move  downwards  : it  compresses  the  air  in  front  o 

A r x „ 


it,  and  the  compression  travels  a distance  -,  or  from  « to  f, 

r S irf  the  le’tL  « 

S,m.laüy  m the  time  air  tr|els  the  d, stance  ab  fou, 

a to  b and  back  to  a.  rnu  1 or  t,  reater  than 

277  Formulæ  «Uüje  to  ^ ^ colonm  of  air 

musical  pipe.  It  follow  j „nci  i00ns  into  an  uneven 

in  stopped  pipes  is  always  divided  by  the  nodes  and  totps^  ^ ^ a 

number  of  parts  which  aie  equa  o . open  pipe  it  is 

nuarter  of  a wave-length  (figs.  255,  z'A  and  257),  u ni  r 

LTded  into  an  even  number  of  such  parts  (figs.  25S,  259,  and  .60). 
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the  length  of  the  pipe,  / the  wave-length  of  the  sound  which  it  emits,  and  p 
any  whole  number,  then  for  stopped  pipes  we  have  L = (2 p — 1 ) ^ ; and  for 
l ■fit  . . 

open  pipes  L = ip = / • Replacing  in  each  of  these  formulae  l by  its  value 

‘ (226),  we  have  L = (ip  — \)d~  and  L ; from  which  for  stopped  pipes 
n r 4 n in 

we  have  n = ^ and  for  open  ones  «=  . 

4L  2L 

The  laws  connecting  the  length  of  pipes  with  the  note  produced  only  hold 
for  narrow  pipes — those,  for  instance,  whose  length  is  not  less  than  12  times 
their  diameter  ; for  shorter  pipes  organ-builders  have  varied  empirical 
rules.  Within  wide  limits  the  formula  holds,  L'=L  — § d,  where  L is  the 
theoretical  length,  L'  the  length  sought,  while  d is  the  diameter  of  the  sound 
pipe. 

If,  in  the  first  formula,  we  give  to  p the  successive  values  1,  2,  3,  4,  &c., 

we  have  n - P P P that  is  the  fundamental  sound  and  all  its 
4L  4L  4L 

uneven  harmonics  ; and  in  the  formula  for  the  open  pipe  we  get  similarly 

V 27/  "VV 

2ÏJ  oL5  o\J  &C‘J  ’s  fundamental  note  and  all  its  harmonics  even 
and  uneven. 

278.  Explanation  of  the  existence  of  nodes  and  loops  in  a musical  pipe. 

The  existence  of  nodes  and  loops  is  to  be  explained  by  the  coexistence 
in  the  same  pipe  of  two  equal  waves  travelling  in  contrary  directions. 


Let  A (fig.  266)  be  a point  from  which  a series  of  waves  sets  out  towards 
B,  and  let  the  length  of  these  waves,  whether  of  condensation  or  rarefaction, 
be  AC,  CD,  DB.  And  let  B be  the  point  from  which  the  series  of  exactly 
equal  waves  sets  out  towards  A.  It  must  be  borne  in  mind  that  in  the  case 
of  a wave  of  condensation  originating  at  A the  particles  move  in  the  direc- 
tion A to  B,  but  in  a wave  of  condensation  originating  at  B they  move  in  the 
direction  B to  A.  Now  let  us  suppose  that  condensation  at  C,  caused  by  the 
wave  from  A,  begins  at  the  same  instant  that  condensation  caused  by  the 
wave  from  B begins  at  D.  Consequently,  restricting  our  attention  to  the 
particles  in  the  line  CD,  at  any  instant  the  velocities  of  the  particles  in  CD 
due  to  the  former  wave  will  be  represented  by  the  ordinates  of  the  curve 
SPRT,  while  those  due  to  the  wave  from  B will  be  represented  by  the  co- 
ordinates of  the  curve  TQrS.  Then,  since  the  waves  travel  with  the  same 
velocity,  and  are  at  C and  D respectively  at  the  same  instant,  we  must  have 
for  any  subsequent  instant,  CR  equal  to  Dr.  If,  therefore,  N is  the  middle 
point  between  C and  D,  we  must  have  rN  equal  to  RN,  and  consequently 
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PN  equal  to  QN  ; that  is  to  say,  if  the  particle  at  N transmitted  only  one 
vibration,  its  motion  at  each  instant  would  be  in  the  opposite  phase  to  that 
of  its  motion  if  it  transmitted  only  the  other  vibration.  In  other  words,  the 
particle  N will  at  every  instant  tend  to  be  moved  with  equal  velocity  in 
opposite  directions  by  the  two  waves,  and  therefore  will  be  permanently  at 
rest.  That  point  is  therefore  a node.  In  like  manner,  there  is  a node  at  N' 
midway  between  A and  C,  and  also  at  N"  midway  between  B and  D.  In 
regard  to  the  motion  of  the  remaining  particles,  it  is  plain  that  their  îespec- 
tive  velocities  will  be  the  (algebraical)  sum  of  the  velocities  they  would  at 
each  instant  receive  from  the  waves  separately.  Hence,  at  the  instant  indi- 
cated by  the  diagram,  they  are  given  by  the  ordinates  of  the  cuive  HNK. 
This  curve  will  change  from  instant  to  instant,  and  at  the  end  of  the  time 
occupied  by  the  passage  of  a wave  of  condensation  (or  of  rarefaction)  fiom 
C to  D will  occupy  the  position  shown  by  the  dotted  line  /iN/e.  It  is  evident 
therefore  that  particles  near  N have  but  small  changes  of  velocity,  whilst  those 
near  C and  D experience  large  changes  of  velocity. 

If  the  curve  HK  were  produced  both  ways,  it  would  always  pass  through 
N'  and  N"  ; the  part,  however,  between  N and  N'  would  sometimes  be  on 
one  side,  and  sometimes  on  the  other  side  of  AB.  Hence  all  the  pai  tides 
between  N'  and  N have  simultaneously,  first  a motion  in  the  direction  A to 
B and  then  a motion  in  the  direction  B to  A,  those  particles  near  C having 
the  greatest  amplitude  of  vibrations.  Accordingly  near  N and  N'  there  will 
be  alternately  the  greatest  condensation  and  rarefaction. 

This  explanation  applies  to  the  case  in  which  AB  is  the  axis  of  an  open 
organ  pipe,  A being  the  end  where  the  mouthpiece  is  situated.  The  waves 
from  B have  their  origin  in  the  reflections  of  the  series  of  waves  from  A.  In 
the  particular  case  considered,  the  note  yielded  by  the  pipe  is  that  indicate 
by  3 • that  is,  the  fifth  above  the  octave  to  the  primary  note.  A similar 
explanation  can  obviously  be  applied  to  all  other  cases,  whether  the  end 
is  open  or  closed.  But  in  the  latter  case  the  series  of  waves  from  the 
closed  end  must  commence  at  a point  distant  from  the  mouthpiece  by  a 
space  equal  to  one  half,  or  three  halves,  or  five  halves,  &c.,  of  the  length  of 

a wave  of  condensation  or  expansion.  , , 

270  Kundt’s  determination  of  the  velocity  of  sound. -kundt  has 
devised  a method  of  determining  the  velocity  of  sound  m solids  and  in 
gases  which  can  be  easily  performed  by  means  of  simple  apparatus  and  is 
capable  of  great  accuracy.  A glass  tube,  BB',  about  two  yards  long  (fig.  - 7) 
and  two  inches  in  internal  diameter,  is  closed  at  one  end  by  a movable 
stopper,  b ; the  other  end  is  fitted  with  a cork,  KK  which  tightly  gi  asps  at 
its  middle  point,  a glass  tube,  AA',  the  same  length,  but  of  smaller  diameter. 
This  is  closed  at  one  end  by  a piston,  a,  which  moves  with  ^n  le  fnc  .o, 
in  the  outer  tube  BB'.  When  the  free  end  of  the  tube  AA  is  nibbed  with 
a wet  cloth,  longitudinal  vibrations  are  produced,  which  transmit  then 
motion  to  the  air  in  the  tube  ab.  If  the  tube  ab  contain  some  lycopodium 
powder,  or  powdered  cork,  or  ignited  silicic  acid,  this  ,s  set  in  active vibra 
Son  and  then  arranges  itself  in  small  patches  in  a cert  J Æ “ 

represented  in  the  figure,  the  nature  and  arrangement  of  which  depen 

the  vibratiner  part  of  the  rod  and  the  tube. 

These  heaps  represent  the  nodes,  and  the  mean  d, stance  d between 
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them  can  be  measured  with  great  accuracy  ; it  represents  the  distance 
between  two  nodes,  or  half  a wave-length  ; that  is,  the  wave-length  of  the 
sound  in  air  is  id.  If  the  rod  has  the  length  s and  is  grasped  in  the  middle 
by  the  cork  KK,  from  the  law  of  the  longitudinal  vibrations  of 
rods  (283),  the  wave-length  of  the  sound  it  then  emits  is  twice 
its  length,  or  is.  That  is,  the  wave-length  of  the  vibrating 
column  of  air  is  to  that  in  the  rod  as  id  : is.  As  the  velocity  of 
sound  in  any  medium  is  equal  to  the  wave-length  in  that  medium 
multiplied  by  the  number  of  vibrations  in  a second,  and  since  the 
number  of  vibrations  is  here  the  same  in  both  cases,  for  the  note 
is  the  same,  the  velocity  of  sound  in  the  glass  is  to  the  velocity 
of  sound  in  air  as  isn  : idn,  that  is  as  s : d.  Thus  when  the  glass 
tube  was  clamped  in  the  middle  by  KK,  so  that  the  length  ad 
was  equal  to  half  the  length  of  the  tube  AA',  the  number  of  the 
ventral  segments  was  found  to  be  eight.  This  corresponds  to 
a ratio  of  wave-length  of  1 to  16  ; in  other  words,  the  velocity 
of  sound  in  glass  is  16  times  that  in  air. 

The  method  is  capable  of  great  extension.  By  means  of 
the  stopcock  jh,  different  gases  could  be  introduced  instead  of 
aii,  and  corresponding  differences  found  for  the  length  of  the 
ventral  segments  ; from  which,  by  a simple  calculation,  the  cor- 
responding velocities  were  found.  Thus  the  velocities  of  sound 
in  carbonic  acid,  coal  gas,  and  hydrogen  were  found  to  be 
lespectively  o-8,  1-56,  and  3 "56  that  of  air,  or  nearly  as  the 
inverse  squares  of  the  densities. 

So,  also,  by  varying  the  material  of  the  rod  AA',  different 
velocities  are  obtained.  Thus  the  velocity  in  steel  was  found 
to  be  15-24,  and  that  in  brass  10-87  that  of  air.  K M k 

Kundt  s figures  may  likewise  be  obtained  by  introducing 
mto  glass  tubes  a yard  or  two  in  length  some  lycopodium 
powder,  as  in  the  above  experiment,  and  hermetically  sealing 
the  tubes  at  both  ends.  They  are  then  put  into  longitudinal 
vibration  ; instead  of  air  they  may  be  filled  with  hydrogen  or 
any  other  gas. 

Using  this  method,  with  fine  iron  filings  instead  of  lycopo- 
dium, Kundt  and  Lehmann  determined  the  velocity  of  sound 
in  water  contained  in  glass  tubes  of  various  diameters  and 
thicknesses  ; the  thicker  the  tubes  and  the  smaller  their  dia- 
meter, the  more  nearly  do  the  results  agree  with  those  required  *-*s.  *□? 
by  theory  and  with  those  obtained  by  Colladon  and  Sturm  (234). 

By  surrounding  the  tube  with  a jacket  which  can  be  raised  to  various 


the  velocity  of 


constant  temperatures  by  the  vapours  of  different  liquids' 
sound  in  such  vapours  may  be  determined. 

280.  Chemical  harmonicon.— The  air  in  an  open  tube  may  be  made  to 
g ve  a sound  by  means  of  a luminous  jet  of  hydrogen  coal  iras  S-r 

inch»  long  is  held  over  a “Æ  fff’of  hvd““ 

k?’  a ”0te  15  Pruned  which,  if  the  tube  is  in  a certain  posMoiw" 


is 


the  fundamental  note  of  the  tube.  The  sounds  are  considered  m ar5 
'°m  t ic  successive,  exceedingly  rapid  explosions  produced  by  the  periodic 
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combinations  of  the  atmospheric  oxygen  with  the  issuing  jet  of  hydrogen. 

The  apparatus  is  called  the  chemical  harmoniçon. 

The  note  depends  on  the  size  of  the  flame  and  the  length  of  the  tube  : 
with  a long  tube,  by  varying  the  position  of  the  jet  in  the  tube,  the  series  of 
notes,  in  the  ratio  r : 2 : 3 : 4 : 5,  is  obtained. 

If,  while  the  tube  emits  a certain  sound,  the  voice  or  the  siren  (242)  is 
gradually  raised  to  the  same  height,  as  soon  as  the  note  is  nearly  in  unison 

with  the  harmonicon,  the  flame 
becomes  agitated,  jumps  up  and 
down,  and  is  finally  steady  when 
the  two  sounds  are  in  unison.  If 
the  note  of  the  siren  is  gradually 
heightened,  the  pulsations  again 
commence  ; they  are  the  optical 
expressions  of  the  beats  (263) 
which  occur  near  perfect  unison. 

If,  while  the  jet  burns  in  the 
tube  and  produces  a note,  the 
position  of  the  tube  is  slightly 
altered,  a point  is  reached  at 
which  no  sound  is  heard.  If 
now  the  voice,  or  the  siren,  or  the 
tuning-fork,  be  pitched  at  the  note 
produced  by  the  jet,  it  begins  to 
sing,  and  continues  to  sing  even 
after  the  siren  is  silent.  A mere 
noise,  or  shouting  at  an  incorrect 
pitch,  agitates  the  flame,  but  does 
B not  cause  it  to  sing. 

Fig.  268  Fig.  269  These  effects  may  also  be 

conveniently  studied  by  means  of  a gas-burner,  over -which ^at 2 1 distance 1 of 

""at  "S  K ceases  withV 

If  a metal  tube  4 cm.  wide  and  1 5 to  20  cm.  high,  '|°“d 

io“  rsSuTS  : — ^ «- 

'nS'such  sensitive  flames  are  very  œneenienüy  produced^by^etms^of  coal  gas 

stored  in  pressure  bags,  connectée  y me,  having  a fine  aperture, 

slender  conical  brass  tube,  ending  m a steal  te bu .net  atm.a^  P ^ 

Pressure  is  applied  to  the  bags  and  the  supp  } A (fia-  -’69), 

in  this  way  tbegas  when  ignited  maybe  ,^'in  .be 

a couple  of  feet  in  length,  which  is  highly  sensit  . f g change  to 

room,  the  crumpling  of  paper  for  example,  causes  tins  fotm  8 
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that  of  B : the  rattling  of  keys  or  the  sound  of  a whistle  causes  it  to  shrink 
still  more. 

281.  Stringed  instruments. — Stringed  musical  instruments  depend  on  the 
production  of  transverse  vibrations.  In  some,  such  as  the  piano,  the  sounds 
are  constant,  and  each  note  requires  a separate  string  ; in  others,  such  as  the 
violin  and  guitar,  the  sounds  are  varied  by  the  fingering,  and  can  be  pro- 
duced by  fewer  strings. 

In  the  piano  the  vibrations  of  the  strings  are  produced  by  the  stroke  of 
the  hammer,  which  is  moved  by  a series  of  bent  levers  communicating  with 
the  keys.  The  sound  is  strengthened  by  the  vibrations  of  the  air  in  the 
sounding  board  on  which  the  strings  are  stretched.  Whenever  a key  is 
struck,  a damper  is  raised  which  falls  when  the  finger  is  removed  from  the 
key,  and  stops  the  vibrations  of  the  corresponding  string.  By  means  of  a 
pedal  all  the  dampers  can  be  simultaneously  raised,  and  the  vibrations  then 
last  for  some  time. 

The  harp  is  a sort  of  transition  from  the  instruments  with  constant  to 
those  with  variable  sounds.  Its  strings  correspond  to  the  natural  notes  of 
the  scale  ; by  means  of  the  pedals  the  length  of  the  vibrating  parts  can 
be  changed,  so  as  to  pioduce  sharps  and  flats.  The  sound  is  strengthened 
by  the  sounding-box,  and  by  the  vibrations  of  all  the  strings  harmonic  with 
those  played. 


In  the  violm  and  guitar  each  string  can  give  a great  number  of  sounds 
according  to  the  length  of  the  vibrating  part,  which  is  determined  by  the 
pressure  of  the  fingers  of  the  left  hand  while  the  right  hand  plays  the  bow 
or  twitches  the  strings  themselves.  In  both  these  instruments  the  vibrations 
are  communicated  to  the  upper  face  or  belly  of  the  sounding-box  by  means 
of  the  bridge  over  which  the  strings  pass.  These  vibrations  are  communi- 
cated from  the  upper  to  the  lower  face  or  back  of  the  box  either  by  the  sides 
or  by  an  intermediate  piece  called  the  sound-post.  The  air  in  the  interior 
is  set  in  vibration  by  both  faces,  and  the  strengthening  of  the  sound  is  pro- 
duced by  all  these  simultaneous  vibrations.  The  value  of  the  instrument 
consists  in  the  perfection  with  which  all  possible  sounds  are  intensified 
which  depends  essentially  on  the  quality  of  the  wood,  the  de 
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is  nasal  and  hollow.  This  is  the  characteristic  of  a note  which  is  wanting 
in  the  harmonics  nearer  and  most  allied  to  the  fundamental  note.  If  the 
string  is  struck  near  one  end,  the  clang  has  a jingling  character.  nstru- 
inent  makers,  led  by  practised  ears,  have  long  found  it  advantageous  that  the 
piano  be  struck  at  one-seventh  or  one-ninth  of  the  length  of  the  string  ; the 
reason  for  this  advantage  lies  in  the  fact  that  in  this  way  either  the  seventh 
or  the  ninth  harmonic,  both  of  which  are  unharmomc  with  the  fundamental, 
are  deadened,  while  the  deeper  harmonics— the  octaves,  fifths,  thirds  pre- 
ponderate, and  the  clang  is  rich  and  harmonious, 

The  higher  harmonics  fade  away  in  gut-strings  more  rapidly  than  1 
metal  wires  ; hence  the  guitar  and  the  harp  are  not  so  jingling  as  the  zither 
282.  Wind  instruments.— All  wind  instruments  may  be  referred  to  t 
different  types  of  sounding  tubes  which  have  been  described.  In  some,  sue 
as  the  organ,  the  notes  are  fixed,  and  require  a separate  pipe  for  each  note, 
in  others  the  notes  are  variable , and  are  produced  by  only  one  tube  , the 
flute  horn  &c..  are  of  this  class. 

In  the  'organ  the  pipes  are  of  various  kinds  ; namely,  mouth  pipes,  open 
and  stopped,  and  reed  pipes  with  apertures  of  various  shapes.  By  means  o 
stobs  the  organist  can  produce  any  note  by  both  kinds  of  pipe. 

In  the  flute,  the  mouthpiece  consists  of  a simple  lateral  circular  apeituie  . 
the  current  of  air  is  directed  by  means  of  the  lips,  so  that  it  grazes  the  e g 
of  the  aperture.  The  holes  at  different  distances  are  closed  either  by  the 
fingers  or  by  keys  : when  one  of  the  holes  is  opened,  a loop  is  produced  in 
thl ^corresponding  layer  of  air,  which  modifies  the  distribution  of  nodes  and 
Ips  k the  interior,  and  thus  alters  the  note.  The  whrs.hng  of  a key  rs 

consists  of  stopped  pipes  of  different  lengths  corre- 
s nondiner  to  the  different  notes  of  the  gamut.  . . . 

In  the  trumpet,  the  horn,  the  trombone, 
the  lins  form  the  reed,  and  vibrate  in  the  mouthpiece.  In  the  horn ditterent 
otesPLe  produced  by  altering  the  distance  of  the  lips.  In  the  trombone, 
one  part  of  the  tube  slides  within  the  other,  and  the  perfoimei  can  alte 
at  will  the  length  of  the  tube,  and  thus  produce  higher  or  lowei  notes 
the  cornei-à-éiston,  the  tube  forms  several  convolutions  ; pistons  placed  at 
SS^disSs’can,  when  closed,  cut  off  communication  with  other  parts 
of  the  tube,  and  thus  alter  the  length  of  the  vibrating  column  of  an. 


-283] 


269 


CHAPTER  V 


VIBRATION  OF  RODS,  PLATES,  AND  MEMBRANES 

283.  Vibration  of  rods. — The  term  rods  is  applied  in  acoustics  to  solids 
whose  length  is  considerable  in  proportion  to  their  breadth  and  thickness  ; 
they  are,  nevertheless,  so  broad  and  thick  that,  while  they 
have  not  the  flexibility  of  strings,  they  are  yet  elastic  enough 
to  vibrate  without  being  stretched  like  strings.  They  are 
ordinarily  of  wood,  glass,  metal,  and  more  particularly  of 
tempered  steel.  Like  strings,  they  have  two  kinds  of  vibra- 
tions, longitudinal  and  transverse.  Longitudinal  vibrations 
are  produced  by  fixing  the  rod  at  any  part,  and  rubbing  it 
lengthwise  with  a piece  of  cloth  sprinkled  with  resin,  if  the 
rod  is  of  wood  or  metal  ; with  a wet  cloth  if  the  rod  is  of 
glass. 

The  point  at  which  the  rod  is  clamped  is  a node  ; if  it 
is  clamped  in  the  middle  and  put  into  longitudinal  vibration, 
it  gives  its  fundamental  note,  the  wave-length  being  twice 
its  own  length.  This  is  thus  analogous  to  the  case  of  an 
open  pipe.  If  the  rod  is  clamped  at  one  quarter  its  length, 
it  gives  the  octave  of  the  fundamental  note. 

If  the  same  rod  is  clamped  at  one  end,  and  made  to 
vibrate  longitudinally,  its  wave-length  is  four  times  its  own 
length  ; the  case  is  analogous  to  that  of  a stopped  pipe. 

The  elongation  due  to  longitudinal  vibration  is  as  great 
as  would  be  due  to  a pull  of  several  tons.  If  a glass  rod 
(fig.  270)  is  made  to  vibrate  longitudinally  by  being  rubbed 
with  a wetted  cloth,  the  glass  is  seen  to  split  off  at  the  ends 
in  a number  of  ring-shaped  fragments.  Here  the  effect  is 
due  to  the  superposition  of  small  vibrations  ; a small  effect 
fiequently  repeated  may  give  rise  to  effects  far  exceeding 
those  due  to  only  one  application. 

Transverse  vibrations  are  produced  by  clamping  one  end 
of  a rod,  or  otherwise  holding  it  firmly,  and  then  passing  a 
bow  across  the  free  part. 

It  is  shown  by  calculation  that  the  number  of  transverse  vibrations  made 
in  a given  time  by  rods  and  thin  plates  of  the  same  material  is  directly  as 
their  thickness  and  inversely  as  the  square  of  their  length.  The  width  of 
the  plate  does  not  affect  the  number  of  vibrations.  A wide  plate  however 
requires  a greater  force  to  set  it  in  motion  than  a narrow  one 


Fig.  270 
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The  laws  of  the  longitudinal  vibrations  of  strings  are  expressed  in  the 
formula  n = 1 m which  «,  /,  and  d have  all  the  same  meaning  as  in  the 

formula  for  the  transverse  vibrations,  while  p is  the  modulus  of  longitudinal 

elaSpigtyo°[  represent  an  instrument  invented  by  Marloye,  and  known  as 
MMs  harp,  based  on  the  longitudinal  vibration  of  rods  t consists  of 
i solid  wooden  pedestal,  in  which  are  fixed  twenty  thin  deal  lods  some 

coloured  and  others  white.  They  are  of  such  a length  that  the  white  rods 
coiouiea  an  coloured  ones  give  the  semitones  and 

give  the  d,  atome  scale,  whtle  the  “loured^  JS  scale  The 

instrument  is  played  by  rubbing  the 
rods  in  the  direction  of  their  length 
between  the  finger  and  thumb,  which 
have  been  previously  covered  with 
powdered  resin.  The  notes  produced 
resemble  those  of  a pandaean  pipe. 

The  tuning-fork,  the  triangle,  and 
musical  boxes  are  examples  of  the 
transverse  vibrations  of  îods.  In 
musical  boxes,  small  plates  of  steel 
of  different  dimensions  are  fixed  on 
a rod,  like  the  teeth  of  a comb.  A 
cylinder  whose  axis  is  parallel  to  this 
rod,  and  whose  surface  is  studded 
with  steel  teeth,  arranged  in  a certain 
order,  is  placed  near  the  plates.  By 
means  of  a clockwork  motion,  the 
cylinder  rotates,  and  the  teeth  striking 
the  steel  plates  set  them  in  vibration, 
producing  a tune,  which  depends  on 
the  arrangement  of  the  teeth  on  the 
cylinder. 

The  velocity  of  sound  in  any  solid 
maybe  determined  experimentally  by 
clamping  it  at  one  end  and  putting  it 
in  longitudinal  vibration.  The  length 
nf  a ctnnoed  pipe  which  gives  the  same  note  is  next  a.scertained.  The 
velocity  of  sound  in  the  material  in  question  is  thus  to  its  velocity  in  an 
n the  same  ratio  as  the  length  of  the  rod  to  the  length  of  the  stopped  pipe. 
Thus  a rod  of  alder  a metre  in  length  was  found  to  give  the  same  note  as 
Stopped  pip.  7 cm.  in  length  ; the  velocities  are  accord, ngl,  as  too  . 7,  or 
the  velocity  of  sound  in  this  wood  is  I4'3  dm  es  that  m air.  . 

ZÏÏ  — s obtained. 


Fig.  271 
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Scratching  and  scraping  sounds  arc  produced  by  moving  a rod  over  a 
smooth  surface  ; the  rod  is  thereby  put  in  vibration,  which  vibrations  are 
regular  for  a short  interval,  but  frequently  change  their  period  during  the 
motion. 

284.  Vibration  of  plates. — In  order  to  make  a plate  vibrate,  we  must  fix  it 
at  the  centre  (fig.  272),  and  draw  a bow  rapidly  across  one  of  the  edges  ; or 
else  fix  it  at  any  point  of  its  surface,  and  rapidly  draw  a string  covered  with 
resin  against  the  edges  of  a central  hole' (fig.  273). 

Vibrating  plates  contain  nodal  lines  (270),  which  vary  in  number  and 
position  according  to  the  form  of  the  plates,  their  elasticity,  the  mode  of 
excitation,  and  the  number  of  vibrations.  These  nodal  lines  may  be  made 
visible  by  covering  the  plate  with  fine  sand  before  it  is  made  to  vibrate. 
As  soon  as  the  vibrations  commence,  the  sand  leaves  the  vibrating  parts 
and  accumulates  on  the  nodal  lines,  as  seen  in  figs.  272  and  273. 


Fig.  272 


Fig.  273 


I Iig  position  of  the  nodnl  lines  mpv  j . * i i 

points  at  which  it  is  desired  to  produce  them  Th!  ‘°Uclu"K  the 

the  number  of  vibrations'  that  fs  as  dm  nom'  Tl,«  "™,ber  increases  with 

They  were  discovered  by  Chladtti,  and  the  piates'Lre  LZVPZZf 

number  of  vibrations  in  a second  is  directly  as  the  l/iicP  V°fal  lmesi  !!u' 
inversely  as  their  area.  * Sickness  of  the  plates,  and 

proSSb fPT  in  ;hkh  ««*  are 

nicon  depend  on  the  vibrations  of  glass  and  of  ^ Sted  harmo' 

Bells,  which  are  to  be  regarded^LrvednlS1  r.^sPectively 

but  when  they  give  their  fundamental  note  in  four  To  ' 'flbrate  as  a whoIe 
separated  by  nodal  lines.  This  can  be  shown  by  susp^ng  ^balU  by 
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sill-  threads  frcm  the  ends  of  glass  rods  arranged  crosswise,  so  that  the  pith 
Ss  «!ùEai,,S.  the  tin,  of  a bell  jar  held  vertically  -,.h  the  tnouth 
upwards  When  this  is  made  to  sound  by  drawing  a bow  across  the  edge 
the  balls  are  powerfully  repelled  from  the  ventral  segments,  but  with  far  less 

force  from  the  nodes.  , ,, 

Bells  are  also  capable  of  vibrating  in  6,  8,  io,  or  12  parts,  producing  thus 

a corresponding  series  of  over-tones.  The  note  of  a bell  is  higher  in  p> 
portion  as  the  surface  is  smaller  and  the  substance  thicker. 

1 If  a bell  jar  containing  water  is  made  to  vibrate  by  means  of  a violin  bow 
the  surface  of  the  water  forms  a series  of  nodes  and  segments,  and  water  is 
nroieefed  in  the  form  of  spray  from  the  ventral  segments.  If  alcohol  or 
ether  be  used  instead  of  water,  a number  of  droplets  form  and  group  them 

selves  into  beautiful  starlike  figuies.  . n 

.8 q Vibration  of  membranes.— In  consecpience  of  their  flexibility,  mem- 
branes' clnnot  vibrate  unless  they  are  stretched,  like  the  dan  of  > dr um. 
The  sound  they  give  is  more  acute  in  proportion  as  they  aie  smaller  ana 
more  tightly  stretched.  To  obtain  vibrating  membranes,  Savart  fastene 

g0ltn  r ££“£  ï^“ched  on  the  ends  of  a cylindrical  box 
When  one  end  is  struck,  it  communicates  its  vibrations  to  th^  mtem 
rnlumn  of  air  and  the  sound  is  thus  considerably  strengthened.  The  cords 
stretched  against  the  lower  skin  strike  against  it  when  it  vibrates,  and  pro 


Fig.  274 

sufficiently  strong  Fi*  f"»^ 

*e  ffir.ajn  or  noda,  lines  jus,  as  upon 

^Meutbranes  are  enrinently  fitted  for  « 

account  of  their  whistle’,  nodal  lines  may  be  produced 

they  subdivide.  With  a pietty  suu  h distant  end  of  a large  room, 

in  a membrane  stretched  on  e moved  bodies  is  also  found 

The  phenomenon  so  easily  produce  • ■ of  a church  vibrate 

in  larger  and  less  elastic  masses  ; all  the  pillars  a 
more  or  less  while  the  bells  are  being  rung. 
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CHAPTER  VI 

GRAPHICAL  METHOD  OF  STUDYING  VIBRATORY  MOTIONS 


2S6.  Lissajous’  method  of  making-  vibrations  apparent.— The  method  of 
Lissajous  exhibits  the  vibratory  motion  of  bodies  either  directly  or  by  projec- 
tion on  a screen.  It  has  also  the  great  advantage  that  the  vibratory  motions 
of  two  sounding  bodies  may  be  compared  without  the  aid  of  the  ear  so  as  to 
obtain  the  exact  relation  between  them. 

This  method,  which  depends  on  the  persistence  of  visual  sensations  on 
the  îetina,  consists  in  fixing-  a small  mirror  on  the  vibrating  body  so  as 

to  v brate  with  it,  and  impart  to  a luminous  ray  a vibratory  motion  similar  to 
its  own. 

Lissajous  uses  tuning-forks  and  fixes  to  one  of  the  prongs  a small 
metal  mirror,  m (fig.  275),  and  to  the  other  a counterpoise,  n which  is 
necessary  to  make  the  tuning-fork  vibrate  regularly  for  a long  time.  At  a 


Fig.  275 


few  yards’  distance  from  the  mirror  is  a lamp  with  a dark  nliimn.  • , • , 

>sa  small  hole  giving  a single  luminous  pcfitT S’ ^ 
r«t,  the  eye  is  placed  so  that  the  luminous  point  is  seen  ” f TI,e 
fork  hem,  made  vitae,  the  image  donates,  fota„"g 

T 
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which  diminishes  in  propordonas  mtrror^' it^is  °alstT  'made  ^to*  rotate  Sby 
If,  during  the  oscillation  of  t sinu’ous  Une,  oix,  is  produced  instead 

rotating  the  tuning-fork  on  - , effects  are  explained  by  the  success- 

°f  szærgzz  s - - «* 

luminous  impressions  on  the  eye  after  the  «use  projecte(l  „„  a 

ns  shown  in  fig.  276  ; the  penci.  reflected 


Fig.  276 


SKÛitt  '"rectio"- and  *“  “ rig,n  anslcs  10 

each  other.  _•  x.  nc  arrcinfifed  for  combining  t^o 

Fig.  277  represents  the  expeun  . J minors  are  so  placed 

parallel  motions.  Two  tunmg-torks  pravtde  which  is  almost 

«“  “f"-  toV1"B  PaSS£d  ,hr0“g 

* T 'now  the  fits.  supposing 

the  same  as  in  fig.  2 77  . bu  ;nZeases  or  diminishes  according  as  the 
Imparted  to  the  image  by  the  vibrations  of  the  mirrors 

do  or  do  not  coincide. 
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If  the  tuning-forks  pass  their  position  of  equilibrium  in  the  same  time 
and  in  the  same  direction,  the  image  attains  its  maximum  ; and  the  image 
is  at  its  minimum  when  they  pass  at  the  same  time  but  in  opposite  direc- 
tions. Between  these  two  extreme  cases,  the  amplitude  of  the  image  varies 
according  to  the  time  which  elapses  between  the  exact  instant  at  which  the 
timing-forks  pass  through  their  position  of  rest  respectively.  The  ratio  of 


Fig.  277 


the  wSatio  thC  dme  °f  3 COmpletC  vibration  is  called  a difference  of  phase  of 

If  the  tuning-forks  are  exactly  in  unison,  the  luminous  appearance  on  the 

-r^eTCeS  a g,Tadual  diminuti°n  of  length  in  proportion  as  the  ampli- 
tude of  the  vibration  diminishes;  but  if  the  pitch  of  one  is  very  little  altered 

iTSlt,  f h 'ma£e  varies, and,  While  the  beats  resulting 

he  P TJ  °"y  are  dlslinc"y  hea,  d'  “'0  aees  the  concomi? 
tant  pulsations  of  the  image. 

eaefoth?^  ml  COmbinf°n  ,0f  tw°  vi^tory  motions  at  right  angles  to 
each  other.  The  optical  combination  of  two  rectangular  vibratory  motions 


is  effected  as  shown  in  fig.  278  : that  is  bv  mpant  . . 

of  which  is  horizontal  and  the  other  vertical,  and  both  provided  whf  m^ 
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vibrates  alone,  a horizontal  luminous  outline  is 
sutcll  the  vibration  of  the  other  produces  a vertical 

imaee  If  both  tuning-forks  vibrate  simultaneously,  the  two  motions  com- 
bTne  and  the  reflected  pencil  describes  a more  or  less  complex  curve  the 
form  of  which  depends  on  the  number  of  vibrations  of  the  two  tuning-  or  s 
in  a given  time.  This  curve  gives  a valuable  means  of  comparing  the  num 
of  vibrations  of  two  sounding  bodies. 


It  the  horizontal  fork  first 
seen  on  the  screen,  while 
image. 


5 

6 


3 

4 

Fig.  279 


Fio-  o79  shows  the  luminous  image  on  the  screen  when  the  tuning-forks 
U when  the  number  of  vibrations  is  equal. 

31 6 TTre  frachons'belo'w  each  curve  indicate  the  differences  of  phase  between 
, The  n t al  form  of  the  curve  is  determined  by  the  difference  of  phase, 

them,  nre  mmal  to,  ^ ^ fa.m  „ the  ,„„i„g-forks  are  m un, son. 

proviteTthat  the  amplitudes  of  the  two  rectangular  v.brat.ons  decrease  ,n 
the  same  ratio. 


Fig.  280 


If  the  tuning-forks  are  not  quite  in  unisom  the  °f 

is  not  preserved,  and  the  cmve  passe  0 f the  iuminous  image 

Fig  280  represents  the  different  »PPea^“S  that  is,  when  the 

when  the  difference  between  the  tuning-forks  is  an  octav  , 
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numbers  of  their  vibrations  are  as  1 : 2;  and  fig.  281  gives  the  series  of 
curves  when  the  numbers  of  the  vibrations  are  as  3 : 4. 

It  will  be  seen  that  the  curves  are  more  complex  when  the  ratios  of  the 


numbers  of  vibrations  are  less  simple.  Lissajous  examined  these  curves 
theoretically,  and  has  calculated  their  general  equations. 

It  has  been  shown  in  art.  58  how  such  figures  may  be  produced  by  means 
of  two  pendulums  oscillating  in  rectangular  planes. 

When  these  experiments  are  made  with  the  electric  light  instead  of  an 
ordinary  lamp,  the  phenomena  are  remarkably  brilliant. 


Fig.  282 


289.  Léon  Scott’s  Phonautograph.— This  apparatus  registers  not  only 
the  vibrations  produced  by  solid  bodies,  but  also  those  produced  by  wind 
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instruments,  by  the  voice  in  singing,  and  even  by  any  noise  whatsoever  : for 
instance,  that  of  thunder,  or  the  report  of  a cannon.  It  consists  of  an  ellip- 
soidal barrel  AB  (fig.  282),  about  a foot  and  a half  long  and  a foot  in  its  greatest 
diameter,  made  of  plaster  of  Paris.  The  end  A is  open,  but  the  end  B is 
closed  by  a solid  bottom,  to  the  middle  of  which  is  fixed  a brass  tube  a,  bent 
at  an  elbow  and  terminated  by  a ring,  on  which  is  fixed  a flexible  membrane 
which,  by  means  of  a second  ring,  can  be  stretched  to  the  required  extent. 
Near  the  centre  of  the  membrane,  fixed  by  sealing-wax,  is  a hogs  bristle, 
which  acts  as  a style,  and,  of  course,  shares  the  movements  of  the  membrane 
In  order  that  the  style  shall  not  be  at  a node,  the  stretching  ring  is  fitted 
with  a movable  piece,  2,  or  subdivider , which,  being  made  to  touch  the  mem- 
brane first  at  one  point  and  then  at  another,  enables  the  experimenter  to 
alter  the  arrangements  of  the  nodal  lines  at  will.  By  means  of  the  sub- 
divider, the  point  is  made  to  coincide  with  a loop  ; that  is,  a point  where  the 

vibrations  of  the  membrane  are  at  a maximum.  . . . , 

When  a sound  is  produced  near  the  apparatus,  the  air  in  the  ellipsoid, 
the  membrane,  and  the  style  will  vibrate  in  unison  with  it,  and  it  only  remains 
to  trace  on  a sensitive  surface  the  vibrations  of  the  style,  and  to  fix  them. 
For  this  purpose  there  is  placed  in  front  of  the  membrane  a brass  cyhndei, 
C turning  round  a horizontal  axis  by  means  of  a handle,  m.  On  the  pio- 
longed  axis  of  the  cylinder  a screw  is  cut  which  works  m a nut  ; conse- 
quently, when  the  handle  is  turned,  the  cylinder  gradually  advances  in  the 
direction  of  its  axis.  Round  the  cylinder  is  wrapped  a sheet  of  paper 
covered  with  a thin  layer  of  lampblack. 


Fig.  283 


The  apparatus  is  used  by  bringing  the  prepared  paper  m o co nta  a . h 
the  point  of  the  style,  and  then  setting  the  cyl.nd ter  in  10”  ve$ 

So  long  as  no  sound  is  heard  the  style  remains  be. 

the  lampblack  along  a line  which  is  a helix  on  > ; , is  heard 

comes  straight  when  the  paper  is  unwrapped  But  when  a sou^  ^ ^ ^ 
the  membrane  and  the  style  vibrate  m unison, , ..  double 

longer  straight  but  undulates,  each  undulation  corresponding 
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vibration  of  the  style.  Consequently,  the  figures  thus  obtained  faithfully 
denote  the  number,  amplitude,  and  isochronism  of  the  vibrations. 

Fig.  283  shows  the  trace  produced  when  a simple  note  is  sung,  and 
strengthened  by  means  of  its  upper  octave.  The  latter  note  is  represented 
by  the  curve  of  lesser  amplitude.  Fig.  284  represents  the  sound  produced 
jointly  by  two  pipes  whose  notes  differ  by  an  octave.  The  lower  line  of 
fig.  285  represents  the  rolling  sound  of  the  letter  R when  pronounced  with 
a ring. 

The  upper  line  of  fig.  285  represents  the  perfectly  isochronous  vibrations 
of  a tuning-fork  placed  near  the  ellipsoid.  This  line  was  traced  by  a fine 
point  on  one  branch  of  the  fork,  which  was  thus  found  to  make  exactly  500 
vibrations  per  second.  Hence,  each  undulation  of  the  upper  line  corresponds 
to  the  part  of  a second  ; and  thus  these  lines  become  very  exact  means 
of  measuring  short  intervals  of  time.  For  example,  in  fig.  285  each  of  the 
separate  shocks  producing  the  rolling  sound  of  the  letter  R corresponds  to 
about  18  double  vibrations  of  the  tuning-fork,  and  consequently  lasts  about 

or  about  ^ of  a second. 

290.  Konig’s  manometric  flames. — Konig’s  method  consists  in  trans- 
mitting the  motion  of  the  waves  which  form  a sound  to  gas  flames,  which, 
by  their  pulsations,  indicate  the  nature  of  the  sounds.  For  this  purpose  a 


Fig.  286 


metal  capsule,  represented  in  section  at  A,  fig.  286,  is  divided  into  two  com- 
partments by  a thin  membrane  of  india  rubber  ; on  the  right  of  the  figure 
is  a gas  jet,  and  below  it  a tube  conveying  coal  gas  ; on  the  left  is  a tubu- 
lure, to  which  may  be  attached  an  india-rubber  tube.  The  other,  end  of  this 
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may  be  placed  at  the  node  of  an  organ  pipe  (275),  or  it  terminates  in  a 
mouthpiece  in  front  of  which  a given  note  may  be  sung:  this  is  the  arrange- 
ment represented  in  fig.  286. 


Fig.  287 


Fig.  288 


When  the  sound-waves  enter  the  capsule  by  the  mouthpiece  and  the 
tube  the  membrane  yielding  to  the  condensation  and  rarefaction  of  the 
waves,  the  coal  gas  in  the  compartment  on  the  right  is  alternately  contracted 
and  expanded,  and  hence  are  produced  alternations  in  the  length  'of  the 


Fig.  289 


Fig.  290 


flame,  which  are,  however,  scarcely  .perceptible  when 
directly.  To  render  them  distinct  we  may  make  use 
faces,  M,  which  may  be  turned  by  two  cog-wheels 


the  flame  is  observed 
of  a mirror  with  four 
and  a handle.  As 
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long  as  the  flame  burns  steadily,  there  appears  in  the  mirror,  when  turned,  a 
continuous  band  of  light.  But,  if  the  capsule  is  connected  with  a sounding- 
tube  yielding  the  fundamental  note,  the  image  of  the  flame  takes  the  form 
represented  in  fig.  287,  and  that  of  fig.  288  if  the  sound  yields  the  octave. 
If  the  two  sounds  reach  the  capsule  simultaneously,  the  flame  has  the'appear- 
ance  of  fig.  289  ; in  that  case,  however,  the  tube  leading  to  the  capsule  must 
be  connected  by  a T-pipe  with  two  sounding-tubes,  one  giving  the  funda- 
mental note,  and  the  other  the  octave.  If  one  gives  the  fundamental  note 
and  the  other  the  third,  the  flame  has  the  appearance  of  fig.  290. 


Fig.  291 


Fig.  292 


If  the  vowel  E is  sung  in  front  of  the  mouthpiece  first  upon  r,  and  then 
upon  c , the  mirror  gives  the  flames  represented  in  figs.  291  and  292. 

291.  Determination  of  the  intensity  of  sounds.— Meyer  has  devised  a 
plan  by  which  the  intensities  of  two  sounds  of  the  same  pitch  may  be  directly 
compaied.  The  two  sounds  are  separated  from  each  other  by  a medium 
impel  v-ious  to  sound  and  in  front  of  each  of  them  is  a resonance-globe  (256) 
ccuiately  tuned  to  the  sound.  Each  of  these  resonance-globes  is  attached 
' y ™eans  'ndia-rubber  tubes  of  equal  length  to  the  two  ends  of  a U-tube 

cansule”1  If  tl  d °fr'h,Ch,Sathlrd  provided  with  a manometric 

capsule.  If  the  resonance-globes  are  each  at  the  same  distance  from  the 

vibrate  Tf  boil  nthC  "°te  °,f  °nly  °nC  of  them  is  Proceed,  the  flame 
orates.  If  both  sounds  are  produced,  and  they  are  of  the  same  intensity 

flame"1  881116  phase>  theY  interfere  completely  in  the  tube,  so  that  the 
ame  of  the  manometnc  capsule  is  quite  stationary,  and  appears  in  the 
irning  mirror  as  a straight  luminous  band. 

If,  however  the  sounds  are  not  of  the  same  intensity,  the  interference 
vill  be  incomplete,  and  the  luminous  band  will  be  jagged  at  the  cd<>o  Tl 
distance  of  one  of  the  sounds  from  the  resonance-globed  is ^altered  until  TÏ 
flame  ,3  stationary.  The  intensities  of  the  two  so™ds  Je  to  di“c ,lv 
the  squares  of  their  distances  from  the  resonators. 


as 
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->01  Acoustic  attraction  and  repulsion.— It  was  observed  by  G uyot,  and 
afterwards  independently  by  Guthrie  and  by  Schellbach,  that  a sounding  body 
one  in  a state  of  vibration  therefore,  exercises  an  action  on  a body  in  its 
neighbourhood  which  is  sometimes  one  of  attraction  and  sometimes  of  repul- 
sion The  vibrations  of  an  elastic  medium  attract  bodies  which  are  specifi- 
cally heavier  than  itself,  and  repel  those  which  are  specifically  lighter.  I bus 
a balloon  of  goldbeater’s  skin  filled  with  carbonic  acid  is  attracted  towards 
the  opening  of  a resonance-box  on  which  is  a vibrating  tuning-fork  ; while  a 
similar  balloon  filled  with  hydrogen  and  tied  down  by  a thread  is  repelle  . 
This  result  always  follows,  even  when  the  hydrogen  balloon  is  made  heavier 

than  air  by  loading  it  with  wax.  . 

A light  piece  of  cardboard  suspended  and  held  near  a tuning-  01  ' m ' 

towards* it  when  the  fork  is  made  to  vibrate  If  the  tunmg-fork  is  susp^d 
and  is  then  made  to  vibrate,  it  moves  towards  the  card  if  the  latter  is  • 
Two  suspended  tuning-forks  in  a state  of  vibration  move  towards  each 
other  The  flame  of  a candle  placed  near  the  end  of  a sounding  tuning 
fo*  is  repelled  if  held  near  it  ; if  held  underneath,  it  flattens  oat  to  a d,sc. 

A °as  flame  near  the  end  of  the  tuning-fork  divides  into  two  arms. 

°Guthrie  found  that,  when  one  prong  of  a tuning-fork  is  enclosed  m a tub 

drawn  out  to  a capillary  portion  dipping  into  a liquid  and  ,s  set 

by  bowing  the  free  prong,  the  air  aiouna  rue 
enclosed  prong  is  expanded,  and  he  thence  con- 
cluded that  the  approach,  above  described,  of  a 
suspended  body  to  the  sounding-fork  is  due  to 
the  diminution  of  the  pressure  of  the  air  between 
the  fork  and  the  body  below  that  on  the  other 
side  of  the  body. 

A cylindrical  resonator  of  stiff  drawing-paper 
is  fastened  to  a strip  of  wood,  which  is  provided 
with  a glass  cap  and  counterpoise,  and  thus  can 
be  made  to  turn  on  a needle-pomt.  If  the  open 
end  of  the  sounding-box  of  a tunmg-fork  vibrating 
in  unison  with  the  resonator  is  brought  near  this, 
it  is  repelled  even  at  a distance  of  some  inches. 
When  a small  mill  with  four  arms  (fig.  293),  each 
provided  with  a small  resonator,  is  placed  near 
the  open  end  of  the  sounding-box,  the  repulsion 
is  so  strong  as  to  produce  a uniform  rotation. 

These  phenomena  do  not  seem  t°  be^due^the 
currents  of  air,  nor  are  they  cause  A elucidation  ; they  are  of 

specTaUnteÎeÏas  JmmisiinT^possiTle  clue  to  the  solution  of  the  problem 

°f  G^phophonj-I^e^ar  1 877 

Scflwi  k4SyareLaerŒ  L sflup.icicy  ofits  cous, rue, ion  and  for  ft. 
striking  character  of  the  results  which  it  and  it  con- 

This  instrument  in  its  original  form  is  1 ^ AA/ which  could 
sisted  generally  of  a cylinder  C,  mounted  on  a horizontal 


Fig.  293 
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he  rotated  beneath  a mouthpiece  E,  by  means  of  a winch-handle  M,  the  speed 
of  rotation  being  controlled  by  a fly-wheel  attached  to  one  end  of  the  spindle 
AA'.  Upon  the  cylindrical  surface  of  C was  cut  a helical  groove,  and  one 
end  of  the  spindle  A'  was  formed  into  a screw,  the  pitch  of  which  was  equal 
to  that  of  the  groove  upon  the  cylinder.  This  screw  worked  in  a corre- 
spondingly screwed  bearing,  so  that,  on  turning  the  handle,  the  cylinder 
not  only  rotated  upon  its  axis,  but  also  travelled  from  end  to  end  in  a direc- 
tion parallel  to  its  axis. 


Fig.  294 


The  mouthpiece  was  closed  with  a diaphragm  or  membrane  P (fig.  295),  to 
the  centre  of  which  was  attached,  by  means  of  an  india-rubber  tube,  a small 
style  S,  directed  towards  the  cylinder,  and  caused  to  vibrate  longitudinally 
by  the  vibratory  action  of  the  diaphragm  P,  and  the  position  of  the  mouth- 
piece was  so  adjusted  that  the’  point  of  the  style  was 
always  directed  to  the  centre  of  the  helical  groove  in 
the  cylinder.  On  this  grooved  cylinder  was  stretched  a 
sheet  of  tinfoil  which  bridged  over  the  grooves,  being 
supported  by  the  ridges  and  the  position  of  the  mouth- 
piece, and  its  distance  from  the  cylinder  was  adjusted 
by  the  handle  m , which  could  be  fixed  in  its  place  by 
the  set  screw  v.  Their  position  and  distance  were  so 
adjusted  that  when  the  apparatus  was  at  rest  the  point 
of  the  style  was  within  the  groove  and  a little  lower  than 
the  top  of  the  ridge. 

If,  while  the  cylinder  was  being  rotated,  sounds  or 
woids  weie  uttered  into  the  mouthpiece,  the  diaphragm  attached  thereto  was 
set  into  vibration  and  caused  the  style  to  indent  on  the  foil  a groove  of 
varying  depth,  the  bottom  of  which  was  a mechanical  record  of  the  vibration 
of  the  diaphragm,  and  therefore  of  the  sounds  by  which  those  vibrations 
were  set  up,  and  as  tinfoil  is  a very  imperfectly  elastic  material  it  is  able  to 
retain  a record  so  made. 

When  this  record  was  passed  again  beneath  the  style  the  varying  inden- 
tations on  the  foil  caused  the  style  to  vibrate  as  it  did  when  it  produced  the 
indentations,  and  the  diaphragm  was  similarly  set  into  vibration,  and  renro- 
f need  the  sound  by  which  it  was  in  the  first  instance  set  into  vibration. 

In  this  way  sound  could  be  reproduced  so  as  to  be  audible  to  a "large 
audience  ; the  articulation  was  distinct  though  feeble  ; it  reproduced  the 

muld  th  a r?n  Th°  SP°ke  Int°  itj  but  with  a nasal  intonation.  Speech 
could  thus  be  stored  up  on  a sheet  of  tinfoil  and  kept  for  an  indefinite  period 

and  the  sound  could  be  reproduced  more  than  once  from  the  same  Jecord’ 

but  after  a second  reproduction  the  clearness  was  greatly  diminished 


284 


On  Sound 


[293- 


If  the  velocity  of  rotation  were  greater  than  before,  the  pitch  of  the  sound 
was  raised  ; and  if  the  speed  were  not  uniform,  then,  in  the  case  of  a song, 
the  reproduction  was  incorrect.  In  order  to  produce  a uniform  velocity  the 
instrument  may,  with  advantage,  be  driven  by  clockwork. 

There  was  a great  difference  in  the  distinctness  with  which  the  various  con- 
sonants and  vowels  were  reproduced  ; the  most  distinct  were  words  containing 
the  vowels  A,  O,  and  U,  and  the  consonants  t,  k,  and  r ; the  j and  similar 
consonants,  on  the  contrary,  were  seldom  distinct.  If  the  phonograph  be 
rotated  in  the  reverse  direction,  the  sounds  of  which  the  words  are  made 
up  retain  their  character,  but  are  produced  in  the  reverse  order. 

The  impressions  on  the  tinfoil  appear  at  first  sight  as  a series  of successn  e 
points  or  dots,  but  when  examined  under  a microscope  they  are  seen  to  have 
a distinct  form  of  their  own.  When  a cast  is  taken  by  means  of  fusible 
metal  and  a longitudinal  section  made,  the  outline  closely  resembles  the 
jagged  edge  of  a Kônig’s  flame.  Mr.  Edison  stated  that  as  many  as  40,000 
words  can  be  registered  on  the  foil  on  a space  not  exceeding  10  square  inches. 

The  phonograph  has  been  used  with  great  advantage  by  Jenkins  anc 
King  for  the  analysis  of  vocal  sounds,  for  which  purpose  it  is  better  suited 

than  Konig’s  flames.  . . . • 

The  zraphophone , invented  by  Mr.  Sumner  Tamter,  in  conjunction  with 

Professor  Graham  Bell  and  Dr.  Chichester  Bell,  consists  essentially  of  three 
parts  : the  recorder,  the  cylinder  on  which  the  record  is  made,  and  the 
reproducer. 


Fig.  ?<f> 


The  record  is  made  on  a hollow  cylinder  C (fig.  296)  of  cardboard,  M, 
s™ on  a bar  parallel  to  aatl  in  front  of  the  cylinder  is  clamped  the  recorder, 
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which  consists  of  an  exceedingly  minute  cutting  point,  or  rather  chisel,  fixed 
to  a mica  diaphragm.  This  diaphragm  is  at  the  end  of  a flexible  tube  pro- 
vided with  a mouthpiece.  If  this  is  spoken  into,  the  diaphragm  vibrates  with 
a to-and-fro  motion,  and  if  at  the  same  time  the  cylinder  rotates  at  a uniform 
speed  the  style  cuts  or  carves  out  a groove  in  the  surface  of  the  wax,  forming 
a very  irregular  outline  which  is  the  exact  reproduction  of  the  sound-wave. 
Therein  lies  the  difference  between  the  graphophone  and  the  phonograph, 
for  in  the  latter  the  record  is  produced  by  a process  of  indentation,  while  in 
the  former  the  record  of  the  sound-waves  is  engraved  in  a waxy  material. 
The  grooves  are  so  excessively  minute  that  their  variations  in  depth  cannot 
be  recognised  by  the  naked  eye  ; they  are  not  more  than  the  rr;!0IJ  of  an  inch 
in  diameter,  and  there  are  160  to  the  inch. 

The  reproducer  (fig.  297)  consists  of  a light  ebonite  tube  SM,  at  one  end  of 
which  is  the  enlargement  M containing  the  diaphragm,  which,  like  that  of  the 
recorder,  is  of  mica,  but  is  somewhat  smaller.  The  diaphragm  is  connected 
by  means  of  a fine  waxed  silk  thread  f with  a fine  steel  point  or  hook  a,  which 
rocks  on  a pivot  at  the  end  of  the  tube.  There  is  an  arrangement  by  which 
this  reproducer  can  be  clamped  in  front  of  the  recorder,  so  that  when  the 


Fig  297 
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CHAPTER  I 

PRELIMINARY  IDEAS.  THERMOMETERS 

2CU  Heat  Hypothesis  as  to  its  nature.— In  ordinary  language  the  term 
hea  s' Ted  not  only  to  express  a particnlar  sensation,  but  also  to  describe 
that  particular  state  or  condition  of  matter  which  produces  this  sensation. 
Besicles  producing  this  sensation,  heat  acts  variously  upon  bodies  , it  melts 
fcfbods  water,  makes  metals  red-hot,  produces  electric  currents,  decont- 

P°^T\wa  theories  asto^he^ause^oMieat  have  been  propounded  , these  are 

fluid,  which  surrounds 

the  molecules  of  bodies,  and  can  pass  from  one  body  to  another.  The  heat 
atmospheres  which  thus  surround  the  molecules,  exert  a repel  mg  m 

loH  nTher  in  consequence  of  which  heat  acts  in  opposition  to  the  foice 
of  cohesion.  The  entrance  of  this  substance  into  our  bodies  produces  tie 

Sen^nthe°s^on^thypothesîs  die  hea^^^a'body'is  caused  by  an  extremely 

l ude  At  any  gKen  time  the  whole  of  the  molecules  of  a body  possess 

SCof  moH'ch  is  the  heat  they  contain.  To  increase  diem  = 
eneigy  ’ , . to  iower  their  temperatuie  is  to  decrease 

ture  is  orna  ‘ ^ Qn  th?  v\eWj  heat  is  not  a substance  but  a condition 

then  eneigy.  ^ rall  p,e  transferred  from  one  body  to  anothei . 

pervades  aH  matter  and  mfim  e sp  ■ to  material  objects  set 
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vibration,  and  its  vibrations  are  transmitted  by  atmospheric  air  to  the  audi- 
tory apparatus  in  which  is  produced  the  sensation  of  sound. 

This  hypothesis  as  to  the  nature  of  heat  is  now  admitted  by  the  most 
distinguished  physicists.  It  affords  a better  explanation  of  all  the  phenomena 
of  heat  than  any  other  theory,  and  it  reveals  an  intimate  connection  between 
heat  and  light.  It  will  be  subsequently  seen  that  by  the  friction  of  bodies 
against  each  other  an  indefinite  quantity  of  heat  can  be  produced.  Experi- 
ment has  shown  that  there  is  an  exact  equivalence  between  the  energy  of  the 
motion  thus  destroyed  and  the  heat  produced.  These  and  many  other  facts 
are  utterly  inexplicable  on  the  assumption  that  heat  is  a substance,  and  not 
a form  of  energy. 

In  what  follows,  however,  the  phenomena  of  heat  will  be  considered,  as 
far  as  possible,  independently  of  either  hypothesis  ; but  we  shall  subsequently 
return  to  the  reason  for  the  adoption  of  the  latter  hypothesis. 

Assuming  that  the  heat  of  bodies  is  due  to  the  motion  of  their  particles, 
i.e.  to  their  internal  kinetic  energy,  we  may  admit  the  following  explanation 
as  to  the  nature  of  this  motion  in  the  various  forms  of  matter  : — 

In  solids  the  molecules  of  even  the  most  rigid  bodies  have  a kind  ot 
vibiatory  motion  about  certain  fixed  positions.  This  motion  is  probably  very 
complex  ; the  constituents  of  the  molecule  may  oscillate  about  each  other,  this 
motion  being  in  addition  to  the  oscillation  of  the  molecule  as  a whole  ; and 
this  lattei  again  may  be  a to-and-fro  motion,  or  it  may  be  a rotatory  motion 
about  the  centre.  In  cases  in  which  external  forces,  such  as  violent  shocks, 
act  upon  the  body,  the  molecules  may  permanently  acquire  fresh  positions. 

In  the  liquid  state  the  molecules  have  no  fixed  positions.  They  can 
rotate  about  their  centres  of  gravity,  and  the  centre  of  gravity  itself  may 
move.  But  the  motion  due  to  collisions,  compared  with  the  mutual  attrac- 
tion of  the  molecules,  is  not  sufficient  to  separate  the  molecules  from  each 
othei.  A molecule  no  longer  adheres  to  particular  adjacent  ones  ; but  it  does 
not  spontaneously  leave  them  except  to  come  into  the  same  relation  to  fresh 
ones  as  to  its  previous  adjacent  ones.  Thus  in  a liquid  there  is  a vibratory 
rotatoiy,  and  progi'essive  motion  of  the  molecules. 

In  the  gaseous  state  the  molecules  are  almost  entirely  without  action  upon 
each  other  ; they  neither  attract  nor  repel  each  other.  They  fly  forward  in 
straight  lines  according  to  the  ordinary  laws  of  motion,  until  they  impinge 
against  other  molecules  or  against  a fixed  envelope  which  they  cannot  pene- 
trate, and  then  fly  off  in  another  direction,  with,  in  the  main,  their  original 
velocity.  If  the  molecules  were  in  space,  where  no  external  force  could  act 
upon  them,  they  would  fly  apart,  and  disappear  in  infinity.  But  if  contained 
in  any  vessel,  the  molecules  continually  impinge  in  all  directions  against 

l îe  sides,  and  thus  arises  the  pressure  which  a gas  exerts  on  its  containing 
vessel.  & 

1 he  perfection  of  the  gaseous  state,  or  what  may  be  regarded  as  an  ideal 
gas,  implies  that  the  space  actually  occupied  by  the  molecules  of  the  gas  is 
infinitely  small  compared  with  the  entire  volume  of  the  gas  ; that  the  time 
occupied  by  the  impact  of  a molecule  either  against  another  molecule  or 
against  the  sides  of  the  vessel,  is  infinitely  small  in  comparison  with  the 
interval  between  any  two  impacts  ; and  that  the  influence  of  molecular 
attraction  is  infinitely  small.  When  these  conditions  are  not  fulfilled  the 
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gas  partakes  more  or  less  of  the  nature  of  a liquid,  and  exhibits  ceitain 
deviations  from  Boyle’s  law  (181).  This  is  the  case  with  all  gases  ; to  a very 
slight  extent  with  the  less  easily  condensable  gases,  but  to  a far  greater 
extent  with  vapours  and  the  more  condensable  gases,  especially  near  their 
points  of  liquefaction.  These  are  now  explained  by  the  modification  which 
Van  der  Waals  has  introduced  into  the  equation  for  gases  (183). 

295.  Dynamical  theory  of  gases.— We  have  seen  that  in  the  gaseous 
condition  the  particles  are  assumed  to  fly  about  in  right  lines  in  all  possible 
directions.  A rough  illustration  of  this  condition  of  matter  is  afforded  by 
imagining  the  case  of  a number  of  bees  enclosed  in  a box. 

Let  us  suppose  a cubical  vessel  to  be  filled  with  air  under  standard  con- 
ditions of  temperature  and  pressure.  Let  the  length  of  the  sides  be  a.  W e 
will  for  the  present  suppose  that  each  particle  moves  freely  in  the  space 
without  striking  against  another  particle.  All  possible  motions  may  be  con- 
ceived to  be  resolved  into  motions  in  three  directions  which  are  parallel  to 
the  faces  of  the  cube.  Conceive  any  single  particle  of  mass,  m ; it  will  strike 
against  one  face  with  such  a velocity,  u,  as  not  only  to  annul  its  own  motion, 
but  to  cause  it  to  rebound  in  the  opposite  direction  with  the  same  velocity  ; 
hence  the  measure  of  the  force  with  which  it  strikes  against  the  side  will 
be  imu.  Now,  by  their  rapid  succession  and  their  uniform  distribution, 
the  total  action  of  these  separate  impacts  is  to  produce  a pressure  against 
the  sides  of  the  vessel  which  is  the  elastic  force  of  the  gas  ; and,  to  measure 
the  pressure  on  the  side,  we  must  multiply  the  force  of  each  individual  impact 

by  the  total  number  of  such  impacts.  . . 

Since  the  length  of  the  side  is  a,  if  there  are  n molecules  in  the  unit 


of  space,  there  will  be  no' 


m the  volume  of  the  cube,  of  which  11  a-  will  be 

j 

moving  in  a direction  parallel  to  each  one  of  the  sides.  To  get  the  number 
of  impacts  on  one  face,  we  must  remember  that  they  succeed  each  other, 
after  the  interval  of  time  required  for  a particle  to  fly  to  the  opposite  side 
and  back  again.  Hence,  u being  the  velocity,  the  number  of  impacts  which 

each  particle  makes  in  the  unit  of  time,  a second,  will  be  fn,  and  the  number 

of  all  such  which  strike  against  one  side  will  be  ±na3l^  = £na-u. 

Now,  since  each  one  exerts  a pressure  represented  by  2 mu,  we  shall  have 
for  the  force  exerted  on  the  surface  «- 

per  = ^cpnmii1, 

and  therefore  the  pressure  or  the  force  per  unit  of  surface  will  be 

p =.  \nmii1. 

Again,  if  N is  the  number  of  molecules  in  the  volume  7.,  N = nv,  and 
therefore 

j,  = aN-»ik*  ; that  is,  pv  = mu\ 
v 

R.u  for  anv  given  mass  of  gas  at  constant  temperature,  N,  »/,  and  u are 
constant  quSIes,  and  the  product  * .must  ttotoe  *0  be  constant: 
this,  however,  is  only  one  form  of  expressing  Boyles  Ian  (ib  ). 
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We  may  put  the  above  expression  in  the  form  pv  = l'AnilL ' so  that  for 

2 

equal  volumes  of  two  different  gases  under  the  same  conditions  of  tempera- 
ture and  pressure  §N^-'  = fN'Mÿld.  The  latter  part  of  the  expression 

represents  the  energy  of  the  gas  in  each  case.  But  under  the  conditions 
stated  these  are  equal  ; accordingly  we  have  N = N",  that  is  to  say  that  equal 
volumes  of  two  different  gases  under  the  same  conditions  of  temperature 
and  pressure  contain  the  same  number  of  molecules.  This,  which  is  known 
as  Avogadro's  law , was  deduced  by  him  from  other  considerations,  and 
forms  one  of  the  most  important  bases  of  theoretical  chemistry. 

296.  Molecular  velocity.  In  the  formula  p — ^nmid^nm  represents  the 
mass  in  unit  volume  which  we  may  designate  as  the  density,  p,  of  the  gas 
and  which  can  be  directly  measured  ; and,  since  the  pressure  p is  also 
capable  of  direct  measurement,  we  can  calculate  the  third  magnitude  u in 
absolute  measure. 

The  pressure^  on  a gas  is  equal  to  the  action  of  gravity  on  a column  of 
mercury  of  given  height,  h ; so  that,  if  3 is  the  density  of  mercury  = 1 rc  96 
and  g the  acceleration  of  gravity,  p = bgk  and  ’ 

id  = ^g/l. 

P 


Now,  if  <7  be  the  specific  gravity  of  the  gas  as  compared  with  air,  which  is 

lighter  than  water,  p x 773-3  = o-,  or  p = 

//So  r 773-3’ 

ui  _ 3 x 1 3 '596  x 0-76  x 9'Si  1 5 x 773-3 


which  gives  u ^ ^ ; that  is,  that  for  atmospheric  air  the  mean  velocity  of 


the  particles  is  485  metres  in  a second.  For  other  gases 
m the  same  units,  0 = 461,  N = 492,  11  = 1844. 

It  follows  from  the  above  equation  that 


we  have,  expressed 


u . = Vo-j  : vV  ; 

that  is  that  the  molecular  velocities  are  inversely  as  the  square  roots  of  the 
£*£  l*‘  -***  » ™>*«d  by  experiments  ™ 

thJrt  a gaS  the,yel0Clties  of  the  Particles  are  unequal;  since,  even  supposing 

soon  aîterVereFo  the  San?e’  k is  not  d!fficult  to  see  that  they  would 

, , 01 . lrnagme  a particle  to  be  moving  parallel  to  one  side  and 

its  motion  tChentnCally  by  an°ther  movin&  at  ri&ht  angles  to  the  direction  of 
s motion  the  particle  struck  would  proceed  on  its  new  path  with  increased 

spartic,e'vonld  rebound  in  * “ 

one  given  time,  be  a certain  average  distribution  of  velocities  No  f*"’ 
cons, derat, on,  based  on  the  theory  of  probabilités, t SS  Je rZ 'Z 

u 
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sotne  velocities  will  be  ntore 

be  one  velocity  which  is  moi  e pi  • particle  as  deduced  above, 

most  probable  velocity.  Tic  mean  vt  ^ mean  of  all  the  velocities  ; 

is  not  this, ' rtat'velocity  which,  if  all  the  molecules  possessetl  it, 

"X ï-e,r  H? — 

the  side  as  that  which  actually  e»s  s.  most  notable 

than  the  arithmetical  mean  velocity,  and  is  | that  ot 

single  velocity.  . m c„r,,ofinns  render  it  possible  to 

Theoretical  as  well  as  experimental  observa .üok ^ molecule 

determine  with  great  probability  t îe  ellS  j • h is  known  as  the  free 

of  a gas  traverses  before  it  encounters  another,  w is  that  is,  the 

path.  This  is  not  a constant  number  in  one  and  the^sa  , ^g  ^ and  the 

paths  which  the  molecules  trave  >e  we  The  l dl  0f  tbis  depends 

average  of  these  is  known  as  the  mean  free  Path.  1 hcteig  ^ as 

on  the  number  of  molecules  tn  , and  volume  £ * numljm  of 

the  density  ; for  it  is  obvious  that  as the  de  ^ (jne  molecuie  travels 

molecules  increases  also,  and  tieiev,  ^ smaller.  The  mean  free  path 
before  it  meets  another  will  be  so  *'!^^olecules.  In  nitrogen 

in  different  gases  will  be  shorter  Üre  la  g determined  to  be  98'6  w* 

measured  under  standard  conditions  it  ha^ add  68  ^ The 
(micromillimetres),  m hydrogen  i 5 5 . in  the  case  of  hydrogen 

frequency  of  the  impacts  has  a so  eei  g millions  per  second, 

this  is  9480  millions,  and  of  nitrogen  a ^ theofy  of  gases  that  with  its 
It  has  been  urged  against  th  cras  with  another  ought  to 

^ts  mus‘ “kep,ace 

before  a molecule  passes  to  anY  gr^  themselves  have  been  calculated  by 
The  magnitudes  of  the  molecul  ^ various  physical  pheno- 

several  observers  from  different  “^ance  that  the  diameter  of  the  molecule 
mena  (3).  Loschmic  t oun . , and  nitrogen  o-8  w-  The  results  o 

of  hydrogen  was  4 1 w,  oxygen  7 W remarkably  with  these, 

other  estimates,  made  by  of  heat  upon  bodies 

297-  General  effects  of  heat.  Th  g ^ .g  expendedjiwaij^g,  the 
may  be  classed  under  three  head  . -On. ncreasi^g~thi  kinetic  energy  of  its 
temperature  of  a body  ; tia  ^ heat  communicated  to  a body  mu_y__bc 
molecules.  A second  poi  101  ■ of  tde  at0ms  within  the  molccu_e^- 

spent  in  altering  the  relative  1 _ , ,,  The  third  portion  is  spent 

These  two  effects  ate  classed  “ “f externa] pressure.  The 
in  increasing  the 

heat  or  work  required  for  this  is  called  heated.  As  a general 

298.  Expansion.  Nearly  all  bodies  expa,  ^ ^ solids. 
rule,  gases  are  the  most  expansible,  th^^  1^  ^ consider  the  expansion 

either  t 

of  ^ — - 
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other.  As  liquids  and  gases  have  no  definite  figures,  the  expansions  of 
volume  have  in  them  alone  to  be  considered. 

To  show  the  linear  expansion  of  solids,  the  apparatus  represented  in 
fig.  298  may  be  used.  A metal  rod,  A,  is  fixed  at  one  end  by  a screw,  B, 


wlnle  the  other  end  presses  against  the  short  arm  of  an  index,  K,  which 
moves  on  a scale.  Below  the  rod  there  is  a sort  of  cylindrical  lamp  in 
which  alcohol  is  burned.  The  needle  K is  at  the  first  at  zero  point,  but  as 
the  îod  becomes  heated  it  expands,  and  moves  the  needle  along  the  scale. 

he  cubical  expansion  of  solids  is  shown  by  a Gravesande’s  ring.  This 
consists  of  a brass  ball,  a (fig.  299),  which  at  the  ordinary  temperature  passes 


Fig.  299 


Fig.  300 


Fig.  301 


freely  through  a ring,  /«,  almost  of  the  same  diameter  Rm  1 , , 

?"ds’ “d.no  i—  c g ,hc  “ 

contain  some  co, cured  liquid,  the  liquid  mpidly^tthe^ ' 


2Ç)Z  ~ 

is  applied,  and  the  expansion  thus  observed  is  far  greater  than  m the  case  o 

^eC:S"h^,  £53*  sine,  forth  an  exception  to  this 
rule,  as  do  also  some  kinds  of  glass. 

MEASUREMENT  OF  TEMPERATURE.  THERMOMETRY 

, 'Ti-tfx  ff’ni'hc'K&tuT'c  or  hotness  of  a body  ma^  be 
defined,  inde^endendy  of  any  U lends 

be  confounded  with  the  quantity  o Quantity  of  heat,  and,  conversely, 

high  temperature  and  yet  have  a very he’at  ’if  a cup  of 
a low  temperature  and  yet  P“se  ^ h the  same  temperature,  yet 

water  is  taken  from  a This  subject  of  the 

“PW-  thC  chaP'“  °" 

SPe3»C  ^Thermometers.  Thermometers  5532 

temperature.  Owing  to  the  ™pe‘  “j°ion  0f  heat  or  cold  which  they 
to  measure  temperatures  by  the  the  physical  actions  of 

produce  in  us,  and  hence  recouise  mu  kinds,  but  the  expansion  ot 

heat  on  bodies.  These  actions  aie  of  various ^ ^ produCeS 
bodies  has  been  selected  as  th^easi  ^ ^ mQSt  delicate  methods  of 
electric  phenomena  in  bodie  , R see  in  a subsequent 

observing  temperatures  have  been  based,  as 

chapter.  . instruction  of  thermometers— the  expan- 

Liquids  are  best  suited  for  t 0.ases  complicated  by  variations 

sion  of  solids  being  too  smaU,  and  t t f g ? used_the  former 

of  pressure^  ‘temperatu/e,  a^d  the  latter  because  ,t 

because  it  boils  at  a m Y solidification, 

requires  an  extremely  low  temP^rat  ^QSt  extensively  used.  It  consists  of 
The  mercury  thermometer  . , ig  blown  the  bulb,  a cylindrical 

a capillary  glass  tube,  at  the  en  & t of  the  stem  are  filled  with 

or  spherical  reservoir.  Both  the  b graduated  either  on  the 

mercury,  and  the  expansion  is  m«isu ed  by  a 

^ÎSrirSdÙ^r^ryintotheroservoiriandthe 

graduation. 
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301.  Division  of  the  tube  into  parts  of  equal  capacity.  Calibration. — As 

the  indications  of  the  thermometer  are  only  correct  when  the  divisions  of  the 
scale  correspond  to  equal  expansions  of  the  mercury  in  the  reservoir,  the 
scale  must  be  graduated,  so  as  to  indicate  parts  of  equal  capacity  in  the  tube. 
If  the  tube  were  of  the  same  diameter  throughout,  it  would  only  be  neces- 
sary to  divide  it  into  equal  lengths.  But  as  the  diameter  of  glass  tubes  is 
usually  greater  at  one  end  than  another,  parts  of  equal  capacity  in  the  tube 
are  represented  by  unequal  lengths  of  the  scale. 

In  order,  therefore,  to  select  a tube  of  uniform  bore,  the  tube  is  calibrated  ; 
for  this  purpose,  a thread  of  mercury  about  an  inch  long  is  introduced  into 
the  capillary  tube,  and  moved  to  different  positions 
in  the  tube,  care  being  taken  to  keep  it  at  the  same 
temperature.  If  the  thread  is  of  the  same  length 
in  every  part  of  the  tube,  the  capacity  is  everywhere 
the  same  ; but  if  the  thread  occupies  different 
lengths  in  different  parts,  the  tube  is  rejected,  and 
another  one  sought. 

302.  Filling  the  thermometer. — In  order  to  fill 
the  thermometer  with  mercury,  a small  funnel,  C 
(fig.  302),  is  blown  on  the  top,  and  is  filled  with 
mercury  ; the  tube  is  then  slightly  inclined,  and 
the  air  in  the  bulb  expanded  by  heating  it  with  a 
spirit  lamp.  The  expanded  air  partially  escapes 
by  the  funnel,  and,  on  cooling,  the  air  which  re- 
mains contracts,  and  a portion  of  the  mercury 
passes  into  the  bulb,  D.  The  bulb  is  then  again 
warmed,  and  allowed  to  cool,  a fresh  quantity  of 
meicuiy  enters,  and  so  on,  until  the  bulb  and  part 
of  the  tube  are  full  of  mercury.  The  mercury  is 
then  heated  to  boiling  ; the  mercury  vapour  in 
escaping  carries  with  it  the  air  and  moisture 
which  remain  in  the  tube.  The  tube,  being  full  of 
the  expanded  mercury  and  of  mercury  vapour,  is 
hermetically  sealed  at  one  end.  When  the  ther- 
mometer is  cold,  the  mercury  qught  to  fill  the  bulb 
and  a portion  of  the  stem. 

3°3-  Determination  of  the  fixed  points  and  graduation  of  the  thermo- 
meter.-Experiment  has  shown  that  ice  constantly  melts  at  the  same  tern 
perature,  whatever  be  the  source  of  heat,  and  that  distilled  water  under  the 
same  pressure  and  in  a given  vessel  always  boils  at  the  same  temperature 
These  two  temperatures  therefore,  that  of  melting  ice,  and  that  of  water 
boding  under  a pressure  of  76  cm.  of  mercury,  may  be  taken  as  fixed 
points  of  reference  for  the  thermometer  stem. 

I o obtain  the  lower  fixed  point  snow  or  pounded  ice  is  placed  in  a vessel 

n q 3°j]'  . 16  bulb  and  a Part  of  the  stem  of  the  thermometer  are  immersed 
this  foi  about  a quarter  of  an  hour,  and  a mark  made  at  the  level  nf  .1 
mercury,  which  represents  the  point  required.  d °f  the 

The  second  fixed  point  is  determined  by  means  of  an  apparatus  of  uT.Vi 

3=4  represents  a vertical  section.  A central  * tïï 


Fig. 
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ends  is  fixed  on  a cylindrical  vessel  containing  water  ; a second  tube,  C, 
concentric  with  the  first,  and  surrounding  it,  is  fixed  on  the  same  vesse  . 
In  Ais  second  cylinder,  which  is  closed  at -both  ends,  there  are  three 
tubulures  « r,  rl  A cork,  in  which  is  the  thermometer,  fits  ma.  lo 
tube,  containing  mercury,  is  attached,  which  serves  as  a mano- 
meter for  measuring  the  pressure  of  the  vapour  in  the  apparatus  ; ns  an 
escape  tube  for  the  vapour  and  condensed  water. 


Fig.  303 


Fig.  3°4 


The  apparatus  is  heaJed  ^e  B a^p^sing  throughA^outeUTb^ 
produced  in  A uses  in  th  ’ . T surrounded  with  vapour,  the 

escapes  by;'.  ^Ld  ^^the  top  of  the  mercurial  column  has  become 

mercury  expands,  and  wnexi  n , , This  is  the  point  sought  for. 

- » 

its  ^ .»  ^-^-5 

require  that  the  height  of  the  baiometer  0 or  less  than  this 

760  millimetres,  for,  when  the  “ degrees.  But  the  point  ioo 

quantity,  water  boils  either  above  01  correction.  For 

may  always  be  exactly  obtained  by  . ^ ^ barometer  there  is  a differ- 
every  27  millimetres  difference  81  If  for  example,  the  height  of  the 

barometer  îs  778-— fhat"is,  ,8  milbmeties,  or  two-thirds  of  27.  above  760- 
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water  would  boil  at  100  degrees  and  two-thirds.  Consequently  ioo|  would 
have  to  be  marked  at  the  point  at  which  the  mercury  stops. 

Gay-Lussac  observed  that  water  boils  at  a somewhat  higher  temperature 
in  a glass  than  in  a metal  vessel  ; and  as  the  boiling  point  is  raised  by  any 
salts  which  are  dissolved,  it  has  been  assumed  that  it  was  necessary  to  use  a 
metal  vessel  and  distilled  water  in  fixing  the  boiling  point.  Rudberg  showed, 
however,  that  these  latter  precautions  are  superfluous.  The  nature  of  the 
vessel  and  salts  dissolved  in  ordinary  water  affect  the  temperature  of  boil- 
ing water,  but  not  that  of  the  vapour  which  is  formed.  That  is  to  say,  that 
if  the  temperature  of  boiling  water  from  any  of  the  above  causes  is  higher 
than  100  degrees,  the  temperature  of  the  vapour  does  not  exceed  100,  provided 
the  pressure  is  not  more  than  760  millimetres.  Consequently,  the  higher 
point  may  be  determined  in  a vessel  of  any  material,  when  the  thermometer 
is  quite  surrounded  by  vapour,  and  does  not  dip  in  the  water. 

Even  with  distilled  water  the  bulb  of  the  thermometer  must  ^ 
not  dip  in  the  liquid  ; for,  strictly  speaking,  it  is  only  the  upper  w 
layer  that  really  has  the  temperature  of  100  degrees,  since  the 
temperature  increases  from  layer  to  layer  towards  the  bottom, 
in  consequence  of  the  increased  pressure. 

304.  Construction  of  the  scale. — Just  as  the  foot-rule  which 
is  adopted  as  the  unit  of  comparison  for  length  is  divided  into  a 
number  of  equal  divisions  called  inches  for  the  purpose  of  pro- 
viding a smaller  unit  of  comparison,  so  likewise  the  unit  of 
comparison  of  temperatures,  the  range  from  the  melting  point 
to  the  boiling  point,  must  be  divided  into  a number  of  parts 
of  equal  capacity  called  degrees.  On  the  Continent,  and  more 
especially  in  France,  this  space  is  divided  into  100  parts,  the 
lower  fixed  point  being'  marked  o and  the  upper  100,  and  this 
division  is  called  the  Centigrade  or  Celsius  scale;  Celsius,  its 
inventor,  died  in  1742.  The  Centigrade  thermometer  is  almost 
exclusively  adopted  in  foreign  scientific  works,  and,  as  its  use 
is  gradually  extending  in  this  country,  it  has  been  and  will  be 
adopted  in  this  book. 

The  degrees  are  designated  by  a small  cipher  placed  a little 
above  on  the  right  of  the  number  which  marks  the  temperature, 
and  to  indicate  temperatures  below  zero  the  minus  sign  is  placed 
before  them.  Thus,  - 15  signifies  15  degrees  below  zero. 

In  accurate  thermometers  the  scale  is  marked  on  the  stem 
itself  (fig.  305).  It  cannot  be  displaced,  and  its  length  remains 
fixed,  as  glass  has  very  little  expansibility.  The  graduation  is 
effected  by  covering  the  stem  with  a thin  layer  of  wax,  and  then 
marking  the  divisions  of  the  scale,  as  well  as  the  corresponding 
numbers,  with  a steel  point.  The  thermometer  is  then  exposed 
for  about  ten  minutes  to  the  vapours  of  hydrofluoric  acid,  which 
attacks  the  glass  where  the  wax  has  been  removed.  The  stem  Fls-  3°s 
is  thus  permanently  etched. 

Besides  the  Centigrade  scale  two  others  are  frequently  used-Fakren/icifs 
scale  and  Réaumur1  s scale. 

In  Reaumur’s  scale  the  fixed  points  are  the  same  as  on  the  Centigrade 
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scale,  but  the  distance  between  them  is  divided  into  80  degrees,  instead  of 
into  ioo.  That  is  to  say,  80  degrees  Réaumur  are  equal  to  ioo  degrees 
Centigrade  ; i degree  Réaumur  is  equal  to  J8nir  or  £ of  a degree  Centi- 
grade, and  i degree  Centigrade  equals  xW  or  é degree  Réaumur.  Con- 
sequently, to  convert  any  number  of  Réaumur’s  degrees  into  Centigrade 
degrees  (20,  for  example),  it  is  merely  necessary  to  multiply  them  by  £ 
(which  gives  25).  Similarly,  Centigrade  degrees  are  converted  into  Réaumur 

by  multiplying  them  by  f . . . 

The  thermometric  scale  invented  by  Fahrenheit  m 1714  is  still  much 
used  in  England,  and  also  in  Holland  and  North  America.  The  higher 
fixed  point  is,  like  that  of  the  other  scales,  the  temperature  of  boiling  water  ; 
but  the  null  point  of  zero  is  the  temperature  obtained  by  mixing  equal 
weights  of  sal-ammoniac  and  snow,  and  the  interval  between  the  two  points 
is  divided  into  212  degrees.  The  zero  was  selected  because  the  temperature 
was  the  lowest  then  known,  and  was  thought  to  represent  absolute  cold. 
When  Fahrenheit’s  thermometer  is  placed  in  melting  ice  it  stands  at  32 
degrees,  and  therefore  100  degrees  on  the  Centigrade  scale  are  equal  to  1 o 
degrees  on  the  Fahrenheit  scale,  and  thus  1 degree  Centigrade  is  equal  to 
I of  a degree  Fahrenheit,  and,  conversely,  1 degree  Fahrenheit  is  equal  to 
4 of  a degree  Centigrade. 

Since  the  distance  on  the  thermometer  stem  between  boiling  point  and 
freezing  point  is  divided  into  180,  100,  and  80  equal  parts  respectively  on 
the  Fahrenheit,  Centigrade,  and  Réaumur  scales,  it  is  clear  that  9 degiees 
Fahrenheit  = 5 degrees  Centigrade  = 4 degrees  Réaumur.  Hence,  since  on 
the  two  latter  scales  the  graduations  begin  from  the  freezing  point  and  on  the 
Fahrenheit  scale  from  a point  32  degrees  below  the  freezing  point,  if  f , C, 
and  R represent  the  same  temperature  on  the  different  scales, 

F -32  _ C = R 

9 5 4’ 


ooq.  Displacement  of  zero.— Thermometers,  even  when  constructed 
with  the  greatest  care,  are  subject  to  a source  of  error  which  must  be  taken 
into  account  ; this  is,  that  in  course  of  time  the  zero  tends  to  rise,  the  is- 
placement  sometimes  extending  to  as  much  as  2 degrees  ; so  that  when  the 
thermometer  is  immersed  in  melting  ice  the  mercury  no  longer  sinks  to  zero 
This  is  generally  attributed  to  a diminution  of  the  volume  of  the  bulb  anc 
also  of  the  stem,  occasioned  by  the  pressure  of  the  atmosphere.  It  is  usual 
with  very  accurate  thermometers  to  fill  them  two  or  three  years  befoie  the> 
are  graduated.  Joule  once  observed  that  even  after  twenty-five  years  a 
delicate  thermometer  indicated  a displacement  of  zero. 

Besides  this  slow  displacement,  there  are  often  variations  in  the  position 
of  the  zero,  when  the  thermometer  has  been  exposed  to  temperatuies  above 
6o°  caused  by  the  fact  that  the  bulb  and  stem  do  not  immediately  contract 
on  cooling  to  their  original  volume;  these  differences  are  greater  the 
thicker  the  glass  sides,  and  hence  it  is  necessary  from  time  to  time  to  verify 
the  position  of  zero  when  a thermometer  is  used  for  accuiate  dÇte™a  ' ; 

Régnault  noticed  that  some  mercury  thermometeis,  which  ag 
and  at  ioo°,  differ  between  these  points,  and  he  ascribed  this  to  the  un  q . 
expansion  of  different  kinds  of  glass. 
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According  to  Pfauncller  the  difference  due  to  this  cause  is  scarcely  o'2  of  a 
degree  between  0°  and  ioo°,  while  at  350°  it  may  be  as  much  as  10  degrees. 

306.  Limits  to  the  employment  of  mercury  thermometers. — Of  all 
thermometers  in  which  liquids  are  used,  the  one  with  mercury  is  the  most 
useful,  because  this  liquid  is  easily  obtained  pure  and  expands  veiy  regularly 
between  -36°  and  ioo°;  that  is,  proportionally  to  the  rise  of  temperature. 
It  also  has  the  advantage  of  having  a veiy  low  specific  heat.  But  for 
temperatures  below  —36°  C.  the  alcohol  thermometer  must  be  used,  since 
mercury  solidifies  at  — 390  C.  Above  100  degrees  the  coefficient  of  expan- 
sion increases,  and  the  indications  of  the  mercury  thermometer  are  only 
approximately  correct,  the  error  rising  sometimes  to  several  degrees. 
Mercury  thermometers  cannot  be  used  for  temperatures  above  350°,  for 
this  is  the  boiling  point  of  mercury. 

F01  very  accurate  measurements  the  air  thermometer  is  used  (336). 

J07.  Alcohol  thermometer. — The  alcohol  thermometer  differs  from  the 
mercury  thermometer  in  being  filled  with  coloured  alcohol,  and  in  having  a 
tube  of  laigei  calibre.  The  method  of  filling  an  alcohol  thermometer  is 
similar  to  that  already  described  for  mercury  thermometers.  When  the 
bulb  and  tube  have  been  filled  to  the  requisite  height,  the  end  of  the  tube  is 
sealed  by  the  blowpipe,  but  no  attempt  is  made  to  get  rid  of  the  air  in  the 
tu  e.  On  the  contrary,  it  is  an  advantage  to  have  air  in  the  tube  at  somewhat 
greater  than  atmospheric  pressure,  as  the  alcohol  column  is  thus  prevented 
trom  breaking  up  into  short  cylinders  separated  by  vapour.  Alcohol  thermo- 
meters, after  o°  C.  has  been  obtained  by  melting  ice,  are  usually  graduated 
y placing-  them  in  baths  at  different  temperatures  together  with  a standard 
meicuiy  t reimometei,  and  marking  on  the  alcohol  thermometer  the  tem- 
perature indicated  by  the  mercury  thermometer.  In  this  manner  the  alcohol 
thermometer  is  made  comparable  with  the  mercury  one  ; that  is  to  say,  it 
ndicates  the  same  temperatures  under  the  same  conditions.  The  alcohol 
r 1S  eSpeCially  Used  for  low  temperatures,  as  alcohol  only  freezes 

1 r3°f'  Condltlons  of  delicacy  of  a thermometer.— A thermometer  may  be 

nemt^,\tTv,WayS:_I'mVhen  * indicateS  very  sma11  changes  tem- 
medium  qU’Ck  7 assumes  the  temperature  of  the  surrounding 

tube  lTJT  kin<?  0f  deli,<;acy  is  attained  by  having  a very  narrow  capillary 

then  limitedTn7  ai8e,,bu  3 > the  expansion  of  the  mercury  on  the  stem  is 

ffistance  so  th° , “fV "Umber  °f  deSrees>  from  10  to  °r  20  to  30  for 

be  subdivided  t gl‘ee  °CCUPies  a &reat  ^gth  on  the  stem,  and  can 

obtained  bt  Lk  T7  fraCti°nS-  The  second  kind  of  delicacy  is 

temperature  of  5 , T7  ?ma11’  f°r  then  * raPidly  assumes  the 

temperature  of  the  liquid  in  which  it  is  placed. 

•I»  «uiïï  sîiionï  3a°4);^  'rr  •r’T  r 760  m,n- 

shouM  be  unifonn  ; ascertain  «bis  a 


2gS 


On  Heat  [308- 


detached  from  the  column  by  a slight  jerk,  and  on  inclining  the  tube  it  may 
be  made  to  pass  from  one  portion  of  the  bore  to  another.  If  the  scale  >c 

properly  graduated  and  the  tube  be  of 
uniform  bore,  the  column  will  occupy 
an  equal  number  of  degrees  in  all  parts 
of  the  tube. 

309.  Differential  thermometer.— Sir 
John  Leslie  constructed  a thermo- 
meter for  showing  the  difference  of 
temperature  of  two  neighbouring 
places,  from  which  it  has  received 
the  name  of  the  differential  thermo- 

TllCtCV. 

A modified  form  of  it  is  that  de- 
vised by  Matthiessen  (fig.  3o6)>  wllich 
has  the  advantage  of  being  available 
for  indicating  the  temperature  of 
liquids.  It  consists  of  a bent  glass 
tube,  each  end  of  which  is  bent 
twice,  and  terminates  in  a bulb  ; 
the  bulbs  being  pendent  can  be 
readily  immersed  in  two  different 
Fig.  306  liquids.  The  bend  contains  some 

level.  The  whole  is  supported  by  a frame^  ^ ^ ^ ^ a higto- 

temperature  than  the  other,  the  liquid 
in  the  stem  is  depressed  and  rises  m the 
other  stem.  The  instrument  is  now  only 
used  as  a thermoscope  ; that  is,  to  indicate 
a difference  of  temperature  between  the 
two  bulbs,  and  not  to  measure  its  amount. 

310.  Breguet’s  metallic  thermometer. 
Breguet  invented  a thermometer  of  con- 
siderable delicacy,  which  depends  on  the 
unequal  expansion  of  metals.  It  consists 
of  three  strips,  of  platinum,  gold,  and 
silver,  which  are  passed  through  a roll- 
ing mill  so  as  to  form  a very  thin 
metallic  ribbon.  This  is  then  coiled  m 
a spiral  form,  as  seen  in  fig.  307,  and, 


Fig.  307 


U , 

one  end  being  fixed  to  a support,  a 
light  needle  is  fixed  to  the  other,  which 


.s  free  to  move  round  a graduated  scale.  ls  f tl  ;nnel-  face 

Silver,  which  is  the  most  expansible  ^perature  rises,  the 

of  the  spiral,  and  platinum  the  ° • the  spiral  unwinds  itself,  and 

silver  expands  more  than  the  go  1 P ^ ^ &hQye  figl#.  The  contrary 
the  needle  moves  nom  lett  ro  g 
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effect  is  produced  when  the  temperature  sinks.  The  gold  is  placed  between 
the  other  two  metals  because  its  expansibility  is  intermediate  between  that 
of  the  silver  and  that  of  the  platinum.  Were  these  two  metals  employed 
alone,  their  rapid  unequal  expansion  might  cause  a fracture.  Breguet’s 
thermometer  is  empirically  graduated  in  Centigrade  degrees,  by  comparing 
its  indications  with  those  of  a standard  mercury  thermometer. 

Several  forms  of  pocket  thermometers  depend  on  this  principle,  which  is 
also  applied  in  some  registering  thermometers. 


Fig.  3°S 


40-  ; 


jii.  Maximum  and  minimum  thermometers. — -It  is  necessary,  in  meteoro- 
logical observations,  to  know  the  highest  temperature  of  the 
day  and  the  lowest  temperature  of  the  night.  Ordinary 
thermometers  could  only  give  these  indications  by  a continuous 
observation,  which  would  be  impracticable.  Several  instru- 
ments have  accordingly  been  invented  for  this  purpose,  the 
simplest  of  which  is  Rutherford’s.  On  a rectangular  piece  of 
plate-glass  (fig.  308)  two  thermometers  are  fixed,  whose  stems  are 
bent  horizontally.  The  upper  one  is  a mercury,  and  the  lower 
an  alcohol  thermometer. . In  the  maximum  thermometer  there 
is  a small  piece  of  iron  wire  or  hard  wood  moving  freely  in  the 
tube,  and  serving  as  an  index.  The  thermometer  being  placed 
horizontally,  the  mercury  pushes  the  index  before  it  when  the 
temperature  rises.  But  when  the  temperature  falls  and  the 
mercury  contracts,  the  index  retains  that  position  in  the  tube  to 
which  it  has  been  moved,  for  there  is  no  adhesion  between  the 
iron  and  the  mercury.  In  this  way  the  index  registers  the 
ighest  temperature  which  has  been  attained.  In  the  minimum 
thermometer  alcohol  is  the  liquid  employed  ; the  index  is  a 
small  piece  of  glass,  shaped  like  a dumb-bell,  which  is  placed  in 
the  liquid.  When  the  temperature  falls  the  convex  side  of  the 
(quid  meniscus  carries  the  index  with  it  ; when  the  temperature 
rises  the  liquid  passes  by  the  index  without  disturbing  it  : the 

whTriT  °f,  the  mdeX  gives  therefore  the  ,owest  temperature 
" Inch  has  been  reached. 

th.cr,nometer  (%•  3°9)  is  not  only  a maximum  and 
minimum  but  gives  a double  reading  and  therefore  corrects  itself  It 
consists  of  a U-shaped  glass  tube  which  is  bent  round at  0 L f Jf 


-111 


-o- 


Fig.  309 


300 

Alcohol  occupies 
mercury  b ; above 


On  Heat 


[311- 


Fig.  310 


J 
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Fig.  3” 

of  them  give  an 


the  bulb  B and  extends  as  far  as  to  the  top  of  the 
a,  again,  is  alcohol  which  occupies  a portion  of  the  bulb  C. 
The  rest  of  C contains  air  and  alcohol  vapour.  The 
liquid — alcohol,  mercury,  alcohol — is  thus  continuous 
from  the  surface  in  C to  the  other  end  of  the  system. 

When  the  temperature  rises,  the  alcohol  in  B expands 
and  pushes  the  mercury  down  at  b and  up  at  <2,  and 
the  mercury  in  its  turn  drives  the  alcohol  towards  the 
bulb  C,  in  which  the  air  is  compressed  and  the  alcohol 
vapour  partially  condensed.  When  the  temperature 
falls,  the  alcohol  in  B contracts,  but  in  consequence  of 
the  pressure  exerted  by  the  air  in  C,  no  bieak  occuis 
in  the  liquid  column,  the  mercury  at  b following  the 
receding  alcohol.  In  the  alcohol  columns,  above  a and 
b,  are  indexes  consisting  either  of  iron  wire,  or  of  fine 
glass  tubing  in  which  an  iron  wire  is  sealed  ; and  to  each 
index  a short  piece  of  horsehair  is  fastened  (fig.  310)- 
When  the  temperature  rises  the  index  a is  pushed  up, 
and  remains  in  position  owing  to  the  friction  of  the  horse- 
hair. Similarly,  when  the  temperature  falls  the  index  id 
is  pushed  forward  and  marks  the  minimum  temperature. 
The  setting  of  the  indexes  is  effected  by  a magnet. 

In  NegrettVs  maximum  thermometer  the  tube  near 
the  bulb  is  nearly  throttled,  the  result  of  which  is,  that 
although  during  a rise  of  temperature  the  mercuiy 
is  continuous  from  the  bulb  to  the  end  of  the  column  as 
soon  as  the  mercuiy  begins  to  contract  by  reason  of  fa 
of  temperature,  the  mercury  column  is  broken  at  the  con- 
striction. Thus,  a thread  of  mercury  is  left  in  the  tube 
and  indicates  the  highest  temperature  reached.  ^ this 
thread  contracts  to  a small  extent  as  the  tempeiatuie 
falls,  but  the  chief  contraction  takes  place  in  the  bul  . 

The  clinical  thermometer  (fig.  31 1)— used  y 
physicians  for  determining  the  temperature  of  the  bo  y 
— is  generally  constructed  on  the  Negretti  principle.  It 
is  graduated  from  9o°  F.  to  no°,the  normal  temperature 
of  the  healthy  body  being  98'4°.  To  be  reset  the  instru- 
ment must  be  held  in  the  hand  and  sharply  jerked.  1 he 
momentum  of  the  mercury  can  thus  be  made  to  overcome 
the  friction  at  the  constriction,  and  continuity  is Re- 
established between  the  mercury  in  the  tube  and  that  in 

thC  Pyrometers. — The  name  pyrometers  is  given  to 

instruments  for  measuring  temperatures  so  high  hat 
mercurial  thermometers  could  not  be  use  . 
contrivances  for  this  purpose- -Wedgwood s Dame 
(which  in  principle  resembled  the  apparatus  m £-9  h 
Brongniart’s,  &c.-have  gone  entirely  out  of  use.  None 
exact  measure  of  temperature.  The  arrangements  now  used 
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for  the  purpose  are  based  either  on  the  expansion  of  gases  and  vapours,  on 
the  specific  heat  of  solids,  or  on  the  electric  properties  of  bodies,  and  will  be 
subsequently  described. 

313.  Different  remarkable  temperatures. — The  following  table  gives 
some  of  the  most  remarkable  points  of  temperature.  It  may  be  observed 
that  it  is  easier  to  produce  very  high  than  very  low  temperatures. 


Liquid  nitrogen  boils 

Liquid  oxygen  boils 

Greatest  natural  cold  recorded  in  Arctic  expeditions 
Mercury  freezes  ..... 

Mixture  of  snow  and  salt  ...... 

Ice  melts 

Greatest  density  of  water  ..... 

Mean  temperature  of  London 

Temperature  of  the  blood 

Water  boils 


about 


Highest  temperature  of  a Turkish  bath 
Mercury  boils  . 

Sulphur  boils  . 

Red  heat  (just  visible) 

Silver  melts 
Zinc  boils 
Cast  iron  melts . 

Platinum  melts . 

Iridium  melts  . 


about 


about 


- i 94°  C, 

- 183 

- 587 

- 38-9 

- 20 

o 

+ 4 

9'9 
36-9 
100 
125 
357 
444 
500 

954 
960 
1 200 
1775 
1950 
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CHAPTER  II 

EXPANSION  OF  SOLIDS 


or 4.  Linear,  superficial,  and  cubical  expansion.  Coefficients  of  expan  -, 
sion.— It  has  been  already  explained  that  in  solid  bodies  the  expansion  may 
be  considered  either  in  one  or  two  or  three  dimensions— linear,  superficial, 

or"  d-iloiCcil 

The  coefficient  of  linear  expansion  is  the  increase  of  the  unit  of  length  of 
a body  when  its  temperature  rises  from  zero  to  i degree  C.  ; th coefficient  oj 
superficial  expansion  is  the  increase  of  the  unit  of  surface  when  heated  from 
zero  to  i degree,  and  the  coefficient  of  cubical  expansion  is  the  increase  ot 
the  unit  of  voliime  under  the  same  circumstances.  , , .. 

These  coefficients  vary  with  different  bodies,  but  for  the  same  body  the 
coefficient  of  cubical  expansion  is  three  times  that  of  the  linear  expansion  as 
is  seen  from  the  following  considerations  Suppose  a cube  the  J 

whose  side  is  i at  zero.  Let  k be  the  elongation  of  this  side  m passing ■ 
zero  to  i degree,  its  length  at  i degree  will  be  i+k,  and  the  volume  of 
cube  which  was  i at  zero  will  be  (i  + k)3,  or  i+ffi  + ^+k.  But  as  t 
elongation  k is  always  a very  small  fraction  (see  table,  art.  318),  its  squar 
V and  still  more  its  cube,  If  are  so  small  that  they  may  be  neglected,  and 
the  value  at  1 degree  becomes  very  nearly  1 + ffi.  Consequent  y,  t te  increase 
of  volume  is  3k,  or  the  coefficient  of  cubical  expansion  is  thrice  the  coefficient 

°f  YntLTsame  manner  it  may  be  shown  that  the  coefficient  of  superficial 

expansion  is  double  the  coefficient  of  linear  expansion.  . . , 

' 315  Measurement  of  the  coefficient  of  linear  expansion.  Lavoisier  and 

Laolace’s  method.— The  apparatus  used  by  Lavoisier  and  Laplace 
determining  the  coefficients  of  linear  expansion  (fig.  312)  consists  of  a biass 


Fig.  312 


trough,  placed  on  a furnace  between  four  stone  supports,  On^ the  two  sup- 
ports  on  the  right  hand  there  is  a homontal  axis  at  the  end  of 
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telescope  ; on  the  middle  of  this  axis,  and  at  right  angles  to  it,  is  fixed  a 
glass  rod,  turning  with  it,  as  does  also  the  telescope.  The  other  two  supports 
are  joined  by  a cross-piece  of  iron,  to  which  another  glass  rod  is  fixed,  also 
at  right  angles.  The  trough,  which  contains  oil  or  water,  is  heated  by  a 
furnace  not  represented  in  the  figure,  and  the  bar  whose  expansion  is  to  be 
determined  is  placed  in  it. 

Fig-  3r3  represents  a section  of  the  apparatus  ; G is  the  telescope,  KH 
the  bar,  whose  ends  press  against  the  two  glass  rods  F and  D.  As  the  rod 
F is  fixed,  the  bar  can  only  expand  in  the  direction  KH,  and  in  order  to 
eliminate  the  effects  of  friction  it  rests  on  two  glass  rollers.  Lastly  the 
telescope  has  a cross-wire  in  the  eyepiece,  which,  when  the  telescope  mov^, 
indicates  the  depression  by  the  corresponding  number  of  divisions  on  a 
vertical  scale,  AB,  at  a distance  of  220  yards. 

The  trough  is  first  filled  with  ice,  and  the  bar  being  at  zero,  the  division 
on  the  scale  AB,  corresponding  to  the  wire  of  the  telescope,  is  read  off.  The 
ice  having  been  removed,  the  trough  is  filled  with  oil  or  water,  which  is 
heated  to  a given  temperature.  The  bar  then  expands,  and  when  its  tem- 
perature, as  indicated  by  thermometers  in  the  bath,  has  become  stationary, 
the  division  of  the  scale,  seen  through  the  telescope,  is  read  off. 


Fig-  313 


From  these  data  the  elongation  of  the  bar  is  determined  ; for  since  it  has 
become  longer  by  a quantity,  CH,  and  the  optical  axis  of  the  telescope  has 
become  inclined  in  the  direction  GB,  the  two  triangles,  GHC  and  ABG 
are  snnilar,  for  they  have  the  sides  at  right  angles  each  to  each,  so  that 
rlL/  GH.  a • GH 

Conse- 


AB 

quently, 


AG 
HC 


A preliminary  measurement  showed  to  be 

AG 


1 

TÏÏ- 


AB 


A I»  = whence  H C = : — 

AB  744 


that  is,  the  total  elongation  of  the 

bar  is  obtained  by  dividing  the  length  on  the  scale  traversed  by  the  cross 
w,re  by  744.  Dividing  this  elongation  by  the  length  of  the  bar,  and  then  bV 

lenP-HmPeïftUre  °f  bath’  thG  cluotient  is  the  dilatation  for  the  unit  of 
ength  and  for  a single  degree— m other  words,  the  mean  coefficient  of  linear 
expansion  between  o°  and  ioo°.  uneai 

3'6  Roy  and  Ramsden’s  method.— Lavoisier  and  Laplace’s  method  is 
ounded  on  an  artifice  which  is  frequently  adopted  in  physical  determinations 

the mÎl'Ch  C°nSf S m an  P '^lng  by  a known  am°unt  dimensions  which  in 
themselves,  are  too  small  to  be  easily  measured.  Unfortunatelv  this  nbn  ; = 

more  fallacious  than  profitable,  for  i,  is  firs, 
the  ratio  of  the  motion  measured  to  that  on  which  it  depends  In  ilm  , 
sent  case,  it  is  necessary  to  know  the  lengths  of  the  arms  of  ihe  1 • P',C~ 

apparatus.  But  this  preliminary  operation  may  introduce  errors"  of  "suîh 
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importance  as  partially  to  counterbalance  the  advantage  of  great  delicacy. 
The  following  method,  devised  by  Ramsden  and  used  by  General  Roy  in 
1787,  depends  on  another  principle.  It  measures  the  elongations  directly, 
and  without  amplifying  them  ; and  it  does  so  by  means  of  a micrometer 
arrangement,  which  indicates  very  small  displacements.  , 

The  apparatus  (fig.  31 4)  consists  of  three  parallel  metal  troughs  about 
6 feet  long.  In  the  middle  one  there  is  a bar  of  the  material  whose  expansion 
is  to  be  determined,  and  in  the  two  others  are  cast-iron  bars  of  exact  y t ie 
same  length  as  this  bar.  Rods  are  fixed  vertically  on  both  ends  of  these 


three  bar,  Ou  «be  «ods 

o"e  eyepieces  'across .Les  a«e  in  «be  «nbes  on  «be 
V°^Tl«e 'troughs  being  filled  with  ice,  ^ 

intersection  of  the  wires  m the  lings  atur£  jn  the  middle  trough  is 

in  a line  at  each  end  of  the  bai.  P placed  beneath  the  trough  ; 

then  raised  to  100°  C.  by  means  of  P 1 ^ * the  screw,  «,  fixed  on 

the  bar  expands,  but  as  it  is  m con  direction  nm,  and,  as  the  lens 

the  side,  all  the  elongation  takes  p a towards  B by  a quantity  equal 

» remains  in  fs  Ittached  to  L ir,  when  it  is 

to  the  elongation.  Bu  s "c  b is  moved  in  the  direction  nm  until 

turned  slowly  from  right  to  left,  distinctly  the  cross-wires  m A 

£ eyepiece.  ? 

i-r  - - — is 
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once  known.  Thus  the  total  expansion  of  the  bar  is  obtained,  which, 
divided  by  the  temperature  of  the  bath,  and  by  the  length  of  the  bar  at  zero, 
gives  the  coefficient  of  linear  expansion. 

317.  Coefficients  of  linear  expansion. — By  one  or  the  other  method  the 
following  results  have  been  obtained  : — 


Mean  coefficients  of  linear  expansion  for  i°  between  o° 

and  ioo°  C. 

Quartz  (between  o° 

Copper 

o-oooo  17182 

and  1000°) 

0-00000059 

Bronze 

0-000018167 

Diamond 

o-ooooo  1 180 

Brass 

0-000018782 

Pine 

0-000006080 

Silver 

0-000019097 

Graphite 

0-000007860 

Tin  . 

0-000021730 

Marble 

0-000008490 

Aluminium 

0-000023130 

White  glass  . 

0-000008613 

Lead 

0-000028575 

Platinum 

0-000008842 

Zinc  . 

0-000029417 

Platinum  (between 

Sodium  chloride. 

0-000040390 

o°  and  iooo°)  . 

0-00001015 

Ice 

0-000054000 

Untempered  steel 

0-000010788 

Sal  ammoniac  . 

0-000063000 

Cast  iron 

0-000011250 

Sulphur 

0-000064130 

Sandstone  . 

0-00001 1740 

Sodium 

0-000072000 

Wrought  iron 

0-000012204 

Ebonite(i7°t035°)  0-000080600 

Tempered  steel  . 

0-000012395 

Potassium  . 

0-000083000 

Gold  . 

0-000014660 

Paraffin 

0-000278540 

Nickel 

0-000016 

Gutta-percha 

0-000598000 

The  expansion  of  alloys  of  nickel  and  copper  changes  enormously  with 
a comparatively  small  change  in  the  proportion  of  the  constituent  metals 
k or  example,  the  coefficient  of  expansion,  an  alloy  containing  28  per  cent. 

0 nickel,  is  -000015  5 if  the  percentage  of  nickel  rises  to  36,  the  coefficient 
falls  to  -0000015  (one-tenth  of  the  previous  value),  but  rises  again  to  -ooooi-? 
when  the  proportion  of  nickel  reaches  60  per  cent.  In  consequence  of  its 
extiemely  small  expansibility  the  alloy  containing  36  per  cent,  nickel  has 
teceiyed  the  special  name  invar.  1 1 is  used  for  clock  pendulums  (32 1 ),  and 

01  standaids  of  length  in  the  determination  of  base  lines  in  geodetic 
measurements.  The  alloy  containing  45  per  cent,  nickel  has  the  same 
coefficient  of  expansion  as  glass  and  platinum  ; it  can  therefore  be  used  as 
a substitute  for  platinum  in  glow  lamps  (865)  and  vacuum  tubes  (970). 

n accordance  with  what  has  been  said  about  the  linear  expansion  (314) 

hospC°on  CientS  °f  CUb,Cal  GXpanSi0n  °f  S0Hds  are  obtained  by  multiply^ 
be  eXP,anS'°;l  y 3’  and  inversely  those  of  linear  expansion  may 

3e  deduced  fiom  the  cubical  if  we  divide  by  3. 

The  coefficients  of  expansion  of  the  metals  vary  with  their  nhvsical  con 
d.t, on,  being  different  for  the  same  metal  according  as  it  has  bZtsZ 
hammered  and  rolled,  hardened  or  annealed.  As  a general  rule  oneritions 
y nch  increase  the  density  increase  also  the  rate  of  expansion.’  But  even 

fonndUbStanCeS  111  apparently  the  same  condition,  different  observers  have 
ve7  uneqwal  amounts  of  expansion  ; this  may  arise  in  the  èn  - * f 
compound  subside,,  such  as  glass,  bris,  or  sLd  b om  t “m 
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uniformity  in  chemical  composition,  and  in  simple  bodies  from  slight  differ- 
ences of  physi  cal  state. 

The  expansion  of  amorphous  solids,  and  of  those  which  crystallise  in  the 
regular  system,  is  the  same  in  all  directions,  unless  they  are  subject  to  a 
strain  in  some  particular  direction.  A fragment  of  such  a substance  varies 
in  bulk  when  its  temperature  is  changed,  but  retains  the  same  shape.  Crystals 
not  belonging  to  the  regular  system  when  heated  exhibit  unequal  expan- 
sions in  the  directions  of  their  different  axes,  in  consequence  of  which  the 
magnitude  of  their  angles,  and  therefore  their  form,  is  altered.  In  the 
dimetric  system  the  expansion  is  the  same  in  the  direction  of  the  two  equal 
axes  but  different  in  the  third.  In  crystals  belonging  to  the  hexagonal 
system  the  expansion  is  the  same  in  the  direction  of  the  three  secondary 
axes,  but  different  from  that  along  the  principal  axis.  In  the  trimetric  system 

it  is  different  in  all  three  directions.  . . 

To  the  general  law  that  all  solid  bodies  expand  by  heat  there  is  an  im- 
portant exception  in  the  case  of  iodide  of  silver,  which  contracts  somewhat 
when  heated.  Between  -6o^  and  + 1420  C.  it  has  a negative  coefficient  of 
expansion,  the  value  of  which  is  0-00000139  foi  1 C.  .. 

Fizeau  determined  the  expansion  of  a great  number  of  crystallised  bodies 
by  an  optical  method.  He  placed  thin  plates  of  the  substance  on  a glass 
plate  and  let  yellow  light  pass  through  them.  He  thus  obtained  alternately 
yellow  and  dark  Newton's  rings  (664).  On  rise  of  temperature  the  Plate  of 
the  substance  expanded,  the  thin  layer  of  air  became  thinner,  and  the  posi- 
tion of  the  rings  was  altered.  From  the  alteration  m their  position  the 
amount  of  the  expansion  could  be  deduced.  Among  the  results  he  has 
obtained  is  the  curious  one  that  certain  crystallised  bodies,  such  as  diamon  , 
emerald  and  cuprous  oxide,  contract  on  being  cooled  to  a certain  tempera- 
ture but  as  the  cooling  is  continued  below  this  temperature  they  expand 
They  have  thus  a temperature  of  maximum  density,  as  is  the  case  with  water 
(33 j).  In  the  case  of  emerald  and  cuprous  oxide  this  tempeiature 

_ in  the  case  of  diamond  at  — 42'3  • , 

rt8  The  coefficients  of  expansion  increase  with  the  temperature. 

According  to  Matthiessen,  who  determined  the  expansion  of  some  metals  and 
rr  I them  in  water  at  different  temperatures,  the  coefficients 

at  o ’ and  t°  respectively. 

zinc  _ _ . Lt  = L0(  1 +0-00002741  ^ + 0-0000000235  A) 


Lead  . 
Silver  . 
Copper 
Golcl  . 


L = L„(  1 + 0-000027 16  t + 0-0000000074  t ) 
L = L0(i  +0-00001809  t + o'oooooooi  35  t ) 
p _ l„(i  + 0-00001408  t + 0-0000000264  1 ) 
p _ p^  ( 1 + o-oooo  135^  ^ + 0-0000000 112/) 


of  the  metals  composing  it.  , r ot  / ]3e  the  length 

319.  Formulæ  relative  to  the  expand,,  of  , s coefficienfof 

of  a bar  at  zero,  /,  its  length  at  the  temperature  t C.,  and  H 

linear  expansion. 
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The  elongation  corresponding  to  t is  t times  (3  or  fit  for  unit  length,  or 
/3//u  for  to  units.  The  length  of  the  bar  which  is  to  at  zero  is  4 + /3//o  at  t 
consequently 

4 = 4 + /3/4  = 4(1  + /3 1). 

This  formula  gives  the  relation  between  the  four  magnitudes  4,  /t,  /3  / 
and  it  is  clear  that  if  any  three  of  these  are  given  we  can  determine  the 
fourth. 

The  formula:  for  cubical  expansion  are  entirely  analogous  to  the  preceding. 

The  following  are  examples  of  the  application  of  these  formula;  : 

(1.)  A metal  bar  has  a length  /'  at  t'°  ; what  will  be  its  length  / at  t°  ? 
From  the  above  formula  we  first  get  the  length  of  the  given  bar  at  zero, 

; by  means  of  the  same  formula  we  pass  from  zero  to  t°  in 


which  is 


1 +tft 


multiplying  by  1 + [3t,  which  gives  for  the  desired  length 


/ = ^ ( 1 + fff). 

I+/34 

(n.)  The  density  of  a body  being  d at  zero,  required  its  density  d at  t° 

If  i be  the  volume  of  the  body  at  zero,  and  D its  coefficient  of  cubical 
expansion,  the  volume  at  t will  be  1 + Dt;  and  as  the  density  of  a body  is  in 
m vet  se  ratio  of  the  volume  which  the  body  assumes  in  expanding,  we  vet 
the  inverse  proportion,  ° 

d : <4=i  : 1 + D t 
d'  1 d 


-7-  = =—  ; or  d = 

d 1 +Dt 


1 + d/ 


Consequently,  when  a body  is  heated  from  o to  t°,  its  density,  and  therefore 
its  weight  for  an  equal  volume,  is  inversely  as  the  expression  1 + Dt. 

witlf0'  AppIlCatlons  of  the  expansion  of  solids.— In  the  arts  we  meet 
7 * numer°us  examples  of  the  influence  of  expansion,  (i  ) The  bars  of 
furnaces  must  not  be  fitted  tightly  at  their  extremities,  but  must  at  last 

lnemak°ne  °thmv,Se  in  exPandin&  they  would  split  the’masonry’ 
V ) f „ kmg  ra,lways  a sma11  sPace  is  left  between  the  successive  rails' 
wn  H fheyi  t0,UChfCl’. the  force  of  expansion  would  cause  them  to  curve  or 

of  teh  bl6ak  -the  C iai!'S'  (,U-)  Water-pipes  are  fitted  to  one  another  by  means 
telescope  joints,  which  allow  room  for  expansion,  (iv.)  If  a vlass  vessel 
■ s heated  or  cooled  too  rapidly,  it  cracks,  especially  if  it V thick  flhis  Iris 
om  the  fact  that,  since  glass  is  a bad  conductor  of  heat,  the  sides  become 

fracdrre  7 Ifrh  ^ '°nSeqaently  ^equally  expanded,  which  causes  a 
/ i ■ ^le  Clac^in8‘  off  of  ci  portion  of  a «lass  tube  bv  rod  hnt 

fromThè  les!"'  “ fl,e  eXpansion  of  ,hc  P“s.  which  detach  themselves 

When  bodies  have  been  heated  to  a high  temnemtnre  r 
; uccd  by  their  contraction  on  cooling  is  ve™  consEIle  • ; T” 

a sciu^ie  inch  in  section  is  stretched  -l il/nf  '<  V malleable  non 

ton;  the  same  increase  is  produced  by 
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’C. 


A difference  of  45°  C.  between  the  cold  of  winter  and  the  heat  of  summer 
. 3 i in  rhnt  r,m?e.  a wrought- 


?S  not  infrequently  experienced  in  this  country.  In  that  range,  a wrought- 
iron  bar  ten  inches  long  will  vary  in  length  by  sfoth  of  an  inch  and  will  exu 
à stress  if  itsends  are  securely  fastened,  of  fifty  tons.  It  has  been  calculated 
from  Joule’s  data  that  the  work  done  by  heat  in  expanding  a pound  of  non 
between  o°  and  ioo°,  during  which  it  increases  about  ^th  of  its  bulk, 
eqùTâ  .6%o  foot-pounds  ; that  is,  it  could  raise  a weight  of  about  7 tons 

An  application  of  this  contractile  force  is  seen  in  the  mode  of  securing 
tires  on  wheels.  The  tire  being  made  red-hot,  and  thus  considerably  ex- 
mnded  is  placed  on  the  circumference  of  the  wheel  and  then  co  . 
The  die  when  cold,  embraces  the  wheel  with  such  force  as  not  only  to 

secure'hself  on  the ’rim  but  also  to  press  home  the 

into  the  felloes  and  nave.  Anothei  interesting 

application  was  made  in  the  case  of  a galleiy 
at  the  Conservatoire  des  Arts  et  Metiers  in 
Paris,  the  walls  of  which  had  begun  to  bulge 
outwards.  Iron  bars  were  passed  across  the 
building  and  screwed  into  plates  on  the  outside 
of  the  walls.  Each  alternate  bar  was  then 
heated  by  means  of  lamps,  and  when  the  bar 
had  expanded  it  was  screwed  up.  The  bars, 
being  then  allowed  to  cool,  contracted,  and  in 
so  doing  drew  the  walls  together.  The  same 
operation  was  performed  on  the  other  bars. 

321.  Compensation  pendulum.— An  impor- 
tant application  of  the  expansion  of  metals  has 
been  made  in  the  compensation  pendulum,  i ins 
is  a pendulum  in  which  the  elongation  when  the 
temperature  rises,  is  so  compensated  that  the 
distance  between  the  centre  of  suspension  and 
the  centre  of  oscillation  (81)  remains  constant, 
a condition  which,  from  the  laws  of  the  pen- 
dulum, is  necessary  for  isochronous  oscilla- 
tions, and  in  order  that  the  pendulum  may 
be  used  as  a regulator  of  clocks. 

In  fig  3i5>  which  represents  the  gndir 
pendulum,  one  of  the  forms  of  compensation 
pendulum,  the  ball  L,  instead  of  being  sup- 
I ported  by  a single  rod,  is  supported  by  a frame- 
a work,  consisting  of  alternate  rods  of  steel  ai 
brass.  In  the  figure  the  shaded  rods  rePiese<n 
steel;  including  a small  steel  rod,  l>,  whic 
supports  the  whole  of  the  apparatus,  there 

are  six  of  them.  The  other  rods  “ horizontal  cross-piece  ; 

ÏÏÏÏÏÏ!  U ta,  a“d  pirf  ^ the  two  cl™, at  boles  m the 

l0'VN„w“m  which  the  vertical  rods  are  fixed  ,0  the  cross- 


Fig.  315 
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pieces,  it  is  easy  to  see  that  the  elongation  of  the  steel  rods  can  only  take 
place  downward,  and  that  of  the  brass  rods  upward.  Consequently,  in 
order  that  the  pendulum  may  remain  of  the  same  length,  it  is  necessary 
that  the  elongation  of  the  brass  rods  shall  tend  to  make  the  ball  rise,  by 
exactly  the  same  quantity  that  the  elongation  of  the  steel  rods  tends  to 
lower  it  ; a result  which  is  attained  when  the  effective  length  A of  the  steel 
rods  is  to  the  effective  length  B of  the  brass  rods  in  the  inverse  ratio  of 
the  coefficients  of  expansion  of  steel  and  brass,  a and  b ; that  is,  when 
A : B = b : a. 

The  elongation  of  the  rod  may  also  be  compensated  for  by  means  of 
compensating  strips.  These  consist  of  two  blades  of  copper  and  iron 
soldered  together  and  fixed  to  the  pendulum  rod,  as  represented  in  fig.  316. 
The  copper  blade,  which  is  more  expansible,  is  below  the  iron.  When  the 
temperature  sinks,  the  pendulum  rod  becomes  shorter,  and  the  ball  rises.  But 
at  the  same  time  the  compensating  strips  become  curved,  as  seen  in  fig,  317, 
in  consequence  of  the  copper  contracting  more  than  the  iron,  and  two 
metal  balls  at  their  ends  become  lower.  If  they  have  the  proper  size  in 
reference  to  the  pendulum  ball,  the  parts  which  tend  to  approach  the  centre 
of  suspension  compensate  those  which  tend  to  remove  from  it,  and  the  centre 
of  oscillation  is  not  displaced.  If  the  temperature  rises,  the  pendulum  ball 


Fig-  316  Fig.  317  Fig.  318 


descends  ; but  at  the  same  time  the  small  balls  ascend,  as  shown  in  fig.  318 
so  that  there  is  always  compensation. 

One  of  the  simplest  compensating  pendulums  is  th & mercury  pendulum 
invented  by  an  English  watchmaker,  Graham.  The  ball  of  the  pendu- 
lum, instead  of  being  solid,  consists  of  a glass  cylinder,  containing  pure 
mercury,  which  is  placed  in  a sort  of  stirrup,  supported  by  a steel  rod. 
When  the  temperature  rises  the  rod  and  stirrup  become  longer,  and  thus 
lower  the  centre  of  gravity  ; but  at  the  same  time  the  mercury  expands  and 
rising  in  the  cylinder,  produces  an  inverse  effect,  and  as  mercury  is  much 
more  expansible  than  steel,  a compensation  may  be  effected  without  making 
the  mercurial  vessel  of  undue  dimensions. 

The  same  principle  is  applied  in  the  compensating  balances  of  chronometers 
(hg.  319).  T he  motion  here  is  regulated  by  a balance  or  wheel,  furnished  with 
a spiral  spring  not  represented  in  the  figure,  and  the  time  of  the  chronometer 
depends  on  the  elasticity  of  the  spring,  the  mass  of  the  balance,  and  its 
moment  of  inertia,  i.e.  on  the  distribution  of  its  mass  with  regard  to  the 
axis  of  oscillation.  Now  when  the  temperature  rises  the  diameter  increases, 
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and  the  chronometer  goes  slower  ; and,  to  prevent  this,  part  of  the  mass 
must  be  brought  nearer  the  axis.  The  circumference  of  the  balance 


consists  of  compensating  strips,  BC,  of  two  different 
metals,  of  which  the  more  expansible  is  on  the  outside  ; 
and  towards  the  ends  of  these  are  small  masses  of  metal, 
D,  which  play  the  same  part  as  the  balls  in  the  above 
case.  When  the  radius  is  expanded  by  heat,  the  small 
masses  are  brought  nearer  the  centre  in  consequence  of 
the  curvature  of  the  strips  ; and  as  the  small  masses  can 
be  fixed  in  any  position,  they  are  easily  arranged  so  as 


Fig-  3*9  j-0  compensate  for  the  expansion  of  the  balance.  It  map 
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CHAPTER  III 

EXPANSION  OF  LIQUIDS 

322.  Apparent  and  real  expansion.— A hollow  space  enclosed  by  a solid 
expands  as  if  it  were  wholly  occupied  by  the  solid  ; for  consider  a section  of 
a glass  tube  ; we  may  regard  this  as  made 
up  of  a series  of  innumerable  concentric 
circles  ; when  the  tube  is  heated  each  of 
these  glass  circles  becomes  larger,  and  in 
doing  so  must  press  outwards,  and  these 
expansions  are  the  same  whether  there  is 
another  circle  within  it  or  not  ; the  hollow 
space  will  become  larger  just  as  if  it  were 
a solid  glass  rod.  This  may  be  illustrated 
by  the  following  experiment.  If  a flask  of 
thin  glass,  provided  with  a narrow  stem,  the 
flask  and  part  of  the  stem  being  filled  with 
some  coloured  liquid,  be  immersed  in  hot 
water  (fig.  320),  the  column  of  liquid  in  the 
stem  at  first  sinks  from  b to  «,  but  then 
immediately  after  rises,  and  continues  to  do 
so  until  the  liquid  inside  has  the  same  tem- 
perature as  the  hot  water.  The  first  sinking 
of  the  liquid  is  not  due  to  its  contraction  ; ft  Fis-’.wo 

arises  from  the  expansion  of  the  glass,  which  becomes  heated  before  the 

at  can  reach  the  liquid  ; but  the  expansion  of  the  liquid  soon  exceeds  that 
of  the  glass,  and  the  liquid  then  rises.  mat 

an,H,enCe  the  case  of  liquids  we  must  distinguish  between  the  aMarcnt 

■n  ’ C|,r/,0r  a/>S0  U/e,  exPans,on-  The  apparent  expansion  is  that  which 

is  actually  observed  when  liquids  contained  in  vessels  are  heated  • the  abso 
ute  expansion  is  that  which  would  be  observed  if  the  vessel  did  not  expand  • 

0 as  this  is  never  the  case,  it  is  the  apparent  expansion  corrected  for  Îé 

simultaneous  expansion  of  the  containing  vessel.  ° 

As  has  been  already  stated,  in  the  case  of  liquids  the  cubical  cvna„  • 

1 


312 


On  Heat 


[323- 


Coefficient  of  absolute  expansion  of  mercury.— In  order  to  determine 
the  coefficient  of  the  absolute  expansion  of  mercury,  the  influence  of  the 
envelope  must  be  eliminated.  Dulong  and  Petits  method  depends  on  the 
hydrostatical  principle  that  in  two  communicating  vessels  the  heights  of 
two  columns  of  liquid  in  equilibrium  are  inversely  as  their  densities  (106)  a 
principle  independent  of  the  diameters  of  the  vessels,  and  therefore  of  tieir 

PThe  apparatus  consists  of  two  glass  tubes,  A and  B (fig.  321),  joined  by 
a narrow  tube  and  kept  vertical  on  an  iron  support,  KM  the  horizontal, ty 
of  which  is  adjusted  by  means  of  two  levelling  screws  and  two  spirit  levels 
m and  n.  Each  of  the  tubes  is  surrounded  by  a metal  case,  of  which 
smaller,  D,  is  filled  with  ice  ; the  other,  E,  containing  oil,  can  be  heate  > 


Fig.  321 

the  furnace  which  is  represented  in  section  so  as  to  show  the  case  Mercury 
the  furnace,  wn  ci  P A and  B ; it  remains  at  the  same  level  in  both  as 

long  as  they  are  at  the  same  temperature,  but  rises  in  B in  proportion  as  t ie 
long  as  tney  aie  ,.  of  the  horizontal  tube  is  small  enough  to 

and  cold  mercury,  but  free,,  allows  hydro- 

™ *!>'"»  *•  “ 

the  hydrostatic  principle  previously  cited  ■ 

the  problem  in  article  319,  D bein^  ,he  C°MÜM  °f  ^ “ 

expansion  of  mercury  -,  substituting  U.»  v_ah,e  of  * in  the  equation,  we 

h'd  =hd,  from  which  we  get  D = -^  • 

1 + D t 


have 
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The  coefficient  of  absolute  expansion  of  mercury  is  obtained  from  this 
formula,  when  we  know  the  heights  h'  and  h,  and  the  temperature  t of  the 
bath  in  which  the  tube  B is  immersed.  In  Dulong  and  Petit’s  experiment 
this  temperature  was  measured  by  a weight  thermometer,  P (325),  the 
mercury  of  which  overflowed  into  the  basin,  C,  and  by  means  of  an  air 
thermometer,  T (336)  ; the  heights  h'  and  h were  measured  by  a catheto- 
meter  (87). 

Dulong  and  Petit  found  by  this  method  that  the  mean  coefficient  of 
absolute  expansion  of  mercury  between  o°  and  ioo°  C.  is  -0001802,  but  that 
it  increases  with  the  temperature.  Between  ioo°  and  200°  it  is  -0001844, 
and  between  200°  and  300°  it  is  -0001887.  The  same  observation  has 
been  made  in  îefeience  to  other  liquids,  showing-  that  their  expansion 
is  not  regular.  It  has  been  found  that  this  expansion  is  less  regular  in 
proportion  as  liquids  are  near  a change  in  their  state  of  aggregation  ; 
that  is,  approach  their  freezing  or  boiling  points.  Dulong  and  Petit  found 
that  the  expansion  of  mercury  between  —36°  and  ioo°  is  practically  quite 
uniform. 

Régnault  îepeated  the  experiments  of  Dulong  and  Petit  with  improved 
apparatus  based  on  the  same  principle,  and  found  that  the  mean  coefficient 
between  o°  and  ioo°  is  -0001815,  between  ioo°  and  200°,  -0001861  and 
between  200°  and  300°,  -0001917. 


Fig.  322 


324.  Coefficient  of  the  apparent  expansion  .of  mercury.— The  coefficient 
of  apparent  expansion  of  a liquid  varies  with  the  nature  of  the  envelope 
That  of  mercury  in  glass  has  been 
determined  by  means  of  the  appa- 
ratus represented  in  fig.  322.  It 
consists  of  a glass  cylinder  to  which 
is  joined  a bent  capillary  glass 
tube,  open  at  the  end. 

The  apparatus  is  weighed  first 
empty,  and  then  when  filled  with 
mercury  at  zero  : the  difference 
gives  the  weigh,  of  the  mercury,  P.  I,  is  then  raised  to  a known  tempera, 
lure,  / the  mercury  expands,  and  a certain  quantity  passes  out,  which  is 

that  of  hC  CaP5U  6 and  Weighed'  If  the  wei§'ht  of  this  mercury  is  p 
that  of  the  mercury  remaining  m the  apparatus  will  be  P P 

When  the  temperature  is  again  zero,  the  mercury  in  cooling  produces  an 

empty  space  m the  vessel,  which  represents  the  contraction  of  a voW  of 

mercuiy  whose  weight  is  P from  t°  to  zero,  or,  what  is  the  same  thing  the 

expansion  of  the  same  weight  from  o to  t°  ■ that  is,  the  weight p represents  the 
expansion  of  the  we  ight  P - fnr  if  ,i,;c  \ ^ ents  tne 

ë f p,  toi  t . If  this  weight  expands  in  glass  by  a 

quantity^  for  t°,  a single  unit  of  weight  would  expand  for  /0)  and 

(P^f0raSingledegree;  consecluently,  since  the  weight  of  a substance 


at  0°  is  proportional  to  its  volume,  the  coefficient  of  apparent  expansion  of 
meicuiy  in  glass,  D > = j-p_^y  Dulong  and  Petit  found  the  coefficient  of 
apparent  expansion  of  mercury  in  glass  to  be  -0001543. 
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325.  Weight  thermometer.— The  apparatus  represented  in  fig.  322  is 
called  the  weight  thermometer , because  the  temperature  can  be  deduced 
from  the  weight  of  mercury  which  overflows. 

The  above  experiments  have  placed  the  coefficient  of  apparent  expansion 

at -0001543;  we  have  therefore  the  equation  -0001543,  a formula 

which  gives  the  temperature  t when  the  weights  P and  7^  are  known. 

326.  Coefficient  of  the  expansion  of  glass.— As  the  absolute  expansion 
of  a liquid  is  the  apparent  expansion,  plus  the  expansion  due  to  the  envelope, 
the  coefficient  of  the  cubical  expansion  of  glass  is  obtained  by  taking  the 
difference  between  the  coefficient  of  absolute  expansion  of  mercury  and  that 
of  its  apparent  expansion  in  glass.  That  is,  the  coefficient  of  cubical  expan- 
sion of  glass  is 

•0001815  --0001543  = -0000272. 

Régnault  found  that  the  coefficient  of  expansion  varies  with  different  kinds 
of  glass,  and  further  with  the  shape  of  the  vessel. 

"327.  Coefficients  of  expansion  of  various  liquids.— The  coefficient  of 
apparent  expansion  of  liquids  may  be  determined  by  means  of  an  application 
of  the  principle  of  the  weight  thermometer,  and  the  absolute  expansion  is 
obtained  by  adding  to  this  coefficient  the  expansion  of  the  glass. 


Mean  coefficients  of  absolute  expansion  of  liquids  for 


i°  C. 


Ether  . • • 0-00015 

Mercury  . . • 0-00018 

Water  saturated  with 

salt  . • • 0-00050 

Sulphuric  acid  . 0-00063 
Fixed  oils  . • o-oooSo 

Oil  of  turpentine  . 0-00090 


Alcohol  . • • 0-00104 

Bromine  . . • 0-00104 

Nitric  acid  . ■ o-ooiio 

Chloroform  . • o-ooi  1 1 

Bisulphide  of  carbon  . o-ooi  14 
Benzole  . . • 0-00125 


The  numbers  here  given  only  hold  for  moderate  temperatures.  The  co- 
efficient of  expansion  of  almost  all  liquids  increases  gradually  from  zeio,  and 
can  only  be  expressed  with  accuracy  by  a somewhat  complicated  formu  , 

V V 0(i  + at  + 8 f-  + ym> 

in  which  t is  the  temperature,  and  a,  ft  and  y are  constants  specially  deter- 
mined for  each  liquid.  The  expansion  of  mercury  ^ c^St 

between  -36°  and  ioo°  C.,  while  water  contracts  from  zero  to  4 and 

theFoï  many  physical  experiments  a knowledge  of  the  exact  expansion  of 
f } fJ imnnrtance  This  physical  constant  was  carefully  detei- 
SS  * found'  that  between  4"  and  30”  it  ,nay  be 

expressed  by  the  formula 

W = i-o-ocooo253(^4)  + o-cocooo8389(^4)2  + o-oocccoo7i73(^4)'  5 and 

i ( on0  and  ioo°  by  V,  = 0-999695  4 0-0000054724^  + o-ccccocoii  ibt\ 
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expands  four  times  as  much  as  air.  Drion  confirmed  this  observation,  and 
obtained  analogous  results  with  chloride  of  ethyl,  liquid  sulphurous  acid, 
and  liquid  hyponitrous  acid.  Dewar  has  shown  that  liquid  hydrogen  ex- 
pands ten  times  as  much  as  air. 

328.  Correction  of  the  barometric  height. — If,  while  atmospheric  pressure 
remains  constant,  the  temperature  rises,  the  barometer  will  rise,  since  a 
longer  column  of  the  less  dense  mercury  will  be  required  to  balance  the 
given  pressure.  To  render  the  indications  of  this  instrument  comparable 
in  different  places  and  at  different  times,  they  must  be  reduced  to  a uniform 
temperature,  which  is  that  of  melting  ice.  The  correction  is  made  in  the 
following  manner  : — 

Let  H be  the  observed  barometric  height  at  t°,  and  h its  height  at  zero,  d 
the  density  of  mercury  at  zero,  and  d'  its  density  at  t°.  The  heights  H and’  h 

are  inversely  as  the  densities  d and  d j that  is,  — = — . If  we  consider  unit 

H d 

volume  of  mercury  at  zero,  its  volume  at  t°  will  be  1 + D/,  D being  the  co- 
efficient of  absolute  expansion  of  mercury.  But  these  volumes,  1 + D/and  1, 

are  inversely  as  the  densities  d'  and  d ■ that  is,  £=  1 . Consequently 

h _ î H 

H TTWi  wlience  /i==TfDi  ReP]acmff  D by  its  value,  -000181,  we  have 

h = - q— =H(i  --000181/). 

1 -t  -000181/  ' 


In  this  calculation  the  coefficient  of  absolute  expansion  ot  mercury  is 
taken,  and  not  that  of  apparent  expansion  ; for  the  value  H is  the  same  as 
1 the  glass  did  not  expand,  the  barometric  height  being  independent  of  the 
diameter  of  the  tube,  and  therefore  of  its  expansion 

If  the  barometric  height  is  read  off  on  a brass 'scale  whose  graduations 
are  correct  at  o C.,  and  which  has  a point  attached  to  its  lower  end  in 
contact  with  the  mercury  in  the  cistern,  the  reading  at  t°  will  be  too  low 

nhed  bv  T «T'1  rCading  at  °°  the  °bserved  hei§ht  m^t  be  multi-’ 

£ ^Henc”'  SmCe  0000,87  ,he  COeffici'nt  0ni"ea'' 
h = H(i  + -0000187/)  (1- -000181/)  = H(i  - -000162/), 
since  the  term  in  t~  may  be  neglected. 

329-  Correction  of  thermometric  readings.— If  the  whole  column  of 
mercury  of  a thermometer  is  not  immersed  in  the  space  whose  temperature 
.s  to  be  determined,  it  is  necessary  to  make  a correction wS?n the 
‘ determination  of  boiling  points,  for  instance,  is  of  great  impor 

j p,  lrl01C  erJ0  arnve  at  the  true  temperature  which  the  thermometer 
should  show.  That  part  of  the  stem  which  projects  will  have  -,  m,,  1 

Jure  which  must  be  estimated,  and  which  mayP roughly  be  taken  as 
thing  over  that  of  the  surrounding  air.  g Y Uken  as  some- 

Suppose,  for  instance,  that  the  actual  reading  is  1600  and  that  the  wl^i  c 
the  part  over  80°  is  outside  the  vessel,  while  the  tempVraS,  e of Î 1 I 
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gives  8ox  I35  x -000.54=  r66  (taking  the  coefficient  of  apparent  expansion 

of  mercury)  ; so  that  the  true  reading  is  16166.  . 

330.  Force  exerted  by  liquids  in  expanding.— The  force  which  liquids 
exert  in  expanding  is  very  great,  and  equal  to  that  which  would  be  required 
in  order  to  bring  the  expanded  liquid  back  to  its  original  volume  Now  we 
know  what  an  enormous  force  is  required  to  compress  a liquid  to  even  a 
very  small  extent  (96).  Thus  between  0°  and  .0°,  mercury  expands  by 
0-00.7790  of  its  volume  at  o°  ; its  compressibility  is  0-00000295  for  one 
atmosphere;  hence  a pressure  of  more  than  600  atmospheres  would  be 
requisite  to  prevent  mercury  expanding  when  it  is  heated  from  o to  io  . 
InY.ke  manner  a pressure  of  140  atmospheres  would  be  required  to  pievent 
water  from  expanding  when  its  temperature  was  raised  from  4 to  14  • 

331.  Expansion  of  water.  Temperature  of  maximum  density  .-Water 
presents  the  remarkable  phenomenon  that  when  its  temperature  sin 's  1 
contracts  down  to  40  ; but  from  that  point,  although  the  cooling  continues 
it  expands  to  the  freezing  point,  so  that  4°  represents  the  point  of  greatest 

C°nManyl method^have  been  used  to  determine  the  temperatu^  of  tbe  m^ 
mum  density  of  water.  Hope  made  the  following  experiment  He  took  a deep 
vessel^with  two  apertures  in  the  sides,  in  which  he  feed  thermometers  and 

1 -no-  filled  the  vessel  with  water  at  o°,  he  placed  it  in  a 100m  at  a tern 
pm2e  of  . " Aslhe'layers  of  liquid’ a,  the  sides  of  the  vessel  became 
peiatuie  ot  5 heated  they  sank  to  the  bottom,  and  the 

lower  thermometer  marked  40  while  the 
upper  one  was  still  at  zero.  Hope  then 
made  the  inverse  experiment  ; having 
filled  the  vessel  with  water  at  150,  he 
placed  it  in  a room  at  zero.  The  lower 
thermometer  having  sunk  to  4°  remained 
stationary  for  some  time,  while  the  uppei 
one  cooled  down  until  it  reached  zero. 
Both  these  experiments  prove  that  water 
is  heavier  at  4°  than  at  0°,  for  in  both 
cases  the  water  at  40  sinks  to  the  lower 
part  of  the  vessel. 

This  last  experiment  may  be  adapted 
for  lecture  illustration  by  using  a cylin- 
der containing  water  at  1 5°  C.,  partial  y 
surrounded  by  a jacket  containing  bruised 

ice  (fig.  323)-  . • f 

Hallstrom  made  a determination  o 

the  maximum  density  of  water  in  the 
following  manner  He  took  a glass  bul  , 

loaded  will,  sand,  and  weighed  it  in  at 

h*  lot  the  expansion  o glass  he  femd  that  4 ^ tempera,ute  of 

which  it  lost  most  weight,  and  consequently 

the  maximum  density  of  watei.  another  method.  He  took  a 

Despretz  arrived  at  the  containing  watet-and, 

water  thermometer— that  is  to  say,  a 


Fig.  323 
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placing  it  in  a bath,  the  temperature  of  which  was  indicated  by  an  ordinary 
mercury  thermometer,  found  that,  making  due  allowance  for  the  change  of 
volume  of  the  glass  bulb,  the  water  contracted  to  the  greatest  extent  at  40, 
and  that  this  therefore  is  the  point  of  greatest  density. 

This  phenomenon  is  of  great  importance  in  the  economy  of  nature.  In 
winter  the  temperature  of  lakes  and  rivers  falls,  from  being'  in  contact  with 
the  cold  air  and  from  other  causes,  such  as  radiation.  The  cold  water  sinks 
to  the  bottom,  and  a continual  series  of  currents  goes  on  until  the  whole  has 
a temperature  of  40.  The  cooling  on  the  surface  still  continues,  but  the 
cooled  layers,  being  lighter  than  those  below,  remain  on  the  surface,  and 
ultimately  freeze.  The  ice  formed  thus  protects  the  water  below,  the  lower 
portions  of  which  remain  at  a temperature  of  40,  even  in  the  most  severe 
winters,  a temperature  at  which  fish  and  other  inhabitants  of  the  water  are 
not  destroyed. 

Salt  dissolved  in  water  lowers  the  temperature  of  the  maximum  density, 
and  sea  water  exhibits  a maximum.  According  to  Rosetti,  this  temperature 
is  between  3-2°  and  3-9°  in  the  Adriatic. 

The  following  table  of  the  density  of  pure  water  at  various  temperatures 
is  based  on  several  sets  of  observations  : — 


Density  of  water  between  0°  and  8o°. 


Tempe- 

ratures 

Densities 

Tempe- 

ratures 

Densities 

Tempe- 

ratures 

Densities 

I 0 

0-99988 

12 

0-99955 

24 

0-99738 

I 

0-99993 

13 

°'99943 

25 

0-99714 

2 

0-99997 

14 

0-99930 

26 

0-99689 

J 

0-99999 

J5 

0-99915 

27 

0-99662 

4 

I -OOOOO 

16 

0-99900 

28 

0-99635 

5 

0-99999  : 

17 

0-99884 

29 

0-99607 

0 

0-99997 

18 

0-99870 

30 

0-99579 

7 

0-99994 

19 

0-99847 

4° 

0-99226 

0 

0-99988 

20 

0-99827 

50 

0-98820 

9 

0-99982 

21 

0-99806 

60 

0-98232 

10 

0-99974 

22 

0-99785 

70 

0-97796 

1 1 

0-99965 

23 

0-99762 

80 

0-97191 

Thus  the  mean  expansion  of  water  per  degree  between  o°  and  8o°  is 
000376,  or  a little  more  than  twice  that  of  mercury. 


CHAPTER  IV 

EXPANSION  AND  DENSITY  OF  GASES 


332  Gay-Lussac’s  method. — The  volume  of  a gas  may  be  aliened  by 
change  of  pressure  as  well  as  by  change  of  temperature.  The  relation 
between  pressure  and  volume  when  the  temperature  is  constant— known  as 
Boyle’s  law— has  been  already  considered.  In  investigating  the  relation 
between  volume  and  temperature,  care  must  be  taken  to  maintain  the 

pressure  constant  . . , 

The  coefficient  of  expansion  of  a gas  is  the  amount  by  which  the  unit  01 
volume  at  o°  expands  when  its  temperature  is  raised  to  i°,  the  pressure 
being  kept  constant.  Thus,  if  w0=the  volume  at  o°,  vt  = volume  at  t , 
and  a = the  mean  coefficient  of  expansion  between  o°  and  t°, 

vt  — ^oC1  +at)- 


It  is  immaterial  what  the  pressure  is  so  long  as  it  does  not  vary 

This  relation  was  discovered  by  Charles,  and  afterwards  independently 
by  Gay-Lussac  and  Dalton.  It  is  generally  referred  to  as  the  law  oj 


r/ia  figs. 

The  two  laws— those  of  Boyle  and  Charles— are  known  as  the  gaseous 

^Gay-Lussac  determined  the  coefficient  of  the  expansion  of  gases  by 

means  of  the  apparatus  represented  in  fig.  324. 

In  a rectangular  metal  bath,  about  16  inches  long,  was  fitted  an  an 

thermometer,  which  consisted  of  a tube  AB,  about  a 

bulb,  A,  at  one 
end.  The  tube 

was],  divided  pnto 

parts  of  equal 
capacity,  and  the 
contents  of  the 
bulb  ascertained 
in  terms  of  these 
parts.  This  was 
effected  by  weigh- 
ing the  bulb  and 
tube  full  of  mer- 
cury at  zero, 
Fig.  324  and  then  heating 

slightly  to  expel  a small  quantity  of  spa^hï^he  tube 

apparatus  being  again  cooled  down  to  zeio,  the  vacant  sp 
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corresponded  to  the  weight  of  mercury  which  had  overflowed  ; the  volume 
ol  mercury  remaining  in  the  apparatus,  and  consequently  the  volume  of 
the  bulb,  was  determined  by  calculations  analogous  to  those  made  for  the 
piezometer  (96). 

In  order  to  fill  the  thermometer  with  dry  air  it  was  first  filled  with 
mercury,  which  was  boiled  in  the  bulb  itself.  A tube,  C,  filled  with  calcium 
chloride,  was  then  fixed  on  to  its  end  by  means  of  a cork.  A fine  platinum 
wire  having  then  been  introduced  into  the  stem  AU  through  the  tube  C, 
and  the  apparatus  being  slightly  inclined  and  agitated  from  time  to  time’ 
air  entered,  having  been  previously  well  dried  by  passing  through  the 
calcium  chloride  tube.  The  whole  of  the  mercury  was  displaced,  with 
the  exception  of  a small  thread,  which  remained  in  the  tube  AB  as  an 
index. 

The  air  thermometer  was  then  placed  in  the  box  filled  with  melting  ice 
the  index  moved  towards  A,  and  the  point  was  noted  at  which  it  became 
stationary.  This  gave  the  volume  of  air  at  zero,  since  the  capacity  of  the 
bulb  was  known.  Water  or  oil  was  then  substituted  for  the  ice,  and  the 
bath  successively  heated  to  different  temperatures.  The  air  expanded  and 
moved  the  mdex  from  A towards  B.  The  position  of  the  index  in  each  case 
was  noted,  and  the  corresponding  temperature  was  indicated  by  means  of 
the  thermometers  D and  E. 

The  pressure  of  the  atmosphere  was  practically  constant  during  the 
experiment,  and,  the  expansion  of  the  glass  being  neglected,  the  expan- 
sion of  the  air  was  obtained  by  subtracting  from  its  volume  at  a 4ven 

Heed  **  ^ " °°  Fn>m  this  the  COefficient  * expansion  is 

evnThCmfUltS  °btained  by  Gay-Lussac  in  these  experiments  were  not  very 

amSvZZZS7  “ed  COeffidentS  — tfdifeS 

333-  Combination  of  formulae  of  Boyle  and  Charles.-Let  * , „ be  the 

p essme  and  volume  of  a given  quantity  of  gas  at  temperature  tr>  A 7,  the 

V0,“me  at  A!!°>  >«  «’b.  the  volunte  when  the  en^eS.u  e 
■s  /,  and  the  pressure  A.  Then,  by  Beyle's  law,  A„  since  the 

temperature  ty  is  constant  ; and  by  Charles’s  law,— 3 _ = ^ 

I + ut2  I + aty 

pressure  f is  constant.  Hence,  eliminating  w,  = fl%v2 

I + Clty^  I _+  at0 

rally,  for  a given  weight  of  gas 

. I + Cl  l 

place  in  ft>,  v,  or  t. 

v «le  ::tz:  s:  “ tt  »• is 

normal  pressure  760  millimetres  ? ° “ ^ ff&S  at  Zei°’  ancl  under  ^ 

From  the  above  formula  it  follows  at  once  that  V = VTI 


since  the 


or,  gene- 


is  constant,  whatever  changes  take 


gas, 

weights  of  equal 
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volumes  are  proportional  to  the  densities,  we  have 


[333- 

If  i be  the 


a 

P T 

volume  of  a gas  at  zero,  its  volume  at  t will  be  i+at  Mmt  attire  densities 
are  inversely  as  the  volumes,  d~  = j.  * ^ and  therefore  p = , + at  5 whence 

1 ”«4( 'Renault’s  methods.—  Régnault  used  several  different  methods  for 
determining  the  expansion  of  gases.  In  some  of  them  the  pressure  was 
constant  and  the  volume  variable,  as  in  C ay- Lussac  s method  i >n 
the  volume  remained  the  same  while  the  pressure  varied.  ™ L but  is 
described  below  is  the  same  as  that  used  by  kudberg  and  Dulong,  b 
distinguished  by  the  care  with  which  all  sources  of  error  are  avoided, 
this  method  both  the  pressure  and  the  volume  of  the  gas  vaned. 

The  apparatus  consisted  of  a cylindrical  reservoir,  ( g-  3-5)> 
nating  in  a"  bent  capillary  tube.  In  order  to  fill  the  reservoir  with  dry 


Fig.  325 


air,  i,  was  placed  in  a hot-water  bath,  and  the  «pilla, 

by  an  india-rubber  tube  with  » » K»  -h  dry  yacuum  could  be  pro- 

joined  to  a small  air-pump,  , > f IOO°  The  reservoir  was 

duced  in  the  reservoir  while  at  a tempexa^me  oi  00  • was 

firs,  exhausted,  ant,  air  afterwards t ad^ted  slowly  ^ ^ became 
repeated  a great  many  times,  off  jn  vapour  at 

r S £ * =cSre'nmthde‘begcall-y  in  S.  passage  through  the 

U The  'reservoir  was  then  hep,  for  h***»  S 

ing  water  ; the  air-pump  having  a laermetically  sealed,  the  height  H of 
disconnected,  and  the  end  of  the  t 1 reservoir  B was  cool,  it  was  placed 

the  barometer  being  noted.  When  t ^ there  quite  surrounded 

:i,^K3"diy  in  the  mercury  bath,  C.  After  the 
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air  in  the  reservoir  B had  sunk  to  zero,  the  point  b was  broken  off  by 
means  of  a pair  of  forceps  ; the  air  in  the  interior  became  condensed  by 
atmospheric  pressure,  the  mercury  rising  to 
a height  oG.  In  order  to  measure  the  height 
of  this  column,  Go,  which  will  be  called  h,  a 
movable  rod,  go,  was  lowered  until  its  point, 
o,  was  flush  with  the  surface  of  the  mercury 
in  the  bath  ; the  distance  between  the  point 
o and  the  level  of  the  mercury  G was 
measured  by  means  of  the  cathetometer. 

The  point  b was  finally  closed  with  wax 
by  means  of  the  spoon  a,  and  the  baro- 
metric pressure  noted  at  this  moment.  If 
this  pressure  is  H',  the  pressure  of  the  air  in 
B is  H '-h. 

The  reservoir  was  now  weighed  to  ascer- 
tain P,  the  weight  of  the  mercury  which  it 
contained.  It  was  then  completely  filled  with 
mercury  at  zero,  in  order  to  have  the  weight 
P'  of  the  mercury  in  the  reservoir  and  in  the 
tube. 

If  b is  the  coefficient  of  cubical  expan- 
sion of  glass,  and  D the  density  of  mercury 
at  zero,  the  coefficient  a of  cubical  expansion  of  air  is  determined  in  the 
following  manner  The  volume  of  the  reservoir  and  of  the  tube  at  zero  is 

D’  fr°m  the  formula  P = VD  ; consequently  this  volume  is 


Fig.  326 


D 


(i  + bt). 


■ (0 


at  the  temperature  t , assuming,  as  is  the  case,  that  the  reservoir  and  tube 
expand  as  if  they  were  solid  glass  (322).  But  from  the  formula  P = VD  the 
volume  of  a.r  in  the  reservoir  at  zero,  and  under  the  pressure  H'  -A,  is 

At  the  same  pressure,  but  at  t°,  its  volume  would  be 


D 


P'-P 

D 


(I  +a/); 


and  by  Boyle’s  law  (181),  at  the  pressure  H,  at  which  the  tube  was  sealed 
this  volume  must  have  been  i>eaieci, 

(P'-P)  (1  + at)  (H’-A) 

DH  (2) 

. Î®  V°lumes  ^presented  by  these  formulas  (1)  and  (2)  are  enrh 

jua  to  the  volume  of  the  reservoir  and  the  tube  at  t°  : they  are  therefore 

qual.  Removing  the  denominators,  we  have 


P’  (1+8/)  H =(P'-P)  ( i +ut)  (H' 
from  which  the  value  of  a is  deduced. 


-A) 


(3) 


Y 
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335-  Regnault’s  methods 

br"  ‘ed  Vt,moe,h“  rnS  w Ï Si  ™wbe  described,  Regnant  detet- 
SSf?inhLela'!orb«twe«  temperature  and  volume  when  the  pressure 

was  kept  constant,  and  (2)  the  relation  between  temperature  and  pressure 

wlie„  ,„e  is  the  bulb  containing  the  gas  ; it  is  con- 

Constant firessu?  e.  t b F q is  a reservoir  of  mercury 

nectedwtth  the  manometer  AE  by  a fin.  wbe,cKd  ^ ^ part  of  lhe 

manometer  by  flexible  tubing  ; as  it 
is  raised  or  lowered  the  height  of  the 
mercury  in  the  limbs  of  the  mano- 
meter is  altered.  A lateral  tube,  D, 
provided  with  stopcock  and  attached 
to  F,  allows  the  bulb  to  be  put  in 
communication  with  an  exhausting 
pump,  and  with  the  gas  whose  co- 
efficient of  expansion  is  required. 
The  bulb  C is  placed  in  an  enclosure 
whose  temperature  can  be  maintained 
at  any  point  from  o°  to  ioo°.  First 
let  the  enclosure  be  filled  with  melting 
ice,  and,  the  vessel  C and  tube  F now 
containing  dry  gas,  the  surfaces  of 
the  mercury  in  A,  B,  G are  adjusted 
to  the  same  level.  The  temperature 
is  then  raised  to  f , the  gas  expands, 
and  the  mercury  tends  to  fall  in  A 
and  rise  in  B and  G ; but  the  surfaces 
are  brought  to  the  same  level  by 
lowering  G,  so  as  to  maintain  the 
pressure  constant  and  equal  to  that 
of  the  atmosphere.  The  tubes  F and 

A have  been  previously  calibrated,  so  tbat  tbeir 

le„g.b  are  known  in  terms  °f  t'oXg  7o  a riven  riie  of  temperature  a, 
:LjtrPr'eSss“rea,Sand  the  co^cien,  of  expansion  is  obtained  from  the 

^tSÆ^Tbe  same  5ÆS 

method  of  determining  the  co^ffic1®"  . kept  constant.  This  coefficient 
change  of  temperature  volume. 

is  sometimes  called  the  coe^ClC  {'f  { the  mercury  adjusted  to  S when 

A mark  is  made  on  the  tube  A at  S and  the -.m  ÏJ  ^ t emperature 


A mark  is  made  on  the  tu  e ^ ature  Q°  When  the  temperature 

the  pressure  is  atmospheric  and  P ssion  0f  the  mercury  in  A is  pre- 
in the  bulb  C rises  the  gas  expa  > increasing  the  pressure  to  which 

vented  by  raising  the  reservoir  G and  thus A is 

the  gas  in  the  bulb  is  subject  • of  the  gas  is  then  that  due  to 

tubes"  A and  B,  together  with  that  of  the 
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atmosphere.  The  process  is  repeated  with  gradually  rising  temperatures, 
and  a series  of  corresponding  values  of  ft  and  t obtained.  The  coefficient 
required  is  derived  from  the  equation 

ftt=ft  (l+a't). 

The  following  table  gives  both  coefficients  for  different  gases  : — 


Coefficients  of  expansion  of  gases  ( Régnault ) 


Pressure  Constant 

a 

Volume  Constant 
a' 

Hydrogen 

Atmospheric  air  ... 

Nitrogen 

Carbon  monoxide  .... 

„ dioxide  .... 

Nitrogen  monoxide  .... 
Sulphur  dioxide  .... 

Cyanogen  

•003661 

•003670 

•003669 

•003710 

•003719 

•003903 

•003877 

■003667 

•003665 

•003668 

•003667 

•003688 

•003676 

•003845 

•003829 

It  appears  from  the  above  table  that  hydrogen  differs  from  the  other 
gases  enumerated  in  that  a'  is  greater  than  a for  it,  while  for  all  the  rest  a is 
t re  greater.  We  have  already  seen  that  at  ordinary  temperatures,  and  for 
moderate  pressure,  hydrogen  differs  from  other  gases  in  being  less  com 
pressible  than  Boyle’s  law  requires.  * 

Régnault  has  further  found  that,  at  the  same  temperature,  the  coefficient  of 
expansion  of  any  gas  increases  with  the  pressure  which  it  supports.  Thus 
while  the  coefficient  of  expansion  of  air  under  a pressure  of  no  mm  is 
0-003709! Under  a preSSUre  °f  3655  mm.,  or  nearly  five  atmospheres,  ff  is 

The  number  found  by  Régnault  for  the  coefficient  of  the  expansion  of 
a,r,  0-003665,  ,s  equal  nearly  ; and  if  „e  lake  the  coefficient  it 

expansion  at  0-0036666  ...  it  may  be  represented  by  the  fraction  U 
which  is  convenient  for  many  purposes  of  calculation 

The  small  differences  in  the  expansibility  of  various  gases  may  be  ascribed 
to  the  circumstance  that  when  a gas  is  heated  the  relative  positions  of  the 
atoms  m the  molecules  are  thereby  altered  ; and  a certain  amount  of  intern-d 
work  is  required  for  this,  which  is  different  for  different  gases  (29J) 

The  researches  of  Amagat  prove  that  at  constant  pressure  the  * 

of  expansion  diminish  as  the  temperature  rises.  Fo^ I^ple  for  ” f 
phurous  acid  the  coefficient  between  io°  and  6o°  C.  is  •00390-’  but  het  ’ 
IO  “d  250°  becomes  -003798.  The  change  with  temperaffiï  i n 1 T" 
m the  case  of  gases  that  are  not  readily  liquefiable  P '*  mUCh  less 

336.  Air  thermometer.- When  the  laws  of  the  expansion  of  ni>-  n,-P  t 
the  apparatus  of  fig.  327  may  be  used  as  an  air  thermometer  1 7 

s- «id-si; 

that  the  air  and  the  mercury  thermometer  agree  up" to  260°  "buf  Ibove 
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;a;  point  mercury  »^"°Se“r  ZZSggZL 
Srrrï—  t“T^  in  Dulong  unt.  Pern,  experiment 
such  un  apparatus  that  Pouillet  measured  the  temperature 
corresponding  to  the  colours  which  metals  take  when  heated  in  a lire,  an  . 
found  them  to  be  as  follows 


Incipient  red 
Dull  red 
Cherry  red 


525°  C. 
700 
goo 


Dark  orange  . 
White  . 
Dazzling  white 


1 100 
1300 
1500 


C. 


L/iicuy  ' 

In  the  measurement  of  high  hïs  been 

fOTnTtobe'pLmeabïé  to  gases  at  high  temperatures,  they  employed  porce- 
lain  instead  of  that  metal. 

337.  Absolute  zero. 

constant,  we  may  write 


If  we  substitute  5ih  for  a in  the  formula  ^ ^ 


= constant.  Hence,  if  temperatures  are 
constant,  wc  maj  f 

r ■ b /«rrpM  Centigrade  below  the  freezing  point  ot 

measured  from  a _P°m ‘ 273 S ure  the  absolute  zero,  and  tempera- 

SasurJd^mii  absolute 

!“re t°f Æ ri"—  measured  ?rom  the  absolu.erero  am 
Slelr^Vhe  formula ’ 

srr  "ev“ the  ,a'v 

expressed  by  the  formal ys  very ^eaj  y J of  a gas,  or  its  specific 
338.  Density  of  gases.  Th  certain  volume  of  the  gas  to  that  of 

gravity,  is  the  ratio  of  the i we  gh  f he  air  being  at  zero  and  under  a 

the  same  volume  of  an  , ootn  me  0 

pressure  of  760  millimetres.  .fi  gravity  of  a gas,  it  is  necessary  to 

In  order,  therefore,  to  find  the  spec  g Y ^ & pressure  of  ?6o 

determine  the  weight  of  a certain  vo  weight  of  the  same 

millimetres,  and  a temperature  of  zero, ^ and  ^then^  * large  globe  of 

volume  of  air  under  the  same  c neck  0f  which  is  provided  with  a 

about  two  gallons  capacity  is  used  ^ The  globe  is  first  weighed 

stopcock,  which  can  be  sciewe  of  the  gas  in  question.  The 

empty,  and  then  full  of  air,  and  a blained  by  subtracting  the  weight  of 

weights  of  the  gas  and  of  the  an  f he  lobe  filled,  respectively,  with 

the  exhausted  globe  from  the  weigh  f t J the  latter  by  the  former, 
air  and  gas.  The  u\s  difficult  to  make  these  determ, na- 

gives  the  specific  gravity  of  the  gas.  and  therefore  all  the  weights 

.fions  at  the  same  temperature  and  y6o  millimetres. 

are  reduced  to  zero  and  the  1101  to  pass  through  drying  tubes  before 

bC  pLsCd  OV£r  P°taSh  t0  fre£  U 1 


-339]  Method  of  Determining  the  Density  of  Gases  325 


carbonic  acid.  And  as  even  the  best  air-pumps  never  produce  a perfect 
vacuum,  it  is  necessary  to  exhaust  the  globe  until  the  manometer  in  each 
case  marks  the  same  pressure. 

The  globe  having  been  exhausted,  dried  air  is  allowed  to  enter,  and  the 
process  is  repeated  several  times  until  the  globe  is  perfectly  dried.  It  is 
then  finally  exhausted  until  the  residual  pressure  in  millimetres  is  e.  The 
weight  of  the  exhausted  globe  is  p.  Air,  which  has  been  dried  and  purified  by 
passing  through  potash  and  calcium  chloride  tubes,  is  then  allowed  to  enter 
slowly.  The  weight  of  the  globe  full  of  air  is  P.  If  H is  the  barometric 
height  in  millimetres,  and  t°  the  temperature  at  the  time  of  weighing,  P —p  is 
the  weight  of  the  air  in  the  globe  at  the  temperature  /,  and  the  pressure  H — e. 

To  reduce  this  weight  to  the  pressure  760  millimetres  and  the  tempera- 
ture zero,  let  a be  the  coefficient  of  the  expansion  of  air,  and  ô the  coefficient 
of  the  cubical  expansion  of  glass.  From  Boyle’s  law  the  weight,  which  is 

p ~ft  t and  a pressure  of  H—  e,  would  be  — fYjfy  under  the  pressure 

H — e 

■ 760  millimetres  and  at  the  same  temperature,  t° . If  the  temperature  is  o°, 
the  capacity  of  the  globe  will  diminish  in  the  ratio  i+8t  to  1,  while  the 
weight  of  the  gas  increases  in  the  ratio  1 : 1 + at,  as  follows  from  the  problems 
in  aiticle  333.  Consequently,  the  weight  of  the  air  in  the  globe  at  o°  and  at 
the  pressure  760  millimetres  will  be 


(V~t>)  76o(i+o7) 
^ (H  — e)  (1  + 8t) 


(0 


Further,  let  o'  be  the  coefficient  of  expansion  of  the  gas  in  question  ; let 
P be  the  weight  of  the  globe  full  of  gas  at  the  temperature  t'  and  the  pres- 
sure H , and  let p'  be  the  weight  of  the  globe  when  it  is  exhausted  to  the 
pressure  * ; the  weight  of  the  gas  in  the  globe  at  the  pressure  760  and  the 
temperature  zero  will  be 

760  ( 1 + n't') 

J .......  (2) 


(P'-iO 


(H'  — e)  ( 1 + 8t’)  ■■■■■■ 

Dividing  the  latter  formula  by  the  former  we  obtain  the  density 

D = (H-g)  (1  +n't')  (1  + 8t) 

(P  -p)  (H' -e)  (1  + at)  (1  + 8t')  ‘ 

If  the  temperature  and  the  pressure  do  not  vary  during  the  experiment, 
H = H'  and  t = i’  ; whence  D = Qf-P')  G+o-'t)  , , P ' ~p’ 

fc)(l+op’and’  ,f  a~"’  D= 

m 339-  Regnault’s  method  of  determining  the  density  of  gases  — Reermult 

wlr  The  M ' ,me,'”od  th“  of  ‘be  commons mTbe  S 
a baianre  8 I ’-'  W ”C  ’ ‘ gas  IS  "'e'É+e<I  is  suspended  from  one  pan  of 
d'V  ’ C0LlnterP°lsed  by  means  of  a second  globe  of  the  same 

dimensions,  and  hermetically  sealed,  suspended  from  the  other  t1 

W,,h  ,he  « “ -P—  of  Thi!  is  effected  »Tn* 
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vessel  full  of  ice,  as  shown  in  fig.  328.  It  is  then  connected  with  a three-way 
cock  A by  which  it  maybe  put  into  communication  either  with  an  air-pump, 
or  with  the  tubes  M and  N,  which  are  connected  with  the  reservoir  of  gas 
The  tubes  M and  N contain  substances  which  by  their  action  on  the  gas 

dl>  The  stopcock  A being  so  turned  that  the  globe  is  only  connected  with 
the  air-pump,  a vacuum  is  produced  ; by  means  of  the  same  cock,  the  con- 
nection with  the  pump  being  cut  off,  but  established  with  M and  N , the 
eras  soon  fills  the  globe.  But  as  the  exhaustion  could  not  have  been  com- 
plete and  some  air  must  have  been  left,  the  globe  is  again  exhausted  and 
the  gas  allowed  to  enter,  and  the  process  is  repeated  until  it  is  thought 


Fig.  328 


, . . , Thp  vacuum  being  once  more  produced,  a difierential 

terom^Cfig-  '58),  connected  ^ 

weighed.  . , be  . the  globe  is  again  replaced  in 

This  gives  the  weight  p of  the  e p ) „ Uowed  Lo  enter,  care  being 

the  ice,  the  stopcock  A adjusted,  an  ^ allow  the  gas  in  the  globe 

taken  to  leave  the  stopcocks  open  long  . snogh _to  alio»  ^ ^ bar0. 

to  acquire  the  pressure  of  the  atmosph  , ^ and  the  globe  n eighed 

meter.  The  stopcock  A is  then  close  , p,  of  the  gas 

with  the  same  precautions  as  before.  This  gives 

The  same  operations  are  *en  only^rrection  necessary 

STS»  U.rÆa“  .he  two  cases  to  the  standard  pressure  by  the 
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method  described  in  the  preceding  paragraph.  The  correction  for  temperature 
is  not  needed,  as  the  gas  is  at  the  temperature  of  melting  ice.  The  ratio  of 
the  weight  of  the  gas  to  that  of  the  air  is  thus  obtained  by  the  formula 


340.  Density  of  gases  which  attack  metals. — For  gases  which  attack 
the  ordinary  metals,  such  as  chlorine,  a metal  stopcock  cannot  be  used,  and 
vessels  with  ground-glass  stoppers  (fig.  329)  are  substituted. 

The  gas  is  introduced  by  a bent  glass  tube,  the  vessel  being  held 
either  upright  or  inverted,  according  as  the  gas  is  heavier  or 
lighter  than  air  ; when  the  vessel  is  supposed  to  be  full,  the  tube 
is  withdrawn,  the  stopper  inserted,  and  the  weight  taken.  This 
gives  the  weight  of  the  vessel  and  gas.  If  the  capacity  of  the 
vessel  is  measured  by  means  of  water,  the  weight  of  the  air 
which  it  contains  is  deduced,  for  the  density  of  air  at  o°  C.  and 
760  millimetres  pressure  is  that  of  distilled  water  under  the 
same  circumstances.  The  weight  of  the  vessel  full  of  air,  less 
the  weight  of  the  contained  air,  gives  the  weight  of  the  vessel 
itself.  From  these  three  data — the  weight  of  the  vessel  full  of 
the  gas,  the  weight  of  the  air  which  it  contains,  and  the  weight 
of  the  vessel  alone — the  specific  gravity  of  the  gas  is  readily  deduced,  the 
necessary  corrections  being  made  for  temperature  and  pressure. 


Relative  density  of  gases  at  zero  and  at  a pressure  of  760  millimetres , that 
of  air  being  taken  as  unity 


Aii- 

1 -oooo 

Sulphuretted  hydrogen 

1-1912 

Hydrogen  . 

. 0-0693 

Hydrochloric  acid 

1-2540 

Ammonia 

• 0-5367 

Nitrous  oxide  (N.20)  . 

1-5270 

Marsh  gas  . 

• 0-5590 

Carbonic  acid 

1-5291 

Carbonic  oxide  . 

. 0-9670 

Cyanogen  . 

1 -86oo 

Nitrogen 

. 0-9714 

Sulphurous  acid  . 

2-2474 

Nitric  oxide  (NO) 

. 1 0360 

Chlorine 

3-4400 

Oxygen 

. 1-1057 

Hydriodic  acid  . 

4'4430 

Régnault  made  the 

following  determinations  of  the  weight 

of  a litre  of 

the  most  important  gases  at  0°  C.  and  760  mm.  : — 

Air.  . . 1-293187  grrns.  Nitrogen  . 1-256157  grms. 

Oxygen  . . 1-429802  „ Carbonic  acid  1-977414  „ 

Hydrogen  . 0-089578  „ 


Fig.  32g 
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CHAPTER  V 


CHANGES  OF  CONDITION.  VAPOUR 


341.  Fusion.  Its  laws. — The  only  phenomena  of  heat  with  which  we 
have  hitherto  been  engaged  have  been  those  of  expansion.  In  the  case  of 
solids  it  is  easy  to  see  that  this  expansion  is  limited.  For  in  proportion  as 
a body  absorbs  heat,  the  kinetic  energy  of  the  molecules  is  inci  eased,  and 
ultimately  a point  is  reached  at  which  the  molecular  attraction  is  not  sufficient 
to  retain  the  body  in  the  solid  state.  A new  phenomenon  is  then  produced  , 
melting  or  fusion  takes  place  ; that  is,  the  body  passes  from  the  solid  into 
the  liquid  state. 

Some  substances,  however,  such  as  paper,  wood,  wool,  and  ceitain  salts, 
do  not  fuse  at  a high  temperature,  but  are  decomposed.  Many  bodies  have 
long  been  considered  refractory — that  is,  incapable  of  fusion  ; but,  in  pro- 
portion as  it  has  been  possible  to  produce  higher  temperatures,  their  numbei 
has  diminished.  Gaudin  succeeded  in  fusing  rock  crystal  by  means  of  a 
lamp  fed  by  a jet  of  oxygen  ; and  Despretz,  by  combining  the  effects  of  the 
sun,  the  voltaic  battery,  and  the  oxy-hydrogen  blowpipe,  melted  alumina 
and  magnesia,  and  softened  carbon  so  as  to  be  flexible,  which  is  a condition 

near  that  of  fusion.  . 

It  has  been  found  experimentally  that  the  fusion  of  bodies  is  goveinec 

by  the  two  following  laws  : — 

I.  Every  substance  begins  to  fuse  at  a certain  temperature,  winch  is 
invariable  for  each  substance , if  the  pressure  be  constant. 

II  Whatever  be  the  intensity  of  the  source  of  heat,  from  the  moment 
fusion  begins  the  temperature  of  the  body  ceases  to  rise , and  remains  constant 
until  the  fusion  is  complete. 


Melting  points  of  certain  substances 


Ethylene  . ..  • . — 169° 

Alcohol  . • • •— 13°‘5 

Ether ~I29 

Ammonia  . . • --75 

Mercury  . • • •-  3^'S 

Oil  of  turpentine  . • - 2 7 

Bromine  . . • .—  12 

Ice 

Nitrobenzene  . • • +'  3'° 

Formic  acid  . • • 5 

Acetic  acid  . • • 1 7 


Butter 

• + 33° 

Rubidium  . 

- 39 

Phosphorus 

• 44 

Spermaceti 

- 49 

Potassium  . 

• 55 

Margaric  acid  . 

• 57 

Stearine 

. 60 

White  wax . 

• 65 

Wood’s  fusible  metal 

. 68 

Stearic  acid 

• 70 

Sodium 

- 90 
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Rose’s  fusible  metal  . 

.+  940 

Aluminium 

Sulphur 

. 114 

Magnesium 

Benzoic  acid 

. 120 

Sodium  chloride 

Indium 

. 176 

Silver 

Tin  .... 

• 232 

Gold . 

Bismuth 

. 269 

Copper 

Cadmium  . 

• 321 

Potassium  sulphate 

Lead  .... 

• 328 

Cast  iron  . 

Zinc  .... 

• 4'9 

Mild  steel 

Arsenic 

. 500 

Wrought  iron  . 

Potassium  iodide 

• 623 

Platinum  . 

Antimony  , 

• 630 

Iridium 

329 

. + 655° 

• 750 
. 851 

• 955 
. 1060 
. 1068 

• 1073 

. 1 100 

• 1300 

. 1600 

• 1730 

• 195° 


Some  substances  pass  from  the  solid  to  the  liquid  state  without  showing 
any  definite  melting  point  ; for  example,  glass  and  iron  become  gradually 
softer  and  softer  when  heated,  and  pass  by  imperceptible  stages  from  the 
solid  to  the  liquid  condition.  This  inter- 
mediate condition  is  spoken  of  as  the  state 
°f  vitreous  fusion.  Such  substances  may  be 
said  to  melt  at  the  lowest  temperature  at 
which  perceptible  softening  occurs,  and  to  be 
fully  melted  when  the  further  elevation  of 
temperature  does  not  make  them  more  fluid  ; 
but  no  precise  temperature  can  be  given  as 
that  of  their  melting  points. 

The  determination  of  the  melting  point 
of  a body  is  a matter  of  considerable  im- 
portance in  fixing  the  identity  of  many 
chemical  compounds,  and  is,  moreover,  of 
frequent  practical  application  in  determin- 
ing the  commercial  value  of  tallow  and  other 
fats. 

It  is  done  as  follows  A portion  of  the 
substance  is  melted  in  a watch-glass,  and  a 
small  quantity  of  it  sucked  into  a fine  capil- 
lary tube,  which  is  then  placed  in  a bath 
of  clear  water  (fig.  330)  attached  to  a ther- 
mometer, and  the  temperature  of  the  bath 
is  gradually  raised  until  the  substance  is 
completely  melted,  which  from  its  small  mass 

means  of  the  apparatus  represented^  fiPrCSSUie  011  the  melting  point  by 
appearance  a siphon  barometer.  The  tube  i? èCH  ta™1 


Fig.  330 


in 
The 


330 


On  Heat 


[342- 


part  from  btoc  contains  mercury  except  at  the  end  b,  where  the  substance 
under  examination  is  put.  Air  occupies  the  portion  ac,  which  is  carefully 
calibrated.  The  lower  part  of  the  apparatus  is  placed  in  a water  bath  the 
mercury  being  heated  as  well  as  the  substance.  The  expansion  of  the 
mercury  compresses  the  air,  the  elastic  force  of  which  reacts  on  the  sub- 
stance and  exerts  on  it  a gradually  increasing  pressure.  It  only  then 
remains  to  observe  the  temperature  at  which  the  substance  solidifies  and 
the  corresponding  pressure  at  that  moment.  In  this  way  Bunsen  found  that 
spermaceti,  which  melts  at  48°  under  a pressure  of  1 atmosphere,  melts  at 
510  under  a pressure  of  156  atmospheres.  Hopkins  found  that  spermaceti 


ass  Tsrx  vstsæ 

theory,  the  effect  of  maeasec  of  dettrm|„,g  experimentally 

lower  temperature  than  o C.  p ii1P  temnerature  of  fusion  of  ice,  Lord 

the  relation  between  the  pressure  an  It  consisted  of  apiezo- 

Kelvin  made  use  of  the  aPPa^s  s ring,  w2  divided  into  two  comparl- 
meter  which,  by  means  o a thick jeaden  ^ lQwer  Qne  cmshed  ice,  which 

ments,  the  upper  one  contain;  g ‘ ‘leaden  ring  aiso  served  to  support  a 

was  thus  prevented  from  using.  J1  and  a manometer  with  compressed 

thermometer  enclosed  in  a very  stout  t > niston  V. 

air.  The  pressures  were .Xaltd  ^Temperature  a,  which  ice  and  water 

renSn  ““of^h'Xl  'without'chan.e,  the  melting  pom.  of 
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Fig-  333 


ice.  This  temperature  is  o°  C.  when  the  pressure  is  atmospheric  ; when  the 
pressure  was  increased  by  means  of  the  screw  V,  the  temperature  fell.  The 
change  was  small  but  definite  ; Lord  Kelvin  found  that  pressures  of  8’i  and 
i6'8  atmospheres  lowered  the  melting  point  of  ice  by  o'o59° 
and  0-126°  respectively.  These  results  justify  the  theoretical 
previsions  of  his  brother,  Professor  J.  Thomson,  according  to 
which  an  increase  of  pressure  of  n atmospheres  lowers  the 
melting  point  of  ice  by  0-007472°  C.,  so  that  a pressure  of  135 
atmospheres,  or  about  2000  pounds  to  the  square  inch,  would 
lower  the  melting  point  1 0 C. 

This  lowering  of  the  melting  point  is  also  shown  by  an 
experiment  of  Mousson.  The  apparatus  consists  of  a stout 
steel  tube  closed  at  one  end  by  a screw  and  with  a screw 
piston  at  the  other  (fig.  3 33).  The  tube  is  filled  with  water 
and  a metal  bullet  introduced.  When  the  apparatus  is  closed  it  is  inverted 
so  that  the  bullet  rests  on  the  piston,  and  is  placed  thus  in  a freezing  mixture  ; 
the  water  freezes  and  presses  the  ball  against  the  piston.  The  apparatus  is 
again  inverted,  and  pressure  is  gradually  applied  by  turning  the  handle  of  the 
screw.  When  the  lower  screw  is 
opened  the  ball  falls  out,  and  is  fol- 
lowed by  a thick  cylinder  of  ice 
which  must  have  been  formed  at 
the  moment  of  opening.  Hence 
the  ice  must,  by  a pressure  esti- 
mated at  13,000  atmospheres,  have 
been  converted  into  water  at  about 
- 1 8°  C. 

This  influence  is  likewise  readily 
demonstrated  by  an  experiment  of 
von  Helmholtz  (fig.  334).  Water  is 
boiled  in  a flask  until  all  air  is  ex- 
pelled, and  it  is  then  closed.  It  is 
afterwards  placed  in  a freezing  mix- 
ture so  that  some  ice  forms  inside. 

This  is  then  allowed  to  melt  again 
in  great  part,  and  the  flask  is  placed 
in  a vessel  of  water  containing 
lumps  of  ice.  It  is  then  found  that  the  still  unfrozen  water  inside  the  flask 
freezes  while  that  of  the  outside  is  melting. 

343.  Alloys.  Fluxes.— Alloys  are  generally  more  fusible  than  any  of  the 
metals  of  which  they  are  composed  ; for  instance,  an  alloy  of  5 parts  of  tin 
and  1 of  lead  fuses  at  194°.  The  alloy  known  as  Rose’s  fusible  metal , which 
consists  of  4 parts  of  bismuth,  1 part  of  lead,  and  1 of  tin,  melts  at  94°,  and 
an  alloy  of  1 or  2 parts  of  cadmium  with  2 parts  of  tin,  4 parts  of  lead’  and 
7 or  8 parts  of  bismuth,  known  as  Wood’s  fusible  metal  melts  between  66° 
and  71°  C.  An  alloy  of  potassium  and  sodium  in  equivalent  proportions  is 
liquid  at  the  ordinary  temperature.  Fusible  alloys  are  of  extended  use  in 
soldering  and  in  taking  casts.  Steel  melts  at  a lower  temperature  than  iron 
tnougli  it  contains  carbon,  which  is  almost  completely  infusible 
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Mixtures  of  the  fatty  acids  melt  at  lower  temperatures  than  the  pure  acids. 

A mixture  of  potassium  and  sodium  chlorides  fuses  at  a lowei  temperature 
than  either  of  its  constituents;  this  is  also  the  case  with  a mixture  of 
potassium  and  sodium  carbonates,  especially  when  they  are  mixed  in  the 
proportion  of  their  chemical  equivalents. 

An  application  of  this  property  is  met  with  in  the  case  of  fluxes,  which 
are  much  used  in  metallurgical  operations.  They  consist  of  substances 
which,  when  added  to  an  ore,  partly  by  their  chemical  action,  help  the 
reduction  of  the  substance  to  the  metallic  state,  and,  partly,  by  piesenting  a 
readily  fusible  medium,  promote  the  agglomeration  of  the  individual  particles 
with  the  formation  of  a mass  of  metal  or  regains. 

344.  Latent  heat.— Since,  during  the  passage  of  a body  from  the  solid  to 
the  liquid  state,  the  temperature  remains  constant  until  the  fusion  1S  c°m' 
plete,  whatever  the  intensity  of  the  source  of  heat,  it  must  be  concluded 
that  in  changing  their  condition,  bodies  absorb  a considerable  amount  o 
heat  the  only  effect  of  which  is  to  maintain  them  in  the  liquid  state.  This 
heat!  which  is  not  indicated  by  the  thermometer,  is  called  latent  heal  or 
latent  heat  of  fusion,  an  expression  which,  though  not  in  strict  accordance 
with  modern  ideas,  is  convenient  from  the  fact  of  its  universal  recognition 

and  employment  (467).  . 

An  idea  of  what  is  meant  by  latent  heat  maybe  obtained  from  the  follow- 
ing experiment  : — If  a pound  of  water  at  80^  is  mixed  with  a pound  of  water 
at  zero,  the  temperature  of  the  mixture  is  40°.  But  if  a pound  of  crushed 
ice  at  zero  is  mixed  with  a pound  of  water  at  80°,  the  ,ce  melts  and  two 
pounds  of  water  at  zero  are  obtained.  Consequently  the  mere  change  of  a 
pound  of  ice  to  a pound  of  water  at  the  same  temperature  requires  as  much 
Lat  as  will  raise  a pound  of  water  through  80°.  This  quantity  of  heat 
represents  the  latent  heat  of  the  fusion  of  ice,  or  the  latent  heat  of  "'ater- 

Every  liquid  has  its  own  latent  heat,  and  m the  chapter  on  Calonmeti) 

we  shall  show  how  this  is  determined.  . , . 

345  Solution.— A body  is  said  to  dissolve  when  it  becomes  liquid  m 
consequence  of  an  attraction  between  its  molecules  and  those  of  a liquid 
Gum  arable,  sugar,  and  most  salts  dissolve  in  water.  The  weight  chssohed 
in  a given  quantity  of  water  generally  increases  with  the  tempeiatuie,  as  . 


Common  Salt 

Nitre 

Sodium  Sulphate 

Copper  Sulphate  Zinc  Sulphate 

o° 

20 

IOO 

35 

37 

40 

13 

21 

247 

6 

53 

42 

32  115 

42  131 

203  654 

The  peculiarity  in  the  solubility  of  sodium  sulphate  is  due  to  the  fact  that 
the  hydïted  salf  (Na.SO,  . .oH,0)  loses  its  water  of  crystalhsatron  and 

beThra^h?s'dtX3d°aî' much  as  i,  can  at  a particular  tempera- 

“''f^LtlfcrmerTy'Sla,  the  properties  of  a lie,,,, d were  altered  when 
a body  was  dissolved  in  it,  nearly  in  proportion  ,o  the  quantdy  d.ssolved  ,s 
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not  confirmed  by  the  results  of  electrolysis.  The  first  small  quantity  dis- 
solved produces  a far  greater  change  than  a subsequent  equal  quantity. 

When  a salt  dissolves  in  water  it  may  be  supposed  that  the  vibrations  of 
its  bounding  molecules,  which  are  in  contact  with  the  solvent,  possibly  owing 
to  the  attraction  of  the  solvent,  or  owing  to  capillarity,  increase  their  ampli- 
tude, so  that  they  get  beyond  the  sphere  of  action  of  the  other  molecules  of 
the  salt,  and  thereby  assume  a progressive  motion  like  the  molecules  of  a 
gas.  Like  them  they  then  exert  a pressure  against  the  sides  of  the  containing 
vessel,  which  is  called  osmotic  pressure  (139). 

During  solution,  as  well  as  during  fusion,  a certain  quantity  of  heat  always 
becomes  latent,  and  hence  it  is  that  the  solution  of  a substance  usually 
produces  a diminution  of  temperature.  In  certain  cases,  however,  instead 
of  the  temperature  being  lowered,  it  actually  rises,  as  when  caustic  potash  is 
dissolved  in  water.  This  depends  upon  the  fact  that  two  simultaneous 
and  contrary  phenomena  are  produced.  The  first  is  the  passage  from  the 
solid  to  the  liquid  condition,  which  always  lowers  the  temperature.  The 
second  is  the  chemical  combination  of  the  body  dissolved  with  the  liquid 
which,  as  in  the  case  of  all  chemical  combinations,  produces  an  increase 
of  temperature.  Consequently,  as  the  one  or  the  other  of  these  effects  pre- 
dominates, or  as  they  are  equal,  the  temperature  either  rises  or  sinks  or 
remains  constant. 


346.  Solidification. — Solidification  or  congelation  is  the  passage  of  a 
body  from  the  liquid  to  the  solid  state.  This  phenomenon  is  expressed  by 
the  two  following  laws  : — 1 

I.  Every  body , under  the  same  pressure,  solidifies  at  a fixed  temperature 

which  is  the  same  as  that  of  fusion.  * 

II.  From  the  commencement  to  the  end  of  the  solidification,  the  tempera- 
ture of  a liquid  remains  constant.  1 

Sert.ai1n  b°dieS’  m°re  especially  some  of  the  fats,  present  an  exception  to 
tie  first  law,  in  so  far  that  by  repeated  fusions  they  seem  to  undergo  a 
molecular  change  which  alters  their  melting  point. 

, Tbe  s^cond  law  is  the  consequence  of  the  fact  that  the  latent  heat 
bsorbed  during  fusion  becomes  free  at  the  moment  of  solidification. 

The  application  of  the  very  low  temperatures  which  can  now  be  so  readily 
procured  has  lessened  the  number  of  those  liquids  which  it  was  formerly 
thought  could  not  be  solidified.  By  allowing  liquid  ethylene  to  boil  „ 
‘”7  Wroblewski  and  Olszewski  obtained  l tempeSu”  of 
They  observed  that  carbon  disulphide  solidified  at  -u6°and  fused  aeain 

- “ OV  _pL0rl4,hbS0lrtd  flc0h°I  became  visdd  at  « 

13°  S • Bure  ether  solidifies  at  - 129°. 

Water  containing  a salt  dissolved  always  solidifies  below  zero  • the  de 
p ession  of  the  freezing  point  is  proportional  to  the  weight  of  salt  dissolved 
at  any  rate  for  weak  solutions.  This  is  known  as  Blagden's  law. 

sn1vPrlSCVera-  Sa  tS  wtych  have  no  chemical  action  on  each  other  be  dis- 
m a given  weight  of  water,  the  lowering  of  the  freezing-  nnint  is  h 

S"  , Î C!eprCSsions  which  each  them  would  produce  separately  Tf 
dissolved  in  the  same  quantity  of  water.  P eparately  if 

When  the  numbers  observed  in  any  exoerimont  nf  thic  1 * j i 

",h  «*  P-»  » * = 
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between  the  substances  dissolved,  and  the  observation  of  such  deviations 

has  been  of  use  in  questions  of  chemical  statics.  . 

‘ The  elaborate  researches  of  Raoult  on  the  .temperature  of  solidification 
f c Mutions  of  bodies  in  water  and  other  solvents  have  led  to  important  con- 
°1  fins  The  temperature  at  which  a solution  solidifies,  or  its  freezing  point, 
“Tys  lower  than  that  of  the  pure  solvent  If 
of  -y  substance  dissolved  in  too  if-muresof  „ so  ve  and  Cts, 


Fig.  335 


then  ^ = A is  the  depression  which 

would  be  produced  by  dissolving 
one  gramme  of  the  substance  in 
ioo  grammes  of  the  solvent,  and  is 
known  as  the  coejficie7it  of  depres- 
sion. 

A comparison  of  the  values  for 
A for  various  substances  and  the 
same  solvent  shows  that  they  differ 
considerably  ; this  is  not  so  if  we 
compare  the  depressions  produced 
by  molecular  weights  of  the  sub- 
stances. That  is,  if  we  multiply  the 
value  of  A in  the  above  equation  by 
M,  the  molecular  weight  of  the  sub- 
stance dissolved,  we  obtain  the  de- 
pression which  would  be  produced 
by  dissolving  one  gramme-mole- 
cule of  a body  in  ioo  grammes  of 
the  solvent,  or  the  coefficient  of 
molecular  depression  ; this  is  called 

T,  and  we  have  I = -p- 

Now  it  is  found  that  in  a very 
large  number  of  cases  the  value  of 
T for  one  and  the  same  solvent,  is 
a’ constant  number;  it  has  the 
value  19  for  water,  39  for  glacial 
acetic  acid,  and  49  for  benzene. 

This  relation  is  of  great  value  ; 
by  means  of  a simple  determination 
of  the  freezing  point  of  a solution  we 
can  calculate  the  molecular  weight 
of  many  substances  which  cannot  be 
obtained  in  the  gaseous  state  with- 
out being  decomposed.  This  is  con- 
veniently effected  by  means  of  the 
apparatus  represented  in  fig-  335- 


solvent  is  contained  in  the  vessel  A and  the  byTwide 

•d  is  introduced  by  the  lateral  aperture  A . 
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glass  tube  B containing  air,  and  this  again  is  placed  in  a wider  vessel  C 
which  contains  the  freezing  mixture  ; for  experiments  with  benzene  or  glacial 
acetic  acid  as  a solvent,  this  is  bruised  ice,  and  with  water  a mixture  of  ice 
and  salt.  The  liquid  from  these  may  be  drawn  off  by  a siphon  placed 
through  b.  In  A is  a platinum  stirrer  r,  and  a delicate  thermometer  D, 
indicating  the  of  a degree.  There  is  also  a stirrer  in  the  outer  vessel. 

Since  C and  P are  known,  M is  determined  from  the  formula 

where  T is  the  constant  for  the  particular  solvent  employed,  which  is  ordinary 
glacial  acetic  acid  in  the  majority  of  cases. 

Van  ’t  Hoff  has  shown  that  the  coefficient  of  depression  C may  be 

calculated  by  means  of  the  formula  C = ° °“T , where  w is  heat  of  fusion,  and 

CO 

T the  absolute  temperature  of  fusion. 

The  above  law  holds  only  for  indifferent  (organic)  substances.  In  the 
case  of  weak  solutions  of  salts  and  bases  and  of  the  strong  acids  the  mole- 
cular depressions  are  greater  than  is  required  by  the  law,  being 
nearly  twice  as  much  as  in  indifferent  bodies  like  sugar  ; this  is 
probably  due  to  the  fact  that  a greater  or  less  proportion  of  the 
salt  is  dissociated  into  its  constituents,  a phenomenon  analogous  to 
the  dissociation  of  vapours,  to  which  are  due  abnormal  vapour 
densities  (394). 

j47-  Crystallisation.  Generally  speaking,  bodies  which  pass 
slowly  from  the  liquid  to  the  solid  state  assume  regular  geometri-  IË30 
cal  forms,  such  as  the  cube,  prism,  rhombohedron,  &c.  ; these  are 
called  crystals.  If  the  crystals  are  formed  from  a body  in  fusion, 
such  as  sulphur  or  bismuth,  the  crystallisation  is  said  to  take  ^20 
place  by  the  dry  way.  The  crystallisation  is  said  to  be  by  the 
moist  way  when  it  takes  place  owing  to  the  slow  evaporation 

saturated  at  a 
Snow,  ice,  and 


of  a solution  of  a salt,  or  when  a solution 
higher  temperature  is  allowed  to  cool  slowly, 
many  salts  present  examples  of  crystallisation. 

Crystallisation  bears  the  same  relation  to  solution  that  solidifi- 
cation does  to  fusion.  The  latent  heat  of  solution,  i.e.  the  heat 
required  to  effect  the  solution  of  a substance  without  change  of 
emperature,  is  restored  during  the  reverse  process  of  crystallisation. 

34»-  Retardation  of  the  point  of  solidification.— The  freezing 
point  of  pure  water  can  be  diminished  by  several  degrees  if  the 
water  is  previously  freed  from  air  by  boiling  and  is  then  kent 
in  a perfectly  still  place.  In  fact,  it  may  be  cooled  to  -k°  c 
and  even  iower,  without  freezing.  But  when  it  is  slightly  agitated’ 
the  liquid,  or  a part  of  it,  at  once  solidifies.  This  may  be  come’ 
mently  shown  by  means  of  the  apparatus  represented  in  fig  336 

iï a tidTh n a ddiCate  thermometer’  round  the  bulb  of  whicli 

s a wider  bulb  containing  some  water.  Before  sealing  at  ^ Fie-  336 

whole  outside  bulb  is  filled  with  water,  which  is  Uifn  b . i ‘ 

sealed  so  tha,  over  the  water  the  space  is  quite  empty 
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clamped  in  a retort  stand,  and  ether  is  dropped  on  it,  that  which  has  dropped 
off  and  become  colder,  being  used  over  and  over  again.  In  this  way  the 
temperature  may  soon  be  reduced  to  - 6°,  and  if  then  the  bulb  is  shaken, 
part  of  the  water  freezes  and  the  temperature  rises  to  zero.  _ The  smaller  the 
quantity  of  liquid,  the  lower  is  the  temperature  to  which  it  can  be  cooled, 
and  the  greater  the  mechanical  disturbance  it  supports  without  fieezing. 
Fournet  has  observed  the  frequent  occurrence  of  mists  formed  of  particles 
of  liquid  matter  suspended  in  an  atmosphere  whose  temperature  was  io  or 
even  150  below  zero. 

A very  rapid  agitation  prevents  the  formation  of  ice.  This  is  also  the 
case  with  all  actions  which,  hindering  the  molecules  in  their  movements,  do 
not  permit  them  to  arrange  themselves  in  the  conditions  necessary  for  the 
solid  state.  Despretz  was  able  to  lower  the  temperature  of  water  contained 
in  fine  capillary  tubes  to  - 20°  without  their  solidifying.  This  experiment 
shows  how  it  is  that  plants  in  many  cases  do  not  become  frozen  even  during 
severe  cold,  as  the  sap  is  contained  in  very  fine  capillary  vessels. 

As  we  have  already  seen,  the  freezing  point  of  water  containing  salts  in 
solution  is  lowered.  Sea  water  freezes  at  -2-5°  to  -3  C.  ; the  ice  whic 
forms  is  quite  pure,  and  a saturated  solution  remains.  In  Finland  advantage 
is  taken  of  this  property  to  concentrate  sea  water  for  the  purpose  of  extract- 
ing salt  from  it.  If  water  contains  alcohol,  precisely  analogous  phenomena 
are  observed  ; the  ice  formed  is  pure,  and  practically  all  the  alcohol  is  con- 

tamed  m the  residue.  . , r 

Dufour  has  observed  some  very  curious  cases  of  liquids  cooled  out  of 

contact  with  solid  bodies.  His  mode  of  experimenting  was  to  place  the 
CO  liquid  in  another  of  the  same  specific 

gravity  but  of  lower  freezing  point,  in 
which  it  is  insoluble.  Drops  of  water,  foi 
instance,  suspended  in  a mixture  of  chloro- 
form and  oil,  usually  solidified  between 
- 40  and  - 120,  while  still  smaller  globules 
cooled  down  to  - 180  or  —20°.  Contact 
with  a fragment  of  ice  immediately  set  up 
congelation.  Globules  of  sulphur  (which 
solidifies  at  1 1 5°)  remained  liquid  at  40°  ; 
and  globules  of  phosphorus  (solidifying 
point  42e)  at  200. 

The  superfusion  of  phosphorus  may 
be  illustrated  by  the  experiment  repre- 
sented by  fig.  337-  A long  test  tube 
containing  phosphorus,  A,  and  covered 
with  a layer  of  water,  is  fixed  along  with 
a thermometer  T in  a large  flask  con- 
taining water.  This  flask  is  raised  to 
a temperature  a few  degrees  above  the 
melting  point  of  phosphorus,  and  is  then 
withdrawn  from  the  source  of  heat  ; as  its 

mass  is  considerable,  the  phosphorus 

at  temperatures  far  below  its  ordinary  point  of  solidification.  A g 
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may  even  be  dipped  into  it  without  change  ; but  if  the  liquid  is  touched 
with  the  smallest  fragment  of  solid  phosphorus,  it  instantaneously  solidifies, 
and  in  so  doing  contracts  and  becomes  opaque. 

When  a liquid  solidifies  after  being  cooled  below  its  normal  freezing 
point  the  solidification  takes  place  very  rapidly,  and  is  accompanied  by  a 
disengagement  of  heat,  which  is  sufficient  to  raise  its  temperature  from  the 
point  at  which  solidification  begins  up  to  its  ordinary  freezing  point.  This 
is  well  seen  in  the  case  of  sodium  sulphate  (Glauber’s  salt  = NaoS04.  ioHo0), 
which  melts  in  its  own  water  of  crystallisation  at  about  45°  and  when  carefully 
cooled  will  remain  liquid  at  the  ordinary  temperature  of  the  atmosphere. 
If  it  is  then  made  to  solidify  by  agitation,  or  by  adding  a small  fragment 
of  the  solid  salt,  the  rise  of  temperature  is  distinctly  felt  by  the  hand.  In 
this  case  the  heat,  which  had  become  latent  in  the  process  of  liquefaction, 
again  becomes  free,  and  a portion  of  the  substance  remains  melted  ; for  it  is 
kept  liquid  by  the  heat  of  solidification  of  that  which  has  solidified.  ' 

349.  Change  of  volume  on  solidification  and  liquefaction.— The  rate 
of  expansion  of  bodies  generally  increases  as  they  approach  their  melting 
points,  and  is  in  most  cases  followed  by  a further  expansion  at  the  moment 
of  liquefaction,  so  that  the  liquid  occupies  a greater  volume  than  the 
solid  from  which  it  is  formed.  The  apparatus  represented  in  fig.  338  is 
well  adapted  for  exhibiting  this  phenomenon.  It  consists  of  a 
glass  tube,  ab,  containing  water  or  some  other  suitable  liquid,  to 
which  is  carefully  fitted  a cork  with  a graduated  glass  tube  c. 

This  forms,  in  fact,  a thermometer,  and  the  values  of  the  divisions 
on  the  tube  c are  determined  in  terms  of  the  capacity  of  the  whole 
apparatus.  A known  volume  of  the  substance  is  placed  in  the 
tube  aa  and  the  cork  inserted  ; the  apparatus  is  then  placed  in  a 
space  at  a temperature  very  little  below  the  melting  point  of  the 
body  in  question,  until  it  has  acquired  its  temperature,  and  the 
position  of  the  liquid  in  c is  noted.  The  temperature  is  then 
allowed  to  rise  slowly,  and  the  position  noted  when  the  melting  is 
complete.  Knowing  then  the  difference  in  the  two  readings  and 

cor  UmGf  °f  ,!hC  substance  under  experiment,  and  making  a 
coirection  for  the  expansion  of  the  liquid  and  of  the  glass  it  is 

easy  to  deduce  the  increase  due  to  the  melting  alone  Phos 

SmTs5’  Z mfnCe’  “6S  Rb0Ut  3'4  Per  CCnt  0n  ^«Action  1 

at  is,  100  volumes  of  solid  phosphorus  at  440  (the  melting  point) 
come  103-4  at  the  same  temperature  when  melted.  Sulphur 

H paenr  cent  Wt  5 ^ °"  liquefyin&’  and  ^anc  acid  about 

theIi\eaPPafaU,i  repres5ntedin  33&A  is  well  adapted  for  showing 

the  change  of  volume  of  a substance  on  changing  from  the  liouid 
to  the  solid  condition.  A convenient  substance  to  use  i7  di 
p enylamine,  a white  crystalline  solid  which  melts  at  54°  C A tube  * 

vons  » - 

,he  «*  «*-  - ~ 


Fig.  33S 
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be  conducted  ns  follows  : first  thoroughly  melt 

the  whole  apparatus  m water  at  60  or  70  remove  iron 

the  hot  water  and  allow  to  cool  slowly,  lhe  substance 
will  not  solidify  at  54°,  but  will  remain  m a superfused 
condition  down  to  a temperature  of  about  42  . Note  i 
temperature  and  the  position  of  a.  If  B is  now  dipped  in 
cold  water  crystallisation  of  the  diphenylamme  will  com- 
mence, the  temperature  will  rise,  and  the  volume  of  be 
diphenylamine  will  decrease,  as  will  be  shown  by  the 
rapid  descent  of  the  water  surface  a.  The  ^mperature 
will  rise  to  48°  or  49°-  This  experiment  shows  (1  the 
phenomenon  of  superfusion,  (2)  the  decrease  of  volume 
on  solidification,  and  (3)  the  heat  evolved  during  the 

dia Water  presents  a remarkable  exception  to  the  general 
rule  ; it  expands  at  the  moment  of  solidifying,  or  contracts 

on  melting,  by  about  10  per  cent.  One  volu^  °f  l“ 
gives  0-9178  of  water  at  o°,  or  1 volume  of  water  ato  gives 
1 * io2  of  ice  at  the  same  temperature.  In  consequence  of 
this  expansion,  ice  floats  on  the  surface  of  water.  Accc > d 
ino-  to  Dufour,  the  specific  gravity  of  ice  at  o is  0917s  , 
Bunsen  found  for  ice  which  had  been  made  from  water 
freed  from  air  by  boiling  the  somewhat  smaller  numbei 

0 9 The'  increase  of  volume  in  the  formation  of  ice  is 

accompanied  by  an  expansive  fi.ce^ch^^ 
oroduces  powerful  mechanical  effects,  of  which  the  bursting 
of  water-pipes  and  the  breaking  of  jugs  containing  water 
are  familiar  examples.  The  splitting  of  stones,  rocks, 

c”L^by”hefeV’fliat  w«ej‘  grates  into  the  pores 

sometime  the  non  pbg  <-  ...  reet  aad  a 

Pl  l-T’  *ofC\ ce 1 8° biches  long issu'd  from  the  opening. 
In  'another  case  tire  shell  bm*  **£ 
driven  out,  and  m tins  case  n ^ baMe  that  under 
round  the  crack  (h&-  3j9)-  V still  remained 

the  great  pr, usure  ^'^“he  resistance  was 

liquid  (34a)  “P  “ 1 ; , rrom  the  shell  in  a liquid 

overcome  *,  tlicit  it  trie  - . •«  — 


B 


Fig.  338a 


Fig.  339 


state,  but  at  a 


instantly  began, osolidify 
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when  the  pressure  was  removed,  and  thus  retained  the  shape  of  the  orifice 
whence  it  issued. 

Many  plans  have  been  proposed  to  prevent  the  bursting  of  water-pipes 
in  houses  in  severe  weather.  One  plan  is  to  empty  the  pipes,  another  to 
allow  a slow  leakage  through  the  taps  ; a third  method  is  to  introduce  into 
the  exposed  pipe  a piece  of  india-rubber  tubing  securely  closed  at  each 
end.  C.  V.  Boys  suggested  making  a portion  of  the  leaden  water-pipe 
of  oval  instead  of  circular  section.  Since  the  area  of  a circle  is  for  a 
given  circumference  greater  than  the  area  of  any  other  curve,  the  effect  of 
expansion  due  to  freezing  would  be  to  force  the  oval  more  or  less  into  a 
circular  form. 

Cast  iron,  bismuth,  and  antimony  expand  on  solidifying,  like  water,  and 
can  thus  be  used  for  casting  ; but  gold,  silver,  and  copper  contract,  and 
hence  coins  of  these  metals  cannot  be  cast,  but  must  be  stamped  with 
a die. 


An  iron  tube  filled  with  molten  bismuth  and  closed  by  a screw  is  broken 
as  the  bismuth  becomes  solid. 

This  increase  of  volume  when  liquids  solidify,  and  the  correlated  decrease 
on  melting  again,  in  the  case  of  water  and  some  other  crystalline  substances 
such  as  bismuth,  are  probably  due  to  the  fact  that  such  bodies  are  aggregates 
of  small  crystalline  masses,  which  are  grouped  in  such  a way  that  small 
interstices  are  formed.  When  the  liquid  melts  these  interstices  fill  up  owing 
to  the  mobility  of  the  molecules,  and,  notwithstanding  the  greater  space 
w nch  each  individual  group  takes  up,  owing  to  expansion,  there  is  on  the 
whole  a decrease  of  volume. 

350.  Freezing  mixtures.— The  absorption  of  heat  in  the  passage  of 
odies  fiom  the  solid  to  the  liquid  state  has  been  used  to  produce  artificial 
cold.  This  is  effected  by  mixing  together  bodies  which  have  an  affinity 
for  each  other,  and  of  which  one  at  least  is  solid,  such  as  water  and  a 
sa,t  ,ce  and  a salt,  or  an  acid  and  a salt.  Chemical  affinity  accelerates 
the  fusion  oi  solution  ; the  portion  which  melts  or  dissolves  robs  the  rest 
o the  mixture  of  a large  quantity  of  sensible  heat,  which  thus  becomes 

produced n mailY  CaSeS  * ^ COnsiderable  diminution  of  temperature  is 

The  following  table  gives  the  names  of  the  substances  mixed,  their  pro- 
poitions,  and  the  corresponding  diminutions  of  temperature 


Substances 

Sodium  sulphate  . 

Parts 

by  Weight 
8) 

Reduction  of 
Temperature 

Hydrochloric  acid  . 
Pounded  ice  or  snow 

5 

• • 2 

\ 

O 

1 

O 

0 

0 

+ 

Common  salt 
Sodium  sulphate  . 

I 

1 

+ 

0 

0 

0 

1 

CO 

0 

Dilute  nitric  acid  . 

j 

; 

+ io°  to  - 190 

Sodium  sulphate  . 

6i 

Ammonium  nitrate 

: ‘ 

Dilute  nitric  acid  . 

+ io°  to  -26° 

Sodium  phosphate 

* 4 

Dilute  nitric  acid  . 

■ 4I 

+ io°  to  - 29 0 

340 


On  Heat 


[350- 


If  the  substances  taken  are  previously  cooled,  a still  more  considerable 

in  chemistry,  in  physics and  in 

an  hour.  The  third  compartment  also  contains  water, 

contains  some  badly  conducting 

influence  of  the  external  temperature  The  best  ettect  ^ when 

fairly  large  quantities  (2  or  3 pounds)  of  the  n r ’ t0  use  the 

the  ingredients  are  intimately  mixed.  It  is  also  aavamag 

machines  for  a succession  of  operations.  experiments  of  the  late 

“asses  namely,  those 

in  which  both  are  solid.  T q ^ , constituents  together  with 

mixture  is  obviously  the  heat  When  one’  constituent  is 

( ± ) the  heat  of  combination  lower  temperature 

liquid,  as  when  hydrochloric  aod *here  is  „o  advantage  in 
is  got  by  previously  cooling  the  hydrochlonc  ac 

cilin/tL  ice.  But  when  both  co»s— » sobd^sm  ^ 

îfiSTÆ  very  wide  .units  it  ,s  jn  ^ lattm;  case  a 
" =S^i^p=^ in  pieces  as  large 

“ TheT different  powers  of  various  salts  when  u*d  hr “"jS  Gmhrie 
as  freesing  mixtures  appear  » J'““  a minimum  temperature  below 

showed  that,  with  each  salt,  there  J f strength  of  that  salt  to 

which  it  is  impossible  for  an  aqueous  strength  of  solution  for  each 

exist  in  the  liquid  form  ; that  t ere  is  < the  lowest  temperature, 

salt  which  resists  solidification  the  longest  hat  V ° e ^ upthe 

Weaker  solutions  give  up  ice  on  being  water.  A solution 

salt  either  in  the  anhydrous  state  01  m ^ the  lowest  temperature  was 

of  such  a strength  as  to  resist  so  1 strength  that  when  cooled 

called  by  Guthrie  a cryohydrate  It  xs  ^ salt  solidify 
below  0°  C.  it  solidifies  as  a whole Jf^oskion  and  constant  melting 
together  and  form  crystals  of  consta  1 portion  of  a freezing 

stt  £5% -rure  c“  nev“ smk 

below  the  solidifying  temperature  of  th  > Y and  gelatine,  neither 

"°r  “ 

they  act  as  elements  in  freezing  mixtures. 
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VAPOURS.  MEASUREMENT  OF  THEIR  PRESSURE 

352.  Vapours.  — Vapours  are  the  aeriform  fluids  into  which  volatile 
substances,  such  as  ether,  alcohol,  water,  and  mercury,  are  changed  by 
the  absorption  of  heat.  Volatile  liquids  are  those  which  thus  possess 
the  property  of  passing  into  the  aeriform  state,  and  fixed  liquids  are  those 
which  do  not  form  vapour  at  any  temperature  without  undergoing 
chemical  decomposition,  such  as  the  fatty  oils.  Ice  and  snow  volatilise  in 
closed  spaces,  forming  crystals  on  the  cooled  parts. 

Some  substances — arsenious  acid  (white  arsenic)  for  example — vaporise, 
when  heated  under  atmospheric  pressure,  without  passing  through  the  liquid 
condition.  This  process  is  called  sublimation.  In  the  case  of  arsenious 
acid,  if  the  pressure  is  doubled  the  substance  first  liquefies  and  then  passes 
into  vapour.  It  is  a question  of  vapour  pressure  (359)  ; if  the  vapour 
pressure  is  less  than  the  pressure  to  which  the  substance  is  exposed,  liquefac- 
tion takes  place  ; but  if  the  vapour  pressure  is  greater  than  this,  the  sub- 
stance cannot  exist  in  a liquid  state.  The  vapour  pressure  of  arsenious  acid 
is  greater  than  1 and  less  than  2 atmospheres.  Iodine  melts  at  104°  and 
boils  at  200  under  ordinary  pressure,  since  its  vapour  pressure  is  less  than 
760  mm.  mercury  ; but  if  the  pressure  be  reduced  to  250  mm.  the  solid  iodine 
passes  diiect  into  the  vaporous  state.  In  these  conditions  it  is  sometimes 
said  that  the  boiling  point  of  iodine  is  below  its  melting  point. 

Vapours  are  transparent,  like  gases,  and  generally  colourless  ; some  few 
coloured  liquids  give  rise  to  coloured  vapours. 

353-  Vaporisation.  The  passage  of  a liquid  into  the  gaseous  state  is 
designated  by  the  general  term  vaporisation  ; the  term  evaporation  espe- 
cially refers  to  the  slow  production  of  vapour  at  the  free  surface  of  a liquid, 
and  boiluig  to  its  rapid  production  in  the  mass  of  the  liquid  itself.  We 
shall  presently  see  (366)  that  at  the  ordinary  atmospheric  pressure,  ebullition, 
like  fusion,  takes  place  at  a definite  temperature.  This  is  not  the  case 
with  evaporation,  which  occurs  even  with  the  same  liquid  at  very  different 
temperatures,  although  the  formation  of  a vapour  seems  to  cease  below  a 
certain  point.  Mercury,  for  example,  is  stated  to  giveno  vapour  below  - io° 
nor  sulphuric  acid  below  30°. 

354.  Elastic  force  of  vapour.  Vapour  pressure.— Like  gases,  vapours 
have  a certain  elastic  force,  in  virtue  of  which  they  exert  pressures  on  the 
sides  of  vessels  m which  they  are  contained.  The  fact  of  vapour  pressure 
may  be  demonstrated  by  the  following  experiment  : — A quantity  of  mercury 
is  placed  in  a bent  glass  tube  (fig.  340),  the  shorter  leg  of  which  is  closed  • 
a tew  drops  of  ether  are  then  passed  into  the  closed  leg  and  the  tube  is 
immersed  in  a water  bath  at  a temperature  of  about  450.  The  mercury 
then  sinks  slowly  in  the  short  branch,  and  the  space  ab  is  filled  with  a mas 
which  has  all  the  appearance  of  air,  and  whose  elastic  force  counterbalances 
die  piessure  of  the  column  of  mercury  cd , and  the  atmospheric  pressure  on 
his  gas  is  the  vapour  of  ether.  If  the  water  is  cooled,  or  if  the  tube 
is  rem°ved  from  the  bath,  the  vapour  which  fills  the  space  ab  disappears 
an  the  drop  of  ether  is  reproduced.  If,  on  the  contrary,  the  bath  is  heated 
still  higher,  the  level  of  the  mercury  descends  below  b,  indicating  an  increase 
in  the  pressure  of  the  vapour.  ease 
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A gaseous  substance,  strictly  speaking,  is  called  a vapour  when  it  can 
be  liquefied  by  increase  of  pressure  alone,  without  change  of  temperature  , 
the  substance  is  a gas  when  it  cannot  be  so  liquefied.  As  we  shall  see  later, 
whether  a substance  is  a gas  or  a vapour  depends  on  its  temperature  The 
substance  is  a vapour  or  a gas  according  as  its  temperature  is  below  or 

ab°^  ' ‘Vo  ’ maion'  of'  vapour  Ï a vacuum.-The  change  from  liquid  to 
vapour  very  sfowly  when  the  liquid  is  air 


absci 

““"in 


Kig.  34° 


Fig-  341 


an 

obstacle  to  the  vaporisa- 
tion. In  a vacuum  there 
is  no  resistance,  and  the 
formation  of  vapour  is 
instantaneous,  as  is  seen 
in  the  following  experi- 
ment : — Four  barometer 
tubes,  filled  with  mer- 
cury, are  immersed  in 
the  same  trough,  fig.  341. 
One  of  them,  A,  serves 
as  a barometer,  and  a 
few  drops  of  water, 
alcohol,  and  ether  are 
respectively  introduced 
into  the  tubes  B,  C,  D. 
When  the  liquids  reach 
the  vacuum,  a depression 
of  the  mercury  is  at 
once  produced.  And  as 
this  depression  cannot 
be  caused  by  the  weight 
of  the  liquid,  which  is  an 
extremely  small  fraction 
of  the  weight  of  the  dis- 


placed  mercury,  i.  must  ire  due  to  the  formation  of  some  vapour  whose 

«Mr  alcohol.  We  consequently  obtain  the  two  followmg 

temperature  the  vapours  of  different  liquids  have  different 

A'?ôr"xample,  at  20”  the  pressure  of  ether  vapour  is  2S  times  as  great  as 

that  of  aqueous  vapour.  , nrPcSUre.— When  a very  small 

356.  Saturated  vapour.  etherJ  is  introduced  into  a barometer 

quantity  of  a volatile  liqui  , < > column  of  mercury  is 

tube,  it  is  at  once  comp  ete  y vapons  d and 
not  depressed  to  its  full  extent , tor  it 
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the  depression  increases.  The  ether,  if  still  more  be  added,  finally  ceases 
to  vaporise,  and  remains  in  the  liquid  state.  There  is,  therefore,  for  a 
certain  temperature,  a limit  to  the  quantity  of 
vapour  which  can  be  formed  in  a given  space. 

This  space  is  accordingly  said  to  be  saturated. 

Further,  when  the  vaporisation  of  the  ether  ceases, 
the  depression  of  the  mercurial  column  stops. 

And  hence  there  is  a limit  to  the  pressure  of  the 
vapour,  a limit  which,  as  we  shall  presently  see 
(358),  varies  with  the  temperature. 

To  show  that,  in  a closed  space,  saturated 
with  vapour  and  containing  liquid  in  excess,  the 
temperature  remaining  constant,  there  is  a maxi- 
mum of  pressure  which  the  vapour  cannot  exceed, 
a barometric  tube  is  used  which  dips  in  a deep 
bath  (fig.  342).  This  tube  is  filled  with  mercury, 
and  then  so  much  ether  is  added  as  to  be  in 
excess  after  the  Torricellian  vacuum  is  saturated. 

The  height  of  the  column  of  mercury  is  next 
noted  by  means  of  the  scale  graduated  on  the 
tube  itself.  Now,  whether  the  tube  be  depressed, 
which  tends  to  compress  the  vapour,  or  whether 
it  be  raised,  which  tends  to  expand  it,  the  height 
of  the  column  of  mercury  is  constant.  The  pres- 
sure of  the  vapour  remains  constant  in  the  two 
cases,  for  the  depression  neither  increases  nor 
diminishes  it.  Hence  it  is  concluded  that  when 
the  volume  of  the  saturated  vapour  is  diminished, 
a portion  of  the  vapour  returns  to  the  liquid 
state  ; that  when,  on  the  other  hand,  the  volume 
is  increased,  a portion  of  the  excess  of  liquid 
vaporises,  and  the  space  occupied  by  the  vapour 
is  again  saturated  ; but  in  both  cases  the  pressure  and  the  density  of  the 
vapour  remain  constant. 

The  maximum  pressure  is  called  the  saturation  pressure  of  the  vapour 
conesponding  to  the  particular  temperature.  If  the  vapour  pressure  of  a 
liquid  is  spoken  of  without  qualification,  the  maximum  pressure  is  generally 
meant. 

357-  CJnsaturated  vapours.  It  will  be  seen  from  what  has  been  said, 
that  vapours  present  two  very  different  states,  according  as  they  are  saturated 
or  not.  In  the  first  case,  where  they  are  saturated  and  in  contact  with  the 
liquid,  they  differ  completely  from  gases,  since  for  a given  temperature  their 
piessure  and  density  are  constant  and  independent  of  their  volume. 

In  the  second  case,  on  the  contrary,  where  they  are  not  saturated  they 
exactly  resemble  gases.  For  if  the  experiments  (fig.  342)  are  repeated’  only 
a small  quantity  of  ether  being  introduced,  so  that  the  vapour  is  not 
saturated,  and  if  the  tube  is  tlicn  slightly  raised,  the  level  of  the  mercury 
is  seen  to  rise,  which  shows  that  the  pressure  of  the  vapour  has  diminished 
bim.larly,  by  immersing  the  tube  still  more,  the  level  of  the  mercury  sinks 


Fig.  342 
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The  vapour  consequently  behaves  just  as  a gas  would  do,  its  pressure 
diminishing  when  the  volume  increases,  and  vice  versa  ; and  as  in  both 
cases  the  volume  of  the  vapour  is  inversely  as  the  pressure,  it  is  concluded 

that  unsaturated  vapours  obey  Boyle's  law. 

When  an  unsaturated  vapour  is  heated,  its  volume  increases  like  that 
of  a gas  ; and  the  number  0-00367,  which  is  the  coefficient  of  the  expansion 
of  air,  may  be  taken  for  that  of  unsaturated  vapours. 

Hence  we  see  that  the  physical  properties 
of  unsaturated  vapours  are  comparable  with 
those  of  gases,  and  that  the  formulae  for  the 
compressibility  and  expansibility  of  gases  (181 
and  333)  also  apply  to  unsaturated  vapours. 

358.  Pressure  of  aqueous  vapour  below  zero. 
In  order  to  measure  the  pressure  of  aqueous 
vapour  below  zero,  Gay-Lussac  used  two  baro- 
meter tubes  filled  with  mercury,  and  placed  in 
the  same  reservoir  (fig.  343).  The  straight  tube, 
A,  serves  as  a barometer  ; the  other,  C,  is  bent, 
so  that  part  of  the  Torricellian  vacuum  can  be 
surrounded  by  a freezing  mixture,  B (35°)-  When 
a little  water  is  admitted  into  the  bent  tube,  the 
level  of  the  mercury  sinks  below  that  in  the  tube 
A,  to  an  extent  which  varies  with  the  temperature 
of  the  freezing  mixture. 


At  o°  the  depression  is  . 4-54  millimetres 

_ T° 

)>  1 11 

„ • 4‘25  u 

0° 

11  ~ 0 » 

„ • 3 ‘63  11 

- 

j)  j » 

„ • 3'1 1 » 

„ - 7°  » 

„ • 2-67 

„ -IO°  » 

„ • 2-08  „ 

,,  - 20°  ,, 

„ • 0-84  „ 

» -30°  „ 

„ . 0-36 

These  depressions,  which  must  be  due  to  the 

Fig.  343 


show  that  even  at  very  low  temperatures  there  is  always  some  aqueous 

VaPAhVoughint*rabove  experiment  the  part  B and  the  part  C are  not 
both  immefsed  in  the  freezing  mixture,  we  shall  presently  see  that  when  two 
communicating  vessels  are  at  different  temperatures,  the  pressure  of  the 
“poTTs  the  same  in  both,  and  always  corresponds  to  that  of  the  lower 

temperature^^  ^ aqoeo„s  vapour  between  zero  and  one  hundred 

degrees,  i JMÜtmyjnellmL^  ^‘““"““Ihe  appamwTrepresented  “n 
bCTwm barometer  LZs'l  and  B,  are  filled  JE  mercury,  and  invetfed 

co^ins^hmal^quanth^of  w(ît«blCThe  Ses'  areluppSed  in  a cyUndrical 
vessel,  open  top  and  bottom  and  full  of  water,  the  temperature  of  whtch  ,s 
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indicated  by  the  thermometer.  The  bath  being  gradually  heated,  the  water 
in  the  cylinder  becomes  heated  too  ; the  water  which  is  in  the  tube  A 
vaporises,  and  in  proportion  as  the  pressure  of  its  vapour  increases,  the 
mercury  sinks.  The  depressions  of  the  mercury  corresponding  to  each 
degree  of  the  thermometer  are  indicated  on  the  scale  E,  and  in  this  manner 
a table  of  aqueous  vapour  pressures  between  zero  and  ioo°  has  been  con- 
structed. 


Fig-  344 


Fig-  345 


ii.  Régnault'- s method.  -Dalton's  method  is  wanting  in  precision  for  the 
temperature  of  the  liquid  in  the  cylinder  is  not  everywhere  the  same  and 
consequently  the  exact  temperature  of  the  aqueous  vapour  is  not  shown. 
Régnault  s apparatus  is  a modification  of  that  of  Dalton.  The  cylindrical 
g ass  vessel,  is  replaced  by  a large  cylindrical  zinc  drum,  MN  (fig  ^54 0 jn  the 
bottom  of  which  are  two  tubulures.  The  tubes  A and  B pass  through  these 
tubulures,  and  are  fixed  by  india-rubber  collars.  The  tube  containing  vapour 
B,  is  connected  with  a flask,  a,  by  means  of  a brass  three-way  tube  O The 
third  limb  of  this  tube  is  connected  with  a drying  tube,  D,  containing 
pumice  charged  with  sulphuric  acid,  which  is  connected  with  the  air 
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When  the  flask  a contains  some  water,  a small  portion  is  distilled  into  B 
by  gently  heating  the  flask.  Exhausting,  then,  by  means  of  the  air-pump, 
the  water  distils  continuously  from  the  flask  and  from  the  barometric  tube 
towards  D,  which  condenses  the  vapour.  After  having  vaporised  some 
quantity  of  water,  and  when  it  is  thought  that  the  air  in  the  tube  is  with- 
drawn, the  capillary  tube  which  connects  B with  the  three-way  tube  is 
sealed.  The  tube  B being  thus  closed,  it  is  experimented  with  as  in  Dalton  s 

method.  . . . . 

The  drum,  MN,  being  filled  with  water,  is  heated  by  a spmt  lamp, 

which  is  screened  from  the  tubes  by  a wooden  board.  By  means  of  a 
stirrer,  K,  all  parts  of  the  liquid  are  kept  at  the  same  temperature.  In  the 
side  of  the  drum  is  a glass  window,  through  which  the  height  of  the  mercury 
in  the  tubes  can  be  read  off  by  means  of  a cathetometer  ; from  the  difference 
in  these  heights,  reduced  to  zero,  the  pressure  of  the  vapour  is  deduced. 
By  means  of  this  apparatus,  the  elastic  force  of  vapour  between  o and  50 
has  been  determined  with  accuracy. 

^160.  Pressure  of  aqueous  vapour  above  ioo°  C.— Two  methods  ave 
principally  been  employed  for  determining  the  pressure  of  aqueous  vapour 
at  temperatures  above  ioo°  ; the  one  by  Dulong  and  Arago  m 1830,  and  the 
other  by  Régnault  in  1844. 

Fig.  346  represents  a vertical  section  of  the  apparatus  used  by  Dulong 
and  Arago.  It  consisted  of  a copper  boiler,  k,  with  very  thick  sides,  and  o 


Fig.  346 

about  2o  gallons’  capacity.  Two  gun-barrels  «of ^ 

the  drawing,  were  firmly  fixed  m the  sides  o f the which 

water.  The  gun-barrels  were  close  cow,  atUre  of  the  water  and  of 

were  placed  thermometers,  l,  m ica  mg  ' i bv  means  of  a mano- 

the  vapour.  The  pressure  of  the  vapour  was ^measured  b>  means  ^ 

meter  with  compressed  air  m,  pi  eviously  g d < t ( ) height  of  the 

an  iron  vessel,  d,  filled  with  mercury.  In  oidei  to 
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mercury  in  the  vessel,  it  was  connected  above  and  below  with  a glass  tube,  it, 
in  which  the  level  was  always  the  same  as  in  the  bath.  A copper  tube,  i, 
connected  the  upper  part  of  the  vessel,  d,  with  a vertical  tube,  c , fitted  in  the 
boiler.  The  tube  i and  the  upper  part  of  the  bath  d were  filled  with  water, 
which  was  kept  cool  by  means  of  a current  of  cold  water  flowing  from  a 
reservoir,  and  circulating  through  the  tube  b. 

The  vapour  which  was  disengaged  from  the  tube  c exerted  a pressure 
on  the  water  of  the  tube  i ; this  pressure  was  transmitted  to  the  water  and 
to  the  mercury  in  the  bath  d,  and  the  mercury  rose  in  the  manometer.  By 
noting  on  the  manometer  the  pressures  corresponding  to  each  degree  of  the 


Fig-  347 


thermometer,  Dulong  and  Arago  were  able  to  make  a direct  measurement 
of  the  pressure  up  to  24  atmospheres,  and  the  pressure  to  50  atmospheres 
was  determined  by  calculation. 


n m3 1'  f ress“re  of  vaP°ur  below  and  above  ioo°  C.— Régnault  devised 

ehbf  i°1  ^ Whl?  t ie  proSSUre  of  vaP°ur  may  be  measured  at  temperatures 

boils  h!  °r  ab0Vr  T ' U depends  on  the  Principle  that  when  a liquid 

norts  If  u Vap°Ur  ’S  e<iualtothe  pressure  the  liquid  sup- 

ports. If,  therefore,  the  temperature  and  the  corresponding  pressure  are 

rsr is  ?°ivf and  i,,e  ^ ™zzs 

svZZfZïZ™  pressure’ and  measuril’S  ‘he  cone- 
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two  of  which  just  dip  into  the  water,  and  two  descend  almost  to  the  bottom. 

By  means  of  a tube,  AB,  the  retort  C is  connected  with  a glass  globe,  M 

of  about  6 gallons’ capacity,  and  full  of  air.  The  tube  AB  passes  through 

a metal  cylinder,  D,  through  which  a current  of  cold  water  is  constantly 
flowing  from  the  reservoir  E.  To  the  upper  part  of  the  globe  a tube  with 
two  branches  is  attached,  one  of  which  is  connected  with  a manometer,  ()  ; 
the  other  tube,  HH',  which  is  of  lead,  can  be  attached  to  either  an  exhaust- 
ing or  a condensing  air-pump,  according  as  the  air  in  the  globe  is  to  be  rare- 
fied or  condensed.  The  reservoir  K,  in  which  is  the  globe,  contains  water 

at  the  temperature  of  the  surrounding  air.  n . , , 

If  the  elastic  force  of  aqueous  vapour  below  ioo  is  to  be  measured,  t 
end  H'  of  the  lead  pipe  is  connected  with  the  plate  of  the  air-pump,  and 
the  air  in  the  globe  M,  and  consequently  that  m the  retort  C,  is  rarefied. 
The  retort  being  gently  heated,  the  water  begins  to  boil  at  a tempeiature 
below  i oo°,  in  consequence  of  the  diminished  pressure.  And  since  the  \ apour 
is  condensed  in  the  tube  AB,  which  is  always  cool,  the  pressure  originally 
indicated  by  the  manometer  does  not  increase,  and  therefore  the  pressure 
of  the  vapour  during  ebullition  remains  equal  to  the  pressure  on  tlie  'quid 
A little  air  is  then  allowed  to  enter  ; this  alters  the  pressure  and  the 
liquid  boils  at  a new  temperature  ; both  these  are  read  off,  and  the  expen 

.oo°,  the  tube  H'  is  connected 

with^  condensing  pump,  by  Ians  of  which  the  air  '"^^nlfat™- 
in  the  vessel  C are  exposed  to  successive  pressures,  highei  than  the  atmo 
pi  Îre  Tire  ebulli.io.”  is  retarded  (370),  and  it  is  only  necessary  to  observe 
T difference  in  the  hetght  of  the  mercury  in  to  two . tubes  of  the  manm 
bra,-  n cnrl  the  corresponding  temperature,  m order  to  obtain  the  pressur 
: g&r«.mpeSu  “ The  following  table  by  Regnaul.  gives  the  pressure 

of  aqueous  vapour  from  - io°  to  104°. 

Pressures  of  aqueous  vapour  from  -10 0 to  104  C. 


Pressure  in 
millimetres 


10-457 

1 1 -062 
1 1 -906 
12-699 
i3'635 

14- 421 

15- 357 

16- 346 

17- 391 

18- 495 

19- 659 

20- 888 

22- 184 

23- 550 

24- 998 
26-505 
28-101 


Tempe- 

ratures 


29 

3° 

31 

32 

33 

34 

35 

40 

45 

5o 

55 

60 

65 

70 

75 

80 

85 


Pressure  in 
millimetres 

29-782 

31-548 

33-405 

35-359 

37-410 

39-565 

41-827 

54-906 

71-391 

91-982 

1 17-479 

148791 

186-945 

233-093 

288-517 
354-643 
433-4  >0 


I Tempe- 
ratures 


100- 5 

101- o 

102- 0 
104-0 


Pressure  in 
millimetres 


525-45 

54578 

56676 

588-41 

6IO-74 

63378 

657-54 

682-03 

707-26 

720-I5 

733-91 

746-50 

760-00 

77371 

787-63 

8l6-I7 

875-69 
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In  the  following  table  the  numbers  were  obtained  by  direct  observation 
up  to  24  atmospheres  ; the  others  were  calculated  by  the  aid  of  a formula  of 
extrapolation.  This  table  and  the  one  next  following  show  that  the  elastic 
force  increases  much  more  rapidly  than  the  temperature.  It  has  been 
attempted  to  express  the  relation  between  them  by  formulae,  but  none  of  the 
formulae  seems  to  have  the  simplicity  which  characterises  a true  law. 


Pressures  in  atmospheres  from  100°  to  230-9 1 


Temperatures 

Number 
of  atmo- 
spheres 

Temperatures 

Number 
ot  atmo- 
spheres 

Temperatures 

Number 
of  atmo- 
spheres 

Temperatures 

Number 
of  atmo- 
spheres 

100-0° 

I 

i7o-8° 

8 

198-8° 

15 

217-9° 

22 

I 12-2 

v 

175-8 

9 

201-9 

16 

220*3 

2 3 

120-6 

2 

180-3 

10 

204-9 

17 

222-5 

24 

I33-9 

3 

184-5 

1 1 

207-7 

18 

224-7 

25 

144-0 

4 

188-4 

12 

210-4 

19 

226-8 

26 

I 52-2 

5 

192-1 

13 

2130 

20 

228-9 

27 

159-2 

165-3 

6 

7 

195-5 

14 

215-5 

21 

230-9 

28 

362.  Pressure  of  the  vapours  of  different  liquids. — Régnault  deter- 
mined the  pressure,  at  various  temperatures,  of  the  vapours  of  a certain 
number  of  liquids  which  are  given  in  the  following  table  : — 


Liquids 

Tempe- 

ratures 

Pressures  in 
millimetres 

Liquids 

Tempe- 

ratures 

Pressures  in 
millimetres 

Mercury . 

Alcohol  . | 

Carbon  bi- 
sulphide j 

o° 

50 

100 

0 

50 

100 
- 20 
O 

60 

IOO 

0-02 
o-i  I 
0-74 
13 
220 
1695 

43 
132 
1 164 
33  29 

Ether  . . 

Sulphurous  J 
acid 

Ammonia . j 

- 20° 
O 

60 
IOO 
— 20 
O 

60 

-SO 

O 

30 

68 

182 

1728 

4950 

479 

1165 

8124 

876 

3163 

8832 

363.  Pressure  of  the  vapours  of  mixed  liquids. — Regnault’s  experi 
ments  on  the  pressure  of  the  vapour  of  mixed  liquids  prove  that  (i  ) when 
two  liquids  exert  no  solvent  action  on  each  other-such  as  water  and 
carhon  bisulphide , or  water  and  benzole—  the  pressure  of  the  vapour  which 
uses  from  them  is  nearly  equal  to  the  sum  of  the  pressures  of  the  two 
separate  liquids  at  the  same  temperature  ; (ii.)  with  water  and  ether,  which 
partially  dissolve  each  other,  the  pressure  of  the  mixture  is  much  less  than  the 

rX  î PreTe,  1 the  sera“  "0“^  equaf  to  that  of 

bk„M  , T ; f When  tWO  hqmds  dlsso've  in  all  proportions,  as  ether  and 
bisulphide  of  carbon,  or  water  and  alcohol,  the  pressure  of  the  vapour  of  the 
nxed  liquids  is  intermediate  between  the  pressures  of  the  separate  liquids 
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The  pressure  of  a vapour  over  a convex  surface  is  slightly  greater  than 
î no  nnP  as  mav  be  seen  from  the  following  considerations 

greater  than  over  a plane  surface-  which  contain  salts  or  other 

b odie  s^ n^soht ti on  is  leï  tZ  that  of  the  , ^ 

be  most  simpiy  demonstrated  Jt^u .^Pl  vacuum  of  which  the  solution  of 

Sa^^ith  is  introduced,  while  A is  a similar  barometer  con- 
taining the  pure  liquid.  salt  Wiillner  found  that  at  a given 

i;n  of  pressure  is  ^portional  to  the  quantity  of 

Salt'If^Sis'  the' presstn'e^c of^Üi^ptre0 savent,  and  /'  that  of  the  solution,  and 
, is  the  percentage  strength,  then  -fe  where  * b » “nstant.  For 

* equals  tf,  and  is  the  relative  diminution  of  pressure  for  one 


g = 1 

per  cent.  . . fmm  qie  connection  which  has 

This  property  is  of  great  imP°r  . The  depression  is  different 

been  established  with  osmoticpiessi  (39)-  ? that  if  these 

for  different  salts  dissolved  Vte  same^solve. r.U .u.^,^  ^ ^ 

various  solutions  “ |r  molecuir  weighti-then  the  depression 

total  molecules  in  the  liquid  1 

that  is  f-r  n 

Y~  N + n 

, N and  n are  the  number  of  molecules  in  the  solvent  and  the  salt 

t elv  Since  N - P and  n » t F »*  * “ »“  ““ 

respect, vely.  Stnce  M » „ respectively,  the  above 

M and  m the  molecular  weights,  of  the 

equation  gives  ^ 

-y~  =pyv  + p« 

so  that  it  is  easy  to  deduce  the  “dial  Stations,  or  those 

volume  of  the  substance  is  infinitely  small  m 


^S^hthat  of, he  solvent. 
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364.  Pressure  in  two  communicating  vessels  at  different  temperatures. — 

When  two  vessels  containing  the  same  liquid,  but  at  different  temperatures, 
are  connected  with  each  other,  the  elastic  force  is  not  that  corresponding 
to  the  mean  of  the  two  temperatures,  as  might  be  supposed.  Thus,  if 
there  are  two  globes  (fig.  ,348),  one,  A,  containing  water  kept  at  zero  by 
means  of  melting  ice,  the  other,  B,  containing  water  at  ioo°,  the  vapour 
pressure,  as  long 
as  the  globes  are 
not  connected,  is 
4-6  millimetres 
in  the  first,  and 
760  millimetres 
in  the  second. 

But  when  they 
are  connected 
by  opening  the 
stopcock  C,  the 
vapour  in  the 
globe  B,  from 
its  greater  pres- 
sure, passes  into 
the  other  globe, 

and  is  there  Flg'  348 


condensed,  so  that  the  vapour  in  B can  never  reach  a higher  pressure  than 
that  m the  globe  A.  The  liquid  simply  distils  from  B towards  A without 
any  increase  of  pressure. 

From  this  experiment  the  general  principle  may  be  deduced  that  when 
two  vessels  containing  the  same  liquid,  but  at  different  temperatures , are 
connected , the  pressure  is  identical  in  both  vessels , and  is  the  same  as  that 
corresponding  to  the  lower  temperature.  An  application  of  this  principle  has 
been  made  by  Watt  in  the  condenser  of  the  steam-engine. 

365.  Evaporation.  Causes  which  accelerate  it  .—Evaporation,  as  has 
been  already  stated  (353),  is  the  slow  production  of  vapour  at  the  surface  of 
a liquid.  It  is  in  consequence  of  this  evaporation  that  wet  clothes  dry  when 
exposed  to  the  air,  and  that  open  vessels  containing  water  become  empty. 
The  vapours  which,  rising  in  the  atmosphere,  condense,  and,  becoming 

clouds,  fall  as  rain,  are  due  to  evaporation  from  seas,  lakes,  rivers  and  the 
earth.  ’ 

h our  causes  influence  the  rapidity  of  the  evaporation  of  a liquid  : i.  the 
temperature  ; 11.  the  quantity  of  the  same  vapour  in  the  surrounding  atmo- 
sphere ; 111.  the  renewal  of  this  atmosphere  ; iv.  the  extent  of  the  surface  of 
evaporation. 


Increase  of  temperature  accelerates  the  evaporation  by  increasing  the 
pressure  of  the  vapour.  & 

In  order  to  understand  the  influence  of  the  second  cause,  it  is  to  be 
observed  that  no  evaporation  could  take  place  in  a space  already  saturated 
with  vapour  of  the  same  liquid,  and  that  it  would  reach  its  maximum  In 
a.  completely  freed  from  this  vapour.  It  therefore  follows  th"  b e 
these  two  extremes,  the  rapidity  of  evaporation  varies  according  as  the 
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surrounding  atmosphere  is  already  more  or  less  charged  with  the  same 

VaiThe  effect  of  the  renewal  of  this  atmosphere  is  similarly  explained  ; for 
if  the  air  or  gas,  which  surrounds  the  liquid,  is  not  renewed  it  soon  becomes 
satmated  and  evaporation  ceases.  Dalton  found  that  the  rat. os  of  the 
evaporadon  in  a feeble,  medium,  and  strong  draught  were  respect. vely  as 
. .7 . 424.  He  also  observed  that  the  quantity  evapo.ated  in  perfectly 

défîmes,  still  air,  a,  a tempera, are  of  so”,  was  o-t  of  a gramme  per 
square  decimetre  of  a surface  in  a minute. 

The  effect  of  the  fourth  cause  is  self-evident.  f , 

Végétation  exercises  a great  influence  on  evaporation.  Schubler  foun 
that  the  evaporation  from  a space  covered  with  meadow  grass,  in  the  most 
Porous  stSe  of  its  growth,  was  thrice  as  rapid  as  that  from  an  adjacent 
surface  of  water  As  the  plants  ripened  the  evaporation  diminished. 

366  Boii ^.-Ebullition,  or  boiling,  is  the  rapid  production  of  bubbles  of 

’^VVhen  a is  heated  a,  the  lower  part  of  a vessel, 

"T'j  P-  through  the  upper 

and  this 

constitutes  the  phenomenon  of  ebullition  (fig.  u49)- 

the  boiling  point  increases  wiih  the 

“ % TwkZi  be  the  intensity  of  the  source  of  heat,  as  soon  as  boi!,nS 
begins  th,  tt’nPehmreofthemuUre^  stat,^. 

order  ,0  ^stf  oi\  bulb  wit.7  .o„g  neck  .0 

sented  in  fig.  35°  may  , ronnected  either  with  a reflex  or 

which  is  fused  the  tube  » 1 ^ Collect  in  the  ben.  parti, 
an  ordinary  condenser  the  co  t Mature  is  indicated  by  a delicate 

and  flow  thence  into  the  bu  . P]n  which  there  is  also  a capillary 

thermometer  k passing  through  ew’bubbles  of  air  from  time  to  time, 

glass  tube  0 ; this  serves  to  admit  a t Hkewise  prevented  by  a few 

and  materially  prevents  bumpmg^e  1^  Whfin  ^ boiling  point  is  to 

beT,eliner.mde0r'  diminished  pressure,  « can  be  connected  wnth  an 

aU  Tiffs1  apparatus  in  suitable  dimensJ°*S p^u^^tht^Sri  point  of  the 
expansion  of  a liquid  between  a given  K P^  with  a bulb  at  the  end 

liquid.  For  .lus  purife * ben  tu  is  suspended  from  a ware,  y, 

serving  the  purpose  of  a speeme  g*av  y 
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which  passes  through  the  cork.  This  is  weighed  after  having  been  filled  with 
the  liquid  at  a given  temperature,  and  is  then  kept  for  some  time  in  the  vapour 


Fig.  349 


Fig-  35° 


of  the  boiling  liquid  at  the  temperature  t',  and  then  when  cooled  is  weighed 
again  ; the  difference  m the  two  weights  represents  the  expansion  between 
the  two  temperatures  t and  t’ . 


Boiling  points  under  the  pressure  of  760  millimetres 


Fluorine 
Oxygen  . 

Nitrous  oxide 
Carbonic  acid 
Ammonia 
Methyl  chloride 
Cyanogen 
Sulphurous  acid 
Ethyl  chloride 
Aldehyde 
Ether 

Carbon  bisulphide 
Acetone  . 

Bromine . 


-187° 

Methylic  alcohol 

- 181-4 

Alcohol . 

-92 

Benzole  . 

— 80 

Distilled  water 

-39 

Acetic  acid  . 

- 23 

Amylic  alcohol 

— 20 

Propionic  acid 

— 10 

Butyric  acid  . 

+ 11 

Turpentine  . 

21 

Methylene  iodide 

37 

Aniline  . 

47 

Iodine  . 

56 

Naphthaline  . 

58 

Diphenyl 

+ 66° 
78 
81 
100 
U 7 

131 

137 

156 

157 
182 
184 
200 
218 
254 
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Benzoic  acid  . 
Phosphorus 
Diphenylamine 
Strong  sulphuric  acid 
Phenanthrene 
Mercury  . 

Zinc 


. +261° 
290 
. 3i° 

• 318 

. 340 

. 357 


Phenyl  phosphate  . • +4°7 

Arsenic  . 437 

Sulphur  . • • / 444 

Phosphorus  pentasulphide  530 
Selenium  • • • 663 

Cadmium  • • -75 

916° 


Kopp  pointed  out  that  difference 

difference  in  chemical  composition  q Y ^ extensive  series  of  com- 

Less  is  3°°’ and  in 

others  again  240.  Pvanoration  and  ebullition.— From  what 

367.  Theoretical  expianatmn  P of  the  molecules  in  liquids 

has  been  said  about  the  natuie  ) t • h t variety  of  these  motions, 

(394),  it  may  readily  be  ^ the  progressive 

the  case  occurs  m which,  by  is  projected  from  the  surface  of 

vibratory,  and  rotatory  motions  a ^ 1 ^ of  the  action  of  its 

the  liquid  with  such  foice  attraction,  it  has  lost  its  initial 

circumjacent  molecules,  ^ liquid. 

velocity  ; and  that  it  then  d iginaUy  vacuous  ; it  giadu- 

Let  us  first  suppose  act  like  a gas  and  in  their 

ally  fills  with  the  propelled  molecul  , ^ 0ne  of  these  sides, 

motion  are  driven  against  *e  S^d  molecule  when  it  strikes 

however,  is  the  surface  °f  the  liqmd  t If,  Ued  but  will  be  retained  by  the 

against  this  surface  will  not  m geaeia  Equilibrium  will  be  established 

attraction  which  the  adjacen  °n  in  the  surrounding  space  as,  on  the 

when  as  many  molecules  are  d 1 and  are  retained  by  it  in  the  unit  of 

average,  impinge  af'amst  ■ t however,  one  of  rest,  in  which  eva- 

— « 

th'  *“““  * 

gases  or  vapours.  ctin?'  the  surface  of  the  liquid  clearly  applies  to 

What  has  been  said  iesPect  8 ^ ur  is  formed  ; some  vapoui 

the  other  sides  of  the  vesse  wi  evaporation,-  and  a condition  ultimately  occurs 
is  condensed,  this  is  subject  t P are  equap  The  quantity  of  vapoui 
in  which  evaporation  and  conden  t vapour  in  the  closed  space  on 

“V of  ii’uid>  :hich  ac,s  "ke  tl,e 

surface  of  a liquid. 
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368.  Influence  of  substances  in  solution  on  the  boiling-  point. The 

ebullition  of  a liquid  is  the  more  retarded  the  greater  the  quantity  of  any 
substance  it  may  contain  in  solution,  provided  that  the  substance  be  not 
volatile,  or,  at  all  events,  be  less  volatile  than  the  liquid  itself.  Water,  which 
boils  at  100  when  pure,  boils  at  the  following  temperatures  when  saturated 
with  different  salts  : — 


Water  saturated  with  common  salt  . 

» » potassium  nitrate 

» >,  potassium  carbonate 

Î)  >> 


calcium  chloride 


boils  at  1020 
„ 1 16 

» 135 

» 179 


Acids  in  solution  present  analogous  results;  but  substances  merely 
mechanically  suspended,  such  as  earthy  matters,  bran,  wooden  shavings  &c 
do  not  affect  the  boiling  point.  ’ *’ 

Absorbed  air  exerts  a very  marked  influence  on  the  boiling  point  of 
water  Deluc  first  observed  that  water  freed  from  air  by  ebullition,  and 
placed  in  a flask  with  a long  neck,  could  be  raised  to  1120  without  boiling-. 
Donny  examined  this  phenomenon  by  means  of  the  apparatus  depicted  in 
fig.  351.  It  consists  of  a glass  tube  CAB,  bent  at  one  end  and  closed  at 


nointhllTW  ^ -bl°Wn  ‘nt°  a pear'shaPed  bulb>  B>  drawn  out  to  a 
point.  The  tube  contains  water  which  is  boiled  until  all  air  is  expelled  and 

• open  end  1S  hermetically  sealed.  By  inclining  the  tube  the  water  passes 
m o the  bent  end  CA  ; this  end  being  placed  in  a bath  of  chloride  of  calcium 
he  temperature  may  be  raised  to  130°  without  any  signs  of  boiling.  At  1 38° 

thl  m « tLw„ôv3e8r 

into  the  bulb,  which  is  smashed  if  it  is  not  sufficiently  strong 

out  bo.wT  ;Tr’  C°,Vered  With  a layer  of  oil>  ma7  be  raised  to  120°  with- 
almost  “mPeratUre  “ “""r  beSin5  ">  *-d  with 

of  iXher  1 TUid  issuspenbed  in  another  of  the  same  specific  gravity  but 
of  h'gher  boiling  point,  with  which  it  does  not  mix,  it  may  be  raised  f-n 

yond  its  boiling  point  without  the  formation  of  a trace  of  vanour  " Duf 
made  a number  of  valuable  experiments  on  this  su^ect  -Tused  ffi  the 
case  of  water  a mixture  of  oil  of  cloves  and  linseed  oil  and  n,  a 

rarely  seM’n  bS  “p-'or  " ,he  ail  ’ ">  4 ebul.hto 

com^nlyreaetd  i^era^  ZSXS'JSTF 

1 to  3 millimetres  reached  the  temperature  of  17c0  . y ‘ p obules  of 

■he  pressare  „f  vapour  o„  a free  JET.Ï  9 a.mosph^eT  " “ 

hlgh  «'"peratures  the  contact  of  a solid  body,  or  he  production 

A A 2 
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remain  liquid  at  a temperatui  manner,  globules  of  chloroform 

immersed  in  melted  steanc  acid  In  “1  f c loride  of  zinc,  could  be 
(which  boils  at  6i°),  suspended  m a solution 

heated  to  97°  or  9»°  without  boihng.  temperature  of  the  vapour 

It  is  a disputed  question  : as  to  w^t  » ^ beenf  stated  by  Rudberg  to 
from  boiling  saturated  saline  soli  , same  preSsure.  The  experiments 
be  that  of  pure  water  boiling  u 1 case,  but  that  the 

of  Magnus  seem  to  show,  howeve  a ^ ^ ^ and  that  the 

vapour  of  boiling  solutions ’s  hotter  1 ‘ re  concentrated,  and  therefore 

temperature  rises  as  the  so  u the  vapour  was  always  found 

S°in’  thC  differenCC 

more  volatile  liquid  than  one  of  water  boils  at  83  , 

volatile.  Thus  a mixture  of  two  parts  ^ ^ Qne  part  of  ether  boils 

a mixture  of  two  parts  o 1 -nt  0f  a mixture  is  lower  than  that  of 

at  38°-  In  some  cases  the  boili  g P f and  bisulphide  boils  at  43  , 

either  of  its  constituents.  A |®  Qn  ^ depends  the  following 

the  boiling  point  of  the  ^tter ^Qn  bisulphide,  both  at  the  tempera- 

curious  experiment  If ^.^^Le’mixtureat  once  begins  to  boil  briskly, 
ture  45°,  are  mixed  togethei  the  mn  vessel  on  the  boding  point- 

369.  Influence  of  the  nature ° , ass  vessel  required  a higher  tempera- 

Gay-Lussac  observed  that  watei  1 a ^ . tbe  temperature  of  boiling 

ture  for  ebullition  than  nr  a metMone.  in  J glass  vessel  was 

water  in  a copper  vessel  > yessel  had  been  previously  cleaned  by 

found  to  be  ioi°  ; and  if  r b temperature  would  rise  to  105 

means  of  sulphuric  acid  and  of  potas  , metal  placed  in 

"o  Æ before  ebullition  commenced  A p.^  ^ wre 

PoTn.  rfSw-'“bae  temperature  of  its  vapour  is  -"fluence 

by  the  substance  of  the  vessels  boffi  poi„t.-We  see  from  the 

37o.  Influence  of  pressure  Kmperature  at  rvhich  rvatei  hots 

table  of  pressures  (361)  that  at  , which  is  that  of  the  atmosphere, 

under  a pressure  of  760  mi  «ne  ^ tQ  this  pressure.  This  pnncip  e 
aaueous  vapour  has  a pressur  - ^ liquid  boils  when  the  pressure  J 

“Teneral.  and  may  be  thus  Consequently,  as  the  super,  n- 

its  vapour  is  equal  to  the  pressa  ^ tbe  pressure  of  the  vapoui  , an 

cumbent  pressure  mcie ^ L°essary  for  ebullition,  must  increase  or  ^ 

speaking,  an  indeflnite  number 

Hence  a 1 nres- 


-t  order  to  shot,  that  the  ££& - 

sure,  a small  dish  containing  watei  3 
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air-pump,  which  is  then  exhausted.  The  liquid  soon  begins  to  boil,  the 
vapour  formed  being  pumped  out  as  rapidly  as  it  is  generated. 

A paradoxical  but  very  simple  experiment  also  well  illustiates  the 
dependence  of  the  boiling'  point  on  the  pressure.  In  a glass  flask,  water  is 
boiled  for  some  time,  and  when  all  air  has  been  expelled  by  the  steam,  the 


flask  is  closed  by  a cork  and  inverted, 
as  shown  in  fig.  352.  If  the  bottom 
is  then  cooled  by  a stream  of  cold 
water  from  a sponge,  the  water  begins 
to  boil  again.  This  arises  from  the 
condensation  of  the  steam  above  the 
surface  of  the  water,  by  which  a partial 
vacuum  is  produced. 

It  is  in  consequence  of  this  dimi- 
nution of  pressure  that  liquids  boil  on 
high  mountains  at  lower  temperatures. 
On  Mont  Blanc,  for  example,  water 
boils  at  84"  and  at  Quito  at  90°. 

On  the  more  rapid  evaporation  of 
water  under  feeble  pressures  is  based 
the  use  of  the  air-pump  in  concentrat- 
ing those  solutions  which  either  cannot 
bear  a high  temperature,  or  which 
can  be  more  cheaply  evaporated  in  an 
exhausted  space.  Howard  made  a most 
important  and  useful  application  of 
this  principle  in  the  manufacture  of 
sugar.  The  syrup,  in  his  method,  is 


Fig.  352 


enclosed  in  an  air-tight  vessel,  which  is  exhausted  by  a steam-engine.  The 
evaporation  consequently  goes  on  at  a lower  temperature,  which  secures  the 
syrup  from  injury.  The  same  plan  is  adopted  in  evaporating  the  juice  of 
certain  plants  used  in  preparing  medicinal  extracts. 

On  the  other  hand,  boiling  is  retarded  by  increasing  the  pressure  ; under 
the  pressure  of  two  atmospheres,  for  example,  water  only  boils  at  129-6°. 

371.  Franklin’s  experiment.— The  influence  of  pressure  on  boiling  may 
further  be  illustrated  by  means  of  an  experiment  originally  made  by 
Franklin.  The  apparatus  consists  of  a bulb,  a,  and  a tube,  l>,  joined  by  a 
tube  of  smaller  dimensions  (fig.  353). 

The  tube  b is  drawn  out,  and  the 
apparatus  filled  with  water,  which 
is  then  in  part  boiled  away  by 
means  of  a spirit  lamp.  When  it 
has  been  boiled  sufficiently  long  to 
expel  all  the  air,  the  tube  b is 
sealed.  There  is  then  a vacuum 
in  the  apparatus,  or  rather  there 
is  a pressure  due  to  the  elastic 
force  of  aqueous  vapour,  which  at  ordinary  temperatures  is  very  small. 
Consequently,  if  the  bulb,  a,  be  placed  in  the  hand,  the  heat  is  sufficient 
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to  produce  a pressure  which  drives  the  water  into  the  lube,  b,  and  causes  a 
brisk  ebullition. 

372.  Measurement  of  heights  by  the  boiling  point.  From  the  connection 
between  the  boiling  point  of  water  and  the  pressure,  the  heights  of 

mountains  may  be  measured  by  the  thermo- 
meter instead  of  by  the  barometer.  Suppose, 
for  example,  it  is  found  that  water  boils  on  the 
summit  of  a mountain  at  90°,  and  at  its  base  at 
98°.  Since  a liquid  boils  when  its  vapour 
pressure  is  equal  to  atmospheric  pressuie,  it 
is  only  necessary,  in  order  to  ascertain  the  atmo- 
spheric pressures  at  the  bottom  and  top  of  a 
mountain,  to  refer  to  a table  giving  corre- 
sponding temperatures  and  vapour  pressures. 
With  the  help  of  this  table  a thermometer  gives 
the  same  information  as  a barometer.  The 
barometric  pressures  being  thus  known,  the 
height  of  the  mountain  may  be  calculated  by 
the  method  already  given  (179).  An  ascent  of 
about  1080  feet  produces  a diminution  of  i°  C. 
in  the  boiling  point. 

The  instruments  used  for  this  purpose  are 
called  tlicrmo-barometers  or  hypsometers , and 
were  first  supplied  by  Wollaston.  They  con- 
sist essentially  of  a small  metallic  vessel  foi 
boiling  water  (fig.  354),  fitted  with  very  deli- 
cate thermometers,  which  are  only  graduated 
from  8o°  to  ioo°  ; so  that,  as  each  degree 
occupies  a considerable  space  on  the  scale, 
the  ioths,  and  even  the  iooths,  of  a degree 
may  be  estimated,  and  thus  it  is  possible  to 
determine  the  height  of  a place  by  means  of 

the  boilin0'  point  to  within  about  10  feet.  ..  , 

37  ! Formation  of  vapour  in  closed  tubes.-We  have  hitherto  considered 
vannurs  as  being  produced  in  an  indefinite  space,  or  where  they  could 

closed  vessel  it  may  be  much  tagher^  The ’and  ot„e,s,  if 
a limit  ; for,  » P be  ,aced  in  strong  glass  lubes,  which  are 

leTLn^ublf  its  Volu^Tn.  the  liquid  state,  its  pressure  being  then 
38  atmospheres. 


Fig.  3:4 
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Alcohol  which  half  fills  a tube  is  converted  into  vapour  at  207  C.  If  a 
glass  tube  about  half  filled  with  water,  in  which  some  carbonate  of  soda  has 
been  dissolved,  to  diminish  the  action  of  the  water  on  the  glass, 
be  heated,  it  is  completely  vaporised  at  about  the  temperature 
of  melting  zinc. 

When  ethyl  chloride  is  heated  in  a stout  sealed  tube,  the 
upper  surface  ceases  to  be  distinct  at  170°  and  is  replaced 
by  an  ill-defined  nebulous  zone.  As  the  temperature  rises  this 
zone  increases  in  width  in  both  directions,  becoming  at  the 
same  time  more  transparent  ; after  a time  the  liquid  is 
completely  vaporised,  and  the  tube  becomes  transparent  and 
seemingly  empty.  On  cooling,  the  phenomena  are  reproduced 
in  opposite  order. 

Andrews  made  a series  of  observations  on  the  behaviour 
of  condensed  gases  at  different  temperatures,  by  means  of  an 
apparatus  the  principal  features  of  which  are  represented  in 
fig-  355- 

The  pure  and  dry  gas  is  contained  in  a tube  g,  which  is 
sealed  at  one  end,  and  the  gas  is  shut  in  by  a thread  of 
mercury.  The  tube  is  inserted  in  a brass  end-piece,  E,  which 
is  firmly  screwed  on  a strong  copper  tube,  R.  At  the  other 
end  is  a similar  piece,  in  which  a steel  screw  works,  perfect 
tightness  being  ensured  by  good  packing.  The  tube  is  full 
of  water,  so  that  by  turning  this  screw  the  pressure  on  the 
enclosed  gas  can  be  increased  up  to  500  atmospheres.  In 
some  cases  the  projecting  capillary  tube  is  bent  downwards 
so  that  it  can  be  placed  in  a freezing  mixture. 

Andrews  found  on  raising  liquid  carbonic  acid  in  such  a 
tube  to  a temperature  of  310  C.  that  the  surface  of  demarcation 
between  the  liquid  and  the  gas  became  fainter,  lost  its  curva- 
ture, and  gradually  disappeared.  The  space  was  then  occupied 
by  a homogeneous  fluid,  which,  when  the  pressure  was  suddenly 
diminished,  or  the  temperature  slightly  lowered,  exhibited  a 
peculiar  appearance  of  moving  or  flickering  striae  throughout 
its  whole  mass.  About  310  no  apparent  liquefaction  of  carbonic  anhydride, 
or  separation  into  two  distinct  forms  of  matter,  could  be  effected,  not  even 
when  the  pressure  of  400  atmospheres  was  applied. 

From  similar  observations  made  with  other  substances  it  seems  that 
there  exists  for  every  liquid  a temperature,  the  critical  point  or  critical  tem- 
perature. While  below  this  critical  point  a sudden  transition  from  gas  to 
liquid  is  accompanied  by  a sudden  diminution  of  volume,  and  liquid  and 
gas  are  separated  by  a sharp  line  of  demarcation,  above  this  critical  point 
the  change  is  connected  with  a gradual  diminution  of  volume,  and  is  quite 
imperceptible.  Hence,  ordinary  condensation  is  only  possible  at  a tem- 
perature below  the  critical  point,  and  it  is  not  surprising,  therefore,  that 
mere  pressure,  however  great,  should  have  failed  to  liquefy  many  of  the 
gases. 

These  relations  are  shown  in  the  case  of  carbonic  acid  by  fig.  356,  in 
which  the  horizontal  lines,  the  abscissæ,  represent  volumes,  and  the  vertical 
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Fig.  356 


lines,  the  ordinates,  pressures  in  atmospheres.  Suppose  now  at  the  par- 
ticular temperature  13-1°  a given  quantity  of  gas,  whose  pressure  and 

volume(are  indicated  by  the  point  G 
on  the  lowest  curve,  is  subjected  to 
gradually  increasing  pressure  : the 
volume  diminishes  until  the  pressure 
reaches  48  atmospheres,  the  gas 
begins  to  liquefy,  and  the  continued 
diminution  of  its  volume  completes  the 
liquefaction  without  change  of  pressure 
(this  state  is  represented  by  the  line 
AB),  after  which  any  further  increase 
of  pressure  only  diminishes  the 
volume  to  much  the  same  extent 
as  any  other  liquid  (96).  The  beha- 
viour of  carbonic  acid  at  X3'i°  C.  is 
denoted  by  the  line  G ABQL.  GA  gives 
the  relation  between  the  temperature 
and  the  pressure  of  the  substance  in 
the  gaseous  state  ; AB  represents  the 
liquid  and  gas  in  equilibrium  with  each  other,  while  at  B the  carbonic  acid  is 
entirely  liquefied,  and  its  volume  diminishes  only  slightly  with  increased 

pressure,  as  shown  by  the  line  BQL. 

At  a higher  temperature,  2i'5°,  the  same  general  îesults  aie 
obtained,  except  that  a pressure  of  61  atmospheres  (the 
point  A')  must  be  applied  before  the  gas  begins  to  liquefy, 
and  the  line  A'B'  is  shorter.  On  continuing  the  experiments 
it  is  found  that  at  a temperature  of  30-9°  there  is  no  horizontal 
part,  the  lines  merge  into  each  other,  and  at  no  higher  tem- 
perature is  there  a separation  into  liquid  and  gas.  This  is  t îe 
critical  temperature,  and  the  higher  the  temperature  the  more 
nearly  does  the  curve  show  the  behaviour  of  a peifect  gas. 

The  phenomenon  of  the  critical  temperature  may  be  con- 
veniently illustrated  by  the  following  arrangement  (fig.  o57A 
which  is  also  well  adapted  for  projection  on  a screen  by  means 
of  a magic-lantern  for  lecture  purposes.  A stout  glass  tube 
about  2-5  mm.  wide  and  40  mm.  long  contains  liquid  sulphur 
dioxide,  and  is  supported,  with  the  drawn-out  end  downwards, 
in  a test-tube  by  means  of  a wire  frame.  Pure  melted  paraffin 
is  added  to  about  10  cm.  above  the  inner  tube.  The  whole 
arrangement  is  suspended  in  a retort-holder  and  heat  applied 
with  a spirit  lamp.  As  the  temperature  155  C.  (the  cutical 
temperature  of  S02)  is  approached,  the  liquid  evaporates  in 
the  ordinary  way,  and  there  is  a sharp  line  separating  liquid 
from  vapour.  At  1550  this  line  vanishes,  and  at  higher  tem- 
peratures the  substance  is  a homogeneous  gas.  If  the  tube  is 
- = •-  now  left  to  cool,  it  will  be  noticed  that,  as  the  critical  tem- 
perature is  reached,  striæ  appear  in  all  parts  of  the  tube,  indicating  violent 
commotion,  and  immediately  afterwards  liquid  and  vapour  aie  sha  p > 
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separated  from  each  other.  With  careful  manipulation  there  is  no  danger, 
and  the  course  of  the  phenomenon  is  readily  seen  through  the  clear 
paraffin. 

The  boiling  point  of  a body  may  be  defined  as  the  temperature  above 
which  a body  passes  into  the  state  of  gas,  not  only  on  the  surface  but  in 
the  body  of  the  liquid  ; this  temperature  is  therefore  different  for  different 
pressures,  and  is  accordingly  a relative  magnitude.  The  absolute  boiling 
point  is  the  temperature  at  which  a body  is  converted  into  gas,  whatever 
be  the  pressure  ; it  is  identical  with  the  critical  temperature.  Mendelejeft 
found  that  a relation  existed  between  the  absolute  temperature  and  the 
capillarity  of  liquids.  Increase  of  temperature  diminishes  the  cohesion, 
and  therefore  the  elevation  of  a liquid  in  a capillary  tube.  The  elevation 
ultimately  vanishes,  and  the  temperature  at  which  this  takes  place  is  the 
absolute  boiling  point.  For  some  it  is  very  low  ; in  the  case  of  air,  for 
instance,  it  is  — 1583. 


The  critical  pressure  is  that  at  which  condensation  takes  place  at  the 
critical  tempei-ature,  and  the  volume  of  the  saturated  vapour  at  the  critical 
temperature,  and  under  the  critical  pressure,  is  called  the  critical  volume. 

A vapour  may  be  defined  as  being  a gas  at  any  temperature  below  its 
critical  point.  Hence  a-vapour  can  be-;converted  into  a liquid  by  pressure 
alone,  and  can  therefore  exist  at  the 
pressure  of  its  own  liquid,  while  a gas 
requires  cooling  as  well  as  pressure  to 
convert  it  into  a liquid  ; that  is,  to  alter 
its  arrangement  in  such  a manner  that  a 
liquid  can  be  seen  to  be  separated  from 
a gas  by  a distinctly  bounded  surface. 

Above  310  C.  carbonic  acid  is  a gas  ; 
below  this  temperature  it  is  a vapour. 

374-  Papin’s  digester. — Papin  appears 
to  have  been  the  first  to  investigate  the 
effects  of  the  production  of  vapour  in 
closed  vessels.  The  apparatus  which 
bears  his  name  consists  of  a cylindrical 
iron  vessel  M (fig.  358)  provided  with  a 
cover,  which  is  firmly  fastened  down  by 
the  screw  B.  In  order  to  close  the 
vessel  hermetically,  sheet  lead  is  placed 
between  the  edges  of  the  cover  and  the 
vessel.  A cylindrical  channel  through 
the  cover  is  closed  by  a valve  to  which 
a rod  ti  is  attached.  This  rod  presses 
against  a lever  ab  movable  at  a,  and  the  pressure  may  be  regulated  by 
means  °f  a weight  p movable  on  this  lever.  The  lever  is  so  weighted 
„ 1 when  the  pressure  in  the  interior  is  equal  to  six  atmospheres  for 
xample,  the  valve  rises  and  the  vapour  escapes.  The  destruction  of  the 
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above  ] oo°,  and  the  pressure  of  the  vapour  increased  to  several  atmospheres, 

according  to  the  weight  on  the  lever.  . 

We  have  seen  that  water  boils  at  much  lower  temperatures  on  high 
mountains  (370)  ; the  temperature  of  water  boiling  in  open  vessels  in  such 
localities  is  not  sufficient  to  soften  animal  fibre  completely  and  extract  the 
nutriment,  and  hence  Papin’s  digester  is  used  in  the  preparation  of  food. 

It  is  also  used  in  extracting  gelatine.  When  bones  are  digested  in 
apparatus  they  are  softened  so  that  the  gelatine  which  they  contain  is 

diS ^Latent  heat  of  v„po»r.-AS  the  temperature  of  a liquid  remains 
constant  during  boiling,  whatever  be  the  source  of  heat 
that  a considerable  quantity  of  heat  becomes  absorbed  in  boiling,  the  only 
Set  0“ which  is  .0  transform  the  body  from  the  liquid  to  the  gas»» 
condition.  And,  conversely,  when  a saturated  vapour  passes  into  the  state 

of  liciuid,  it  gives  out  a definite  amount  of  heat. 

These  phenomena  were  first  observed  by  Black,  and  he  descnbec 
by  saying  that  during  vaporisation  a quantity  of  sensible  heat  became  latent 
and  that  the  latent  heat  again  became  free  during  condensation.  The 
quantity  of  heat  which  one  pound  of  a liquid  must  absorb  in  passing  horn 
3 e liquid  to  the  gaseous  state,  and  which  it  gives  out  in  pass  ng  fiom 
the  Ze  of  vapour  to  that  of  liquid,  is  spoken  of  as  its  latent  heat  of 

'^TfetSogy  of  these  phenomena  to  those  of  fusion  will  be  at  once  seen .1 
the^nodes  of  determining1  them  will  be  described  in  the  chapter  on  Calori- 
metry ; but  the  following  results,  which  have  been  obtained  for  the  latent 
heats  of  evaporation  at  o°,  may  be  here  given  . 

Water  . . . . 607  Carbon  bisulphide  . • 9° 


Alcohol  . 
Benzole  . 
Acetic  acid 
Ether 


236 

109 

102 

94 


Turpentine 
Chloroform 
Bromine  . 
Iodine 


74 

67 

49 

24 


The  meaning  of  these  numbers  is,  in  the  case  of  water,  for  instance,  that 

at  o^f'to  th^of  va^w/at'the^me^e^eratw^1  aÎTould  Sjse  a pound 

of  water  through  607  degrees,  or  607  l^nds  of  o^Tnto^quU 

or  that  the  conversion  of  one  pound  of  vapour  of  alcohol  at  ° 4 

alcohol  of  the  same  temperature  would  heat  236  pounds  ot 

"who  investigated 

necessary  to  raise  a given  weig  « jg  caUed  its  toiai  heat  of 

and  then  to  evaporate  it  entire  A H is  experiments  showed  that  this 
vaporisation , is  a constant  quant  y.  ' , , oreater  the  latent 

quantity  is  640.  Hence  the  lower  the  ^1^*^  £,  the  latent 

heat,  and,  on  the  other  hand,  the  highei  i ted  at  100°  would  be 

heat.  The  latent  heat  of  the  vapour  of  water  latent  heat 

540,  while  at  50°  it  would  be  590.  At  hig  P £y aporated  under  a 

of  aqueous  vapour  would  go  on  diminishing.  W ^ have  a latent 

pressure  of  15  atmospheres  at  a temperature  01 
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heat  of  440,  and  if  it  could  be  evaporated  at  640°  it  would  have  no  latent 
heat  at  all.  At  this  temperature  it  would  be  in  the  critical  state,  being 
indifferently  either  liquid  or  gaseous. 

Régnault,  who  examined  this  question  with  great  care,  found  that  the 
total  quantity  of  heat  necessary  for  the  evaporation  of  water  increases  with 
the  temperature,  and  is  not  constant,  as  Watt  had  supposed.  It  is  repre- 
sented by  the  formula 

Q = 606-5  + 0-305/, 


in  which  Q is  the  total  quantity  of  heat,  and  / the  temperature  of  the  water 
during  vaporisation,  while  the  numbers  are  constant  quantities.  The  total 
quantity  of  heat  necessary  to  evaporate  water  at  ioo°  is  606-5  + (°-3°S  * 100) 
= 6 37  ; at  1200  it  is  643  ; at  150°  it  is  651  ; and  at  1800  it  is  661.  Hence 
the  latent  heat  of  vaporisation  of  water  is  537  at  ioo°,  523  at  120°,  501  at 
1 50°  and  481  at  1800  C. 

The  total  heat  of  the  evaporation  of  ether  is  expressed  by  a formula 
similar  to  that  of  water,  namely,  Q = 94  + 0-045/ ; and  that  for  chloroform 
Q =67  + 0-1375/. 

The  heat  which  is  expended  simply  in  evaporating  a liquid,  and  which  is 
spoken  of  as  the  latent  heat,  produces  no  rise  of  temperature,  and  only 
appeals  as  doing  the  work  of  a change  of  state.  One  portion  of  this  work 
is  expended  in  overcoming  the  cohesion  of  the  particles  in  the  liquid  state, 
and  enabling  them  to  assume  the  gaseous  form — this  is  the  internal  work , 
and  is  by  much  the  greater  ; the  other,  the  external  work , is  expended  in 
overcoming  the  external  pressure  on  the  vapour  formed. 

Knowing  the  increase  of  volume,  and  the  pressure,  the  external  work  may 
be  readily  calculated  ; for  if  the  volumes  of  unit  weight  of  the  substance  in  the 
state  of  liquid  and  of  vapour  are  respectively  j and  a,  and  the  pressure p, 
then  the  external  work  ]Sp(<r-s),  and  its  heat  equivalent  p(cr-s)IJ,  J being 
the  mechanical  equivalent  of  heat  (506).  So  that,  if  r is  the  total  heat  of 
vaporisation, 

r = p+p(tr-s)J], 


in  which  p is  the  heat  spent  in  internal  work.  From  the  values  of  r and  of 
P(<r~s)IJ,  it  is  easy  to  deduce  that  of  p,  and  it  is  found  that  this  value 
qecreases  as  the  temperature  increases. 


Thus  for  the  temperatures  0°,  50°,  ioo°,  and  150°  the  values  are 
piopoitional  to  576,  536,  496,  and  457  respectively;  that  is,  when  water 
at  o is  converted  into  vapour,  a greater  internal  work  is  required  to 
overcome  the  cohesion,  than  at  ioo°  for  instance. 

376.  Cold  due  to  evaporation.  Mercury  frozen.— Whatever  be  the  tem- 
perature at  which  a vapour  is  produced,  an  absorption  of  heat  always  takes 

rerï  VaP0nsatl0n-  If>  therefore,  a liquid  evaporates,  and  does  not 

ece  ve  from  without  a quantity  of  heat  equal  to  that  which  is  expended  in 
P cueing  the  vapour,  its  temperature  sinks,  and  the  cooling  is  greater  in 
proportion  as  the  evaporation  is  more  rapid.  8 

TInrïSlfU  SUCCeeded  in  feezing  water  by  means  of  its  own  rapid  evaporation 

airTmp  iS  pIaced  a colainTsïong 

P c aCld’  an<l  rtove  11  a thl"  m'*al  “‘psulc,  A (fig.  359),  containing  a 
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small  quantity  of  water.  By  exhausting  the  receiver  the  water  begins  to 
boil  (366),  and  since  the  vapour  is  absorbed  by  the  sulphuric  acid  as  fast 
w ' as  it  is  formed,  a rapid 

evaporation  is  pro- 
duced, which  quickly 
effects  the  freezing  of 
the  water. 

This  experiment  is 
best  performed  by 
using,  instead  of  a 
thin  metal  dish,  a 
watch  - glass  coated 
with  lampblack  and 
resting  on  a cork.  The 
advantage  of  this  is 
twofold  : firstly,  the 
lampblack  is  a very 
bad  conductor  ; and, 


Fig.  359 


Fig.  360 


secondly  it  is  not  moistened  by  the  liquid,  which  remains  in  the  form  of 
a globule  not  in  contact  with  the  glass.  A small  porous  dish  may  also 

advantage^si^be^usedbtained  by  means  of  Wollaston’s  cryofihorus  (fig.  360), 
which  consists  of  a bent  glass  tube  provided  with  a bulb  at  each  end. 
The  apparatus  is  prepared  by  introducing  a small  quantity  of  water,  which 
" heTboiled  so  as  £ expel  all  air  It  is  .hen 

on  cooling  it  contains  only  water  and  the  vapour  of  water.  The  water  being 
oassed  into  the  bulb  A by  tilting  the  apparatus,  the  other  bulb  is  immersed 
f„  a fre^a  mixture.  The  vapour  in  the  tube  is  thus  condensed  ; the  water 
in  A rapidly  yields  more.  But  this  rapid  production  of  vapour  requires 
Hro-e  amount7 of  heat,  which  is  abstracted  from  the  water  in  A,  and  its  tern- 
peSmTu  so  much  r’educed  rha,  it  freezes.  The  experiment  succeeds  best 
when  the  tube  connecting  the  bulbs  is  of  farrly  large  diameter. 

Bv  using  liquids  more  volatile  than  water,  more  particularly  liquid  sul 
By  using  iiquicis  nor  better  methyl  chloride,  which 

iniarge  eof  - is  obtained 

passing  a current  of  air,  P^usly^e^^^y, 
chloride,  temperatures  of  from  -3  a ;et  0f  liquid 

may  be  illustrated  without  the  aid  of  a” LflTrantainin»  carbon  bisulphide, 
• VucSlt  waCrknrfe  » ^Sulphide  is  accelerated  by 
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means  of  a pair  of  bellows,  and  after  a few  minutes  the  water  freezes  round 
the  capsule  so  that  the  latter  adheres  to  the  wood. 

In  like  manner,  if  some  water  is  placed  in  a test-tube,  which  is  then 
dipped  in  a beaker  containing  some  ether,  and  a current  of  air  is  blown 
through  the  ether  by  means  of  a glass  tube  fitted  to  the  nozzle  of  a pair  of 
bellows,  the  rapid  evaporation  of  the  ether  very  soon  freezes  the  water  in 
the  tube.  Richardson’s  apparatus  for  producing  local  anaesthesia  also 
depends  on  the  cold  produced  by  the  evaporation  of  ether.  The  lowness  of 
the  temperature  obtained  depends  not  so  much  on  the  magnitude  of  the 
latent  heat  of  vaporisation  of  the  liquid  as  on  its  volatility  and  on  the  rapidity 
of  the  conversion.  The  latent  heat  of  water  vapour  is  more  than  six  times 
as  great  as  that  of  ether  vapour  at  o°  (375),  but  a much  lower  temperature 
can  be  obtained  with  the  latter. 

The  cold  produced  by  evaporation  is  used  in  hot  climates  to  cool  water 
by  means  of  alcarrazas.  These  are  porous  earthen  vessels,  through  which 
water  percolates,  so  that  on  the  outside  there  is  a continual  evaporation, 
which  is  accelerated  when  the  vessels  are  placed  in  a current  of  air.  For 
the  same  reason  wine  is  cooled  by  wrapping  the  bottles  in  wet  cloths  and 
placing  them  in  a draught. 

In  Harrison’s  method  of  making  ice  artificially,  a steam-engine  is  used 
to  work  an  air-pump  which  produces  a rapid  evaporation  of  some  ether,  in 
which  is  immersed  the  vessel  containing  the  water  to  be  frozen.  The 
apparatus  is  so  constructed  that  the  vaporised  ether  can  be  condensed  and 
used  again. 


The  cooling  effect  produced  by  a wind  or  draught  does  not  necessarily 
arise  from  the  wind  being  cooler,  for  it  may,  as  shown  by  the  thermometer, 
be  actually  warmer,  but  arises  from  the  rapid  evaporation  it  causes  from  the 
surface  of  the  skin.  We  have  the  feeling  of  oppression  even  at  moderate 
tempei  atuies,  when  we  are  in  an  atmosphere  saturated  by  moisture,  in  which 
no  evaporation  takes  place. 

377-  Carre’s  apparatus  for  freezing  water.— We  have  already  seen 
that  when  any  liquid  is  converted  into  vapour  it  absorbs  a considerable 
quantity  of  sensible  heat  ; this  furnishes  a source  of  cold  which  is  more 
abundant  the  more  volatile  the  liquid,  and  the  greater  its  heat  of 
vaporisation. 

This  property  of  liquids  has  been  utilised  by  Carré,  in  freezing  water 
by  the  distillation  of  ammonia.  The  apparatus  consists  of  a cylindrical 
boiler  C (figs.  361,  362),  and  of  a slightly  conical  vessel  A,  which  is  the 
ffeZerL  These  two  vessels  are  connected  by  a tube  in , and  a brace,  «,  binds 
them  firmly.  They  are  made  of  strong  galvanised  iron  plate,  and  can  resist 
a pressure  of  seven  atmospheres. 

The  boiler  C,  which  holds  about  two  gallons,  is  three  parts  filled  with  a 
strong  solution  of  ammonia.  In  the  upper  part  of  the  boiler  a tube  is 
htted  in  which  some  oil  is  placed,  and  in  this  a thermometer  t.  The  freezer 
■ c°asists  of  two  concentric  envelopes,  constructed  in  such  a manner  that 
1 s centre  being  hollow,  a metal  vessel,  G,  containing  the  water  to  be 
frozen  can  be  placed  in  this  space.  Hence  only  the  annular  space  between 
the  sides  of  the  freezer  is  in  communication  with  the  boiler  by  means  of  the 
tube  m.  I„  the  upper  part  of  the  freerer  there  i,  a small  armure  „h!ch 
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can  be  closed  by  a metal  stopper,  and  by  which  the  solution  of  ammonia  is 

introduced.  , , ~ 

The  formation  of  ice  comprises  two  distinct  operations.  In  the  first, 

the  boiler  is  placed  in  a furnace  F,  and  the  freezer  in  a bath  of  cold  water  of 
about  12°.  The  boiler  being  heated  to  130°,  the  ammoniacal  gas  dissolved 
in  the  water  of  the  boiler  is  disengaged,  and,  in  virtue  of  its  own  pressure,  is 
liquefied  in  the  freezer  A,  along  with  about  a tenth  of  its  weight  of  water.  1 his 
distillation  of  C towards  A lasts  about  an  hour  and  a quarter,  and  when  it  is 
finished  the  second  operation  commences  ; this  consists  in  placing  the  boiler 
in  the  cold-water  bath  (fig.  362),  and  the  freezer  A outside  care  being 
taken  to  surround  it  with  dry  flannel.  The  vessel  G,  about  three-quarters 
full  of  water,  is  placed  in  the  freezer.  As  the  boiler  cools,  the  ammoniacal 
gas  with  which  it  is  filled  is  again  dissolved  ; the  pressure  thus  being 


Fig.  36 1 


Fig.  362 


diminished,  the  ammonia  which  has  “ 

converted  into  the  gaseous  form,  and  d'sWs  iron  d ^ 

redissolve  in  the  water  which  has  remamed  quantity  of  heat, 

distillation  the  ammonia  which  Hence  it  is 

which  is  withdrawn  from  t ie  vesse  better  contact  between  the  sides 

that  this  water  freesei  In  o j is  poured  between  them.  In  about 

f„boeurVeand  a“  a perfectiy  compact  cy.indticai  b.ocb  of  ,ce  can  be 

which  produce  as  much  as  Soo  pounds  of  ice 
^arré*  constructed  an  ice-making  machine  which  is  an  industrial  appli- 
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cation  of  Leslie’s  experiment  (376),  and  by  which  considerable  quantities 
of  water  may  be  frozen  in  a short  time.  It  consists  of  a cylinder,  R, 
about  15  inches 
long  by  4 in  dia- 
meter, made  of  an 
alloy  of  lead  and 
antimony  (fig.  363). 

At  one  end  is  a 
funnel  E,  by  which 
strong  sulphuric 
acid  can  be  intro- 
duced ; at  the  other 
is  a smaller  verti- 
cal cylinder  m,  to 
which  is  screwed  a 
dome  d that  sup- 
ports a series  of 
obstacles  intended 
to  prevent  any  sul- 
phuric acid  from 
spirting  into  m and 
b.  There  are,  more- 
over, on  the  re- 
ceiver a wide  tube, 
u,  closed  by  a thick 
glass  disc  O,  and 
a long  tube  h,  to 
the  top  of  which  is 

fitted  the  bottle  C containing  water  to  be  frozen.  The  dome  d,  the  disc  O 
and  the  stopper  * of  the  funnel  E are  all  sealed  with  wax. 

On  the  side  of  the  receiver  is  an  air-pump  P,  connected  with  it  by  a tube 

a"C  WOrkfd  by  a handle  M-  To  this  handle  is  attached  a rod  /,  which 
in7 ™Chanism  represfnted  on  the  left  of  the  figure,  works  a stirrer  A 
n the  sulphuric  acid.  A lever  *,  connected  with  a horizontal  axis  which 

to  ng:b°X  n’  tranSmitS  its  backward  and  forward  motion 

o the  loci  r and  to  the  stirrer.  This  and  the  stuffing-box  « are  fitted  in  a 
tubulure  on  the  side  of  the  cylinder  m. 

The  smallest  size  which  Carré  makes  contains  2-5  kilogrammes  of  sul 

AfterabCld/  watei'-bottle  about  4°o  grammes,  when  it  is  one-third  full 

After  about  70  strokes  of  the  piston  the  water  begins  to  boil  ; the  acid  being 

' =°ntinued  agitation,  the  vapour  is  rapidly  absorbed  by  it,  and  the  pump  is 

bf”S-  -F“'  P-pose  it  is  Lhy  neœssary* to 

f * h I The  rate  of  depends  on  the 

hw,  g h 0f  tb  acid  i when  th>s  gets  very  dilute  it  requires  renewal  • but 
twelve  water-bottles  can  be  frozen  with  the  same  quantity  of  acid.  ’ 
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liquefaction  OF  VAPOURS  AND  GASES 

•378.  Liquefaction  of  vapours.— The  liquefaction  or  condensation  of 
vapours  is  their  passage  from  the  aeriform  to  the  liquid  state.  Condensa- 
tion may  be  due  to  three  causes— cooling,  compression,  or  chemical  action. 
For  the  first  two  causes  the  vapours  must  be  saturated  (356),  while  the 
latter  produces  the  liquefaction  of  the  most  rarefied  vapours.  Thus,  a large 
number  of  salts  absorb  and  condense  the  aqueous  vapours  in  the  atmosphere, 

however  small  their  quantity.  , . . 

When  vapours  are  condensed,  their  latent  heat  becomes  free  ; that  is,  t 

affects  the  thermometer.  This  is  readily  seen  when  a current  of  steam  at 
mo°  is  passed  into  a vessel  of  water  at  the  ordinary  temperature.  The 
houid  becomes  rapidly  heated,  and  soon  reaches  ioo°.  The  quantity  of 
heat  given  up  in  liquefaction  is  equal  to  the  quantity  absorbed  in  producing 

thC  ^Distillation.  Stills  .-Distillation  is  an  operation  by  which  a 
volatile  liquid  may  be  separated  from  a substance  which  it  holds  in  solution, 


Fig.  364 


i-jsia-ssswss 

S a»dPon  «he  " ^«s  for.  .ay  vary 

The  apparatus  used  m c !s  ,l  a ’°  rts  . Ist)  the  body , A (fig-  364), 

greatly,  but  it  consists  essentially  of  tl  l which  fits  in  the 

! copper  vessel  containing  the = l.qui- M hej from  which  a lateral 

furnace  ; 2nd,  the  head , , " 11C1  spiral  tin  or  copper  tube  placed 

tube,  C,  leads  to,  3rd,  the  worm,  S,  a long  spiral 
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in  a cistern  kept  constantly  full  of  cold  water.  The  object  of  the  worm  is  to 
condense  the  vapour  by  exposing  a greater  extent  of  cold  surface. 

To  free  ordinary  water  from  the  many  impurities  which  it  contains,  the 
water  is  placed  in  a still  and  heated.  The  vapours  disengaged  are  condensed 
in  the  worm,  and  the  distilled  water  arising  from  the  condensation  is  collected 
in  the  receiver  D.  The  vapours  in  condensing  rapidly  heat  the  water  in  the 
cistern,  which  must  therefore  be  constantly  renewed.  For  this  purpose  a 
continual  supply  of  cold  water  passes  into  the  bottom  of  the  cistern,  while 
the  lighter  heated  water  rises  to  the  surface  and  escapes  by  a tube  in  the 
top  of  the  cistern. 

380.  Liebig’s  condenser.— In  distilling  smaller  quantities  of  liquids,  the 
apparatus  known  as  Liebig's  condenser  is  extremely  useful.  It  consists  of 
a glass  tube,  tt  (fig.  365 ),  about  thirty  inches  long’,  fitted  in  a copper  or  tin 


tube  by  means  of  perforated  corks.  A constant  supply  of  cold  water  from 
he  vessel  « passes  into  the  space  between  the  two  tubes,  being  conveyed  to 
the  lower  part  of  the  condenser  by  a funnel  and  tube  f flowing  out  from  the 

ns"  ° 1 'vube  The  iit>u,ci  w ‘>-*“‘"1  iico„di?ed“ 

rcklmv-  ' , ,'S  p acecI  in  tl,e  llll“  ; the  condensed  liquid  drops  quite 

cold. „,o  a vessel  placed  receive  it  at  tire  other  end  of 'the  condetïïg 

DLlTV  f"  lhe  alcoholic  value  of  wines.-One  of 

water.  « ZSLST^  “** 

^3."^ dTZ £ ST* — ’ <*  - 

est  g ass  is  filled  with  the  wine  up  to  «,  and  this  wine  is  then 

B B 
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poured  into  the  flask  ; the  latter  having  been  connected  with  the  worm 
the  distillation  is  commenced.  The  liquid  which  distils  over  a mixture 


Fig.  366 


water  ; for  ordi- 
nary wines,  such 
as  clarets  and 
hocks,  about 
one-third  is  dis- 
tilled over,  and 
for  wines  richer 
in  spirit,  such 
as  sherries  and 
ports,  one-half 
must  be  dis- 
tilled ; experi- 
ment has  shown 
that  in  these 
circumstances 
practically  all 
the  alcohol 
passes  over  in 
the  distillate. 


The  measure  is  then  filled  up  with  distilled  water  to  a ; this  gives  the 

or  Let,  it  occasionally  fetation. 

This  arises  from  an  excess  of  atmospheric  pies 
sure  over  the  elastic  force  in  the  vessel.  If  a 
gas- sulphurous  acid  for  example-is  generated 

fn  the  flask  * (fig-  367), 

water  in  the  vessel  A,  as  long  as  t g 
given  off  freely,  its  elastic  force  exceeds  A 
atmospheric  pressure,  and  the  weight 
column  of  water,  m,  so  that  the  water  m the 
vessel  cannot  rise  in  the  tube,  and  absorption  is 
Fig.  367  impossible.  But  if  the  pressure  decreasej^effh 

through  the  flask  becoming  cooied  or  *e  pressure 

the  external  pressure  prevails^ ^ ^ ^ the  Water  rises  into 

'theTaTk  aiTd'îl'e'opLtion  is  spoiled.  This  accident  ,s  pte.en.ed 

k;"*  ^ **  m’  in  whic" tl,e 
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gas  is  generated,  and  dipping  in  the  liquid.  When  the  pressure  of  the  gas 
diminishes  in  M,  the  atmospheric  pressure  on  the  water  in  the  bath  E 
causes  it  to  rise  to  a certain  height  in  the 
tube  DA  ; but  this  pressure,  acting  also 
on  the  liquid  in  the  tube  C,  depresses  it 
to  the  same  depth,  assuming  that  the 
liquid  has  the  same  density  as  the  water 
in  E.  Now,  as  this  depth  is  less  than 
the  height  DH,  air  enters  by  the  aper- 
ture, before  the  water  in  the  bath  can 
rise  to  A,  and  no  absorption  takes  place. 

383.  Liquefaction  of  gases. — We  have 
already  seen  that  a saturated  vapour,  the 
temperature  of  which  is  constant,  is  lique- 
fied by  decreasing  the  volume,  and  that, 
the  volume  remaining  constant,  it  is 
brought  into  the  liquid  state  by  diminish- 
ing the  temperature. 

Unsaturated  vapours  behave  in  all  respects  like  gases.  For  the  gaseous 
fotm  is  accidental,  and  is  not  inherent  in  the  nature  of  the  substance  At 

sr  ï 

SrSt,  xtsh 

liquefied  either  by  coTdTbrp^e -for8^6  T7  indeed  be 

agencies  must  be  simultaneously  SS  Kelt  ™JOnty\  h°'vever’  b°th 
that  the  distinction  permanent  gas  n^  longer  * reSearcheS  have  shown 
exists,  now  that  all  the  gases  which  were  called 
permanent  have  been  liquefied. 

We  have  seen  that  there  is  for  each  gas  a 
critical  temperature  (373),  such  that  no  pressure 
however  great,  can  liquefy  a gas  which  is  above 
his  temperature.  If  a gas  is  below  this  point 
then  the  nearer  it  is  toit  the  greater  is  the  pres- 

ve!w  rqTd  ; C°nVerSeIy’  if  the  temperature  is 
Sw  too  PrCSSUre  rCquired  t0  Ji<iuefy  may 

Faraday  was  the  first  to  liquefy  some  of 

substances  (f*  ** 

and  then  sealing  the  shorter  leg  In  nmn  g,-  ^ liquefied  is  produced, 

pressure  increases,  and  it  ultimately  Iimiefies  ’Y*  gaS  ‘S  disen&a&ed  its 

rr  if  i-  >s  the, 

a freezing  mixture  A «snmii  mo,  y placing  the  shorter  leg  m 

indicate  fhe  p““sL  A Sma"  ma"0meter  ““V  b‘  P>«ed  in  the  apparatu!  I" 

Cya"°ge"  *“  " readil^  ”0“'“  * heating  cyanide  of  „Krcury  in  a 

n 11  2 
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bent  tube  of  this  description  ; other  gases  have  been  condensed  by  taking 
advantage  of  special  reactions,  the  consideration  of  which  belongs  rat 
to  chemistry  than  to  physics.  For  example,  silver  chloride  absorbs  about 
200  times  its  volume  of  ammonia;  when  the  compound  thus  formed  is 
nlaced  in  the  long  leg  of  a bent  tube  and  gently  heated  while  the  shorter 
legC|s  hnmeisecf  in^  a freezing  mixture,  a quantity  of  liquid  ammonia 

^^4  Apparatus  to  liquefy  and^olidify  gases.— Thilorier  first  constructed 
an  apparatus  by  which  considerable  quantities  of  carbonic  acid  could  be 
houefied  Its  principle  is  the  same  as  that  used  by  Faraday  m working  with 
e-lass  tubes  • the  gas  is  generated  in  an  iron  cylinder,  and  passes  throug  r 
S lut  into  another  similar  cylinder,  where  it  cM 
t>li-  annaratus  is  not  free  from  danger  ; many  accidents  have  aireaci) 
happened  with  it,  and  it  has  been  superseded  by  an  apparatus  constructe 
by  Natterer,  of  Vienna,  which  is  both  convenient  and  safe. 

A perspective  view  of  the  apparatus,  as  modified  by Btanchi,  is  r p 
sen  ted  in  fie  *71,  and  a section  on  a larger  scale  in  fig.  jo.  It  consists 

screwed  forked  bE  the^andf^M^As  theEompression  of 

the  crank-rod  E w h a considerable  disengagement 

freezing  mixture  is  placed.  The  J?  c which  surrounds  the 

SK5X w'e'n”  1 A.  » ^ »• The 

,n  aWght  bags  E, 

when":  if  passes  into  a boule  V,  containing  some  j 

it  then  passes  into  the  condensing  pump  * ™“f {^ZTtiSethe  reservoir 

fcanHbe"^ 

^ X"7acid  has  been  lidded  and  isaWl  to  £ 

air,  a portion  only  of  the  liquid  volatll^e  ’ , cooled  as  to  solidify  in  white 
sorbed  by  this  evaporation,  the  res  i This  may  be  collected  by 

flakes  like  snow  or  anhydrous  p ^ Qver  a pipe  attached  to  the 

placing  a stout  woollen  bag  | hammered  in  stout  wooden 

d",k  - 

akl>SolitfCcarbonfc^citf Evaporates  f'p^s^owlj^ By^metms^of^an 

thermometer  its  temperature  ras  een  the  sensation  of  such  great 

Met^afed  Ï *•'  effects  of  a severe  burn  are  produced.  A 
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mixture  of  these  two  substances  solidifies  four  times  its  weight  of  mercury  in 
a few  minutes.  When  a tube  containing  liquid  carbonic  acid  is  placed  in 
this  mixture,  the  liquid  becomes  solid  and  looks  like  a transparent  piece 
of  ice. 

The  most  remarkable  liquefaction  obtained  by  this  apparatus  is  that  of 
nitrous  oxide.  The  gas  once  liquefied  only  evaporates  slowly,  and  produces 
a temperature  of  —88°  C.  Mercury  placed  in  it  in  small  quantities  instantly 


Fig-  371 


solidifies.  The  same  is  the  case  with  water  ; it  must  be  added  drop  by 
drop,  otherwise,  its  latent  heat  being  much  greater  than  that  of  mercury  the 
heat  given  up  by  the  water  in  solidifying  would  be  sufficient  to  cause  an 
explosion  of  the  nitrous  oxide. 

Nitrous  oxide  is  readily  decomposed  by  heat,  and  has  the  property  of 

oxyeen  n?nd  °f  bodies  with  al™st  as  much  brilliancy  as 

oxygen  , and  even  at  low  temperatures  it  preserves  this  property  When  a 
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piece  of  incandescent  charcoal  is  thrown  on  liquid  nitrous  oxide,  it  continues 
to  burn  with  a brilliant  light. 

The  cold  produced  by  the  evaporation  of  ether  (376)  has  been  used  by 
Loir  and  Drion  in  the  liquefaction  of  gases  on  a small  scale.  By  passing 
a current  of  air  from  a blowpipe  bellows  through  several  tubes  into  a few 
ounces  of  ether,  a temperature  of  - 340  C.  can  Ire  reached  in  five  or  six 
minutes,  and  may  be  kept  up  for  fifteen  or  twenty  minutes.  By  evaporating 
liquid  sulphurous  acid  in  the  same  manner  a great  degree  of  cold  -50  U, 
is  obtained.  At  this  temperature  ammonia  may  be  liquefied.  By  rapidly 
evaporating  liquid  ammonia  under  the  air-pump  in  the  presence  of  sulphuric 
acid,  a temperature  of  -87°  is  attained,  which  is  found  sufficient  to  liquefy 
carbonic  acid  under  the  ordinary  pressure  of  the  atmosphere. 

385.  Cailletet’s  researches.— Cailletet  and  Pictet,  working  independently, 
but  simultaneously,  have  effaced  the  old  distinction  between  permanent  and 


Fig.  372 


non-permanent  gases,  by  effecting  the  liquefaction , of ^ oxygen i,  and  other 
eases  which  it  was  supposed  could  not  be  condensed.  Tins  has  bee 
accomplished  by  meJ*of  powerful  material  W^*?*?* 
(,-reat  skill  and  ingenuity.  The  critical  temperatuie  of  these  gases  is 
mostly  below  - 100",  while  their  critical  pressure  is  somewhat  less 
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that  of  carbonic  acid,  excepting  in  the  case  of  hydrogen,  which  is  over 
ioo  atmospheres. 

The  essential  parts  of  Cailletet’s  apparatus  are  represented  in  fig.  372. 
BB'  is  a strong  wrought-iron  bath  containing  mercury  ; in  this  is  placed  the 
tube  TO,  the  upper  part  of  which  is  capillary  and  contains  the  gas  to  be 
liquefied.  This  tube  is  supported  by  a screw  n,  in  which  it  is  fixed  by  marine 
glue.  In  the  side  of  BB'  is  a second  screw,  through  which  passes  a tube  t, 
giving  passage  to  the  water  forced  by  the  pump.  The  valves  of  this,  one  for 
suction  and  one  for  compression,  are  placed  under  the  screws  S and  S'.  A 
screw  plunger  worked  by  the  wheel  X serves  to  force  the  pressure,  while  by 
a stopcock  worked  by  a wheel  X'  the  compressed  gas  can  be  suddenly 
allowed  to  expand.  A manometer  in  fixed  on  the  case  indicates  the  pressure. 

For  introducing  the  gas  the  tube  TO  is  placed  horizontally,  the  capillary 
end  being  still  open,  and  pure  well-dried  gas  is  admitted  at.  the  other  end 
(fig-  373)  by  an  india-rubber  tube.  When  all  air  is  expelled,  the  end  O is 
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sealed,  the  tube  held  vertically  so  that  a drop  of  mercury  ci  previously  intro- 
duced closes  the  tube.  It  is  then  placed  in  the  bath  BB',  n being  firmly 
screwed.  On  this  is  fixed  the  plate  Q,  to  which  is  attached  a cylinder  M, 
which  can  be  filled  with  water  or  a freezing  mixture.  This  vessel  is 
surrounded  by  a safety  bell-jar,  C. 

By  working  the  force  pump  a pressure  of  400  atmospheres  can  be  pro- 
duced, which  can  be  increased  to  2500  atmospheres  by  means  of  the  screw 
piston.  When  a suitable  pressure  has  been  applied,  if  we  wait  until  the  heat 
due  to  the  compression  has  disappeared,  and  then  suddenly  open  the  screw 
worked  by  the  wheel  X,  thereby  reducing  the  pressure  to  one  atmosphere, 
the  cold  produced  by  the  sudden  expansion  of  the  gas  in  the  tube  OT' 

is  so  great  as  to  liquefy  a portion  of  it,  as  is  shown  by  the  production  of  a 
mist. 

This  observation  was  first  made  with  nitric  oxide,  but  similar  results 
have  been  obtained  with  marsh  gas,  carbonic  oxide,  and  oxygen. 

386.  Pictet’s  method.— The  principle  of  Pictet’s  method  is  that  of  libe- 
rating the  gas  under'great  pressure,  combined  with  the  application  of  a very 
low  temperature.  The  essential  parts  of  the  apparatus  are  the  following 
wo  double-acting  pumps,  A and  B (fig.  374),  are  so  coupled  together 
hat  they  cause  the  evaporation  of  liquid  sulphurous  acid  contained  in 
he  annular  receiver  C.  By  the  action  of  the  pumps  the  gas  thus  evaporated 
is  forced  into  the  receiver  D,  where  it  is  cooled  by  a current  of  water  and 
again  liquefied  under  a pressure  of  three  atmospheres.  Thence  it  passes 

earned  """»  tUbe  * “’e  ,‘ccciver  C.  to  replace  that  which  is 
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In  this  way  the  temperature  of  the  liquid  sulphurous  acid  is  reduced  to 
- 65. 0 Its  function  is  to  produce  a sufficient  quantity  of  liquid  carbonic  acid, 

which  is  then  sub- 
mitted to  a perfect- 
ly analogous  pro- 
cess of  rarefaction 
and  condensation. 
This  is  effected  by 
means  of  two  simi- 
lar pumps,  E and 
F.  The  carbonic 
acid  gas,  perfectly 
pure  and  dry,  is 
drawn  from  a reser- 
voir through  a tube 
not  represented  in 
the  figure,  and  is 
forced  into  the  con- 
denser K,  which  is 
cooled  by  the  liquid 
sulphurous  acid  to 
a temperature  of 
-65°,  and  is  there 
liquefied. 

H is  a tube  of 
stout  copper  con- 
nected with  the  condenser  K by  a narrow  tube  k.  When  a sufficient  quantity 
of  carbonic  acid  has  been  liquefied,  the  connection  with  the  gasholder  is  cut 
off,  and  by  working  the  pumps  E and  F a vacuum  is  created  over  the  liquid 
carbonic  acid  in  H,  which  produces  so  great  a cold  as  to  solidify  it. 

L is  a stout  wrought-iron  retort  capable  of  standing  a piessure  o 5 
atmospheres.  In  it  are  placed  the  substances  by  whose  chemical  actions 
the  gas  is  produced  : potassium  chlorate  in  the  case  of  oxygen.  The  reto 
is  connected  with  a strong  copper  tube  in  which  the  actual  condensa  ton  ,s 
effected.  This  tube,  the  pressure  in  which  is  indicated  by  a specia  ) 

structed  manometer  R,  is  closed  by  a stopcock  N.  • nf 

When  the  four  pumps  are  set  in  action,  for  which  a steam-engine  of 
1 5 horse-power  is  required,  heat  is  applied  to  the  retort.  Oxygen  is  lbei  aoted 
in  a calculated  quantity,  the  temperature  of  the  retort  being  about  4 3 • 

Towards  the  effise  of  the  decomposition  the  manometer  indicates  a pi  essuie 
of  00 atmospheres,  and  then  sinks  to  320.  This  diminution  is  due  to  the  con- 
densation of  gas,  and  at  this  stage  the  tube  contains  liquefied  oxygen.  If  the 
cock  N is  opened,  .he  liquid  issues  with  violence,  havmg  the  appearance  of  a 
dazzling  white  pencil.  This  lasts  three  or  four  seconds.  On  closing  the ! stop- 
cock the  pressure,  which  had  diminished  to  400  atmospheres  now  rises,  and 
Tgi  tcomes  stationary,  proving  that  the  gas  is  once  ^e  be,=densei 
The  phenomena  presented  by  the  jet  of  oxygen  "he  - . 

electric  light  showed  that  the  light  it  emits  was  partially  polarised,  indicating 
a probable  transient  crystallisation  of  the  liquid. 
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The  following  table  exhibits  some  of  the  physical  properties  of  sub- 
stances, gaseous  at  ordinary  temperatures,  when  reduced  to  very  low 
temperatures. 


Name 

Critical 

tempera- 

ture 

Boiling 
point  at 
atmo- 
spheric 

Freezing 

point 

Density  of 
the  liquid 
at  the  boiling 
point 

Colour  of  liquid 

pressure 

Hydrogen  . 

0 

-235 

0 

-252-5 

- 258  to 
— 260 

•07 

Colourless 

Fluorine 

— 

-187 

— 

1 14 

Pale  yellow 

Nitrogen  . 

-146-0 

-194 

- 214-0 

x-io 

Colourless 

Carbonic  oxide  . 

-139-5 

— 190 

— 207-0 

(?) 

Oxygen 

- 1 18-8 

- 182-5 

— 

ri3 

Bluish 

Argon 

-117-4 

— 1 86-i 

— 190 

I-2I2 

Colourless 

Nitric  oxide 

- 93-5 

- 154 

- 167-0 

— 

Methane 

- 81-8 

— 162 

-186 

0-415 

>5 

387.  Later  researches. — Wroblewski  and  Olszewski 
apparatus  represented  in  fig.  375.  The  gas  to  be 
liquefied  is  contained  in  the  tube  yr,  and  is  com- 
pressed by  means  of  a sort  of  Cailletet  pump 
coupled  up  with  b.  Liquid  ethylene  is  contained 
in  the  reservoir  x,  which  is  surrounded  by  a freez- 
ing mixture  of  ice  and  salt  ; it  passes  thence 
through  the  tube  b',  which  is  surrounded  by  a 
paste  of  solid  carbonic  acid  and  ether,  and  then 
reaches  j,  cooled  down  to  a temperature  of  — ioo°. 

By  means  of  an  air-pump  to  which  is  con- 
nected the  lead  tube  v this  cooled  liquid  can  be 
caused  to  evaporate  under  a pressure  of  25  mm., 
so  that  the  temperature  as  indicated  by  the  hydro- 
gen thermometer  t is  - 136°.  The  vessel  in  which 
this  is  effected  contains  calcium  chloride  y,  the 
object  of  which  is  to  prevent  any  deposition  of 
dew  on  the  tube. 

At  a temperature  of  — 136°  oxygen  at  once 
liquefies  under  a pressure  of  20  atmospheres.  By 
still  further  reducing  the  pressure  so  that  ethylene 
evaporates  at  a pressure  of  1 mm.  the  temperature 
sinks  to  - 1 520  C.,  and  now  nitrogen  and  carbonic 
oxide  can  be  directly  condensed. 

If  again  the  space  above  these  liquids  is  rare- 
fied, carbonic  oxide  becomes  solid  at  — 190°  and 
nitrogen  at  -203°. 

Dewar  has  carried  out  extensive  researches  on 
the  liquefaction  of  gases,  and  has  liquefied  and 
even  solidified  air.  The  methods  adopted  do  not  differ 


made  use  of  the 


F'g.  375 
in  principle 


from 
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the  cold  is  produced  by  the  evaporation 


those  which  have  been  mentioned 
of  liquid  ethylene. 

Ladenburg  and  Kriigel  (1900)  determined  the  boiling  and  freezing  points 
of  a number  of  substances.  They  employed  a thermo-electric  couple,  and 
compared  its  scale  with  a hydrogen  thermometer  at  three  temperatures, 
viz.  the  boiling  point  of  liquid  air,  -191-25°;  of  ethylene,  -102-9°;  and 
the  sublimation  point  of  solid  carbon  dioxide,  -77'5°-  The  following  table 
gives  some  of  their  results  : — 


Substance 

Boiling  point 

Melting  point 

Oxygen  .... 

— 182-2  at  745  mm. 

O 

Nitrous  oxide . 

-142-8  „ 757  » 

- 150-5 

Ammonia 

— 

- 75'5 

Hydrochloric  acid  . 

- 83-1  at  755-4,, 

- II  I'3 

Hydrobromic  acid  . 

- 68-i  „ 75S-4,, 

— oO  13 

Sulphuretted  hydrogen  . 

— 60-4  ,,  755  » 

— o2  9 

Methane 

-162  „ 751  „ 

Ethane  .... 

- 84-1  „ 749  » 

— 172-1 

Acetylene 

— 82-4  (sublimation 

point) 

Sublimes 

Methyl  alcohol 

- 93'9 

Ethyl  alcohol . 

— 

— Ill  O 

Ether  .... 
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a device  of  Sir  J.  Dewar  it  is  possible  to  keep  liquefied  gases  in 
open  vessels  at  atmospheric  pressure  with  very  little 
evaporation.  The  glass  vessel  in  which  the  liquefied 
gas  is  contained  is  surrounded  by  another,  the  space  be- 
tween the  two  being  highly  exhausted.  Thus  no  heat 
can  leave  the  inner  vessel  by  conduction  or  convection  ; 
and  when  the  inside  of  the  inner  vessel  is  silvered,  heat 
radiated  from  the  outside  is  practically  excluded. 

Fig.  376  illustrates  an  arrangement  of  two  such 
vessels,  one  within  the  other,  forming  a double  jacketed 
system.  C is  liquid  air  contained  in  the  inner  vessel, 
which  is  surrounded  by  its  vacuum  jacket.  This  vessel  is 
closed  by  a stopper  through  which  passes  a tube,  A, 
which  may  be  connected  to  an  air-pump.  The  outer 
vessel  also  contains  liquefied  air  ; it  is  protected  } 
another  vacuum  jacket,  G,  and  may  be  connected  to  an 
air-pump  by  the  tube  B.  In  this  arrangement  no 
evaporation  takes  place  from  A,  for  all  the  heat  which 
it  might  receive  from  the  outside  by  conduction,  con- 
vection, or  radiation  is  absorbed  by  the  liquid  in  the 
outer  vessel.  By  connecting  B with  an  air-pump  so  as 
to  reduce  the  pressure  to  about  10  mm,  and  simul- 
taneously connecting  A with  an  air-pump,  the  liquid  air 
may  be  so  reduced  in  temperature  that  it  solidifies  to  a 

Fig.  376  jelly-like  mass. 
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These  experiments  have  made  it  possible  to  examine  physical  properties 
of  various  substances  at  temperatures  which  approach  absolute  zero.  It  is 
impossible  here  to  give  an  account  of  the  results  obtained,  but  some  of  the 
most  important  will  be  mentioned  in  their  places.  One  interesting  experi- 
ment may  be  mentioned.  If  a barometer  is  prepared  in  the  usual  way,  and 
a sponge  dipped  in  liquid  air  is  applied  to  a portion  of  the  outer  surface  of 
the  Torricellian  vacuum  space,  a mirror  of  metallic  mercury  is  immediately 
deposited  on  the  inside. 

Linde  and  Hampson  have  constructed  apparatus  for  the  liquefaction  of 
gases,  which  works  continuously  and  depends  essentially  on  the  cooling 
produced  when  a gas  expands  ; it  may  be  looked  upon  as  the  reverse  of  a 
regenerative  furnace.  The  main  features  of  this  apparatus  are  represented 
in  fig.  377. 


Consider,  in  the  first  case,  a single  round  of  operations.  Air  supplied 
through  the  intake  i,  at  the  pressure  A and  temperature  t.,  is  brought  by 
the  compressor  F to  the  pressure  A,  say  of  50  atmospheres,  thereby  becoming 
heated,  but  by  passing  through  the  cooler  K is  restored  to  the  temperature 
t,  ; from  this  it  passes  through  the  inner  tube  of  C,  which  is  the  charac- 
teristic feature  of  the  apparatus  ; meeting  there  a current  of  cooled  gas 
proceeding  m the  opposite  direction  through  the  annular  space  of  C its 
temperature  is  lowered  to  t.2. 


r — ^ 
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The  gas  thus  reduced  to  this  latter  temperature,  and  at  the  original 
pressure  A,  a8'ain  8oes  through  the  same  round  of  operations,  again  experi- 
encing a further  reduction  of  temperature  until  liquefaction  sets  in.  the 
operations  are,  in  fact,  continuous,  and  with  a large  apparatus  of  this  kind 
several  litres  of  liquid  air  have  been  prepared  in  an  hour. 

Liquefaction  of  Hydrogen.— The  principal  feature  of  Hampson  s 01 
Linde’s  apparatus  is  that  the  gas  at  high  pressure  suddenly  expands  and  is 
thereby  cooled  ; the  expanded  and  cooled  gas  circulates  round  the  tube 
containing  the  compressed  gas,  and  cools  it  and  thus  expansion  at  the 
nozzle  takes  place  at  a temperature  which  falls  lower  and  lower,  until  finally 
it  reaches  that  at  which  the  gas  liquefies.  It  was  by  making  use  of  this 
principle  of  cooling  by  free  expansion,  combined  with  the  cooling  effect  due 
to  liquid  air  boiling  at  reduced  pressure,  that  Dewar  (1900  succeeded  in 
liquefying  hydrogen.  The  difficulty  arises  from  the  extremely  low  critical 
temperature^ of  hydrogen,  vie.  -a3S"  C.  Liquid  air  bod,  a,  about  - .9. 
under  atmospheric  pressure,  and  at  -210°  if  the  pressure  is  sufficiently 
reduced.  The  process  then  for  liquefying  hydrogen  is  as  follows  . the 
o-as  at  200  atmospheres  pressure  is  cooled  to  about  -205°  by  air  boiling  into 
a vacuum,  and  is  then  further  cooled  by  free  expansion  to,  say,  -215  U, 
and  returns  to  the  gasholder.  But  before  doing  so  it  begins  the  process  of 
intensification  by  passing  over  the  coil  containing  the  compressed  hydrogen, 
and  dving  up  to  this  the  10  degrees  of  additional  cooling  which  it  had 
gained  by  expansion.  Thus  the  high-pressure  gas  which  succeeds  it  leache 
die  nozzle  at  -2150  C.,  and  expanding  from  a lower  temperature  gai 1 J 

free  expansion  a greater  amount  of  cooling,  say  1 5 , so  that  it  now  passe 
awav  over  ihe  cod  at  -230°  C„  and  cools  to  this  temperature  the  com- 
pressed -as  by  which  it  is  succeeded.  This  intensification  proceeds  until 
die  cooling  reaches  the  boiling  point  of  hydrogen  at  the  pressure  of  the  gas- 
holder which  is  practically  atmospheric.  Liquid  hydrogen  hen  cdtem 
dae  vessel  below'the  nozzle.  The  temperature  of  liquid  hydrogen  at  atmo- 
spheric pressure  was  estimated  by  Dewai  at  -5-5  •> 

Dewar  also  boiled  liquid  hydrogen  at  low  pressure,  and  ™ 5 ; 

nitrogen  and  carbonic  acid,  one  of  the  substances  which  readily  freeze  the 
selves  by  evaporation.  In  the  solid  hydrogen  thus  obtained  he  i «'ached 
lowest  temperature  known,  which  he  estimated  at  13  to  15  absolute 

tem^erahtreTconfirmed  by  his  subsequent  observations  by  hehum  ther.no- 

me'o„e  of  the  results  of  liquefying  hydrogen  has  been  to  show  that  heto 

case  of  hydrogen.  He, inn,  has 

been  reduced  to  IO°  A.  without  freezing  (Dewar) 

With  regard  ,0  «he  very  ow 

stated  that  between  1.»  C.  1 meKr  may  be  used, 

“swS”  helium  thermometer,  Just  as  he  had 
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proved  by  the  aid  of  a hydrogen  thermometer  that  air  or  nitrogen  may  be  used 
as  a thermometric  substance  for  temperatures  down  to  their  liquefying 
points. 

MIXTURE  OF  GASES  AND  VAPOURS 


388.  Laws  of  the  mixture  of  gases  and  vapours. — Every  mixture  of  a 
gas  and  a vapour  obeys  the  two  following  laws  : — 

I.  The  pressure , and,  consequently , the  quantity , of  vapour  which  saturates 
a given  space  are  the  same  for  the  same  temperature , whether  this  space 
contains  a gas  or  is  a vacuum. 

II.  The  pressure  of  the  mixture  of  a gas  a?id  a vapour  is  equal  to  the 
sum  of  the  pressures  which  each  would  exert  if  it  occupied  the  same  space 
alone. 

These  are  known  as  Dalton's  laws , from  their  discoverer,  and  are  de- 
monstrated by  the  following  apparatus,  which  was  invented  by  Gay-Lussac 
It  consists  of  a glass  tube  A (fig.  378),  to  which 
two  stopcocks,  b and  d,  are  cemented.  A tube 
B of  smaller  diameter  is  connected  with  the 
tube  A just  above  the  stopcock  d.  A scale 
between  the  two  tubes  serves  to  measure  the 
heights  of  the  mercurial  columns  in  these 
tubes. 

The  tube  A is  filled  with  mercury,  and  the 
stopcocks  b and  d are  closed.  A glass  globe  M, 
filled  with  dry  air  or  any  other  gas,  is  screwed 
on  by  means  of  a stopcock  in  the  place  of  the 
funnel  C.  All  three  stopcocks  are  then  opened, 
and  a little  mercury  is  allowed  to  escape,  which 
is  replaced  by  the  dry  air  of  the  globe.  The 
stopcocks  are  then  closed,  and  as  the  air  in  the 
tube  expands  on  leaving  the  globe,  the  pressure 
on  it  is  less  than  that  of  the  atmosphere.  Mer- 
cury is  accordingly  poured  into  the  tube  B until 
it  is  at  the  same  level  in  both  tubes.  The  globe 
is  then  removed,  and  replaced  by  the  funnel  C, 
provided  with  a stopcock  a of  a peculiar  con- 
struction. It  is  not  perforated,  but  has  a small 
cavity,  as  represented  in  n,  on  the  left  of  the 
figure.  Some  of  the  liquid  to  be  vaporised  is 
poured  into  C,  and  the  height  of  the  mercury  k 
having  been  noted,  the  stopcock  b is  opened 
and  a turned  so  that  its  cavity  becomes  filled 
with  liquid  ; being  again  turned,  the  liquid 
enters  the  space  A and  vaporises.  The  liquid  Fig-  378 

is  allowed  to  fall  drop  by  drop  until  the  air  in  the  tube  is  saturated  which  is 
the  case  when  the  level  k of  the  mercury  ceases  to  sink  (356). 

As  the  pressure  of  the  vapour  produced  in  the  space  A is  added  to  that 
of  the  air  already  present,  the  total  volume  of  gas  is  increased.  It  may 
easily  be  restored  to  its  original  volume  by  pouring  mercury  into  B.  When 
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the  mercury  in  the  large  tube  has  been  raised  to  the  level  A,  there  is  a 
difference  Bo  in  the  level  of  the  mercury  m the  two  tubes  which  obviously 
represents  the  pressure  of  the  vapour  ; for  as  the  air  has  resumed  its  origina 
Xme  its  pressure  has  not  changed.  Now,  if  a few  drops  of  the  same 
licuid  are  passed  into  the  vacuum  of  a barometer  tube,  a depression  exactly 
S?  re bTÏ  produced,  which  proves  that,  for  the  same  temperature  the 
pressure  of  a saturated  vapour  is  the  same  in  a gas  as  in  a vacuum  , from 
which  it  is  concluded  that  at  the  same  temperature  the  quantity  of  vapour 

'b  "'The 'Second 'law  is  likewise  proved  by  this  experiment,  for,  when  the 
mercury  has  regained  its  level,  the  mixture  supports  the  atmospheric  pi  essuie 
on  the  top  of  the  column  B,  in  addition  to  that  due  to  the  weight  of The i column 
of  mercury  Bo.  But  of  these  two  pressures,  one  represents  that  of  the  dry  ai  , 
and  the  other  that  of  the  vapour.  The  second  law  is,  moreover,  a necessa  y 

iXTi men t s1^^ 1 only  be  made  with  this  apparatus  at  ordinary  tenipera- 
X but  Régnault,  by  means  of  an  apparatus  which  can  be  used  at  different 
temperatures  investigated  the  pressures  of  the  vapours  of  water,  ether, 
bisulphide  of’ carbon,  and  benzole,  both  separately  and  when  mixed  with  a . 

Hetînd  that  the  pressure  when  ah  is  present  is  “ Re^nS 

hm  the  differences  are  so  small  as  not  to  invalidate  Dalton  s law.  Kegna 
was  even  wS  ,o  cons, dec  this  law  as  theoretically  true,  mg  the 

differences  which  he  observed  to  the  hygroscopic  properties  of  the  sides  o 

th%*8oe  Problems  on  matures  of  gases  and  vapours.-!.  A volume  of  dry 
• bVie  nressure  H being  given,  what  will  be  its  volume  \ , when 

s«d  w Xvapour.  the  tempL.ure  and  the  pressure  remaining  the  same  ? 

if  F is  the  pressure  of 

the  mixture  only  supports  a pressure  equal  to  H t.  «ut  > > 

the  volumes  V and  V'  are  inversely  as  their  pressures  ; consequen  y 

Y Y = . ^ whence  V/  = +5—^* 

V H-F’  H-F 

••  T et  V be  a criven  volume  of  saturated  air  at  the  pressure  H and  the 
temperature  r X will  be  its  volume  V,  also  saturated,  at  the  pressure  H 

pressure  of  aqueous  vapour  a, 

1 Q;  fo  thp  air  aione  in  each  of  the  mixtures  V and  V will  be  respec 
tively^unde/ the^pressures  H-/and  H ; consequently,  fromthe formula 
pv/O  + at)  = constant,  we  have 

(H  -/) Y _ (H whence  V'  is  determined. 

I + at  1 + at 

iii.  What  is  the  weight  P of  a volume  of  air  V saturated  with  aqueous 

vapour  at  the  temperature  t and  pressure  H . pressure  of 

If  F is  the  maximum  pressure  of  the  vapour  at  1,  F . 

Sig!«  of  iïsæzi—»-*  > - 
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2nd,  the  weight  of  the  same  volume  of  saturated  vapour  at  t°  under  the 
pressure  F. 

The  volume  of  dry  air  at  standard  temperature  and  pressure  is 


V H-F 
I + at  ' 760  ’ 


and  its  weight 


Vd 

I + at 


H-F 
760  ’ 


where  d - density  of  air  at  o°,  = ‘31  grain  per  cubic  inch,  or  = '001293  gramme 
per  cubic  centimetre. 

Since  the  density  of  aqueous  vapour  is  § (strictly  -622)  that  of  air  at  the 
same  temperature  and  pressure,  the  weight  of  the  aqueous  vapour  occupying 
the  volume  V is 

5 Vd  F_ 

8 ’ 1 + at  ' 760’ 

Hence  weight  P of  the  moist  air 

= YlL  L-Fx  Vd  |F  _ Vd  H-fF 

1 + at  ' 760  l+at'y6o  1 + at  ' 760  ' 
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390.  Leidenfrost’s  phenomena.  Boutigny’s  experiments. — When  liquids 
are  thrown  upon  incandescent  metal  surfaces  they  present  remarkable 
phenomena,  which  were  first  observed  by  Leidenfrost  a century  ago,  and 
have  been  named  after  their  discoverer.  They  have  since  then  been  studied 
by  other  physicists,  and  more  especially  by  Boutigny. 

Fi&-  379  represents  an  interesting  method  of  illustrating  this.  F is  a 
small  copper  flask  which  is  heated  to  dull  redness  over  a spirit  lamp,  and 
a small  quantity  of  boil- 
ing hot  water  is  carefully 
introduced  ; a cork  C 
with  a small  tube  passing 
through  it  having  been 
fitted,  the  lamp  is  re- 
moved, and  in  a short 
time  steam  is  formed 
rapidly  with  such  explo- 
sive violence  as  to  drive 
out  the  cork.  The  small 
tube  is  to  allow  the  escape 
of  vapour  which  forms 
slowly.  F*s-  379 

When  a tolerably  thick  silver  or  platinum  dish  is  heated  to  redness  and 
a little  water  previously  warmed,  is  dropped  into  the  dish  by  means’ of  a 
pipette,  the  liquid  does  not  spread  itself  out  on  the  dish,  and  does  not 

ofTflnu’  aSi  lt1Wv?Uild  aî.  Uuer°rdinary  |mPerature>  but  assumes  the  form 
of  a flattened  globule,  which  fact  Boutigny  expressed  by  saying  that  it  has 

the  n “ r°tal“  r^y  ™„d  on  tlfe  bottom*  of 

the  dish,  taking  sometimes  the  form  of  a star,  and  not  only  does  it  not  boil 

but  its  evaporation  is  only  about  one-fiftieth  as  rapid  as  if  it  boiled.  As  the 
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clish  cools,  a moment  arrives  when  it  is  not  hot  enough  to  keep  the  water  in 
the  spheroidal  state  ; it  is  accordingly  moistened  by  the  liquid  and  a violent 
ebullition  suddenly  ensues. 

All  volatile  liquids  can  assume  the  spheroidal  condition  ; the  lowest 
temperature  at  which  it  can  be  produced  varies  with  each  liquid,  and  is 
more  elevated  the  higher  the  boiling  point  of  the  liquid  for  water  the 
dish  must  have  at  least  a temperature  of  200°  ; for  alcohol  134  ; and  for 

Cth  The' temperature  of  a liquid  in  the  spheroidal  state  is  always  below  its 
boiling  point.  This  temperature  has  been  measured  by  Boutigny  by  means 
of  a very  delicate  thermometer  ; but  his  method  is  not  free  from  objec- 
tions, and  it  is  probable  that  the  temperatures  he  obtained  were  too  high. 
He  found  that  of  water  to  be  95°  i alcohol,  75°  5 ether>  34  5 and  liquid 
sulphurous  acid,  -n°.  But  the  temperature  of  the  vapour  which  is  dis- 
engaged appears  to  be  as  high  as  that  of  the  vessel  itself. 

This  property  of  liquids  in  the  spheroidal  state  of  remaining  below  their 
boiling  point  was  applied  by  Boutigny  in  a remarkable  experiment  tha 
of  freezing  water  in  a red-hot  crucible.  He  heated  a platinum  dish  to 
brio-ht  redness,  and  placed  a small  quantity  of  liquid  sulphurous  acid  in  it 
It  immediately  assumed  the  spheroidal  condition,  and  its  evaporation  was 
remarkably  slow.  Its  temperature,  as  has  been  stated,  was  about  1 , an 

when  a small  quantity  of  water  was  added,  it  immediately  solidified,  and  a 
small  piece  of  ice  could  be  thrown  out  of  the  red-hot  crucible.  In  a similar 
manner  Faraday,  by  means  of  a mixture  of  solid  carbonic  acid  and  et  er, 

succ^d^in^eewj^mercmy^in  a^ied^hot  0:11^  ^ ^ with  the  vessel. 
Boutigny  proved  this  by  heating  a silver  plate  placed  m a 

it  a little  I dark- 
colouredj  water. 
The  liquid  as- 
sumed the  sphe- 
roidal condition, 
and  the  flame  of 
a candle  placed 
at  some  distance 
could  be  dis- 
tinctly seen  be- 
tween the  drop 

Fig.  380  and  the  plate 

._  n % Tf  late  perforated  by  several  fine  holes  is  heated,  a liquid  will 

same  fact.  A ponsneci  suve  . T.  linuid  passes  into 

solution  of  sodiuni  sulpinde  are  ^ ^ ' nQ  alteration.  But  if  the 

the  spheroidal  condition,  j tantly  moistens  it,  producing  a dark 

in  K*  -id 
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assumes  the  spheroidal  state  when  projected  on  a heated  silver  plate,  and 
does  not  attack  the  metal  so  long  as  the  plate  remains  hot. 

An  analogous  phenomenon  is  observed  when  potassium  is  placed  on 
water.  Hydrogen  is  liberated,  and  burns  with  a yellow  flame  ; potassium 
hydrate,  which  is  formed  at  the  same  time,  floats  on  the  surface  without 
touching  it,  owing  to  its  high  temperature.  In  a short  time  it  cools  down, 
and  the  globule,  coming  in  contact  with  water,  bursts  with  an  explosion. 

Similarly,  liquids  may  be  made  to  roll  upon  liquids,  and  solid  bodies 
which  vaporise  without  becoming  liquid  also  assume  a condition  analogous 
to  the  spheroidal  state  of  liquids  when  they  are  placed  on  a surface  whose 
temperature  is  sufficiently  high  to  vaporise  them  rapidly.  This  is  seen  when 
a piece  of  ammonium  carbonate  is  placed  in  a red-hot  platinum  crucible. 

The  phenomena  of  the  spheroidal  state  seem  to  prove  that  the  liquid 
globule  rests  upon  a sort  of  cushion  of  its  own  vapour,  produced  by  the  heat 
îadiated  from  the  hot  surface  against  its  under  side.  As  fast  as  this  vapour 
escapes  from  under  the  globule,  its  place  is  supplied  by  a fresh  quantity 
formed  in  the  same  way,  so  that  the  globule  is  constantly  buoyed  up  by  it 
and  does  not  come  in  actual  contact  with  the  heated  surface.  When,  how- 
ever, the  temperature  of  the  latter  falls,  the  formation  of  vapour  at  the  under 
surface  becomes  less  and  less  rapid,  until  at  length  it  is  not  sufficient  to  pre- 
vent the  globule  touching  the  hot  metal  or  liquid  on  which  it  rests.  As  soon 
as  contact  occurs,  heat  is  rapidly  imparted  to  the  globule,  it  enters  into 
ebullition,  and  quickly  boils  away. 

This  explanation  is  confirmed  by  the  experiments  of  Budde,  who  found 
that  in  an  exhausted  receiver  water  passes  into  the  spheroidal  state,  even  when 
the  temperature  of  the  support  is  not  more  than  8o°  or  90°  ; for  then  the 
vapour  has  only  to  support  the  drop,  and  not  the  atmospheric  pressure  also. 

These  experiments  on  the  spheroidal  state  explain  the  fact  that  the  hand 
may  be  dipped  into  melted  lead,  or  even  melted  iron,  without  injury.  It  is 
necessary  that  the  liquid  metal  be  heated  greatly  above  its  solidifying  point. 
Usually  the  natural  moisture  of  the  hand  is  sufficient,  but  it  is  better  to  wine 
it  with  a damp  cloth.  In  consequence  of  the  great  heat  the  hand  becomes 
covered  with  a layer  of  spherofoal  fluid,  which  prevents  the  contact  of  the 
metal  with  the  hand.  Radiant  heat  alone  operates,  and  this  is  principally 
expended  in  forming  aqueous  vapour  on  the  surface  of  the  hand  If  the 
hand  is  immersed  in  boiling  water,  the  water  adheres  to  the  flesh  and 
consequently  a scald  is  produced.  ’ 

The  tales  of  ordeals  by  fire  during  the  middle  ages,  of  men  who  could 
run  barefooted  over  red-hot  iron  without  being  injured,  are  possibly  true 

some  cases,  and  would  find  an  explanation  in  the  preceding  phenomena. 

DENSITY  OF  VAPOURS 

391.  Gay-Lussac’s  method.— The  density  of  a vafour  is  the  relation 
between  the  weight  of  a given  volume  of  this  vapour  and  that  of  tho  f 
volume  of  air  at  the  same  temperature  and  pressure.  tllC  ^ 

The  older  methods  used  in  determining'  the  dpneif-ir 
Gay-Lussac’s,  which  serves  for  liquids  that  boil  at  about  100°  ?nTn  "‘*7 
which  can  be  used  up  to  350°.  100  ’ and  Dumas  > 
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Fig  ,8,  represents  the  apparatus  used  by  Gay-Lussac.  It  consists  of 
an  iron  vessel  containing  mercury,  in  which  there  ,s  a glass  cylinder  M. 

This  is  filled  with  water  or  oil,  and  the  tem- 
perature is  indicated  by  the  thermometer  T. 

In  the  interior  of  the  cylinder  is  a graduated 
gas  jar  C,  which  at  first  is  filled  with  mercury. 

& The  liquid  whose  vapour-density  is  to  be 
determined  is  placed  in  a small  glass  bulb  A, 
represented  on  the  left  of  the  figure.  The  bulb 
is  then  sealed  and  weighed  ; the  weight  of  the 
liquid  taken  is  obviously  the  weight  of  the  bulb 
when  filled,  minus  its  weight  while  empty. 
The  bulb  is  then  introduced  into  the  jar  C, 
and  the  liquid  in  M gradually  heated  some- 
what higher  than  the  boiling  point  of  the  liquid 
in  the  bulb.  In  consequence  of  the  expansion 
of  this  liquid  the  bulb  breaks,  and  the  liquid 
becoming  converted  into  vapour,  the  mercury  is 
depressed,  as  represented  in  the  figure.  The 
bulb  must  be  so  small  that  all  the  liquid  in  it 
is  vaporised.  The  volume  of  the  vapour  is 
given  by  the  graduation  on  the  jar.  Its  tem- 
perature is  indicated  by  the  thermometer  T, 
and  the  pressure  is  shown  by  the  difference 
between  the  height  of  the  barometer  at  the 
time  of  the  observation  and  the  height  of  the 

column  of  mercury  in  tire  gas  jan  *^£%**ZZ  £££ 
the  weight  of  a volume  of  air  equal  to  that  of  » by  dividing 

conditions  of  temperature  and L press  • 1 required  density  of  the 

the  weight  of  the  vapour  by  that  ol  the  air,  gi 

vapour.  , ■ ;ts  volume  in  cubic  inches, 

LetyJ  be  the  weight  o t « -^pou ^ the’barometer  in  millimetres,  and 

and  / its  temperature  ; if  H be  the  neig  the  vapour  will  be  H -k. 

h that  of  the  p ^ a voiume  of  air»,  at  the  tempera- 

JVæV:p"etStH-g^Thisisc.eat.y 

o~3Iî/(H  h)  grains 
(i+at)  760 

since  1 cubic  inch  of  air  weighs  31  grains.  See  problem  m.  (3S9)- 
Consequently,  for  the  desired  density  we  have 
t ._p  A i +at)76o. 

o’3i»(H  — A) 

If  volume  is  measured  in  cubic  centimetres  and  weigh,  in  grammes,  the 
formula  becomes  _ ^ +«*)76o 

U ~ -ooi293^(H  -h 
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392.  Hofmann’s  method. — Hofmann  materially  improved  the  method 
of  Gay-Lussac  by  having  the  mercury  tube  fb , in  which  the  vapour  is  pro- 
duced, about  a metre  in  length  (fig.  382);  it  is,  in  fact,  a barometer,  and 
the  vapour  is  formed  in  the  Torricellian  vacuum.  This  tube  is  surrounded 
by  another  glass  tube  a , which  is  connected,  by  a bent  tube  c , with  a canister  e, 
so  that  water,  amylic  alcohol,  or  aniline,  or,  indeed,  any  substance  with  a 
constant  boiling  point,  may  be  distilled  through  the  tube  a,  the  vapour  being 
carried  off  by  the  tube  d,  which  is  con- 
nected with  a condensing  arrangement 
not  represented  in  the  figure.  In  this 
way  more  constancy  in  the  temperatures  is 
ensured  than  with  the  use  of  a mercury 
bath.  The  liquid  is  contained  in  very 
minute  stoppered  tubes,  h,  holding  from 
20  to  100  milligrammes  of  water;  the 
stoppers  come  out  in  the  vacuum,  and  the 
tubes  can  be  used  over  again. 

As,  under  the  above  conditions,  the 
liquid  vaporises  into  a vacuum,  the  vapour 
is  formed  under  a very  much  lower  pres- 
sure than  that  of  the  atmosphere,  and 
therefore  at  a temperature  much  below 
its  ordinary  boiling  point.  Thus,  the 
vapour-density  of  a body  which  only 
boils  at  a temperature  of  150°  can  be  de- 
termined at  the  temperature  of  boiling- 
water.  This  is  of  great  use  in  the  case 
of  those  bodies  which  decompose  at  their 
boiling  point  under  the  ordinary  atmo- 
spheric pressure. 

393-  Dumas’  method. — The  original 
method  of  Gay-Lussac  cannot  be  applied 
to  liquids  whose  boiling  point  exceeds 
150°  or  160°  In  order  to  raise  the  oil  in 
the  cylinder  to  this  temperature  it  would 
be  necessary  to  heat  the  mercury  to  such 
a degree  that  its  vapour  would  be  danger- 

and  barometric  height  A beintr  noted^TK  ^ We'fhed>  the  temperature  t 
the  glass,  G,  in  additn t j,  tL  wlht  If  the^fh’  W’(  * ^ ^ °f 
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of  oil  or  fusible  metal,  according  to  the  temperature  to  which  it  is  to  be 

raised  In  order  to  keep  the  globe  in  a vertical  position  a metal  support 

on  which  a movable  rod  slides,  is  fixed  on  the  side  of  the  vessel.  This  ro 

has  two  rings,  between  which  the  globe  is  placed,  as  shown  in  the  figure. 

There  is  another  rod,  to  which  a weight  thermometer,  D (325),  is  attached. 
There  is  anotner  roa immersed  in  the  bath,  the 


The  globe  and  thermomerei  navmg  f ,•  -,  • 

latter  is  heated  until  slightly  above  the  boiling  point  of  the  liquid  in  he 
The  vapour  which  passes  out  by  the  point  expels  all  the  air  in  the 
1 interior.  When  the  jet  of  vapour  ceases,  which  is 

the  case  when  all  the  liquid  has  been  converted 

1 • . , rk ~ ^-1  oho  \c  liprm Atirallv 


tne  case  Wim.  ~~ 

into  vapour,  the  point  of  the  globe  is  hermetically 
sealed  the  temperature  of  the  bath  and  the  baro- 
metric height  h\  being  noted.  When  the  globe  is 
cooled  it  is  carefully  cleaned  and  again  weighed. 
This  weight,  W',  is  that  of  the  glass  G,  plus  p , 
the  weight  of  the  vapour  which  fills  the  globe  at 
the  temperature  t',  and  pressure  h',  or  W'  = G +p  . 
To  obtain  the  weight  of  the  glass  alone,  the  weight 
-t)  of  air  must  be  known,  which  is  determined  m 
the  following  manner  The  point  of  the  globe  is 
placed  under  mercury  and  the  extremity  broken  off 
with  a small  pair  of  pincers  : the  vapour  being  con- 
densed, a vacuum  is  produced,  and  mercury  rushes 
up,  completely  filling  the  globe,  if,  in  the  experi- 
ment, all  the  air  has  been  entirely  expelled.  The 
mercury  is  then  poured  into  a carefully  graduated  measure  which  ^ves  the 


result  subtracted  from  W gives  G,  the  weigi  volume 

. . ./  • \\v  _ r We  now  know  the  weight  p ot  a go  en  vuiumc 

of  the  vapour/  is  W • //  and  it  is  only  necessary  to 

same  Volume  of  air  under  the  same  conditions, 

*1)  • . : \ r»f  fhp 


of  the  vapour  p'  is  W - G. 
of  vapour  at  the  temperature 

calculate  the  weight/'  of  the  same  vmunn.  - — - - . , 

which  is  easily  accomplished.  The  quotient  is  the  requited  denstty  of  the 

1 Deville  and  Troost  modified  ^mas’ medrod  points, 

determining  the  vapour-density  q vapour  of  mercury  or  of 

The  globe  is  heated  m at  357°  and 

sulphur,  the  temperatuies  of  ' . , same  as  jn  Dumas’ method. 

444°  In  other  respects  the  de  enm^  e^^eS  and  Troost  employed 

For  determinations  at  higher  P • 6°  As  glass  vessels  are 

the  vapour  of  sine,  the  Knaperature  o 9 ,ob  with  finely  drawn- 

softened  at  this  temperature  they ^used ‘ flame, 

out  necks,  which  aie  sealed  by  boilin°'  point,  Victor  Meyer  has 

the  case  of  substances  having  foible  alloy,  which 

iSTd  of  Mercury!' ^Hahermann  has  introduced  into  Duma, 
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method  Hofmann’s  modification  of  Gay-Lussac’s,  by  connecting  the  open 
end  of  the  vessel  B (fig.  383)  with  a space  in  which  a partial  vacuum  is 
made.  Thus  the  vapour-density  can  be 
determined  for  temperatures  far  below  the 
boiling  point. 

A method  of  determining  vapour-density, 
much  in  use,  is  that  devised  by  Victor 
Meyer.  A long  glass  tube  b with  an  en- 
largement at  the  top  is  fixed  to  the  cylin- 
drical vessel,  A,  which  has  a capacity  of 
about  100  c.c.  Near  the  top  of  b a gas 
delivery  tube,  «,  is  fused,  and  opposite  this 
another  tube,  e,  closed  by  a bit  of  india- 
rubber  tubing  in  which  a metal  rod,  g,  can 
be  moved  airtight.  On  the  rod  rests  a small 
thin  vessel,  containing  the  substance  whose 
vapour-density  is  to  be  determined.  For 
very  volatile  liquids  small  bulbs,  k,  of  very 
thin  glass  are  used  ; they  are  filled  by  being 
fitted  through  a cork  to  a tube  in  which  the 
liquid  is  placed,  as  shown  on  the  right  of 

384-  When  k is  heated,  air  is  driven 
out  of  it , and  on  cooling,  k is  filled  with 
liquid  and  the  end _/is  fused. 

The  cork  being  inserted,  the  whole  ap- 
paratus is  suspended  in  the  long  glass  vessel 
rrv  which  contains  a liquid  of  constant  boil- 
ing point  such  as  aniline  or  diphenyl  (366). 

This  is  heated  until  it  boils  constantly, 
which  is  known  when  no  air  bubbles  issue 
from  the  delivery  tube  a.  The  vapours  from 
this  tube  issue  through  the  bent  tube  shown 
in  the  figure,  and  are  connected  with  a con- 
densing arrangement  not  shown.  When 
this  state  of  things  is  attained  a graduated 
tube,  m , filled  with  water  is  pushed  over  the 
open  end  of  the  tube  a.  The  rod  g is  then 
withdrawn  and  the  small  vessel  falls  and  is 
roken,  some  asbestos  being  placed  at  the 
bottom  to  prevent  a possible  breakage  of  the 
vessel  A itself.  When  the  substance  vapo- 
nsies  a corresponding  volume  of  air  issues 
and  is  collected  in  the  tube  m.  When  no 
more  issues  the  tube  is  placed  in  a cylinder 
of  water  and  is  depressed  until  the  level  in- 

and  outside  is  the  same.  The  volume  * is  read  off.  also  the  tempera. 


Fig.  384 


— vuiume  7 

due  of  the  water,  /,  and  the  barometric  hei< 


with 


the  weight  of  the  substinrp  These  data,  together 

“ enable  us  to  calculate  the  de„4y  from  IheKffa  °f  “ql,e°US  ,ap0,'r 
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D = P_  _ P * 76o  (273  + O -P  (27 3 + 0 2152 

p'  ^(0-001293)  (H -//)  273  -y(H-A) 

where  p,p‘  are  expressed  in  grammes,  and  s/  in  cubic  centimetres. 

In  this  case  a calorimetrical  determination  of  the  temperature  is  made  by 
dipping  a piece  of  platinum  in  the  liquid.  The  volume  of  the  vapour  is 
obtained  in  the  form  of  an  equal  volume  of  air  measured  at  the  temperature 
of  the  room,  and  thus  neither  the  capacity  of  the  vessel  b nor  the  temperature 
of  the  vapour  need  be  known,  unless  it  be  desired  to  investigate  in  what 
respect  the  density  varies  with  the  temperature. 

394.  Relation  of  vapour-density  to  molecular  weight.  Dissociation. — The 
densities  of  vapours,  determined  at  temperatures  a few  degrees  above  their 
boiling  points,  and  when  they  may  be  considered  as  obeying  the  gaseous 
laws,  are  governed  by  a simple  but  very  important  law,  that  the  densities 
of  vapours  are  proportional  to  their  molecular  ■weights.  If  both  densities 
and  molecular  weights  are  referred  to  the  same  standard,  that  of  hydrogen 
being  taken  as  2 for  instance,  the  vapour-densities  are  equal  to  the  mole- 
cular weights.  If  the  density  of  air  is  taken  at  1,  that  of  hydrogen  is 
o'o693  = ~ , and  hence  for  all  other  gases  and  superheated  vapours  the 

density  is  ~ of  the  molecular  weight. 

This  law  is  of  great  importance  in  chemistry  in  fixing  the  molecular 
weights  of  bodies,  more  especially  in  organic  chemistry.  In  some  cases 
exceptions  are  met  with  ; these,  when  small,  maybe  ascribed  to  imperfection 
of  the  gaseous  state.  A more  important  cause  is  the  following  : — When  sal- 
ammoniac,  NH4C1,  for  instance,  is  strongly  heated,  it  is  resolved  into 
ammonia,  NH3,  and  hydrochloric  acid,  HC1,  and  it  then  occupies  a volume 
double  that  required  by  the  law.  But  there  is  a partial  decomposition  even 
at  lower  temperatures,  so  that  the  vapour  consists  of  molecules  of  sal- 
ammoniac,  mixed  with  molecules  of  free  hydrochloric  acid  and  of  free 
ammonia.  In  such  cases  the  vapour-density  is  said  to  be  abnormal  ; and 
this  partial  decomposition  in  which  there  is  a mixture  of  undecomposed  and 
of  decomposed  molecules,  is  spoken  of  as  dissociation.  Thus,  sulphuric  acid, 
SOjH.,,  at  3250,  consists  of  about  one  half  undecomposed  molecules,  1111116 
the  other  moiety  decomposes  into  sulphuric  anhydride,  S03,  and  water,  H.,0. 
The  dissociation  of  water  begins  at  1200°  C.,  and  is  complete  at  2500. 
Stannic  chloride,  SnCl2,  has  the  theoretical  density  6-53.  At  6oo°  the  density 
corresponds  to  the  formula  Sn2Cl4  ; as  the  temperature  rises  this  diminishes, 
and  at  iooo°  it  represents  the  formula  SnCl2.  It  appears  thus  that  the 
vapour  exists  in  two  forms  : at  6oo°as  Sn2Cl4,and  at  iooonas  SnCl.  ; as  the 
temperature  rises  from  6oo°  the  molecule  Sn.,Cl4  is  more  and  more  dissociated, 
until  at  iooo°  it  is  completely  resolved  into  2SnCl2. 

Dissociation  does  not  take  place  suddenly,  but  gradually  ; it  increases 
with  the  temperature,  and  is  limited  by  the  tendency  of  the  components  to 
recombine  : for  each  temperature  the  quantity  dissociated  is  in  a constant 
ratio  to  the  whole.  As  the  temperature  sinks,  the  bodies  again  recombine, 
and  at  the  initial  temperature  the  body  is  in  its  original  state.  In  tins 
respect  dissociation  differs  from  decomposition.  The  temperature  at  which 
the  decomposition  is  half  completed  is  taken  as  that  of  dissociation. 

Dissociation  is  also  met  with  in  elementary  bodies  : thus  at  a tempera- 
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ture  of  500°  C.  sulphur  has  the  vapour-density  96  (H  = i),  representing  a 
molecular  weight  of  192;  as  the  temperature  increases  this  becomes  less, 
and  from  iooo°  it  is  constant,  being  then  32,  which  is  normal,  corresponding 
to  a molecular  weight  of  64.  At  the  lower  temperature  the  molecule  is  con- 
sidered to  be  an  aggregate  consisting  of  six  atoms  or  three  molecules,  while 
at  higher  temperatures  this  complex  splits  up,  and  at  1000  consists  of  the 
normal  diatomic  molecule.  In  like  manner  the  density  of  iodine  vapoui, 
which  up  to  6oo°  is  8716,  is  only  4-5,  or  about  half  as  much,  at  1500  , but 
then  remains  constant.  This  probably  represents  a dissociation  of  the 
iodine  molecule,  I2,  into  two  atoms. 


Densities  of  vapours 


Air 

1 -oooo 

Vapour  of  phosphorus  . 

4-3256 

V apour  of  water  . 

0-6225 

5Î 

turpentine  . 

5-0130 

„ alcohol 

1-6138 

Î) 

anthracene  . 

6-oioo 

,,  acetic  acid  . 

2-0800 

sulphur 

6-6542 

„ carbon  bisulphide 

2-4476 

mercury 

6-9760 

„ ether  . 

2-5860 

ÎÎ 

chrysene 

8-1200 

„ benzole 

2-7290 

5) 

iodine  . 

8-7160 

„ aniline 

3-3 100 

55 

perchloriphenyl  . 

17-43°° 

The  density  of  aqueous  vapour,  when  a space 

is  saturated  with  it, 

is  at  all 

temperatures  g,  or,  more  accurately,  0-6225,  of  the  density  of  air  at  the  same1 
temperature  and  pressure. 

395.  Relation  between  the  volume  of  a liquid  and  that  of  its  vapour. — 

The  density  of  vapour  being  known,  we  can  readily  calculate  the  ratio 
between  the  volume  of  a vapour  in  the  saturated  state  at  a given  temperature 
and  that  of  its  liquid  at  zero.  We  may  take  as  an  example  the  relation 
between  water  at  zero  and  steam  at  ioo°. 

The  ratio  between  the  weights  of  equal  volumes  of  air  at  zero,  and  the 
normal  barometric  pressure,  and  of  water  under  the  same  circumstances,  is 
as  1 : 773.  But  from  what  has  been  already  said  (335),  the  density  of  air  at 
zero  is  to  its  density  at  ioo°  as  1 + at  : 1.  Hence  the  ratio  between  the  weights 
of  equal  volumes  of  air  at  ioo°  and  water  at  o°  is 


1 

I + 0-003665  X IOO 


: 773,  or  0-73178  : 773. 


Now  from  the  above  table  the  density  of  steam  at  ioo°  C.,  and  the 
normal  pressure,  compared  with  that  of  air  under  the  same  circumstances, 
is  as  0-6225  : 1.  Hence  the  ratio  between  the  weights  of  equal  volumes  of 
steam  at  ioo°  and  water  at  o°  is 

0-73178  x 0-6225  : 773,  or  0-4555  : 773,  or  1 : 1698. 

Therefore,  as  the  volumes  of  bodies  are  inversely  as  their  densities,  one 
volume  of  water  at  zero  expands  into  1698  volumes  of  steam  at  ioo°  C.  The 
practical  rule,  that  a cubic  inch  of  water  yields  a cubic  foot  of  steam,  though 
not  quite  accurate,  expresses  the  relation  in  a convenient  form. 
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CHAPTER  VI 

HYGROMETRY 

396.  Province  of  hygrometry. — The  province  of  hygrometry  is  to  deter- 
mine the  quantity  of  aqueous  vapour  contained  in  a given  volume  of  air. 
This  quantity  is  very  variable  ; but  the  atmosphere  is  seldom  or  never  com- 
pletely saturated  with  vapour,  even  in  our  climate.  Nor  is  it  ever  completely 
dry  ; for  if  hygrométrie  substances — that  is  to  say,  substances  with  a great 
affinity  for  water,  such  as  calcium  chloride,  sulphuric  acid,  &c. — be  at  any 
time  exposed  to  the  air,  they  absorb  aqueous  vapour. 

39 7.  Hygrométrie  state. — As  the  air  is,  in  general,  never  saturated,  the 
ratio  of  the  quantity  of  aqueous  vapour  actually  present  in  a given  volume 
of  atmospheric  air  to  that  which  it  would  contain  if  it  were  saturated,  the 
temperature  remaining  the  same,  is  called  the  hygrométrie  state , or  relative 
humidity  of  the  air. 

The  absolute  moisture  is  measured  by  the  weight  of  water  actually  present 
in  the  form  of  vapour  in  the  unit  of  volume. 

We  say  the  ‘ air  is  dry  ’ when  water  evaporates  and  moist  objects  dry 
rapidly  ; and  the  ‘ air  is  moist 1 when  they  do  not  dry  rapidly,  and  when 
a slight  lowering  in  temperature  brings  about  deposits  of  moisture.  The 
air  is  dry  or  moist  according  as  it  is  more  or  less  distant  from  its  point 
of  saturation.  Our  judgment  is,  in  this  respect,  independent  of  the  absolute 
quantity  of  moisture  in  the  air.  Thus,  if  in  summer,  at  a temperature  of 
250  C.,  we  find  that  each  cubic  metre  of  air  contains  13  grammes  of  vapour, 
we  say  it  is  very  dry,  for  at  this  temperature  it  could  contain  22-5  grammes. 
If,  on  the  other  hand,  in  winter  we  find  that  the  same  volume  contains 
6 grammes,  we  call  it  moist,  for  it  is  nearly  saturated  with  vapour,  and  the 
slightest  diminution  of  temperature  produces  a deposit.  When  a room  is 
warmed,  the  quantity  of  moisture  is  not  diminished,  but  the  humidity  of 
the  air  is  lessened,  because  its  point  of  saturation  is  raised.  The  air 
may  thus  become  so  dry  as  to  be  injurious  to  the  health,  and  hence  it  is 
usual  to  place  vessels  of  water  on  the  stoves  used  for  heating. 

As  Boyle’s  law  applies  to  non-saturated  vapours  as  well  as  to  gases  (357), 
it  follows  that,  with  the  same  temperature  and  volume,  the  weight  of  vapour 
in  an  unsaturated  space  increases  with  the  pressure,  and  therefore  with 
the  pressure  of  the  vapour  itself.  Instead,  therefore,  of  the  ratio  of  the 
quantities  of  vapour,  that  of  the  corresponding  pressures  maybe  substituted, 
and  it  may  be  said  that  the  hygrométrie  state  is  the  ratio  of  the  elastic 
force  or  fressure  of  the  aqueous  vapour  which  the  air  actually  contains , to  the 
elastic  force  of  the  vapour  which  it  would  contain  at  the  same  temperature  if 
it  were  saturated. 
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If  f is  the  actual  pressure  of  aqueous  vapour  in  the  air,  F the  maximum 
pressure  at  the  same  temperature,  /,  and  E the  hygrométrie  state  ; also, 
if  dQ  is  the  density  of  aqueous  vapour  at  o°,  w the  weight  of  the  vapour 
occupying  the  volume  v,  and  W the  weight  which  the  vapour  would  have  if 
the  space  were  saturated,  we  have 


iv  = 


I + ot' 


f 

760’ 


W = 


d°lJ  ■ J ; therefore  E = ™ = / 
1 + at  760  W F 


As  a consequence  of  this  second  definition,  it  is  important  to  notice  that, 
the  temperature  having  varied,  the  air  may  contain  the  same  quantity  of 
vapour  and  yet  not  have  the  same  hygrométrie  state.  For,  when  the  tem- 
perature rises,  the  pressure  of  the  vapour  which  the  air  would  contain,  if  satu- 
rated, increases  more  rapidly  than  the  pressure  of  the  vapour  actually  present 
in  the  atmosphere,  and  hence  the  ratio  between  the  two  pressures — that  is  to 
say,  the  hygrométrie  state — becomes  smaller.  This  also  follows  from  the 
formula  E = wfW  ; for  though  w may  remain  constant  on  rise  of  temperature, 
W will  be  greater. 


Jamin  proposed  to  replace  this  ratio  rf,  which  expresses  the  relative 

moisture,  by  the  ratio  \\  j'  ’n  w^'c^  H is  the  barometric  height  ; he  calls 

this  the  hygrométrie  richness,  and  contends  that  it  brings  out  changes  in  the 
quantity  of  moisture  present  in  the  air  with  greater  distinctness. 

It  will  presently  be  explained  (407)  how  the  weight  of  the  vapour  con- 
tained in  a given  volume  of  air  may  be  deduced  from  the  hygrométrie  state. 

398.  Different  kinds  of  hygrometers. — Hygrometers  are  instruments  for 
measuring  the  hygrométrie  state  of  the  air.  There  are  numerous  varieties  of 
them  chemical  hygrometers,. condensing  hygrometers,  and  psychrometers. 

399-  Chemical  hygrometer. — The  method  of  the  chemical  hygrometer 
consists  in  passing  a known  volume  of  air  over  a substance  which  readily 
absorbs . moisture  calcium  chloride,  for  instance.  The  substance  having 
been  weighed  before  the  passage  of  air,  and  then  afterwards,  the  increase  in 
weight  represents  the  amount  of  aqueous  vapour  present  in  the  air.  By 
means  of  the  apparatus  represented  in  fig.  385  it  is  possible  to  examine  any 
gi\  en  volume  of  air.  Two  brass  reservoirs,  A and  B,  of  the  same  size  and 
construction,  act  alternately  as  aspirators,  by  being  fixed  to  the  same  axis, 
about  which  they  can  turn.  They  are  connected  by  a central  tubulure,  and 
by  means  of  two  tubulures  in  the  axis  the  lower  reservoir  is  always  in  con- 
nection with  the  atmosphere,  while  the  upper  one,  by  means  of  an  india-rubber 
tube,  is  connected  with  two  U tubes,  N and  M,  filled  either  with  calcium 
chloride  or  with  pumice-stone  impregnated  with  sulphuric  acid.  The  first 
absorbs  the  vapours  in  the  air  drawn  through,  while  the  other,  M,  stops  any 
vapour  which  might  diffuse  from  the  reservoirs  into  the  tube  N. 

The  lower  reservoir  being  full  of  water,  and  the  upper  one  of  air  the 
apparatus  is  inverted  so  that  the  liquid  flows  slowly  from  A to  B.  A partial 
vacuum  being  formed  in  A,  air  enters  by  the  tubes  NM,  in  the  first  of  which 
a 1 the  vapour  is  absorbed.  When  all  the  water  is  run  into  B the  apparatus 
is  inverted  ; the  same  flow  recommences,  and  the  same  volume  of  air  is 
drawn  through  the  tube  N.  Thus,  if  each  reservoir  holds  5 litres,  for 
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example,  and  the  apparatus  has  been  turned  five  times,  30  litres  of  air  have 
traversed  the  tube  N and  have  been  dried.  If  then,  before  the  experiment, 
the  tube  with  its  contents  has  been  weighed,  the  increase  of  weight  gives 
the  weight  of  aqueous  vapour  present  in  30  litres  of  air  at  the.  time  of  the 
experiment. 

Edelmann  has  devised  a new  form  of  hygrometer,  the  principle  of  which 
is  to  enclose  a given  volume  of  air,  and  then  to  absorb  the  aqueous  vapour 


pressure  is  produced  which  is  determined,  and  is  a direct  measuie  o tie 
pressure  f of  the  aqueous  vapour  previously  present. 

Similar  apparatus  have  been  devised  by  Rudorff  and  by  Neesen. 

400.  Condensing  hygrometers. — When  a body  gradually  cools  in  a 
moist  atmosphere — as,  for  instance,  when  a lump  of  ice  is  placed  in  water 
contained  in  a polished  metal  vessel — the  layer  of  air  in  immediate  contact 
with  it  cools  also,  and  a temperature  is  ultimately  reached  at  which  the  vapour 
present  is  just  sufficient  to  saturate  the  air  ; the  least  diminution  of  tempeia- 
ture  then  causes  a precipitation  of  moisture  on  the  vessel  in  form  of  dew. 


Fig.  385 

present  by  means  of  strong  sulphuric  acid  ; in  this  way  diminution  in  the 
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vapour  contained  in  it  is  condensed.  Ihe  internal  pressure  being  thus 
diminished,  the  ether  in  A forms  vapour  which  condenses  in  the  other  bulb  B. 
In  proportion  as  the  liquid  distils  from  the  lower  to  the  upper  bulb,  the  ether 
in  A becomes  cooler,  and  ultimately  the  temperature  of  the  air  in  immediate 
contact  with  A sinks  to  that  point  at  which  its  vapour  is  more  than  sufficient 
to  saturate  it,  and  it  is,  accordingly,  deposited  on  the  outside  as  a ring  of 
dew  on  a level  with  the  surface  of  the  ether.  The  temperature  at  which 
this  occurs  is  noted  by  means  of  the  thermometer  in  the  inside.  The 
addition  of  ether  to  the  bulb  B is  then  discontinued,  the  temperature  of  A 
rises,  and  the  temperature  at  which  the  dew  disappears  is  noted.  In  order 
to  render  the  deposition  of  dew  more  perceptible,  the  bulb  A is  made  of  black 
glass. 

These  two  points  having  been  determined,  their  mean  is  taken  as  that 
of  the  dew-point.  The  temperature  of  the  air  at  the  time  of  the  experiment 
is  indicated  by  the  thermometer  on  the 
stem.  The  pressure  f corresponding  to 
the  temperature  of  the  dew-point,  is  then 
found  in  the  table  of  pressures  (361). 

This  pressure  is  exactly  that  of  the  vapour 
present  in  the  air  at  the  time  of  the 
experiment.  The  pressure  F of  vapour 
saturated  at  the  temperature  of  the 
atmosphere  is  found  by  means  of  the 
same  table  ; the  quotient  obtained  by 
dividing  / by  F represents  the  hygro- 
métrie state  of  the  air  (397).  F or  instance, 
the  temperature  of  the  air  being  150, 
suppose  the  dew-point  is  50.  From  the 
table  the  corresponding  pressures  are 
/=  6-534  millimetres,  and  F = 12-699  milli- 
metres, which  gives  0-514  for  the  ratio  of 
f to  F,  or  the  hygrométrie  state. 

There  are  many  sources  of  error  in 
Daniell’s  hygrometer.  The  principal 
are  : 1st,  that  as  the  evaporation  in  the 
bulb  A only  cools  the  liquid  on  the 
surface,  the  thermometer  dipping  in  it 
does  not  exactly  give  the  dew-point  ; 

2nd,  that  the  observer  standing  near  the  instrument  modifies  the  hygro- 
métrie state  of  the  surrounding  air,  as  well  as  its  temperature  ; the  cold 
ether  vapour  also  flowing  from  the  upper  bulb  may  cause  inaccuracy.  3rd, 
glass  is  a bad  conductor  of  heat,  hence  the  temperature  of  deposition  of 
dew  may  be  different  from  that  indicated  by  the  thermometer. 

402.  Regnault’s  hygrometer.— Regnault’s  hygrometer  consists  of  two 
very  thin  polished  silver  thimbles  4 cm.  in  height  and  2 cm.  in  diameter 
(fig-  3S7)-  In  these  are  fixed  two  glass  tubes  D and  E,  in  each  of  which  is 
a thermometer.  A bent  tube,  A,  open  at  both  ends,  passes  through  the  cork 
of  the  tube  D,  and  reaches  nearly  to  the  bottom  of  the  thimble.  There  is  a 
tubulure  on  the  side  of  D,  fitting  in  a brass  tube  which  forms  a support  for 


Fig.  386 
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the  apparatus.  The  end  of  this  tube  is  connected  with  an  aspirator  G.  The 
tube  E is  not  connected  with  the  aspirator  ; its  thermometer  simply  indicates 
the  temperature  of  the  atmosphere. 

The  tube  D is  then  half  filled  with  ether,  and  the  stopcock  of  the  aspirator 
opened.  The  water  contained  in  it  runs  out,  and  just  as  much  air  enters 
through  the  tube  A,  bubbling  through  the  ether,  and  causing  it  to  evaporate. 
This  evaporation  produces  a diminution  of  temperature,  so  that  dew  is 
deposited  on  the  silver  just  as  on  the  bulb  in  Daniell’s  hygrometer  ; the 
thermometer  T is  then  instantly  to  be  read,  and  the  stream  from  the  aspirator 
stopped.  The  dew  will  soon  disappear  again,  and  the  thermometer  T is 
again  to  be  read  ; the  mean  of  the  two  readings  is  taken  ; the  thermometer 
t gives  the  corresponding  temperature  of  the  air,  and  hence  there  are  all  the 
elements  necessary  for  calculating  the  hygrométrie  state. 

As  all  the  ether  in  this  instrument  is  at  the  same  temperature  in  con- 
sequence of  the  agitation,  and  the  temperatures  may  be-read  off  at  a distance 

by  means  of  a tele- 
scope, and  as  the  silver 
is  thin  and  a good  con- 
ductor of  heat,  the 
sources  of  error  in 
Daniell’s  hygrometer 
are  avoided. 

A much  simpler 
form  of  the  apparatus 
may  be  constructed 
out  of  a common  test- 
tube  containing  a 
depth  of  inch  of 
ether.  The  tube  is 
provided  with  a loosely 
fitting  cork  in  which  are 
a delicate  thermometer 
and  a narrow  bent  tube 
dipping  in  the  ether. 
On  blowing  into  the 
ether  through  an  india- 
rubber  tube  of  consider- 
able length,  a diminu- 
tion of  temperature  is 
caused,  and  dew  is  ultimately  deposited  on  the  glass;  after  a little  practice 
the  whole  process  can  be  conducted  almost  as  well  as  with  Régnault  s 
more  complete  instrument.  The  temperature  of  the  air  is  indicated  by  a 

detached  thermometer.  . 

405.  Dines’s  hygrometer.— Dines  constructed  an  hygrometer  which  is 

also  one  of  condensation,  but  which  dispenses  with  the  use  of  such  volatile 
liquids  as  ether.  The  principle  of  this  instrument  is  to  have  a thin  Hat 
metal  box,  through  which  a small  stream  of  cooled  water  is  allowed  to  How 
for  a few  seconds.  The  dew  is  deposited  on  the  top  of  the  box,  which  is  of 
thin  dark  polished  metal.  By  alternately  stopping  the  flow  and  allowing 
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it  to  continue,  the  disappearance  and  formation  of  the  dew  may  be  very 
accurately  observed,  and  the  corresponding  temperatures  read  off  by  a 
delicate  thermometer  placed  inside. 

404.  Psychrometer.  Wet-bulb  hygrometer. — A moist  body  evaporates 
in  the  air  more  rapidly  in  proportion  as  the  air  is  drier,  and  the  temperature 
of  the  body  sinks  in  consequence  of  this  evaporation.  The  psychrometer, 
or  wet-bulb  hygrometer , is  based  on  this  principle,  the  application  of  which 
to  this  purpose  was  first  suggested  by  Leslie.  The  form  usually  adopted  in 
this  country  is  due  to  Mason.  It  consists  of  two  delicate  thermometers 
placed  on  a wooden  stand  (fig.  388).  One  of  the  bulbs  is  covered  with  muslin, 
and  is  kept  continually  moist  by  being  connected  with  a reservoir  of  water 
by  means  of  a string.  Unless  the  air  is  saturated  with  moisture  the  wet-bulb 
thermometer  always  indicates  a lower  temperature  than  the  other,  and  the 
difference  between  the  indications  of  the  two  thermometers  is  greater  in  pro- 
portion as  the  air  can  take  up  more  moisture,  and  is  therefore  drier.  The 
pressure  /of  the  aqueous  vapour  in  the  atmosphere  may  be 
calculated  from  the  indications  of  the  two  thermometers  by 
means  of  the  following  empirical  formula  : — 

/= f - 0-00077/  - t')h, 

in  which  f is  the  maximum  pressure  corresponding  to  the 
temperature  of  the  wet-bulb  thermometer-,  0-00077  is  a con- 
stant, h is  the  barometric  height,  and  t and  f the  respective 
temperatures  of  the  dry  and  wet  bulb  thermometers.  If, 
for  example,  ^ = 750  millimetres,  t ~ 150  C.,  /'=  io°  C.  ; ac- 
cording to  the  table  of  pressures  (361  ),/'  = 9-165,  and  we  have 

f=  9*165  -o-ooo 77  x 5 x 750=  6-342. 

This  pressure  corresponds  to  a dew-point  of  about  4-5°  C. 

If  the  air  had  been  saturated,  the  pressure  would  have  been 
12-699,  and  the  air  is  therefore  about  half  saturated  with 
moisture. 

This  formula  expresses  the  result  with  tolerable  accuracy, 
but  the  above  constant  o-ooo 77  requires  to  be  controlled  for 
different  positions  of  the  instrument  ; in  small  closed  rooms 
it  is  0-00128,  in  large  closed  rooms  o-ooioo  ; the  number 
0-00077  is  its  value  in  a large  room  with  open  windows. 

Régnault  found  that  the  difference  in  temperature  of  the 
two  bulbs  depends  on  the  rapidity  of  the  current  of  air  ; he  also  found  that 
at  a low  temperature  and  in  very  moist  air  the  results  obtained  with  the 
psychrometer  differed  from  those  yielded  by  his  hygrometer.  It  is  probable 
that  the  indications  of  the  psychrometer  are  only  true  for  mean  and  bio-h 
temperatures,  and  when  the  atmosphere  is  not  too  moist. 

A formula  frequently  used  in  this  country  is  that  given  by  Dr.  Apjohn.  It  is 


F =/- 


d h t - s d h 

X -,  or  F=/-_ 1 X ", 
30  96  30’ 


88 


in  which  d is  the  difference  of  the  wet  and  dry  bulb  thermometers  in 
Fahrenheit  degrees  ; h the  barometric  height  in  inches  ; / the  pressure  of 


393 


On  Heat 


[404- 


vapour  for  the  temperature  of  the  wet  bulb , and  F the  pressure  of  vapour 
at  the  dew-point,  both  in  inches,  from  which  the  dew-point  may,  if  necessary, 
be  found  from  the  tables.  The  constant  coefficient  88  is  to  be  used  when 
the  reading  of  the  wet  bulb  is  above  320  F.,  and  96  when  it  is  below. 

According  to  Glaisher  the  temperature  of  the  dew-point  may  be  obtained 
by  multiplying  the  difference  between  the  temperatures  of  the  wet  and  dry 
bulb  by  a constant  depending  on  the  temperature  of  the  air  at  the  time  of 
observation,  and  subtracting  the  product  thus  obtained  from  this  last-named 
temperature.  The  following  table  gives  the  numbers,  which  are  known  as 
Glaisher1  s factors. 


1 

Dry  bulb 
Temperature  F.° 

I 

Factor 

1 

Dry  bulb 
Temperature  F.° 

Factor 

Below  240 
24  to  25 

25 —  26 

26 —  ’27 

27 —  28 

28 —  29 

29— 30 
3° — 31 

31 —  32 

32— 33 

33— 34 

8-5 

69 

6-5 

6-i 

5-6 

5’i 

4-6 

4'i 

37 

3'3 

3'° 

34  to  35 
35—40 
40—45 
45—50 

50—55 

55—60 

60—65 

65—70 

70—75 

75—80 

80-85 

2-8 

2-5 

2*2 

2-1 

2*0 

1-9 

r8 

i-8 

17 

17 

i-6 

405.  Absorption  hygrometers.— These  hygrometers  are  based  on  the 
property  which  organic  substances  have  of  elongating  when  moist,  and  of 
again  contracting  as  they  become  dry.  The  most  common 
form  is  the  hair  or  Saussure’s  hygrometer. 

It  consists  of  a brass  frame  (fig.  389),  on  which  is  fixed 
a hair,  c,  fastened  at  the  top  in  a clamp,  a,  provided  with 
a screw,  d.  This  clamp  is  moved  by  a screw,  b.  The 
lower  part  of  the  hair  passes  round  a pulley,  0,  and  sup- 
ports a small  weight  f.  On  the  pulley  there  is  a needle, 
which  moves  along  a graduated  scale. _ When  the  hair 
becomes  shorter  the  needle  rises,  when  it  becomes  longei 

the  weight^  makes  it  sink. 

The  scale  is  graduated  by  calling  that  point  zero  at 
which  the  needle  would  stand  if  the  air  were  completely 
dry  and  100  the  point  at  which  it  stands  in  air  completely 
saturated  with  moisture.  The  distance  between  these 
points  is  divided  into  100  equal  degrees. 

Régnault  devoted  much  study  in  order  to  render  the 
hair  hygrometer  scientifically  useful,  but  without  much 
success.  The  utmost  that  can  be  claimed  for  it  is  that  it 
can  be  used  as  a hygroscopc  ; that  is,  an  instrument  which 
shows  approximately  whether  the  air  is  more  or  less 
Fig- 389  moist,  without  giving  any  indication  as  to  the  quantity 

of  moisture  present.  To  this  class  of  hygroscopes  belong  the  chimney 


-406]  Moisture  of  the  Atmosphere  399 

ornaments,  one  of  the  most  common  forms  of  which  consists  of  figures  repre- 
senting a man  and  a woman,  so  arranged  in  reference  to  a little  house  with 
two  doors,  that  when  it  is  moist  the  man  comes  out  and  the  woman  goes  in,  and 
vice  versâ  when  it  is  fine.  They  are  founded  on  the  property  which  twisted 
strings  or  pieces  of  catgut  possess  of  untwisting  when  moist,  and  of  twisting 
when  dry.  As  these  hygroscopes  only  change  slowly,  their  indications  ai'e 
always  behindhand  with  the  state  of  the  weather  ; nor  are  they,  moreover, 
very  exact. 

A strip  of  drawing-paper,  coated  on  one  side  with  gelatine  and  varnished 
on  the  other,  readily  absorbs  moisture,  so  that  the  strip  curves  outwards  on 
the  gelatine  side,  like  the  compensating  strips  in  (321),  when  heated.  If  such 
a strip  is  coiled  as  a spiral,  then,  according  to  the  greater  or  less  quantity  of 
moisture  it  absorbs,  the  spiral  twists  and  untwists  like  a Breguet’s  thermo- 
meter (3x0),  and  thus  serves  as  a sensitive  hygroscope. 

406.  Moisture  of  the  atmosphere. — The  absolute  moisture  varies  with 
the  temperature  in  the  course  both  of  the  year  and  of  the  day.  In  summer 
there  is  a maximum  at  eight  in  the  morning  and  evening,  and  a minimum  at 
3 P.M.  and  3 A.M.,  because  the  ascending  current  of  air  carries  the  moisture 
upwards.  The  absolute  moisture  is  greatest  in  the  tropics,  where  it  represents 
an  average  pressure  of  25  mm.,  while  in  our  latitudes  it  does  not  exceed 
10  mm.  The  relative  moisture,  on  the  other  hand,  is  on  the  average  greater 
in  high  than  in  low  latitudes  ; it  is  at  the  minimum  in  the  hottest  and  at  its 
maximum  in  the  coolest  part  of  the  day.  It  varies  also  in  different  regions. 
It  is  less  in  the  centre  of  continents  than  it  is  on.  the  sea  or  the  sea-coast. 
Thus  in  summer  the  relative  humidity  or  hygrométrie  state  at  Greenwich  is 
77,  at  Venice  64,  Lugano  58,  and  Uralsk  42  per  cent.  That  the  dryness  in- 
creases with  the  distance  from  the  sea  is  shown  by  the  clearer  skies  of  con- 
tinental regions.  In  Platowskya  in  Siberia  the  air,  at  a temperature  of  24° 
was  found  to  contain  a quantity  of  moisture  only  sufficient  to  saturate  it  at 
-3°;  the  air  might  therefore  have  been  cooled  through  270  without  any 
deposit  of  moisture.  On  the  ground  the  absolute  humidity  is  greatest,  and 
diminishes  rapidly  as  we  ascend  ; the  relative  humidity  however  increases, 
so  that  at  a certain  height  the  air  is  saturated  with  moisture.  From  this 
zone  upwards  the  relative  moisture  decreases,  for  the  aqueous  vapour  is  con- 
fined to  the  lower  regions.  In  some  parts  of  East  Africa  the  springs  of 
powder-flasks  exposed  to  the  damp  snap  like  twisted  quills  ; paper,  on  the 
contrary,  becomes  soft  and  sloppy  by  the  loss  of  its  glaze,  and  gunpowder, 
if  not  kept  hermetically  sealed,  refuses  to  ignite.  On  the  other  hand,  in 
North  America,  where  the  south-west  winds  blow  over  large  tracts  of  land 
the  relative  moisture  is  less  and  the  evaporation  is  far  more  rapid  than  in 
Europe  ; clothes  dry  quickly,  bread  soon  becomes  hard,  newly  built  houses 
can  be  at  once  inhabited,  European  pianos  soon  give  way  there,  while 
American  ones  are  very  durable  on  this  side  of  the  ocean.  As  regards  the 
animal  economy,  liquids  evaporate  more  rapidly,  by  which  the  circulation 
and  the  assimilation  are  accelerated,  and  the  whole  character  is  more 
nervous.  For  evaporation  is  quicker  the  drier  the  air,  and  the  more  fre- 
quently it  is  renewed  ; it  is,  moreover,  more  rapid  the  higher  the 
temperature,  and  the  less  the  pressure.  This  is  not  in  disaccord  with  the 
statement  that  the  quantity  of  vapour  which  saturates  a given  space  is  the 
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same  however  this  be  filled  with  air  ; a certain  space  takes  up  the  same 
weight  of  vapour  whether  it  is  vacuous,  or  filled  with  rarefied  or  dense  air  ; 
the  saturation  with  vapour  takes  place  the  more  rapidly  the  lower  the 
pressure  of  the  air. 

407.  Problem  on  hygrometry. — To  calculate  the  weight  P of  a volume 
of  moist  air  V,  the  hygrométrie  state  of  which  is  E,  the  temperature  t,  and 
the  pressure  H,  the  density  of  aqueous  vapour  being  f that  of  air  under  the 
same  conditions. 

From  the  second  law  of  the  mixture  of  gases  and  vapours,  it  will  be  seen 
that  the  moist  air  is  nothing  more  than  a mixture  of  V c.c.  of  dry  air  at  t°, 
under  the  pressure  H - /,  and  of  V c.c.  of  vapour  at  t°  and  pressure  / given 
by  the  hygrométrie  state  ; these  two  values  must,  therefore,  be  found 
separately. 

The  formula / = F x E (397)gives  the  pressure /of  the  vapour  in  the  air, 
for  E has  been  determined,  and  F is  found  from  the  tables.  The  pressure/ 
being  known,  if/  is  the  pressure  of  the  dry  air,/+ / = H,  from  which 

/ = H -/=  H - FE. 


The  question  consequently  resolves  itself  into  calculating  the  weight  of 
V c.c.  of  dry  air  at  t°,  and  the  pressure  H - FE,  and  then  that  of  V c.c.  of 
aqueous  vapour  also  at  t°,  but  under  the  pressure  FE. 


r • -001293  V H -FE  . , I 5 ’001293  V FE 

The  former  is  x + ^ ^ , the  lattei  g . — n~r-  • y6o’ 


Hence, 


P (in  grammes)  = 


•001293  V 

1 + at 


|H  - 1 FE 
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If  the  air  were  saturated  we  should  have  E = 1,  and  the  formula  would  thus 
be  changed  into  that  already  found  for  the  mixture  of  gases  and  saturated 
vapours  (389). 

This  formula  contains,  besides  the  weight  P,  many  variable  quantities,  V, 
E,  H,  and  t,  and  consequently,  by  taking  successively  each  of  these  quanti- 
ties as  unknown,  as  many  different  problems  might  be  proposed. 

408.  Correction  for  the  loss  of  weight  experienced  by  bodies  weighed 
in  the  air.— It  has  been  seen  in  speaking  of  the  balance  that  the  weight 
which  it  indicates  is  only  an  apparent  weight,  and  is  generally  less  than  the 
real  weight.  The  latter  may  be  deduced  from  the  former  when  it  is  remem- 
bered that  every  body  weighed  in  the  air  loses  a weight  equal  to  that  of  the 
displaced  air  (196).  This  problem  is,  however,  very  complicated,  for  not 
only  does  the  weight  of  the  displaced  air  vary  with  the  temperature,  the 
pressure,  and  the  hygrométrie  state,  but  the  volume  of  the  body  to  be 
weighed,  and  that  of  the  weights,  vary  also  with  the  temperature  ; so  that  a 
double  correction  has  to  be  made  : one  relative  to  the  weights , the  other  to 

the  body  weighed.  , 

Correction  relative  to  the  weights.— In  order  to  make  this  correction 

let  P be  their  weight  in  air,  and  n their  weight  in  vacuo  ; further,  let 
V be  the  volume  of  these  weights  in  cubic  centimetres  at  o°,  D the  density 
of  the  substance  of  which  they  are  made,  and  K its  coefficient  of  linear 
expansion. 
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The  volume  V becomes  V(i  + 3K/)  at  C ; hence  this  is  the  volume  of  air 
displaced  by  the  weights.  If  fx  is  the  density  of  air  at  t°  C.  and  the  pressure, 
H,  at  the  time  of  weighing,  we  have 


which  gives  the  value,  in  air,  of  a weight  n,  when  p is  replaced  by  its  value. 
But  since  fi  is  the  weight  of  a cubic  centimetre  of  air  more  or  less  moist,  at 
the  temperature  t and  the  pressure  H,  its  value  may  be  calculated  by  means 
of  the  formula  in  the  foregoing  paragraph. 

Correction  relative  to  the  body  weighed. — Let  fi  be  the  apparent  weight 
of  the  body  to  be  weighed,  n its  real  weight  in  vacuo , d its  density,  k its 
coefficient  of  expansion,  and  t its  temperature  ; by  the  same  reasoning  as 
above  we  have 


By  using  the  method  of  double  weighing,  and  balancing  each  of  the 
weights  fi  and  P,  placed  successively  in  one  pan,  against  a counterpoise  fi' 
in  the  other  pan,  we  eliminate  any  error  due  to  possible  inequality  in  the 
length  of  the  arms  of  the  balance,  and  have  finally  fi-  P ; hence 


P = n-pV(i  + 3K/). 


Replacing  V by  ^ (122),  we  have 


p=n[  .-rfnyKfi]  . . 


(■> 


whence 

which  solves  the  problem. 


7r{i -/x(i  + 3ht)ld]  = n{  1 -p(i  + 3Kj')/D} 
n{i— p(i  + 3K0/D} 

T 77  _ r a,  7 J 


i -p(i  + 3 &/d 
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CHAPTER  VII 

CONDUCTIVITY  OF  SOLIDS,  LIQUIDS,  AND  GASES 

409.  Transmission  of  heat. — When  we  stand  at  a little  distance  from  a 
fire  or  other  source  of  heat  we  experience  the  sensation  of  warmth.  The 
heat  is  not  transmitted  by  the  intervening  air  ; it  passes  through  it  without 
raising  its  temperature,  for  if  we  place  a screen  before  the  fire  the  sensation 
ceases  to  be  felt.  The  heat  from  the  sun  reaches  us  in  the  same  manner. 
The  heat  which,  as  in  this  case,  is  transmitted  to  a body  from  the  source  of 
heat  without  affecting  the  temperature  of  the  intervening  medium,  is  said  to 
be  radiated. 

That  heat  can  be  transmitted  through  a medium  without  raising  its  tem- 
perature is  proved  by  a remarkable  experiment  made  by  Prévost  in  1811. 
Water  from  a spring  was  allowed  to  fall  in  a thin  sheet  ; on  one  side  of  this 
was  held  a red-hot  iron  ball,  and  on  the  other  a delicate  thermometer.  The 
temperature  of  the  latter  was  observed  to  rise  steadily,  a result  which  could 
not  have  been  due  to  any  heating  effect  of  the  water  itself,  as  this  was  cold, 
and  was  being  continually  renewed.  It  could  only  have  been  due  to  heat 
which  traversed  the  water  without  raising  its  temperatuie.  A similai 
experiment  has  been  made  by  a hollow  glass  lens  through  which  cold  watei 
flowed  in  a constant  stream.  The  sun’s  rays  concentrated  by  this  anange- 
ment  ignited  a piece  of  wood  placed  in  the  focus. 

Heat  is  transmitted  in  another  way.  When  the  end  of  a metal  bar  is 
heated,  a certain  increase  of  temperature  is  presently  observed  along  the 
bar.  Where  the  heat  is  transmitted  in  the  mass  of  the  body  itself,  as  in  this 
case,  it  is  said  to  be  conducted.  We  shall  first  consider  the  transmission  of 
heat  by  conduction. 

410.  Conductivity  of  solids. — Bodies  conduct  heat  with  difteient  degiees 
of  facility.  Good  conductors  are  those  which  readily  transmit  heat,  such 
as  are  the  metals  ; while  bad  conductors , to  which  class  belong  the  resins, 
glass,  wood,  and  more  especially  liquids  and  gases,  offer  a greater  or  less 

resistance  to  the  transmission  of  heat. 

A method  frequently  adopted  for  comparing  heat  conductivities  in  two 
metals  consists  in  placing  two  similar  bars  of  the  metals  end  to  end.  Small 
balls  of  wood  or  marble  are  attached  to  the  bars— at  equal  distances  fiom 
the  junction — by  means  of  wax.  When  the  junction  is  heated  by  a Bunsen 
burner,  heat  travels  along  each  of  the  bars,  and  where  a temperature  of  60 
is  reached  the  wax  melts  and  a ball  falls.  If  iron  and  copper  are  tested  in 
this  way  it  is  found  that  the  balls  fall,  for  equal  distances,  more  quickly  from 
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the  copper  than  from  the  iron.  The  conclusion  is  that  copper  is  a better 
conductor  of  heat  than  iron.  What  the  experiment  really  shows  is  the 
relative  rates  at  which  a particular  temperature  travels  along  the  rods.  If 
the  specific  heats  of  the  two  metals  were  very  different,  it  might  be  that  the 
first  ball  would  fall  from  the  metal  which  was  the  worse  conductor  of  the 
two.  Thus  this  experiment  cannot  be  relied 
upon  to  give  in  all  cases  a correct  indication  of 
the  relative  conductivity  of  the  metal.  To  com- 
pare thermal  conductivities  we  must  allow  the 
heating  to  go  on  until  the  flow  of  heat  is  steady, 
i.e.  until  the  temperature  at  any  point  on  the 
bar  remains  constant.  Thus,  if  we  observe,  not 
the  rate  at  which  the  balls  fall,  but  the  total 
number  fallen  from  each  bar,  when  the  experi- 
ment has  gone  on  so  long  that  no  more  balls 
fall  from  either,  we  can  obtain  the  relative  con- 
ductivities of  copper  and  iron  by  counting  the  number  fallen  on  each  side. 
Ingenhaus  constructed  a more  convenient  apparatus  for  this  purpose  which 
is  represented  in  fig.  390.  It  is  a metal  trough,  in  which,  by  means  of 
tubulures  and  corks,  are  fixed  rods  of  the  same  dimensions,  but  of  different 
materials  ; for  instance,  iron,  copper,  wood,  glass.  These  rods  extend  to  a 
slight  distance  in  the  trough,  and  the  parts  outside  are  coated  with  wax 
which  melts  at  6o°.  The  box  being  filled  with  boiling  water,  it  is  observed 
that  the  wax  melts  to  a certain  distance  on  the  metal  rods,  while  on  the 
others  there  is  no  trace  of  fusion.  The  conducting  power  is  evidently 
greater  in  proportion  as  the  wax  has  fused  to  a greater  distance,  and  theory 
shows  that  the  thermal  conductivity  is  proportional  to  the  square  of  the 
distance  the  wax  has  been  melted  when  the  heating  has  been  continued 
until  no  further  change  takes  place.  In  some  forms  of  the  apparatus  the 
box  may  be  closed  and  steam  continuously  passed  through  it,  so  as  to 
maintain  the  ends  of  the  rods  at  a temperature  of  ioo°. 

Despretz  compared  the  conducting  powers  of  solids  by  forming  them  into 
bars  (fig.  391),  in  which  small  cavities  are  made  at  short  intervals  : these 


cavities  contain  mercury,  and  a delicate  thermometer  is  placed  in  each  of 
them.  Such  a bar,  AB,  is  exposed  at  one  end  to  a constant  source  of  heat, 
such  as  that  of  a bath  of  paraffin  or  of  fusible  metal  heated  by  a Bunsen’s 
burner  ; the  thermometers  gradually  rise  until  they  indicate  fixed  tempera- 
tures, which  are  less  according  as  the  thermometers  are  farther  from  the 

source  of  heat.  By  this  method  Despretz  verified  the  following  law  : If  the 

distance , a , ax  an  . . . avi  from  the  source  of  heat  increases  in  arithmetical 
progression , the  excess  of  temperature  over  that  of  the  surrounding  air , 
t,  h tA  . . . Ai  decreases  in  geometrical  progression. 

This  law,  however,  only  prevails  in  the  case  of  very  good  conductors 
such  as  gold,  platinum,  silver,  and  copper  ; it  is  only  approximately  true  for 
iron,  zinc,  lead,  and  tin,  and  does  not  apply  at  all  to  non-metallic  bodies 
such  as  marble,  porcelain,  &c. 

By  making  cavities  in  the  bars,  as  in  Despretz’s  method,  their  form  is 
altered,  and  the  continuity  partially  destroyed.  Wiedemann  and  Franz 
avoided  this  source  of  error  by  measuring  the  temperature  of  the  bars  in 
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different  places  by  applying  to  them  the  junction  of  a thermo-electric  couple 
(418).  The  metal  bars  were  made  as  regular  as  possible,  and  were  silver- 
plated  and  polished  so  as  to  have  the  same  radiating  or  emissive  power 


Fig.  391 


(429)  ; one  of  the  ends  was  heated  to  ioo°,  the  rest  of  the  bar  being  sur- 
rounded by  air  at  a constant  temperature.  The  thermo-electric  couple  was 
of  small  dimensions,  in  order  not  to  abstract  too  much  heat.  . 

By  this  method  Wiedemann  and  Franz  obtained  results  which  differ  con- 
siderably from  those  of  Despretz.  Representing  the  conductivity  of  silver 
by  1000,  they  found  the  following  numbers  for  the  relative  conductivities  of 


other  metals  : — 

Silver  .... 

1000 

Iron 

. 120 

Copper  .... 

736 

Steel 

1 1 6 
• 85 

Gold  .... 

532 

Lead 

Brass  . 

231 

Platinum 

84 

Zinc  .... 

190 

Rose’s  alloy  . 

28 

Tin  . . . • 

H5 

Bismuth  . 

18 

These  experimenters  found 

that  the  order  of  the  conducting  powers  of  the 

pure  metals  for  heat  and  electricity  is  the  same. 

It  may  be  mentioned,  however,  that  while  the  electric  conductivity  of  all 
metals  diminishes  with  rise  of  temperature,  the  thermal  conductivity  increases 


in  some  and  diminishes  in  other  metals.  . , 

In  their  experiments  Despretz,  and  Wiedemann  and  Franz  obtained 
comparative  values  of  thermal  conductivities.  Using  similar  bars  and 
modifying  the  experiments,  Forbes,  and  afterwards  Tait,  obtained  absolute 

values  (41 1 ) of  the  conductivities  of  copper,  iron,  &c.  . 

If  a piece  of  wire  gauze  is  held  over  a Bunsen  burner  the  flame  is  seen 
to  burn  below  but  not  above  the  gauze.  This  is  not  because  there  is 
no  combustible  gas  above,  but  because  the  heat  of  the  flame  is  carried  awa> 
so  rapidly  by  the  metal  that  the  temperature  above  the  gauze  does  not  11 
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sufficiently  to  ignite  the  combustible  mixture  of  air  and  coal  gas.  If  the 
flame  is  extinguished  and  lighted  above  the  gauze,  the  gas  burns  above  but 
not  below.  This  experiment  explains  the  action  of  the  Davy  safety-lamp, 
which  consists  of  a small  oil  lamp  burning  inside  a copper  gauze  cylinder. 
The  lamp  may  be  taken  with  impunity  into  a dangerous  mixture  of  air  and 
fire-damp  (methane).  The  mixture  burns  quietly  inside  the  cylinder,  but 
owing  to  the  conductivity  of  the  gauze,  the  temperature  does  not  rise 
sufficiently  outside  to  cause  explosion. 

Organic  substances  conduct  heat  badly.  De  la  Rive  and  De  Candolle 
showed  that  woods  conduct  better  in  the  direction  of  their  fibres  than  in  a 
transverse  direction,  and  this  difference  is  greater  with  the  soft  than  with  the 
hard  woods  ; they  remarked  upon  the  influence  which  this  feeble  conducting 
power,  in  a transverse  direction,  exerts  in  preserving  a tree  from  sudden 
changes  of  temperature,  enabling  it  to  resist  alike  a sudden  abstraction  of 
heat  from  within,  and  a sudden  accession  of  heat  from  without.  Tyndall 
also  showed  that  this  tendency  is  aided  by  the  low  conducting  power  of  the 
bark,  which  in  all  cases  is  less  than  that  of  the  wood.  Cotton,  wool,  straw, 
bran,  &c.,  are  all  bad  conductors.  The  conductivity  of  snow  is  about  J that 
of  moist  clay. 

Rocks  and  the  earth  are  the  worse  conductors  the  less  dense  and  homo- 
geneous is  the  mass.  Hence  the  length  of  time  required  for  the  sun’s  heat  to 
penetrate  into  the  earth.  The  mean  highest  temperature  of  the  air  near  the 
ground  in  Central  Europe  is  in  the  month  of  July,  but  at  a depth  of  25  to 
28  feet  in  the  earth  it  is  in  the  month  of  December. 

41 1.  Coefficient  of  thermal  conductivity. —The  numbers  given  in  the 
foregoing  article  only  express  the  relative  conducting  powers  of  the  respec- 
tive substances.  Numerous  experiments  have  been  made  to  determine  the 
quantity  of  heat,  W,  which  passes,  for  instance,  through  a plate  the  two 
sides  of  which  are  kept  at  a constant  difference  of  temperature.  This  will 
clearly  be  proportional  to  the  area  of  the  plate  A and  to  the  time  t.  It 
is  further  proportional  to  the  excess  of  the  temperature  6l  of  the  one  face 
over  that  of  the  other  6— that  is,  to  6,-6  -,  and  as  the  flow  of  heat  is  different 
in  different  substances,  it  will  be  proportional  to  a constant  k,  which  depends 
only  on  the  nature  of  the  substance.  On  the  other  hand  it  will  be  inversely 
proportional  to  the  thickness  of  the  plate  d. 

These  results  are  expressed  by  the  formula 


In  the  C.G.S.  system  of  units,  the  coefficient  of  thermal  conductivity,  k,  is 
the  quantity  of  heat,  in  gramme-degrees  Centigrade  or  calories  (452),  which 
passes  in  a second  of  time,  between  the  two  opposite  faces  of  a cube  of  the 
substance  one  centimetre  in  thickness,  the  two  faces  being  kept  at  a constant 
temperature  difference  of  one  degree.  The  values  are  as  follows  : 


Silver  . 
Copper  . 
Aluminium 
Zinc 


1-096  Tin 

o-6 1 1 Iron 

0-343  Lead  . 

0-280  Antimony 
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Mercury 

Bismuth 

Limestone 


o'oiô  Slate 

0-014  Chalk 

0-005  Glass 


0-003 
0-002 
000 1 g 


The  conductivity  of  snow  was  found  by  Hjeltstrom  to  be  0-0304. 

Lamb  and  Wilson  (1899)  have  determined  the  thermal  conductivities  of 
a number  of  materials  with  a view  of  testing  their  relative  efficiency  as  heat 
insulators.  They  found  hair-felt  the  most  effective,  its  conductivity  being 
•000106.  As  compared  with  this  the  number  for  air  is  -000200,  for  pine 
sawdust  -000242,  for  sand  -000740,  and  for  silicate  cotton  -000151. 

412.  Senarmont’s  experiment. — It  is  only  in  isotropic  bodies  that  heat 
is  conducted  with  equal  facility  in  all  directions.  If  a small  hole  is  made 
through  a piece  of  ordinary  glass  covered  with  a thin  layer  of  wax,  and  a 
platinum  wire  heated  by  an  electric  current  passes  through  the  aperture, 
the  wax  will  be  melted  round  the  hole  in  a circular  form.  Senarmont 
made,  on  this  principle,  a series  of  experiments  on  the  conductivity  of  heat 
in  crystals.  A plate  cut  from  a crystal  of  the  regular  system  was  covered 
with  wax,  and  a heated  metallic  point  was  held  against  it.  The  part 
melted  had  a circular  form  ; but  when  plates  of  crystals 
belonging  to  other  systems  were  investigated  in  a similar 
manner,  it  was  found  that  the  form  of  the  isothermal  line , 
or  line  of  equal  temperature — that  is,  the  boundary  of  the 
melted  part— varied  with  the  different  systems  and  with 
the  position  of  the  axes.  In  plates  of  uniaxial  crystals  cut 
parallel  to  the  principal  axis  it  was  an  ellipse  (fig.  392),  the 
major  axis  of  which  was  in  the  direction  of  the  principal  axis. 
In  plates  cut  perpendicular  to  the  principal  axis  it  was  a 
circle.  In  biaxial  crystals,  for  which  selenite  is  well 
adapted,  the  line  was  always  an  ellipse.  The  isothermal 
surface  agrees  in  general  character  with  the  wave  suiface 
of  the  extraordinary  ray. 

Instead  of  wax  the  plate  may  be  coated  with  the  double 
iodide  of  mercury  and  copper  ; this  substance  is  of  a brick-red  colour, 
which  when  heated  changes  into  a purplish  black. 

Rdntgen  makes  the  experiment  very  simply  by  breathing  on  the  plate, 
and  then  holding  a hot  steel  point  against  it.  When  a space  free  from 
moisture  has  been  formed  about  the  point,  the  whole  plate  is  dusted  with 
lycopodium,  which  shows  the  outline  of  the  figure  with  great  sharpness. 

Pfaff  found  the  conductivity  of  rock  crystal  in  the  direction  of  the 
principal  axis  to  be  about  1-28  times  that  in  the  direction  at  right  angles 

thereto.  . , . . > 

The  rate  at  which  a particular  temperature,  e.g.  that  of  melting  wax  (410), 
travels  through  any  material  is  called  the  diffusivity  of  the  material  The 
diffusivity  depends  not  only  upon  the  conductivity— to  which  it  is  dnect  \ 
proportional— but  also  upon  the  heat  capacity  of  the  material  per  unit  of 
volume,  and  is  measured  by  k/cp,  where  k is  the  conductivity,  c the  specific 

heat,  and  p the  density.  . . ...  omoI1 

413.  Conductivity  of  liquids.— The  conductivity  of  liquids  is  very  small, 
as  is  seen  from  the  following  experiment  :— A delicate  thermoscope,  B,  con- 
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sisting  of  two  glass  bulbs,  joined  by  a tube  m,  in  which  there  is  a small 
index  of  coloured  liquid,  is  placed  in  a large  cylindrical  glass  vessel,  D 
(fig.  393).  This  vessel  is  filled  with  water  at  the  ordinary  temperature, 
and  a tin  vessel,  A,  containing  oil  at  a temperature 
of  two  or  three  hundred  degrees,  is  dipped  in  it. 

The  bulb  near  the  vessel  A is  only  very  slightly 
heated,  and  the  index  in  moves  through  a very 
small  distance.  Other  liquids  give  the  same  result. 

That  liquids  conduct  very  badly  is  also  demon- 
strated by  a simpler  experiment.  A long  test-tube 
is  half  filled  with  water,  and  some  ice  so  placed 
in  it  that  it  cannot  rise  to  the  surface.  By  in- 
clining the  tube  and  heating  the  surface  of  the 
liquid  by  means  of  a spirit  lamp,  the  liquid  at 
the  top  may  be  made  to  boil,  while  the  ice  at 
the  bottom  remains  unmelted. 

Despretz  made  a series  of  experiments  with  an 
apparatus  analogous  to  that  here  described,  but 
he  kept  the  liquid  in  the  vessel  A at  a constant 

temperature,  and  arranged  a series  of  thermometers  one  below  the  other  in 
the  vessel  D.  In  this  manner  he  found  that  the  conductivity  of  heat  in 
liquid  obeys  the  same  laws  as  in  solids,  but  is  much  more  feeble. 

Guthrie  examined  the  conductivity  of  liquids  in  the  following  manner  : — - 
Two  hollow  brass  cones  are  placed  near  each  other  so  that  the  top  of  one 


Fig-  394 

points  upwards,  that  of  the  other  downwards  (fig.  394).  The  distance  of  the 
bases  which  are  of  platinum,  can  be  regulated  by  a micrometer  screw  The 
liquid  to  be  examined  is  introduced  between  the  bases  by  means  of  a pipette 
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The  lower  cone  is  fitted  with  a glass  tube  which  dips  in  a coloured  liquid 
and  thus  constitutes  an  air  thermometer.  The  base  of  the  upper  cone  is 
kept  at  a constant  temperature  by  means  of  a current  of  hot  water  ; it  thus 
warms  the  liquid,  and  the  base  of  the  lower  cone,  in  consequence  of  which 
the  air  in  the  interior  is  expanded  and  the  column  of  liquid  in  the  stem 

dePTheebases  of  the  cones  were  first  brought  in  contact  and  the  depression 
of  the  column  of  liquid  was  observed.  A layer  of  liquid  of  a given  thick- 
ness was  then  interposed  and  the  depression  observed  after  a certain  time 
The  same  thicknesses  of  other  liquids  were  then  successively  introduced,  and 
the  corresponding  depressions  noted.  The  difference  of  the  depressions  v as 
a measure  of  the  resistance  which  the  liquid  offered  to  the  passage  o heat 
The  most  complete  researches  on  the  conductivity  of  liquids  are  those  of 
H F Weber,  who  made  use  of  the  following  method.  A coppei  disc  abo 
8 cm  in  radius  was  separated  from  another  similar  one  by  three  pieces  o 
about  0-2  cm.  thick.  The  space  thus  formed  between  the  two  was 
filled  with  the  liquid  to  be  examined,  and  the  system  placed  horizontally  on 
1-ilnrk  of  ice  The  lower  plate  rapidly  assumed  the  temperature  o 
ITS  and . aveïed  l-ojh  «he  liquid  from  «he  upper  plate,  .he 
changes  hr  «empera.ure  of  which  were  noted  by  a «hermo-elec.nc  arrange- 
ment  (418).  He  thus  obtained  the  following  values  foi  k (4”)  • 


Water 

Solution  of  CuS04 
Solution  of  NaCl 
Glycerine  . 
Alcohol 


0‘00I24 
O'OOI  18 

0-00115 

0-00067 

0-00049 


Carbon  bisulphide  . 0-00042 

Ether  . • • 0-00040 

Olive'oil  . . • 0-00039 

Chloroform  . • 000037 

Benzole  . • • 0-00032 


WI^T^ro^^^ebe/deduce^'froi^hsTes^cheslha^Ure  d\ffusiv^^«eis 

00140  at  -o  the  same  for  an  the  liquids  examined  by  him. 

414.  Manner  in  which  liquids  are 
heated.— When  a column  of  liquid  is 
heated  at  the  bottom,  ascending  and  de- 
scending currents  are  produced.  It  is  mainly 
by  these  that  heat  is  distributed  through 
the  liquid,  and  not  by  its  conductivity 
These  currents  arise  from  the  expansion  of 
the  inferior  layers,  which,  becoming  less 
dense,  rise  in  the  liquid,  and  are  replaced 
by  colder  and  denser  layers.  They  may 
made  visible  by  projecting  bran  or  wooden 
shavings  into  water,  which  rise  and  descend 
with  the  currents.  The  experiment js 

arranged  as  shown  m fig-  395-  The  n 
in  which  heat  is  thus  propagated  m liquids 

and  in  gases  is  said  to  be  by 

alr  Conductivity  of  gases.— It  has  been 


Fig-  395 


. . . have  a true  conductivity,  that  is  to  say, 

^ they  * 


a 

are 
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restrained  in  their  motion  their  conductivity  is  very  small.  All  substances, 
for  instance,  between  whose  particles  air  remains  stationary,  offei  gieat 
resistance  to  the  propagation  of  heat.  This  is  well  seen  in  straw,  eidei- 
down,  and  furs.  The  propagation  of  heat  in  a gaseous  mass  is  effected  by 
means  of  the  ascending  and  descending  currents  formed  in  it,  as  is  the  case 

with  liquids.  . . 

The  following  experiment,  a modification  of  one  originally  devised  by 
the  late  Sir  W.  Grove,  is  considered  to  prove  that  gases  have  a certain 
conductivity. 

A glass  tube  (fig’.  39^)  with  two  lateral  tubes  d and  c opening  into  it  at 
one  end,  is  closed  in  the  middle  by  a cork,  b,  through  which  a stout  copper 


wire  passes.  This  is  connected  by  thin  platinum  wires  with  similar  stout 
copper  wires  passing  through  the  corks  a and  c.  When  a sufficiently  strong 
electric  current  is  passed  through  the  wires,  both  platinums  are  equally 
incandescent.  If,  now,  one  half  of  the  tube  is  filled  with  hydrogen  by  con- 
necting one  of  the  small  tubes  with  a supply  of  that  gas,  and  the  current  is 
again  passed,  the  wire  in  the  hydrogen  is  scarcely  luminous,  while  that  in 
air  is  still  brightly  incandescent. 

This  greater  chilling  of  the  wire  in  hydrogen  than  in  air  was  considered 
by  Magnus  to  be  an  effect  of  conduction  ; while  Tyndall  ascribed  it  to  the 
greater  mobility  of  the  particles  of  hydrogen. 

Stefan  found  the  value  of  k for  air  to  be  0-0000558  in  C.G.S.  units.  He 
also  found  that  hydrogen  conducts  seven  times  as  well  as  air,  and  that 
difference  of  density  seems  to  have  no  influence  on  the  conductivity. 

Maxwell  deduced  from  purely  theoretical  considerations,  based  on  the 
kinetic  theory  of  gases,  that  the  conductivity  of  air  must  be  tlia.t  of  iron. 
Stefan’s  value  is  in  fair  agreement  with  this. 

416.  Applications. — The  greater  or  less  conductivity  of  bodies  meets 
with  numerous  applications.  If  a liquid  is  to  be  kept  warm  for  a long  time, 
it  is  placed  in  a vessel  and  packed  round  with  non-conducting  substances, 
such  as  shavings,  straw,  or  bruised  charcoal.  For  this  purpose  water-pipes 
and  pumps  are  wrapped  in  straw  at  the  approach  of  frost.  The  same  means 
are  used  to  hinder  a body  from  becoming-  heated.  Ice  is  transported  in 
summer  by  packing  it  in  bran  or  folding  it  in  flannel. 

Double  walls  constructed  of  thick  planks  having  between  them  any  finely 
divided  materials,  such  as  shavings,  sawdust,  dry  leaves,  &c.,  retain  heat 
extremely  well  ; and  are  likewise  advantageous  in  hot  countries,  for  they 
prevent  its  access.  Pure  silica  in  the  state  of  rock  crystal  is  a better  con- 
ductor than  lead,  but  in  a state  of  powder  it  conducts  very  badly.  If  a layer 
of  asbestos  is  placed  on  the  hand,  a red-hot  iron  ball  can  be  held  without 
inconvenience.  Red-hot  cannon-balls  can  be  wheeled  to  the  gun’s  mouth  in 
wooden  barrows  partially  filled  with  sand.  Lava  has  been  known  to  flow 
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over  a layer  of  ashes  underneath  which  was  a bed  of  ice,  and  the  non- 
conducting power  of  the  ashes  has  prevented  the  ice  from  melting. 

The  clothes  which  we  wear  are  not  warm  in  themselves  ; they  only 
hinder  the  body  from  losing  heat,  in  consequence  of  their  spongy  texture 
and  the  air  they  enclose.  The  warmth  of  bed-covers  and  of  counterpanes 
is  explained  in  a similar  manner.  Double  windows  are  frequently  used'  in 
cold  climates  to  keep  a room  warm— they  do  this  by  the  non-conducting 
layer  of  air  interposed  between  them.  It  is  for  the  same  reason  that  two 
shirts  are  warmer  than  one  of  the  same  material  but  of  double  the  thickness. 
Hence,  too,  the  warmth  of  furs,  eider-down,  &c. 

The  small  conducting  power  of  felt  is  used  in  the  North  of  Europe  in  the 
construction  of  the  Norwegian  stove , which  consists  merely  of  a wooden 
box  with  a thick  lining  of  felt  on  the  inside.  In  the  centre  is  a cavity  in 
which  can  be  placed  a stew-pan  provided  with  a cover.  On  the  top  of  this 
is  a lid,  also  made  of  felt,  so  that  the  pan  is  surrounded  by  a very  badly 
conducting  envelope.  Meat,  with  water  and  suitable  additions,  is  placed  in 
the  pan,  and  the  contents  are  then  raised  to  boiling  point.  The  whole  is  then 
enclosed  in  the  box  and  left  to  itself  ; the  cooking  will  go  on  without  fire, 
and  after  the  lapse  of  several  hours  it  will  be  quite  finished.  The  cooling 
down  is  very  slow,  owing  to  the  bad  conducting  power  of  the  lining  ; at  the 
end  of  three  hours  the  temperature  is  usually  not  found  to  have  sunk  more 

than  from  10°  to  150.  ... 

A olass  tumbler  with  thick  bottom  is  liable  to  crack  when  boiling  water 
is  poured  into  it.  The  part  on  which  the  water  falls  is  heated,  and  expands 
before  the  heat  can  penetrate  far.  A state  of  strain  is  thus  produced  which 
may  be  sufficient  to  break  the  glass. 

That  water  boils  more  rapidly  in  a metallic  vessel  than  in  one  of  poice  am 
of  the  same  thickness  ; that  a burning  piece  of  wood  can  be  held  close  to 
the  burning  part  with  the  naked  hand,  while  a piece  of  iron  heated  at  one 
end  can  only  be  held  at  a great  distance,  are  easily  explained  by  ieference 

to  their  various  conductivities.  . . . . . 

The  sensation  of  heat  or  cold  which  we  feel  when  m contact  with  certain 

bodies  is  materially  influenced  by  their  conductivity.  If  we  touch  m succes- 
sion a piece  of  iron  and  a piece  of  wood,  both  at  the  same  temperature  an 
colder  than  the  hand,  heat  passes  from  the  hand  more  rapidly  to  the  n 1 
(owing  to  its  good  conductivity)  than  to  the  wood  ; hence  the  iron  feels  the 
colder  If  the  iron  and  wood  are  at  the  same  temperature  which  is  higher 
than  that  of  the  hand,  the  iron  feels  the  hotter,  because  the  hand  receives 
heat  more  rapidly  from  it  than  from  the  wood.  Hence  it  is  cleai  why  carpets 
for  example,  are  warmer  than  wooden  floors,  and  why  the  lattei  again  1 

warmer  than  stone  floors.  . . , 

The  closer  the  contact  of  the  hand  with  a substance,  the  greater  is  the 

difference  of  temperature  felt.  With  smooth  surfaces  there  are  more  points 
of  contact  than  with  rough  ones.  A hot  glass  rod  feels  hotter  than  a piece 
of  rusted  iron  of  the  same  temperature,  although  the  latter  is  a bettei  co  - 
ductor.  The  closer  the  substance  is  pressed,  the  more  intimate  the  con  , 
an  ignited  piece  of  charcoal  can  be  lifted  by  the  fingers  if  it  is  not  closcl. 

pressed. 


CHAPTER  VIII 


RADIATION  OF  HEAT 


417.  Radiant  heat.— It  has  been  already  stated  (409)  (hat  heat  can  be 
transmitted  from  one  body  to  another  without  altering  the  temperature  of  the 
intervening  medium.  If  we  stand  in  front  of  a fire  we  experience  a sensation 
of  warmth  which  is  not  due  to  the  temperature  of  the  air,  for  if  a screen  is 
interposed  the  sensation  immediately  disappears,  which  would  not  be  the 
case  if  the  surrounding  air  had  a high  temperature.  Hence  bodies  can  send 
out  rays  which  excite  heat,  and  which  penetrate  through  the  air  without 
heating  it,  as  rays  of  light  through  transparent  bodies.  Heat  thus  propagated 
is  said  to  be  radiated  ; and  we  shall  use  the  terms  ray  of  heat,  or  thermal. , 
or  calorific  ray , in  a similar  sense  to  that  in  which  we  use  the  term  ray  of 
light , or  luminous  ray. 

We  shall  find  that  the  property  of  radiating  heat  is  not  confined  to 
luminous  bodies,  such  as  a fire  or  a red-hot  ball,  but  that  bodies  of  all  tem- 
peratures radiate  heat.  It  will  be  convenient  to  make  a distinction  between 
luminous  and  obscure  rays  of  heat. 

418.  Detection  and  measurement  of  radiant  heat. — In  demonstrating  the 
phenomena  of  radiant  heat,  very  delicate  thermometers  are  required,  and 
the  thermo-electric  multiplier  of  Melloni  is  used  for  this  purpose  with  great 
advantage  ; for  it  not  only  indicates  minute  differences  of  temperature,  but 
it  also  measures  them  with  accuracy. 

This  instrument  cannot  be  properly  understood  without  a knowledge  of 
the  principles  of  thermo-electricity,  for  which  Book  X.  must  be  consulted. 
It  may,  however,  be  stated  here  that  when  two  different  metals  A and  B are 
soldered  together  at  one  end  (figs.  397,  398),  the  free  ends  being  joined  by  a 
wire,  when  the  junction 
C is  heated,  a current 
of  electricity  circulates 
through  the  system  ; if,  (i[f= 
on  the  contrary,  the 
junction  be  cooled,  a 
current  is  also  produced, 
but  it  circulates  in  exactly  Fig.  397  Fig.  39s 

the  opposite  direction. 

1 his  is  called  a thermo-electric  couple  ox  pair.  If  a number  of  such  pairs  be 
alternately  soldered  together,  as  represented  in  fig.  398,  the  strength  of  the 
current  produced  by  heating  the  ends  is  increased  ; or,  what  amounts  to  the 
same  thing,  a smaller  quantity  of  heat  will  produce  the  same  effect.  Such  an 


A 
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arrangement  of  a number  of  thermo-electric  pairs  is  called  a thermo-electric 
battery  or  thermopile. 

Melloni’s  thermomultiplier  consists  of  a thermopile  connected  with  a 
delicate  galvanometer.  The  thermopile  is  constructed  of  a number  of  thin 
bars  of  bismuth  and  antimony  soldered  together  alternately,  though  kept 
insulated  from  each  other,  and  contained  in  a rectangular  box  P (fig.  399)- 
The  terminal  bars  are  connected  with  two  binding  screws,  m and  n,  which  in 
turn  are  connected  with  the  galvanometer  G by  means  of  the  wires  a and  b. 

The  galvanometer  consists  of  a quantity  of  fine  insulated  coppei  wire 
coiled  round  a frame,  in  the  centre  ot  which  a delicate  magnetic  needle  is 
suspended  by  means  of  a silk  thread.  When  an  electric  current  is  passée 
through  this  coil,  the  needle  is  deflected  through  an  angle  which  depends  on 
the  strength  of  the  current.  The  angle  is  measured  on  a dial  by  an  index 

connected  with  the  needle.  . .... 

It  may  then  be  sufficient  to  state  that  the  thermo-electric  pile  being  con- 
nected with  the  galvanometer  by  means  of  the  wires  a and  b , an  excess  of 


temperature  at  one  end  of  the  pile  causes  the  needle  to  through 

an  angle  which  depends  on  the  extent  of  this  excess  ; and  similaily,  it  tne 
Lmperature  is  depressed  below  that  of  the  other  end,  a corresponding 
deflection  is  produced  in  the  opposite  direction.  With  an  msUument  ^ 
this  kind  Melloni  was  able  to  measure  differences  of  temperatur  STS^ 
of  a degree  The  object  of  the  cone  C is  to  concentrate  the  thermal  rays  on 

Üie  The'  above6 walfthe  apparatus  used  by  Melloni  in  ^classical  extents 

Fort^ampîr  C.  (873)  enables  differences  of 

temperature  of  one-millionth  of  a degree  Centigrade  to  be  detecte  . 

419.  Laws  of  radiation. — The  following  laws  apply  to  the  radiation 

hCaL  "Radiation  takes  place  in  all  directions  from  a body. 

be  placed  in  different  positions  round  a heated  body,  it  mdica  > 

a rise  in  temperature. 
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I I.  In  a homogeneous  medium  radiation  takes  place  in  a right  line.  For, 
if  a screen  be  placed  in  the  right  line  which  joins  the  source  of  heat  and  the 
thermometer,  the  latter  is  not  affected. 

But  in  passing  obliquely  from  one  medium  into  another,  as  from  air  into 
glass,  thermal  rays  are  deviated  like  luminous  rays,  an  effect  known  as 
refraction.  The  laws  of  this  phenomenon  are  the  same  for  heat  as  for  light, 
and  they  will  be  more  fully  discussed  under  the  latter  subject. 

III.  Radiant  heat  is  propagated  in  vacuo  as  well  as  in 
air.  This  is  demonstrated  by  the  following  experiment  : — 

In  the  bottom  of  a glass  flask  a thermometer  is  fixed  in 
such  a manner  that  its  bulb  occupies  the  centre  of  the  flask 
(fig.  400).  The  neck  of  the  flask  is  carefully  narrowed  by 
means  of  the  blowpipe,  and  then  the  apparatus  having  been 
suitably  attached  to  an  air-pump,  the  flask  is  exhausted  as 
far  as  possible.  This  having  been  done,  the  tube  is  sealed  at 
the  narrow  part.  On  immersing  this  apparatus  in  hot  water, 
or  on  bringing  near  it  some  hot  charcoal,  the  thermometer 
is  at  once  seen  to  rise.  This  could  only  be  due  to  radiation 
through  the  vacuum  in  the  interior,  for  glass  is  so  bad  a 
conductor  that  the  heat  could  not  travel  with  this  rapidity 
through  the  sides  of  the  flask  and  the  stem  of  the  thermo- 
meter. 

420.  Causes  which  modify  the  intensity  of  radiant  heat.— By  the  intensity 
of  radiant  heat  at  a particular  place  is  understood  the  quantity  of  heat 
received  on  the  unit  of  surface  at  that  place.  Three  causes  are  found  to 
modify  this  intensity  : the  temperature  of  the  source  of  heat,  its  distance, 
and  the  obliquity  of  the  calorific  rays  in  reference  to  the  surface  which  emits 
them.  The  laws  which  regulate  these  modifications  may  be  thus  stated  : — 

I.  The  ùitensity  of  radiant  heat  is  propor- 
tional to  the  temperature  of  the  source. 

II.  The  intensity  is  inversely  as  the  square 
of  the  distance  from  the  source. 

III.  The  intensity  is  less,  the  greater  the 
obliquity  of  the  rays  with  respect  to  the  radiating 
surface. 

The  first  law  is  demonstrated  by  placing  a 
metal  box  containing  water  at  io°,  20°,  or  30° 
successively  at  equal  distances  from  the  bulb  of 
a differential  thermometer.  The  temperatures 
indicated  by  the  latter  are  then  found  to  be  in 
the  same  ratio  as  those  of  the  box  : for  instance,  if  the  temperature  of  that 
corresponding  to  the  box  at  io°  be  20,  those  of  other's  will  be  40  and  6° 
respectively. 

The  truth  of  the  second  law  follows  from  the  geometrical  principle  that 
the  surface  of  a sphere  increases  as  the  square  of  its  radius.  Suppose  a 
hollow  sphere  ab  (fig.  401)  of  any  given  radius  and  a source  of  heat,  C in  its 
centre  ; each  unit  of  surface  in  the  interior  receives  a certain  quantity  of 
heat.  Now  a sphere,  ef  of  double  the  radius  will  present  a surface  four 
times  as  great  ; its  internal  surface  contains,  therefore,  four  times  as  many 


Fig.  400 
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units  of  surface,  and  as  the  quantity  of  heat  emitted  is  the  same,  each  unit 

must  receive  one-fourth  the  quantity. 

To  demonstrate  the  same  law  experimentally,  a narrow  tm-p  ate  box  is 
taken  (fig-  402),  filled  with  hot  water,  and  coated  on  one  side  with  lampblack. 
The  thermopile  with  its  conical  cap,  which  in  this  experiment  is  lined  with 


Fig.  4°2 

black  paper  to  absorb  any  radiation  that  falls  upon  it  is  placed  so ^that .its 
face  is  at  a certain  definite  distance,  cot  say  9 inches,  from  this  box,  and  t 
cover  having  been  lowered,  the  needle  of  the  galvanometer  is  observed  to  be 
deflected  through  8o°  for  example. 


Fig.  4°3 

. • , „ riist-nnre  CO  (fig.  403),  double  that  of  co, 

If  now  the  pile  is  removed  Cunauered  which  shows  that  the  pile 

the  deflection  of  the  w as  . the  constancy  of  the  deflection 

uhi  from  the  circu,ar  i,ortion  of  the 
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side  of  the  box,  while,  in  the  second  case,  the  circular  portion  AB  radiates 
towards  it.  But,  as  the  two  cones  ACB  and  acb  are  similar,  and  the  height  of 
ACB  is  double  that  of  acb , the  diameter  AB  is  double  that  of  ab,  and  therefore 
the  area  AB  is  four  times  as  great  as  that  of  ab,  for  the  areas  of  circles  are  pro- 
portional to  the  squares  of  the  radii.  But  since  the  radiating  surface  increases 
as  the  square  of  the  distance,  while  the  galvanometer  remains  stationary,  the 
heat  received  by  the  battery  must  be  inversely  as  this  same  square. 

The  third  law  is  demonstrated  by  means  of  the  following  experiment, 
which  is  a modification  of  one  originally  devised  by  Leslie  (fig.  404)  : — 
P represents  the  thermopile  which  is  connected  with  its  galvanometer,  and 
A a metal  cube  full  of  hot  water.  The  cube  being  first  placed  in  such  a 
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Fig.  404 

position,  A,  that  its  front  face,  ac,  is  vertical,  the  deflection  of  the  galvanometer 
is  noted.  Supposing'  it  amounts  to  450,  this  represents  the  radiation  from  ac. 
If  this  now  be  turned  in  the  direction  represented  by  A ',  the  galvanometer 
is  still  found  to  mark  45° 

The  second  suiface  is  larger  than  the  first,  and  it  therefore  sends  more 
lays  to  the  mirror.  But  as  the  action  on  the  thermometer  is  no  greater 
than  in  the  first  case,  it  follows  that  in  the  second  case,  where  the  rays 
are  oblique  to  the  radiating  surface,  the  intensity  is  less  than  in  the  first  case 
where  they  are  perpendicular. 

In  01  dei  to  express  this  in  a formula,  let  i be  the  intensity  of  the  rays 
emitted  perpendicularly  to  the  surface,  and  i'  that  of  the  oblique  rays. 
These  intensities  are  necessarily  inversely  as  the  surfaces  ac  and  a'c',  for  the 
effect  is  the  same  in  both  cases,  and  therefore  1 x surface  a'c'  = i x surface  ac  ; 

hpnrp  7*  -•/  * f , . . . . 

“ surf,  a'c' = a'c'  = * cos*  aoa  5 which  signifies  that  the  intensity 

of  oblique  rays  is  proportional  to  the  cosine  of  the  angle  which  these  rays  form 
with  the  normal  to  the  surface  ; for  this  angle  is  equal  to  the  angle  aoa'. 

his  law  is  known  as  the  law  of  the  cosine  ; it  is,  however,  not  general  ; 
Desams  and  De  la  Provostaye  have  shown  that  it  is  only  true  within  very 
narrow  limits  ; that  is,  only  with  bodies  which,  like  lampblack,  are  entirely 
destitute  of  reflecting  power  (427). 

421.  Mobile  equilibrium.  Theory  of  exchanges. — Prévost  of  Geneva 
suggested  the  following  hypothesis  in  reference  to  radiant  heat,  known  as 
revost  s theory  of  exchanges,  which  is  now  universally  admitted.  All  bodies 
whatever  their  temperatures,  constantly  radiate  heat  in  all  directions  If 
we  imagine  two  bodies  at  different  temperatures  placed  near  each  other 

l°ne,,atai  T16"  temferature  Wl11  experience  a loss  of  heat,  its  tempera- 
ture will  sink,  because  the  radiation  it  emits  is  greater  than  that  which  it 
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the  colder  body,  on  the  contrary,  will  rise  in  temperature,  because 

■ • .•  .1—  — ;«•*  Ultimately  the  temperature  of  both 

...  i l l j 4-V»  1 \r 


V ~ J / 

each  receives  as  much'  as  it  emits,  ami  the  temperature  remains  constant. 
ii  i .../iA.7/)  nnm'Uhriv'm  nf  terni)  ercxture. 


-ach  receives  as  mucu  ^ - * 

This  state  is  called  the  mobile  equilibrium  of  temperature.  . 

lhrs  state  iscan_  ^ cooling. -A  body  placed  in  a vacuum  is  only 

iation.  In  t 
i the  air,  acci 

S «r:"/  '^'”AU»Ais  greater  accord- 

. . . r a ic  oTpnl  pr. 


lib  statu  u -*• 

aunosphere’  it", «comes  cooled  or 
heated  by  its  contact  with  “ "S^rfheati^ 


LllcLL  lOj  i j ^ 

i„g  as  the  difference  of  ,.eference  to  the  cooling  or 

surrounding  medium.  Dulo  g applies  where  the  differences  of 

SO  general  as ^ 5 Lyon“<ha,,  the  quantity  of  heat 

gained  is  greater  than  what  M the  fourth 

potrer’oMts  absolut^ temperature  (337).  Recent  determinations  are  tn  close 
ag4rrsltumrcefr;Iow  from  Newton,  law  : 

, 1 • o rnngfnnt  SOUr 


pf„iS  ST; ? hit  emitted  is  equal  to  that 

absorbed,  and  the  temperature 1 dren  “^“°“^mometer,  shows  that 
II.  Newton’s  law,  as  applied  to  the  chtle  emiai  hkh  it  reCeiVes. 

its  indications  are  proportional  to  t ^ ' receives  rays  of  heat  from 

If  one  of  the  bulbs  of  a differential  temperature, 

a constant  source,  the  instrument  exhibits  f^^^he  quantity  of  heat 
but  this  afterwards  becomes  s ationa  y In*»  “ the  |aUer  £ pr0por- 
which  it  receives  is  equal  to  that  \ the  bulb  above  that  of  the 

tional  to  the  excess jo  1 £ e“P“  the  number  of  degrees  indicated  by 
surrounding  atmosphere  th’ermometer,  consequently  the  temperature 

indicated  by  the  differential  thermometer  is 
proportional^ to  the  quantity  of  heat  it  receives. 

reflection  of  heat 
.„  Laws  of  reflection. — When  thermal  rays 

fall  upon  a bod,  they  are, 
divided  into  two  portions,  one  of  which  pene 

trates  the  body  while  the  other  rebounds  as  if  repelled  from  the  su,  ac 

like  an  elastic  ball.  This  is  sa,d  to  be  "fiff.  <*(**  ray.  DB  a 

^ 
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ray,  the  angle  CBD  is  called  the  angle  0/  incidence , and  DBA  the  angle  of 
refection.  The  reflection  of  heat,  like  that  of  light,  is  governed  by  the  two 
following  laws  : — 

I.  The  angle  of  reflection  is  equal  to  the  angle  of  incidence. 

II.  Both  the  incident  and  the  reflected  ray  are  in  the  same  plane  with  the 
perpendicular  to  the  reflecting  surface. 

424.  Experimental  demonstration  of  the  laws  of  reflection  of  heat. 

This  may  be  effected  by  means  of  Melloni’s  thermopile  and  also  by  the  con- 
jugate mirrors  (425).  Fig.  406  represents  the  arrangement  adopted  in  the 
former  case.  MN  is  a horizontal  bar,  about  a metre  in  length,  graduated  in 
millimetres,  on  which  slide  various  parts,  which  can  be  clamped  by  means 
of  screws.  The  source  of  heat,  S,  is  a platinum  spiral,  kept  at  a white  heat  in 
a spirit  lamp.  A screen  K,  when  raised,  cuts  off  the  radiation  from  the  source  ; 
a second  screen,  F,  with  an  aperture  in  the  centre,  cuts  off  all  rays  except  à 
pencil  which  falls  upon  the  mirror  m.  At  the  other  end  is  an  upright  rod,  I, 
with  a graduated  dial,  the  zero  of  which  is  in  the  direction  of  MN,  and 
therefore  parallel  to  the  pencil  S m.  In  the  centre  of  the  dial  is  an  aperture 


Fig.  406 


in  Which  turns  an  axis  that  supports  a metallic  mirror  m.  About  this  axis 

SanlTeS  G °H  " the  thermopile,  P,  in  connection  with  the 
galvanometer  G.  H is  a screen,  the  object  of  which  is  to  cut  off  any  direct 

adjton  from  the  source  of  heat  towards  the  pile  ; in  order  no.  to  mast  a* 
thermopile,  ,t  ,s  not  represented  in  the  position  it  occupies  in  the  experiment 
By  lowering  the  screen  K,  a pencil  of  parallel  rays,  passing  thriujh  the 
aperture  F falls  upon  the  mirror  »,  and  is  there  reflected  Z În  R 

h V"  th1  Tec,,on  of  ,l,e  Pencil,  this  latter  does  not  fail  on 

e pile  and  the  needle  of  the  galvanometer  remains  stationary  • blit  by 
slowly  turning  the  arm  R,  a position  is  found  at  which  tlm  <*?  ^ 

demonstrates  the  first  law.  nected  pencils,  which 
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The  second  law  is  also  proved  by  the  same  experiment  for  the  various 
• fo° nnnantus  are  arranged  so  that  the  incident  and  reflected  rays 

aieTn  the  same  horizontal  plane,  and  therefore  at  right  angle,  to  the  refleet- 

'verificatton  rfttflaw.  of  reBeetlon.-The  following  experiment 
.4-5-  , £•  a h;mP  hv  Pictet  and  Saussure,  and  which  is 

lVnown  '^aû^exferiment  of  the  conjugate  mirrors , demonstrates  not  only  the 
" • pnce  of  the  foci  but  also  the  laws  of  reflection.  Two  concave  spherical 
existenc  ’ ?s  „re  an-anged  at  a distance  of  4 to  5 yards,  and 

reflectors,  M and  N (fig.40; ^ of  one  of  them,  A (see  Light,  ch.  ii.), 

mirrotï!5-  Shngl  the  other  mirror, 


Fig.  407 

N,  are  reflected  so  that  they  coincide  in  the  fo J noftheTast 

experiment  also  serves.  show  that  light  and 

heaÎfarifot  ball  £ N,e£hhTtfface 

of  ice  and  salt,  and  a thermopi  ® ‘ J.Qn  of  the  galvanometer  needle  mdi- 

turned  towards  the  rmrioi,  re  ar  that  as  the  hot  ball  radiated 

cates  a cooling  of  the  pile.  I wo  P c Bufc  fllis  wouid  be  an  incorrect 

heat,  the  freezing  mixture  is  radiat  g \d.  , ^ phenomenon  ; both 

way  of  stating  the  case.  1 révos ‘ - radiating  heat,  but  the  former  radiates 
freezing  mixture  and  thermopile  a ‘ ; much  less  than  it  radiates, 

much  less  than  it  receives,  while  the  latte!  receiv 

and  therefore  is  cooled. 
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The  sensation  of  cold  experienced  when  we  stand  near  a stone  wall 
whose  temperature  is  lower  than  our  body,  or  when  we  stand  in  front  of  a 
wall  of  ice,  is  explained  in  the  same  way. 

From  the  high  temperature  produced  in  the  foci  of  concave  mirrors 
they  have  been  called  burning  mirrors.  It  is  stated  that  Archimedes 
burnt  the  Roman  vessels  before  Syracuse  by  means  of  such  mirrors. 
Buffon  constructed  burning  mirrors  of  such  power  as  to  prove  that  the  feat 
attributed  to  Archimedes  was  not  impossible.  The  mirrors  were  made  up  of 
a number  of  silver  plane  mirrors  about  8 inches  long  by  5 broad.  They 
could  be  turned  independently  of  each  other  in  such  a manner  that  the  rays 
reflected  from  each  coincided  in  the  same  point.  With  128  mirrors  and  a 
hot  summer’s  sun  Buffon  ignited  a plank 
of  tarred  wood  at  a distance  of  70  yards. 

426.  Reflection  in  a vacuum. — Heat  is 
reflected  in  a vacuum  as  well  as  in  air,  as 
is  seen  from  the  following  experiment 
(fig.  408),  due  to  Sir  Humphry  Davy. 

Two  small  concave  reflectors  were  placed 
opposite  each  other  under  the  receiver  of 
an  air-pump.  In  the  focus  of  one  was 
placed  a delicate  thermometer,  and  in  the 
focus  of  the  other  a platinum  wire  made 
incandescent  by  means  of  an  electric 
current.  The  thermometer  was  imme- 
diately seen  to  rise  several  degrees,  which 
could  only  be  due  to  reflected  heat,  for 
the  thermometer  did  not  show  any  in- 
crease of  temperature  if  it  were  not  exactly 
in  the  focus  of  the  second  reflector. 

427.  Reflecting  power.—' The  reflecting 

Power  of  a substance  is  its  property  of  throwing  off  a greater  or  lesser 
proportion  of  incident  heat. 

This  power  varies  in  different  substances.  In  order  to  study  this  power 
m different  bodies  without  having  recourse  to  as  many  reflectors  Leslie 
arranged  his  experiment  as  shown  in  fig.  409.  The  source  of  heat  is  a 
cubical  canister,  M,  now  known  as  Leslie's  cube , filled  with  hot  water.  A 
plate,  a,  of  the  substance  to  be  experimented  upon  is  placed  on  the  axis' of  a 
concave  mirror  near  the  principal  focus.  In  this  manner  the  rays  emitted 
y the  soin  ce  ai  e first  reflected  from  the  concave  mirror  and  impinge  on  the 

nhm  fl6  t iey  aie  agam  reflected  and  converge  to  the  focus  between  the 
p ate  and  the  mirror,  at  which  point  a differential  thermometer  is  placed 
he  1 eflectoi  and  the  thermometer  are  always  in  the  same  position  and  the 
water  of  the  cube  is  always  kept  at  ioo°,  but  it  is  found  that  the  temperature 
mdicated  by  the  thermometer  varies  with  the  nature  of  the  plate  This 
method  gives  a means  of  determining,  not  the  absolute  reflecting  power  of  a 
body,  but  its  power  relatively  to  that  of  some  body  taken  as  a standard  of 

to  TZT  F°,r  II™  What  haS  been  said  on  the  application  of  Newton’s  law 
indint  ' fercntla  thermometer  (422),  the  temperatures  which  this  instrument 
indicates  are  proportional  to  the  quantities  of  heat  which  i 


Fig.  408 


it  receives.  Hence, 


e e 2 
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• thp  above  experiment  a plate  of  glass  causes  the  temperature  to  rise  i° 
l l op  nf  lead  6°  it  follows  that  the  quantity  of  heat  reflected  by  the 
*1*  ? tx  imeïas’great  as  that  reflected  by  the  former.  For  the  heat 
endued  by  the  source  remains  the  same,  the  concave  reflector  receives  the 
5a“  e portion,  and  the  difference  can  only  arise  from  the  reflecting  power  of 

the  plate  a. 


Fig.  4°9 


.g  powers 


of  the  following 


1 j 
10 

5 

o 


By  this  method  Leslie  determined  the  reflecting 
substlnc.es,  relatively  to  that  of  brass,  taken  as  100 

Polished  brass  . • • 100  ^ " 

qo  Glass 

Sllv<f  ’ .70  Oiled  glass 

Steel  • 60  Lampblack 

Lead . . , 

The  numbers  only  represent  the  relative 

lute  power  is  the  relation  of  the  J"a"  f J obtained  the  following  results 

5 — (4,8)- tho 

heat  being  reflected  at  an  angle  of  s°  ■ 


Silver  plate 
Gold  . 
Brass 
Platinum 


0-97 

0-95 

o'93 

0-83 


Steel 

Zinc 

Iron 

Cast  iron 


o'Sa 
o'8 1 
077 
074 


428.  Absorbing  power.-The  foul  upon  UtopaM 

"magssa  C55SXh  die  ratio  of  the  quantity  of  heat  absorbed 
to  the  quantity  of  heat  received. 
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The  absorbing  power  of  a body  is  always  inversely  as  its  reflecting 
power  : a body  which  is  a good  absorbent  is  a bad  reflector,  and  vice  versâ. 
It  was  formerly  supposed  that  the  two  powers  were  exactly  complementary, 
that  the  sum  of  the  reflected  and  absorbed  heat  was  equal  to  the  total  quan- 
tity of  incident  heat.  This  is  not  the  case  ; it  is  always  less  : the  incident 
heat  is  divided  into  three  parts — 1st,  one  which  is  absorbed  ; 2nd,  another 
which  is  reflected  regularly,  that  is,  according  to  laws  previously  demon- 
strated (423)  ; and  a third,  which  is  irregularly  reflected  in  all  directions, 
and  which  is  called  scattered  or  diffused  heat.  A part  of  the  heat  also  may 
pass  through  the  substance,  as  light  passes  through  glass. 

In  order  to  determine  the  absorbing  power  of  bodies,  Leslie  used  the 
apparatus  which  he  employed  in  determining  the  reflecting  powers  (427). 
But  he  suppressed  the  plate  a , and  placed  the  bulb  of  the  thermometer  in 
the  focus  of  the  reflector.  This  bulb  being  then  covered  successively  with 
lampblack,  or  varnish,  or  with  gold,  silver,  or  copper  foil,  &c.,  the  thermo- 
meter exhibited  a higher  temperature  under  the  influence  of  the  source  of 
heat,  M,  according  as  the  substance  with  which  the  bulb  was  covered 
absorbed  more  heat.  Leslie  found  in  this  way  that  the  absorbing  power  of 
a body  is  greater  the  less  its  reflecting  power.  In  these  experiments,  how- 
ever, the  relation  of  the  absorbing  powers  cannot  be  deduced  from  that  of 
the  temperatures  indicated  by  the  thermometer,  for  Newton’s  law  is  not 
exactly  applicable  in  this  case,  as  it  only  prevails  for  bodies  whose  substance 
does  not  vary,  and  here  the  covering  of  the  bulb  varied  with  each  observa- 
tion. Lut  we  shall  presently  show  (430)  how  the  comparative  absorbing 
powers  may  be  deduced  from  the  ratios  of  the  emissive  powers. 

Taking,  as  a source  of  heat,  a canister  filled  with  water  at  ioo°,  Melloni 

found,  by  means  of  the  thermopile,  the  following  relative  absorbing  power!  : 

Lampblack  . . .100  Indian  ink  ...  gr 

White  lead  . . .100  Shellac  . . ' ' 1n 

Isinglass  . . . 9i  Metals.  . . . ,, 


429.  Radiating  power.— The  radiating  or  emissive  power  of  a body  is 
its  capability  of  emitting,  at  the  same  temperature,  and  with  the  same  extent 
ot  surface,  greater  or  less  quantities  of  heat. 

The  apparatus  represented  in  fig.  409  was  also  used  by  Leslie  in  deter- 
mining the  radiating  power  of  bodies.  For  this  purpose  the  bulb  of  the 
thermometer  was  placed  in  the  focus  of  the  reflector,  and  the  faces  of  the 
canister  M were  formed  of  different  metals,  or  covered  with  different 
substances  such  as  lampblack,  paper,  &c.  The  cube  being  filled  with  hot 

IO°r  ;,and  a,n  °ther  condltions  remaining  the  same,  Leslie  turned 
each  face  of  the  cube  successively  towards  the  reflectors,  and  noted  the 
emperature  each  time.  That  face  which  was  coated  with  lampblack  caused 
he  gi eatest  elevation  of  temperature,  and  the  metal  faces  the  least  AddI vim-- 
Newton  s law,  Leslie  found  the  following  table  of  radiating  powers  •—  } & 


Lampblack 
White  lead 
Paper 

Ordinary  white  glass 
Isinglass. 


100 

100 

98 

90 

80 


Tarnished  lead 
Mercury 
Polished  lead 
Polished  iron 


45 

20 

19 

'5 


I in,  gold,  silver,  copper,  &c.  12 
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It  will  be  seen  that,  in  this  table,  the  order  of  the  boches  is  exactly  the 

reverse  of  that  in  the  tables  of  reflecting  powers.  . 

The  radiating  powers  of  several  substances  were  determined  by  Dcsains 
and  De  la  Provostaye,  who  used  the  thermopile.  They  found,  in  this 
manner,  the  following  numbers  compared  with  lampblack  as  100  : 


Platinum  foil  . 

Burnished  platinum 
Silver  deposited  chemically 
Copper  foil 
Gold  leaf 

Pure  silver  laminated  . 

deposited  chemically  and  burnished 


io-8o 

9-50 

5'36 

4-90 

4-28 

3'°° 

2-25 


The  radiating  power  found  by  Leslie  for  the  metals  is  thus  too  large. 

„ o ' IdX  of  the  absorbing  and  radiating  powers. -The  absorb, ng 

rer  ;f.heb,woyar,r  il—;1.  fz. 

been  drawn  by  Dulong  and  Petit  from  the 

following  experiments  In  a large  glass 

globe,  blackened  on  the  inside,  was  placed 
a thermometer  at  a certain  temperature,  15 
for  example  ; the  globe  was  kept  at  zero  by 
means  of  ice,  and  after  it  had  been  exhausted 
by  means  of  an  air-pump,  the  time  was 
noted  which  elapsed  while  the  thermometer 
fell  through  50.  The  experiment  was  then 
made  in  the  contrary  direction;  that  is, 
the  sides  of  the  globe  were  heated  to  1 5, 
while  the  thermometer  was  cooled  to  zero  ; 
the  time  was  then  observed  which  *e  ther- 
mometer occupied  in  rising  through  5 • 

It  was  found  that  this  time  was  exactly  the 
same  as  that  which  the  thermometer  had 
taken  in  sinking  through  50,  and  it  was  thence 
concluded  that  the  radiating  power  is  equal 
Fig.  41°  to  the  absorbing  power  for  the  same  body, 

" abSOrbCd 

in  the  same  time  arc  equal  ,raled  by  means  of  the  following 

This  pom,  may  also  ^ ‘lemon5, “ «presents  what  is  virtually  a 
apparatus  devised  by  Ritclue.  s 4 which  are  replaced  by  two 

differential  thermometer,  t ie  S ‘ j &nd  full  of  a;r.  Between  them  is  a 
cylindrical  reservoirs  B and  C,  of  > ith  hot  water.  The  ends  of  B 

ü'  t s - **  oti’cr 


-431]  Causes  which  Modify  the  Powers  423 

white  : hence  when  the  cylinder  A is  filled  with  hot  water,  its  white  face 
radiates  towards  the  black  face  of  B,  and  its  black  face  towards  the  white 
face  of  C.  In  these  circumstances  the  liquid  in  the  stem  does  not  move, 
indicating  that  the  two  reservoirs  are  at  the  same  temperature.  On  the  one 
hand,  the  greater  emissive  power  of  the  black  face  of  A is  compensated  by 
the  smaller  absorptive  power  of  the  white  face  of  C ; while,  on  the  other 
hand,  the  feebler  radiating  power  of  the  white  face  of  A is  compensated  by 
the  greater  absorbing  power  of  the  black  face  of  B. 

The  experiment  may  be  varied  by  replacing  the  two  white  faces  by  discs 
of  paper,  glass,  porcelain,  &c. 

431.  Causes  which  modify  the  reflecting,  absorbing,  and  radiating 
powers. — As  the  radiating  and  absorbing  powers  are  equal,  any  cause  which 
affects  the  one  affects  the  other  also.  And  as  the  reflecting  power  varies  in 
an  inverse  manner,  whatever  increases  it  diminishes  the  radiating  and 
absorbing  powers,  and  vice  versâ. 

It  has  been  already  stated  that  these  different  powers  vary  with  different 
bodies,  and  that  metals  have  the  greatest  reflecting  power,  and  lampblack  the 
least.  In  the  same  body  these  powers  are  modified  by  the  degree  of  polish, 
the  density,  the  thickness  of  the  radiating  substance,  the  obliquity  of  the 
incident  or  emitted  rays,  and  lastly,  by  the  nature  of  the  source  of  heat. 

It  has  been  usually  assumed  that  the  reflecting  power  increases  with  the 
polish  of  the  surface,  and  that  the  other  powers  diminish  therewith.  But 
Melloni  showed  that  by  scratching  a polished  metallic  surface  its  reflecting 
power  was  sometimes  diminished  and  sometimes  increased.  This  pheno- 
menon he  attributed  to  the  greater  or  less  density  of  the  reflecting  surface. 
If  the  plate  had  been  originally  hammered,  its  homogeneity  would  be 
destroyed  by  this  process,  the  molecules  would  be  closer  together  on  the 
surface  than  in  the  interior,  and  the  reflecting  power  would  be  increased. 
But  if  the  surface  is  scratched,  the  interior  and  less  dense  mass  becomes 
exposed,  and  the  reflecting  power  diminished.  On  the  contrary,  in  a plate 
which  has  not  been  hammered,  and  which  is  homogeneous,  the  reflecting 
power  is  increased  when  the  plate  is  scratched,  because  the  density  at  the 
surface  is  increased  by  the  scratches. 

Melloni  found  that  when  the  faces  of  a cube  filled  with  water  at  a constant 
temperature  were  varnished,  the  emissive  power  increased  with  the  number 
of  layers  up  to  16  layers,  while  above  that  point  it  remained  constant,  what- 
ever the  number.  The  thickness  of  the  16  layers  was  calculated  to  be 
0-04  mm.  With  reference  to  metals,  gold  leaves  of  o'ooS,  0-004,  and  0-002 
of  a millimetre  in  thickness,  having  been  successively  applied  on  the  sides 
of  a cube  of  glass,  the  diminution  of  radiant  heat  was  the  same  in  each  case. 
It  appeals,  therefore,  that,  beyond  certain  limits,  the  thickness  of  the 
radiating  layer  of  metal  is  without  influence. 

The  absorbing  power  is  greatest  when  the  rays  are  at  right  angles  to  the 
surface,  and  it  diminishes  in  proportion  as  the  incident  rays  deviate  from  the 
normal.  This  is  one  reason  why  the  sun  is  hotter  in  summer  than  in  winter, 
because,  in  the  former  case,  the  sun’s  rays  are  less  oblique. 

The  radiating  power  of  gaseous  bodies  in  a state  of  combustion  is  very 
weak,  as  is  seen  by  bringing  the  bulb  of  a thermometer  near  a hydrogen 
flame,  the  temperature  of  which  is  very  high.  But  if  a platinum  spiral  is 
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placed  in  this  flame,  it  assumes  the  temperature  of  the  flame,  and  radiates 
a great  amount  of  heat,  as  is  shown  by  the  thermometer  hor  a similar 
reason  the  flames  of  oil  and  of  gas  lamps  radiate  more  than  a hydrogen 
flame  in  consequence  of  the  excess  of  carbon  which  they  contain,  and 
which,  not  being  entirely  burned,  becomes  incandescent  in  the  flame. 

4V>  Melloni’s  researches  on  radiant  heat.— For  our  knowledge  of  tie 

phenomena  of  the  reflection,  emission,  and  absorption  of  heat  which  have  up 
t , ^ to  now  been  de- 

scribed, science 
is  indebted 
mainly  to  Leslie. 
But  since  his 
time  the  dis- 
covery of  other 
and  far  more 
delicate  modes 
of  detecting  and 
measuring  heat 
has  not  only 
extended  and 
corrected  our 

Fig.  41 1 Fig.  4™  *'ig.  413  £ *&•  previous  know- 

ledge but  has  led  to  the  discovery  of  other  phenomena  of  radiant  heat,  which 
without  such  improved  means  must  have  remained  unknown  who 

This  advance  in  science  is  due  to  an  Italian  philosop  , ’ 

first  apphedtL  thermopile,  invented  by  Nobili,  to  the  measurement  of  very 
small  differences  of  temperature  : a method  of  which  a preliminary  accou 

has  already  been  given  (418).  , 1 T ocatelli’s 

sSSSsœfiaai 

water  at  ioo°  (fig.  4W-  describing  the  results  arrived  at 

433.  Dynamical  theory  of  heat.— Before  aescriui  j now 

by  various  investigators,  it  will  be  convenient  to  exi  wh;di  it  is  propa. 

generally  taken  as  to  the  nature  of  heat  and  the ™ ie  Mechanical  Theory  of 
gated.  For  additional  information  the  chap  er  regard  a hot  body 

Heat  and  the  Book  on  Light  should  be  rea  . of  vibration.  The 

as  nothing  more  than  one  whose  pai  tic  es  ai  ‘ ^ these  vibrations,  and 
higher  the  temperature  of  the  boc  y,  t îe  moi  jdity  Gf  vibration  of  the 

a diminution  in  temperature  is  but  a dimmish ed  rap^ dity  of  v. bra 
particles.  The  propagation  of  heat  through  a bar  is  due  to  ^ ^ ^ 

munication  of  this  vibratoiy  motion  ron  £ transmits  the  vibratory 

A good  conductor  is  one  which  readily  VLnCo  "ii  one  which  lakes 
motion  from  particle  to  particle,  whms  a ac  ^ ^ ,hrougb  tlle  best  con- 
up  and  transmits  the  motion  with  diffic  )•  vslow.  How  then  are 

doctors  the  propagation  of  this  motion  is  compaiatively 


-433]  Dynamical  Theory  of  Heat  425 

we  to  explain  the  instantaneous  perception  of  heat  experienced  when  a screen 
is  removed  from  a fire,  or  when  a cloud  drifts  from  the  face  of  the  sun  ? In 
this  case  the  heat  passes  from  one  body  to  another  without  affecting  the 
temperature  of  the  space  through  which  it  passes.  In  order  to  explain  these 
phenomena,  it  is  imagined  that  all  space,  the  interplanetary  spaces  as  well 
as  the  interstices  in  the  hardest  crystal  or  the  heaviest  metal — in  short, 
matter  of  any  kind — is  permeated  by  a medium  having  enormously  great 
tenuity  and  elasticity,  called  the  ether  (510).  The  particles  of  a heated 
body,  being  in  a state  of  intensely  rapid  vibration,  communicate  their  motion 
to  the  ether  around  them,  the  particles  of  which  are  set  in  successive 
vibration,  and  hence  give  rise  to  waves  in  the  ether,  which  travel  through 
space  and  pass  from  one  body  to  another  with  the  velocity  of  light. 
When  the  undulations  of  the  ether  reach  a given  body,  the  motion  is  again 
delivered  up  to  the  particles  of  that  body,  which  in  turn  begin  to  vibrate  : 
that  is,  the  body  becomes  heated.  This  process  of  motion  through  the  hypo- 
thetical ether,  starting  from  a given  source,  is  termed  radiation,  and  what  is 
called  a ‘ ray  of  heat  ’ is  merely  a series  of  waves  moving  in  a certain  direction. 

It  will  facilitate  the  understanding  of  this  to  consider  the  analogous  mode 
in  which  sound  is  produced  and  propagated.  A sounding  body  is  one  whose 
entire  mass  is  in  a state  of  vibration  (223)  ; the  more  rapid  the  rate  of  vibra- 
tion, the  more  acute  the  sound  ; the  slower  the  rate  of  vibration,  the  deeper 
the  sound.  This  vibratory  motion  is  communicated  to  the  surrounding  air,  by 
means  of  which  some  of  its  energy  of  vibration  reaches  the  auditory  nerve, 
and  there  produces  the  sensation  of  sound.  If  a metal  ball  is  heated,  say, 
to  the  temperature  of  boiling  water,  we  can  ascertain  that  it  radiates  heat, 
although  we  cannot  see  any  luminosity  ; and  if  its  temperature  is  gradually 
raised,  we  see  it  becomes  successively  of  a dull  red,  bright  red,  and  dazzling 
white  (336).  At  each  particular  temperature  the  heated  body  emits  waves 
of  a definite  length  ; in  other  words,  its  particles  vibrate  in  a certain  period. 
As  its  temperature  rises  the  radiation  emitted  is  of  shorter  wave-length, 
corresponding  to  more  rapid  vibrations,  which  coexist,  however,  with  all 
those  which  it  had  previously  emitted.  Thus  the  motion  at  each  successive 
temperature  is  compounded  of  all  preceding  ones. 

It  has  been  seen  that  vibrations  of  the  air  below  and  above  a certain  rate 
do  not  affect  the  auditory  nerve  (244)  ; it  can  only  take  up  and  transmit  to  the 
brain  vibrations  lying  within  a certain  range  of  frequency.  So  too  with  the 
vibrations  which  produce  light.  The  optic  nerve  is  insensible  to  a large 
number  of  wave-lengths.  It  can  apprehend  only  those  waves  that  form  the 
visible  spectrum.  If  the  rate  of  undulation  is  slower  than  the  red  or 
faster  than  the  violet,  though  intense  motion  may  pass  through  the  humours 
of  the  eye  and  fall  upon  the  retina,  yet  we  shall  be  utterly  unconscious  of 
the  fact,  for  the  optic  nerve  cannot  take  up  and  respond  to  the  vibrations 
which  exist  beyond  the  visible  spectrum  in  both  directions.  Hence, 
these  are  termed  invisible  or  obscure  rays.  A vast  quantity  of  these 
obscure  rays  is  emitted  by  flames  which,  though  intensely  hot,  are  yet 
almost  non-luminous,  such  as  the  oxy-hydrogen  flame,  or  that  of  a Bunsen’s 
burner;  for  the  vibrations  which  these  emit,  though  capable  in  part  of 
penetrating  the  media  of  the  eye,  are  incapable  of  exciting  in  the  optic 
nerve  the  sensation  of  light. 
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434.  Thermal  analysis  of  sunlight-Let  a narrow  vertical  slit  be  made 
in  the  shutter  of  a dark  room  and  strongly  illuminated  by  sunlight,  and  let 
the  light  from  the  slit  be  focused  by  a rock-salt  lens  on  a screen,  and  a rock- 
salt  prism  be  placed  as  shown  in  fig.  41 5-  The  light  after  emerging  from 
the  prism  will  be  found  to  present  on  the  screen  a band  of  cotos.n 
following  order  : red,  orange,  yellow,  green,  blue,  and  violet.  This  is  called 

the  nowa  narrow  and  delicate  thermopile  (435)  is  Placed  successively  on 
the  space  occupied  by  each  of  the  colours  it  will  be  comparatively  hu  e 
affected  on  the  violet,  but  in  passing  over  the  other  colours  >11  indicate 
a gradual  rise  of  temperature,  which  is  greatest  at  the  red_  Pam  to»,  has 
guided  by  a correct  but  unconscious  feeling,  always  speak Lgta 
colours  as  cold,  and  of  red  and  orange  as  warm  tones.  the  *eim0P  ^ 
gradually  moved  from  a point  beyond  the  violet  through  the  visible  spectrum 
to  a point  considerably  beyond  the  red  at  the  other  end  of  the  s^ctmn^a 
rise  of  temperature  is  indicated  which  attains  a maximum  value  ^ os 
tion  P beyond  the  red.  From  this  point  the  pile  indicates  a deciease 


temperature  until  it  reaches  a point,  O,  where  it  ceases  to 

PT‘  > • a'ST.“lfXc«  extending  to  n considerabie 

distance1  beyond  the  red  end  of  the  sPectr“^  rf 

'vhiie  ,l,os,:  wi‘h  ,he 

shortest  wave-lengths  are  the  most  refrangible.  consisti  of  avast 

« L„  the  ~ *-£££ 

the  eye  is  sensitive  only  to  a an.  g the  ether  particles 

ss(2  K -r;.ed 

ss  4L  of  *e  “ of  ",c 
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rays  beyond  the  violet  is  obtained  by  their  action  on  silver  salts,  on 
fluorescent  substances,  &c.  But  whatever  the  wave-length,  the  radiation, 
if  it  falls  on  a lampblack  surface,  is  absorbed  by  it  and  converted  into  heat, 
the  absorption  thus  measuring  the  energy  of  the  incident  radiation.  The 
energy,  measured  in  this  way,  is  greatest  at  the  red  end  and  beyond,  and  we 
often  speak  of  these  rays  as  the  heat  rays  of  the  spectrum,  those  in  the 
visible  part  as  the  light  rays,  and  those  beyond  the  violet  as  the  actinic  rays. 
But  it  must  be  remembered  that  actinic  action  is  not  confined  to  rays  of 
short  wave-length,  any  more  than  thermal  action  is  confined  to  the  red 
rays  ; the  green,  red,  and  infra-red  rays  will  all  produce  photographic 
action  under  proper  conditions.  Indeed,  so  far  as  we  know,  the  only 
physical  distinction  between  light  rays,  heat  rays,  and  chemical  rays  is  that 
of  wave-length. 

Radiation  does  not  leave  the  sun  either  as  light  or  heat,  but  as  radiant 
energy.  If  the  wave-length  of  the  radiation  lies  between  certain  limits,  and 
the  rays  fall  on  the  eye,  we  call  them  light  ; but  those  same  rays  are  capable 
of  decomposing  the  silver  bromide  of  a photographic  plate,  and  are  thus 
actinic  rays  ; they  will  also  raise  the  temperature  of  a blackened  bulb  thermo- 
meter, and  therefore  are  heat  rays. 

If,  in  the  above  case,  prisms  of  other  materials  than  rock  salt  are  used, 
the  position  of  the  maximum  heat  will  be  found  to  vary  with  the  nature  of 
the  prism,  a fact  first  noticed  by  Seebeck.  Thus  with  a prism  of  water  it  is 
in  the  yellow,  with  one  of  crown  glass  in  the  middle  of  the  red,  and  so  on. 
These  changes  are  due  to  the  circumstance  that  prisms  of  different  materials 
absorb  rays  of  different  refrangibility  to  unequal  extents.  But  rock  salt 
practically  allows  radiation  of  all  kinds  to  pass  with  equal  facility,  and  thus 
gives  a normal  spectrum. 

435.  Tyndall’s  researches.— Tyndall  investigated  the  spectrum  pro- 
duced by  the  electric  light  by  the  following  method  The  beam  of 
electric  light,  rendered  parallel  by  a rock-salt  lens,  was  caused  to  pass 
through  a narrow  slit,  and  then  through  a second  lens  of  rock  salt  ; the 
slices  of  white  light  thus  obtained  being  decomposed  by  a prism  of  the  same 
material.  To  investigate  the  thermal  conditions  of  the  spectrum  a linear 
thermo-electric  pile  was  used  ; that  is,  one  consisting  of  a number  of 
elements  arranged  in  a line,  in  front  of  which  was  a slit  that  could  be 
narrowed  to  any  extent.  The  instrument  was  mounted  on  a movable 
bar  connected  with  a fine  screw,  so  that  by  turning  a handle  the  pile 
could  be  moved  through  the  smallest  space.  On  placing  this  apparatus 
successively  in  each  part  of  the  spectrum  of  the  electric  light,  the  heating 
effected  at  various  points  near  each  other  was  determined  by  a delicate 
galvanometer.  As  in  the  case  of  the  solar  spectrum,  the  heating  effect 
gradually  increased  from  the  violet  end  towards  the  red,  and  was  greatest 
in  the  dark  space  beyond  the  red.  The  position  of  the  greatest  heat 
was  about  as  far  from  the  limit  of  the  visible  red  as  the  latter  was  from 
the  green,  and  the  total  extent  of  the  invisible  spectrum  was  found  to  be 
twice  that  of  the  visible. 

The  increase  of  temperature  in  the  dark  space  is  very  considerable.  If 
thermal  intensities— i.e.  relative  amounts  of  radiant  energy  absorbed  by  the 
thermopile-are  represented  by  perpendicular  lines  of  proportionate  length, 


erected  at  those  parts  of  the  spectrum  to  which  they  correspond,  on  passing 
beyond  the  red  end  these  lines  increase  rapidly  and  greatly  in  length 
reach  a maximum,  and  then  fall  somewhat  more  suddenly.  The  ends  of 
these  lines  lie  on  a curve  (fig.  416),  which  beyond  the  red  represents  a 
peak,  quite  dwarfing  that  of  the  visible  spectrum.  The  dark  parts  at  the 


end  represent  the  obscure  radiation.  The  curve  is  based,  in  the  manner 
above  Stated,  on  the  results  obtained  by  Tyndall  with  the  e e^rlC  '|1 
The  upper  curve  in  fig.  417  represents  the  spectrum  of  sunlight  with  a 
rock-salt* prism,  while  the  lower  curve  represents  the  results  obtained  with  a 
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Fig.  417 

flint-glass  prism, 

which 

is  thus  seen 

greatly  diminished.  No»  aqueous  vapour,  like  'vate'- 
rays.  And  probably  the  reason  why  .h. t obscure  paA  of 

obscure*  rays^ave°beet(  already^artially  theamno- 

»»  P^Œ^iS^^  e, eerie  liS,, 
. . - . rr  , . 1 i .-*-\r\ci-ilir*rir  nllSOl  DtlOVl. 


sunlight  is  not  so  intense  as  in  tm = case  «. ’ thg  ous  vap0ur  of 

I^S^Srum^uld  be  examined  outside  the  atmo- 
sphere, it  would  probably  be  found  to  be  more  like 

”h^;:^ffid^"'°;eno„i  observed  that  the 
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position  of  the  maximum  in  the  solar  spectrum  differs  on  different  days  ; 
which  is  probably  due  to  the  varying  absorption  of  the  atmosphere,  in  con- 
sequence of  its  varying  hygrométrie  state.  Secchi,  in  Rome,  found  the 
same  shifting  of  the  maximum  to  occur  in  the  different  seasons  of  the  year  ; 
for  in  winter,  when  there  is  least  moisture  in  the  atmosphere,  the  maximum 
is  farther  from  the  red  than  in  summer,  when  the  aqueous  vapour  in  the  air 
is  most  abundant.  Cooke  found  that  the  faint  black  lines  in  the  solar 
spectrum  attributed  to  the  absorption  of  light  by  our  atmosphere  (see  Book 
on  Optics)  are  chiefly  caused  by  the  presence  of  aqueous  vapour. 

436.  Langley’s  observations. — The  most  accurate  and  complete  investiga- 
tions of  the  energy  spectrum  of  the  sun  are  those  made  by  Langley  ; he 
used  for  this  purpose  a Rowland’s  grating  (662)  so  as  to  avoid  effects  due  to 
absorption,  and  the  heat  in  the  various  parts  in  the  spectrum  thus  produced 
was  measured  by  a bolometer  (932)  which  showed  differences  in  temperature 


of  0-00001°  F.  He  obtained  in  this  way  a spectrum  invisible  to  the  eye 
extending  beyond  the  red  to  20  times  the  length  of  the  visible  spectrum. 
Fig.  418  represents  about  two-thirds  of  this  length,  extending  to  a wave-length 
of  5 n-o-ooc,  mm.  The  absorption  of  the  radiation  by  the  bolometer  beghis 
to  be  measurable  just  outside  the  violet  at  a wave-length  of  about  0-25  fj , and 
is  at  a maximum  at  a wave-length  of  0-65  fjL.  The  depressions  in  the  curve 
represent  the  dark  lines,  or  what  are  called  Fraunhofer1  s lines  (585). 

For  detads  of  the  experiments  and  interpretation  of  the  results  the 
student  should  consult  the  original  paper,  Phil.  Mag.  [v]  vol.  26,  p.  505. 

437-  Luminous  and  obscure  radiation.— The  radiation  from ’a  luminous 
object,  a gas  flame,  for  example,  is  of  a composite  character  ; a portion  con- 
sists of  what  we  term  ljght,  but  a far  greater  part  consists  of  heat  rays, 
which  are  insensible  to  our  eyes,  being  unable  to  affect  the  optic  nerve. 
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When  this  mixed  radiation  falls  upon  the  blackened  face  of  a thermo-electric 
pile  the  whole  of  it  is  taken  to  be  absorbed,  the  light  by  this  act  being 
converted  into  heat,  and  affecting  the  instrument  proportionally  with  the 
invisible  rays.  The  total  radiation  of  a luminous  source,  expressed  in  heat 
or  energy  units,  can  thus  be  measured.  By  introducing  into  the  path  of  the 
rays  a body  capable  of  stopping  either  the  luminous  or  the  obscure  radiation, 
we  can  ascertain  by  the  comparative  action  on  the  pile  the  relative  quanti- 
ties of  heat  and  light  radiated  from  the  source.  Mellom  sought  to  do  this 
by  passing  a luminous  beam  through  a layer  of  water  containing  alum 
in  solution,  a liquid  which  he  found  in  previous  experiments  absorbed 
all  the  radiation  from  bodies  heated  under  incandescence.  Comparing 
the  transmission  through  this  liquid-which  allowed  the  luminous  but  not 
the  obscure  part  of  the  beam  to  pass-with  the  transmission  through  a 
plate  of  rock  salt-which  affected  neither  the  luminous  nor  the  obscure 
radiation,  but  gave  the  loss  due  to  reflection— Mellom  found  that  90  per  cent, 
of  the  radiation  from  an  oil  flame  and  99  per  cent,  of  the  radiation  from 
an  alcohol  flame  consist  of  invisible  calorific  rays.  Tyndall  employed  a 
solution  of  iodine  in  carbon  bisulphide,  which  he  found  to  be  miperviou 
to  the  brightest  light,  but  very  pervious  to  radiation  of  great  wave-lengt  , 
only  a slight  absorption  being  effected  by  the  bisulphide.  By  comparing 
^transmission  through  the  transparent  bisulphide,  and  that  through 
same  liquid  rendered  opaque  by  iodine,  the  value  of  the  luminous  radiation 
from  various  sources  was  found  to  be  as  follows  . 


Source 

Luminous 

Obscure 

Red-hot  spiral 

• o 

IOO 

Hydrogen  flame 

• o 

IOO 

97 

96 

95'4 

Oil  flame 
Gas  flame 
White-hot  spiral  . 

• 3 

• 4 

. • • 4-6 

Electric  light  . 

• io 

90 

Here  by  direct  experiment  the  ratio  of  luminous  to  obscure  rays  in 
the  electric  light  is  found  to  be  to  per  cent,  of  the  total  rad.at.on.  By 
orismatic  analysis,  the  curve  shown  in  fig.  4'6  was  obtained,  graphica  > 
representing  the  proportion  of  luminous  to  obscure  rays  in  the  electric 
S ! by “calculating  the  areas  of  the  two  spaces  ,n  the  diagram  he 
obscure  portion,  DCBA,  is  found  to  be  nearly  ten  times  as  laige  as 

himmous  one  DC£  rays.-We  shall  find,  in  speaking  of 

the  h, mi, Tons  spectrum  (575),  that  beyond  the  violet  there 

• ■ -i  i L ti1P  pvp  but  which  are  distinguished  by  their  cnemicai 

“ti„:"  « are  s^ole/of  as'  tire  actinic  or  chemical  rays  they  are  also 
known  as  the  Rilric  rays,  from  the  philosopher  who  first  discovered  then 

eXiSSt"kes  as  we  shall  afterwards  see  in  the  Book  on  Optics,  succeeded  n, 
converting  these  rays  into  visible  rays  of  lower  refrang.bihty  ; so  Tynda  l 
effected  the  corresponding  but  inverse  change,  an  "rocasuh,  pointsTf 

^ ^ nrirror 
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so  that  the  rays  after  reflection  were  concentrated  to  a focus  about 
6 inches  distant.  On  the  path  of  the  beam  was  interposed  a cell  full  of 
a solution  of  iodine  in  carbon  bisulphide,  which  (437)  has  the  power  of 
completely  stopping  all  luminous  radiation,  but  gives  free  passage  to 
the  non-luminous  rays.  A piece  of  platinum  placed  in  the  focus  of  the 
beam,  thus  sifted,  was  raised  to  incandescence  by  the  perfectly  invisible 
rays.  In  like  manner  a piece  of  charcoal  in  vacuo  was  heated  to  red- 
ness. 

By  a proper  arrangement  of  the  carbon  points  a metal  may  be  raised 
to  whiteness,  and  the  light  now  emitted  by  the  metal  yields  on  prismatic 
analysis  a brilliant  luminous  spectrum,  which  is  thus  entirely  derived  from 
the  invisible  rays  beyond  the  red.  This  transmutation  of  non-luminous  into 
luminous  heat  Tyndall  called  calorescence. 

When  the  eye  was  cautiously  placed  in  the  focus,  guarded  by  a small 
hole  pierced  in  a metal  screen,  so  that  the  converged  rays  should  only  enter 
the  pupil  and  not  affect  the  surrounding  part  of  the  eye,  no  impression  of 
light  was  produced,  and  thei-e  was  scarcely  any  sensation  of  heat.  A con- 
siderable portion  was  absorbed  by  the  humours  of  the  eye,  but  yet  a power- 
ful beam  undoubtedly  reached  the  retina  ; for,  as  Tyndall  showed  by  a 
separate  experiment,  about  18  per  cent,  of  the  obscure  radiation  from  the 
electric  light  passed  through  the  humours  of  an  ox’s  eye. 

439-  Transmission  of  thermal  rays. — Melloni  examined  the  absorption  of 
heat  by  solids  and  liquids  by  the  apparatus  represented  in  fig.  419,  where  AB 


Fig.  419 


is  the  thermopile  ; « is  a support  for  the  source  of  heat,  in  this  case  a 
Locatelh’s  lamp  > F and  E are  screens,  C is  a support,  and  D the  galvano- 
To express  the  power  which  bodies  have  of  transmitting  heat,  Melloni 
used  the  term  diathermancy  : diathermancy  bears  the  same  relation  to 
radiant  heat  that  transparency  does  to  light  ; and  in  like  manner  the  power 
of  stopping  radiant  heat  is  called  athermancy , which  thus  corresponds  to 
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opacity  for  light.  A diathermanous  substance  is  one  which  allows  incident 
radiation  to  pass  through  it,  apart  from  any  consideration  of  the  wave-length 
of  the  radiation.  A transparent  substance  transmits  waves  of  medium 
length,  and  may  or  may  not  be  opaque  to  the  very  long  or  very  short  waves. 
A substance  may  be  absolutely  opaque  and  yet  allow  the  ultra-violet  or  the 
infra-red  waves,  or  both,  to  pass.  When  heat  rays  are  spoken  of,  it  must 
be  understood  that  infra-red  rays  are  generally  meant.  In  experimenting 
on  the  diathermancy  of  liquids,  Melloni  used  glass  troughs  with  parallel 
sides,  the  thickness  of  the  liquid  layer  being  0-36  inch.  The  radiation  of  an 
Argand  lamp  was  first  allowed  to  fall  directly  on  the  face  of  the  pile,  and 

the  deflection  produced  in  the  galvanometer  taken  as  measuring  the  total 

radiation  t\  the  substance  under  examination  was  then  interposed,  and  t e 
deflection  noted.  This  corresponded  to  the  quantity  of  heat,  t,  which 
transmitted  by  the  substance.  Hence 

t'  : t : : 100  : -t 

the  percentage  of  rays  transmitted.  Thus  calling  the  total  radiation  100, 
Melloni  found  that 


Carbon  bisulphide  transmitted 
Olive  oil  „ 

Ether  », 

Sulphuric  acid  ,, 

Alcohol  ,, 

Solution  of  alum  or  sugar  „ 
Distilled  water  „ 


63 
30 
21 
17 
15 
12 
1 1 


In  experimenting  with  solids  they  were  cut  into  plates  o'i  inch  in  thick- 
ness, and  it  was  found  that  of  every  100  rays  there  were  transmitted  by 


Rock  salt 
Smoky  quartz 
Transparent  lead  carbonate 


92  Selenite 

67  Alum  . 

52  Copper  sulphate 


20 

12 


The  transmission  of  radiation  through  liquids  was  re-examined  by  Tyndall 

™ Sy  p™,apS‘“ss  15  ?rL«s 

San  a 

with  liquids  in  the  vanous  >h,ckn«  - n tat Pcr  cent. 

absorption  Iron,  too.  Thus  a 
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layer  of  water  o-2  inch  thick  absorbs  807  and  transmits  19-3  per  cent,  of 
the  radiation  from  a red-hot  spiral. 


Absorption  of  heat  by  liquids 


Liquid 

Thickness  of  liquids  in  parts  of  an  inch 

0*02 

0*04 

0*07 

0*14 

0*27 

Carbon  bisulphide  . 

5‘5 

8-4 

12-5 

15-2 

i7‘3 

Chloroform 

i6-6 

25-0 

35’o 

40-0 

44-8 

Methyl  iodide  . 

36-1 

46-5 

53'2 

65-2 

68-6 

Benzole  .... 

43 ’4 

557 

62-5 

7 1-5 

73-6 

Amylene  .... 

58-3 

65-2 

73-6 

777 

82-3 

Ether  .... 

63-3 

73'5 

76-1 

78-6 

85-2 

Alcohol  .... 

67-3 

78-6 

83-6 

85-3 

89-1 

Water  .... 

807 

86-i 

88-8 

91-0 

91-0 

It  thus  appears  that  there  is  no  connection  between  diathermancy  and 
transparency.  These  liquids,  which  are  all  colourless  and  transparent, 
vary  as  much  as  75  per  cent,  in  the  amount  of  heat  transmitted.  Smoky 
quartz,  which  is  nearly  opaque  to  light,  transmits  heat  very  well  ; while 
alum,  which  is  perfectly  transparent,  cuts  off  88  per  cent,  of  heat  rays.  As 
there  are  different  degrees  of  transparency,  so  there  are  different  degrees 
of  diathermancy  ; and  the  one  cannot  be  predicated  from  the  other. 

440.  Influence  of  the  nature  of  the  source  of  heat. — The  diathermanous 
power  differs  greatly  with  the  radiation  from  different  sources,  as  is  seen  from 
the  following  table,  in  which  the  numbers  express  what  proportion  of  every 
100  rays  from  the  different  sources  of  heat  incident  on  the  plates  is  trans- 
mitted : — 

Transmission  of  radiation 


Locatelli’s 

Copper  at  400° 

Copper  at  100 

lamp 

platinum  wire 

Rock  salt 

92 

92 

92 

92 

Fluor  spar 

78 

69 

42 

33 

Plate  glass 

39 

24 

6 

O 

Black  glass 

26 

55 

12 

O 

Selenite  . 

14 

5 

2 

O 

Alum 

9 

0 

O 

Ice  .... 

6 

0-5 

O 

O 

Rock  salt  is  here  stated  to  transmit  all  kinds  of  heat  with  equal  facility,  and 
to  be  the  only  substance  which  does  so.  It  is  analogous  to  white  glass 
which  is  transparent  for  light  from  all  sources.  Fluor  spar  transmits  78  per 
cent,  of  the  rays  from  a lamp,  but  only  33  of  those  from  a blackened  surface 
at  ioo°.  A piece  of  plate  glass  only  one-tenth  of  an  inch  thick,  and  perfectly 
transparent  to  light,  is  opaque  to  all  the  radiation  from  a source  of  ioo°, 
transmits  only  6 per  cent,  of  the  heat  from  a source  at  400°,  and  but  39  of 
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the  radiation  from  the  lamp.  Black  glass,  on  the  contrary  though  it  cuts 
off  all  heat  from  a source  at  ioo°,  allows  12  per  cent,  of  that  from  the 
source  at  400°  to  pass,  and  is  equally  transparent  to  the  heat  from  the  spiral, 
but  on  account  of  its  blackness  is  more  opaque  to  the  heat  from  the  lamp. 
As  we  have  already  seen,  every  luminous  ray  is  a heat  ray  ; now  as  several 
of  the  substances  in  this  table  are  pervious  to  all  the  luminous  rays,  and  yet, 
as  in  the  case  of  ice,  transmit  about  6 per  cent,  of  the  radiation  fiom  a 
luminous  source,  we  have  an  apparent  anomaly  ; which,- however,  is  only  a 
confirmation  of  the  remarkably  small  ratio  which  the  energy  of  the  luminous 

ravs  of  a lamp  bears  to  that  of  the  obscure. 

yFrom  these  experiments  Melloni  concluded  that  as  the  temperature 
of  the  source  rose,  more  heat  was  transmitted.  This  was  con  finned  by 
Tyndall  The  platinum  lamp  (435)  was  used  as  the  source,  *e  temperature 
of  which  could  be  varied  from  a dark  to  a brilliant  white  heat  by  a gradual 
augmentation  of  the  strength  of  the  electric  current  which  heated  the  platinum 
sofral  Instead  of  liquids,  vapours  were  examined  in  a manner  to  be  de- 
scribed subsequently^  the  results  of  experiments  are  given  m the  following 

table. 

Absorption  of  radiation  by  vapours 


Source,  platinum  spiral 

Name  of  vapour 

Barely  visible 

Bright  red  | 

White  hot 

Near  fusion 

Carbon  bisulphide  . 
Chloroform  . 
Methyl  iodide 
Benzole  . 

Ether  . 

Formic  ether  . 
Acetic  ether  . 

6-5 

9-1 

12-5 

26-4 

43'4 

45-2 

49-6 

47 

6-3 

9-6 

20-6 

3r4 

3r9 

34’6 

2-9 

5-6 

7-8 

16'S 

25-9 

25-1 

27‘2 

" 2-5 

3'9 

237 

21-3 

The  percentage  of  rays  absorbed  is ; heryaten  wjrni 

as  the  temperature  of  the  s<,ul^c  n^  ' penetrative  power  in  the  rays 
not,  however,  invariably  produce  a hig P than  any  of  the 

emitted  : the  rays  from  sources  than  are  the  rays 

foregoing  are  more  lar§' J ^ y t mentioned.  Thus,  the  radia- 

emitted  from  any  one  of  the  sources  y b a layer  of  water 

tion  from  a hydrogen  flame  was  complete  y P cent,  of  the 

only  0-27  of  an  inch  th.ck,  the  same  laye.  t.am«  9P  The 

radiation  from  the  red-hot  spna  , a s heated  water  emits  (and  water- 

explanation  of  this  is,  that  those  ray f flame)  are  the 

the  product  of  combustion  is  t re  1 < absorbs  This  statement,  which 

very  ones  which  this  phenomena  in  the  case 

will  become  clearer  aftei  consul  g , tion  of  the  radiation  from  a 
of  light,  was  exemplified  by  t îe  pow  ‘ It  w;fl  be  seen  presently  (443) 
carbonic  oxide  flame  by  caibon  c ac  ^ . lene  absorbs  tcn  times 

f>°m  a ca,bon,c 
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oxide  flame  Tyndall  found  carbonic  acid  absorbed  twice  as  much  as  ethylene. 
Carbonic  acid,  at  a pressure  of  a tenth  of  an  atmosphere,  enclosed  in  a 
tube  4 feet  long,  absorbs  60  per  cent,  of  the  radiation  from  a carbonic  oxide 
flame.  Radiation  of  this  character  can  thus  be  used  as  a delicate  test  for 
the  presence  of  carbonic  acid,  the  amount  of  which  may  even  be  accurately 
measured  by  the  same  means.  Professor  Barrett  made  in  this  way  a physical 
analysis  of  the  human  breath.  In  one  experiment,  the  carbonic  acid  con- 
tained in  breath  physically  analysed  was  found  to  be  4-65  per  cent.,  whilst 
the  same  breath  chemically  analysed  gave  4-66  per  cent. 

441.  Influence  of  the  thickness  and  nature  of  screens. — It  will  be  seen 
from  the  table  (440)  that  of  every  100  rays  incident  upon  it  rock  salt  trans- 
mits 92.  The  other  8 may  either  have  been  absorbed  or  reflected  from  the 
surface  of  the  plate.  According  to  Melloni,  the  latter  is  the  case  ; for  if, 
instead  of  on  one  plate,  heat  be  allowed  to  fall  on  two  or  more  plates  whose 
total  thickness  does  not  exceed  that  of  the  one,  the  quantity  of  heat  arrested 
will  be  proportional  to  the  number  of  reflecting  surfaces.  Pie  therefore  con- 
cluded that  rock  salt  was  quite  diathermanous.  Later  experiments  show 
that  this  conclusion  is  not  strictly  correct  ; rock  salt  does  absorb  a very 
small  proportion  of  infra-red  rays. 

The  quantity  of  heat  transmitted  through  rock  salt  is  practically  the 
same,  whether  the  plate  be  1,  2,  or  4 millimetres  thick.  But  with  other  bodies 
absorption  increases  with  the  thickness,  although  by  no  means  in  direct 
proportion.  This  is  seen  to  be  the  case  in  the  table  of  absorption  by  liquids 
at  different  thicknesses.  The  following  table  tells  what  proportion  of 
1000  rays  from  a Locatelli’s  lamp  pass  through  a glass  plate  of  the  given 
thickness  : — 


Thickness  in  millimetres  0-5  1 2 3 4 5 6 7 8 

Rays  transmitted  . . 77S  733  682  653  634  620  609  600  592 

The  absorption  takes  place  in  the  first  layers  ; the  rays  which  have  passed 
these  possess  the  property  of  passing  through  other  layers  in  a higher  degree 
so  that  beyond  the  first  layers  the  heat  transmitted  approaches  a certain 
constant  value.  If  a thin  glass  plate  be  placed  behind  another  glass  plate 
a centimetre  thick,  the  former  diminishes  the  transmission  by  little  more 
than  the  reflection  from  its  surface.  But  if  a plate  of  alum  were  placed 
behind  the  glass  plate,  the  result  would  be  different,  for  the  latter  is  opaque 
to  much  of  the  radiation  transmitted  by  glass. 

1 fRa?'atlon’  therefore,  which  has  traversed  a glass  plate  traverses  another 
plate  of  the  same  material  with  very  slight  loss,  but  is  absorbed  to  a large  extent 
,Jy  a plate  of  alum-  0f  100  rays  which  had  passed  through  green  glass  or 
ourmahne,  only  5 and  7 were  respectively  transmitted  by  a similar  plate  of 
urn.  A plate  of  blackened  rock  salt  only] transmits  infra-red  rays,  while 
urn  extinguishes  them.  Consequently,  when  these  two  substances  are 
supei posed,  a system  impervious  to  all  radiation  is  obtained 

Besides  thickness  and  colour,  the  polish  of  a substance  influences  the 
transmission  Glass  plates  of  the  same  size  and  thickness  transmit  more 
radiation  as  their  surface  is  more  polished.  Bodies  which  transmit  heat  of 
any  kind  very  readily  are  not  heated.  Thus  a window  pame TncX  much 
eated  by  the  strongest  sun’s  heat  ; but  a glass  screen  held  before  a common 

F F 2 
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fire  stops  most  of  the  heal,  and  is  itself  heated  thereby.  The  reason  of  this 
is  that  by  far  the  greater  part  of  the  radiation  from  a fire  >s  due  to  obscure 
or  infra-red  rays,  and  glass  is  opaque  to  this  kind  of  radiation. 

442.  Absorption  of  radiation  from  sources  at  different  temperatures. 
Experiments  were  made  by  Melloni  to  determine  the  relative  absorption  by 
a number  of  substances  of  the  rays  emitted  by  red-hot  platinum,  copper  at 
400°,  and  copper  at  ioo°.  The  results  are  as  follows 

Relative  absorptive  powers 


1 

Incandescent 

platinum 

Copper  at  400° 

Copper  at  ioo°  ! 

— 

Lampblack  • 

White  lead  • 

Isinglass 

Indian  ink  • 

Shellac 

Polished  metal  . 

100 

56 

54 

95 

47 

i3'5 

100 

89 

64 

87 

70 

J3 

100 

100 

91 

85 

1 72 

! ^ 

completely.  In  consequence  J^P^Sl^ISSE,  as  it  is  the 
used  for  investigating  radian  - behaviour  of  metals  is  the  reverse 

borr  °onambX“‘  soutces  in  the  same 

degree.  They  are  to  hear what  ^Xents  on  'coloured  pieces  of 

Nearly  a century  ago  Frank  ? , ■ sinbing  into  snow  on 

cloth,  and  found  their  the  darkness  of  the  colour.  But 

fa' » be  drawn  from  Franklin’s  experiments  only  hold  good 
tact,  tne  coi  crbt  such  as  he  employed. 


Cnrf  the  conclusions  to  ucuuuyn  .to...*  * , , 

for  luminous  heat,  especially  sunlight  ^ ^fceptible  of  polarisation 

The  rays  of  heat,  like  the  after  U.. 


ana  aouuie  lawbitv...  lx 

subject  of  light  has  been  treated.  radiant  heat.— This  subject  was 

- f !t0TynSeThetp““s  E used  is  represented  in  the  adja- 

cenOigure,  J a/rangement  W, 

A (fig.  quo)  is  a cylinder  abou  4 feel  t m length  an  ^ ^ ^ . 

Placed  horizontally,  the  ends  o 1 ^ wilh  an  air-pump  and 

by  means  of  a lateral  tube  at  ? serves  for  the  introduction  of 

exhausted  ; while  at  tv s connected  with  a delicate  galvano- 

gases  and  vapours.  1 is  a tneimup  , 

metC^sM;tTcfof°hI^  was  either  a Leslie’s  cube  filled 
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with  boiling  water,  or  else  a sheet  of  blackened  copper  heated  by  gas.  The 
radiation  from  it  passed  through  the  exhausted  tube  A and  fell  on  one  face 
of  the  thermopile.  D was  another  cube  of  boiling  water  placed  so  as  to 
radiate  on  the  opposite  face  of  the  pile,  the  amount  of  heat  falling  on  the 


i) 


s 


Fig.  420 


pile  from  this  compensating  cube  being  regulated  by  means  of  a movable 
screen  S.  Since  the  strength  of  the  thermo-electric  current,  and  therefore 
the  deflection  of  the  galvanometer  needle,  depends  upon  the  difference  of 
temperature  of  the  two  faces  of  the  thermopile,  it  is  clear  that  when  the 
compensation  by  D is  perfect  there  will  be  no  deflection,  however  high  may 
be  the  temperature  on  either  side.  If  now  a gas  be  admitted  into  the 
exhausted  tube,  any  power  of  absorption  it  may  possess  will  be  indicated 
by  the  destruction  of  this  equilibrium,  and  preponderance  of  the  radiation 
from  the  compensating  cube  by  an  amount  corresponding  to  the  heat  cut  off 
by  the  gas.  Examined  in  this  way,  dry  air,  hydrogen,  and-  nitrogen  were 
found  to  exert  an  almost  inappreciable  effect  ; their  presence  as  regards 
radiant  heat  being  but  little  different  from  a vacuum.  But  with  ethylene  and 
other  complex  gases  the  case  was  entirely  different.  Representing  by  the 
number  1 the  quantity  of  radiant  heat  absorbed  by  air,  ethylene  absorbs 
970  times,  and  ammoniacal  gas  1195  times,  this  amount.  In  the  following 
table  is  given  the  absorption  of  obscure  heat  by  various  gases,  referred  to 
air  as  unity  : — 


Name  of  gas 

Absorption 
under  30  inches 
of  pressure 

Name  of  gas 

Absorption 
under  30  inches 
of  pressure 

Air  ... 

r 

Carbonic  acid 

90 

Oxygen 

( 

Nitrous  oxide 

335 

Nitrogen 

1 

Marsh  gas  . 

403 

Hydrogen  . 

1 

Sulphurous  acid  . 

710 

Chlorine 

39 

Ethylene 

970 

Hydrochloric  acid 

62 

Ammonia  . 

H95 

If,  instead  of  comparing  the  gases  at  a common  pressure  of  one  atmo- 
sphere, they  are  compared  at  a common  pressure  of  an  inch,  their  differences 
in  absorption  are  still  more  strikingly  seen.  Thus,  assuming  the  absorption 
by  1 inch  of  dry  air  to  be  1,  the  absorption  by  1 inch  of  ethylene  is  7950, 
and  by  the  same  amount  of  sulphurous  acid  8800. 

444.  Influence  of  pressure  and  thickness  on  the  absorption  of  heat  by 
gases.— The  absorption  of  heat  by  gases  varies  with  the  pressure  ; this 
variation  is  best  seen  in  the  case  of  those  gases  which  have  considerable 
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absorptive  power.  Taking  the  total  absorption  by  atmospheric  air  under 
ordinary  pressure  at  unity,  the  numbers  of  ethylene  under  a pressure  of  i, 
3,  5,  7,  and  io  inches  of  mercury  are  respectively  90,  142,  168,  182,  and  193. 
Thus  ethylene,  at  a pressure  of  one-thirtieth  of  an  atmosphere,  exerts  90 
times  the  absorption  of  air  at  ordinary  pressure,  and  the  absorption  increases 
with  the  density. 

In  these  experiments  the  length  of  the  experimental  tube  remained  the 
same,  whilst  the  pressure  of  the  gas  within  it  was  caused  to  vary  ; in  subse- 
quent experiments  the  pressure  of  the  gas  was  kept  constant,  whilst  the 
length  of  the  tube  was,  by  suitable  means,  varied  from  o'oi  of  an  inch  up  to 
50  inches.  The  source  was  a heated  plate  of  copper  ; of  the  total  radiation 
from  this  nearly  2 per  cent,  was  absorbed  by  a film  of  ethylene  -oi  of  an 
inch  thick,  upwards  of  9 per  cent,  by  a layer  of  the  same  gas  o-i  of  an  inch 
thick,  33  per  cent,  by  a layer  2 inches  thick,  68  per  cent,  by  a column 
20  inches  long,  and  77  per  cent,  by  a column  rather  more  than  4 feet  long. 

445.  Absorptive  power  of  vapours.— The  absorptive  power  of  ethylene  is 
exceeded  by  that  of  several  vapours.  The  liquid  from  which  the  vapours 
were  to  be  produced  was  enclosed  in  a small  flask,  which  could  be  attached 
with  a stopcock  to  the  exhausted  experimental  tube.  The  absorption  was 
then  determined  after  admitting  the  vapours  into  the  tube  in  quantities 
measured  by  the  pressure  of  the  barometer  gauge  attached  to  the  air-pump. 

The  following  table  shows  the  absorption  of  vapours  under  pressures 
varying  from  o-i  to  1 inch  of  mercury,  the  unit  being  the  absorption  of  air 
at  atmospheric  pressure  : — 


- 

Absorption  under  pressure  in 

inches  of  mercury 

Name  of  vapours 

0*1 

o'5 

I r-o 

Carbon  bisulphide  . 

Benzole  . 

Chloroform  . 

Ether  . 

Alcohol 

Acetic  ether  . 

15 

66 

85 

300 

325 

590 

47 

182 

182 

710 

622 

980 

1 62 
267 
236 
870 

1195 

Odours  from  the  essential  oils  exercised  a marKea  mnucnec  uu 
heat  Dry  air  was  allowed  to  pass  through  a tube  containing  dried  paper 
impregnated  with  various  essential  oils,  and  then  admitted  into  the  experi- 
ment tube.  Taking  the  absorption  of  dry  air  as  unity,  the  following  were 
the  numbers  respectively  obtained  for  air  scented  with  various  oils 
Patchouli  31,  otto  of  roses  37,  lavender  60,  thyme  68,  rosemary  74,  cassia  ,09 
aniseed  372.  Thus  the  perfume  of  a flower-bed  absorbs  a large  percent,  g 

of  the  heat  of  low  refrangibility  emitted  from  it.  k- 

Ozone  prepared  by  electrolysing  water  was  also  found  to  have  a lem. 
able  absorptive  effect.  The  small  quantity  of  ozone  present  in  electio  \ 
*::  »«  found  m one  experiment  to  exercise  ,36  rimes  the  absorpnon 

of  the  entire  mass  of  the  oxygen  itself.  TvndalPs 

But  the  most  important  results  are  those  which  follow  from  Tyndalls 
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experiments  on  the  behaviour  of  aqueous  vapour  to  radiant  heat.  Exhausting 
the  tube,  and  admitting  the  ordinary  undried,  but  not  specially  moist,  air  from 
the  laboratory,  the  absorption  was  72  times  as  great  as  that  due  to  dry  air. 
The  difference  between  dried  and  undried  air  can  only  be  ascribed  to  the 
aqueous  vapour  the  latter  contains.  Thus  on  a day  of  average  humidity  the 
absorption  due  to  the  transparent  aqueous  vapour  present  in  the  atmosphere 
is  72  times  as  great  as  that  of  the  air  itself,  though  in  quantity  the  latter  is 
about  200  times  greater  than  the  former.  Analogous  results  were  obtained 
on  different  days,  and  with  specimens  of  air  taken  from  various  localities. 

The  absorptive  action  which  the  aqueous  vapour  in  the  atmosphere  exerts 
on  the  sun’s  heat  has  been  established  by  a series  of  actinometrical  observa- 
tions made  by  Soret  at  Geneva  and  on  the  summit  of  Mont  Blanc  ; he  found 
that  the  intensity  of  the  solar  heat  on  the  top  of  Mont  Blanc  is  f of  that 
at  Geneva  ; in  other  words,  that  of  the  heat  which  is  radiated  at  the  height 
of  Mont  Blanc,  about  ^ is  absorbed  in  passing  through  a vertical  layer  of 
the  atmosphere  14,436  feet  in  thickness.  The  same  observer  has  found  that 
with  the  sun  at  heights  which  are  virtually  equal  there  is  the  smallest  trans- 
mission of  heat  on  those  days  on  which  the  pressure  of  aqueous  vapour  is 
greatest  ; that  is,  when  there  is  most  moisture  in  the  atmosphere. 

446.  Radiating  power  of  gases. — Tyndall  also  examined  the  radiating 
power  of  gases.  A red-hot  copper  ball  was  placed  so  that  the  current  of 
heated  air  which  rose  from  it  acted  on  one  face  of  a thermopile  ; this  action 
was  compensated  by  a cube  of  hot  water  placed  in  front  of  the  opposite  face. 
On  then  allowing  a current  of  dry  ethylene  from  a gasholder  to  stream 
through  a ring  burner  over  the  heated  ball,  and  thus  supplant  the  ascending 
current  of  hot  air,  it  was  found  that  the  gas  radiated  energetically.  By  com- 
paring in  this  manner  the  action  of  many  gases  it  was  discovered  that,  as  is 
the  case  with  solids,  those  gases  which  are  the  best  absorbers  are  also  those 
which  radiate  most  freely. 

447.  Relation  of  absorption  to  molecular  state. — After  examining  the 
absorption  of  heat  by  vapours,  Tyndall  tried  the  same  substances  in  a liquid 
form  in  the  same  conditions  of  experiment.  The  source  of  heat  was  a spiral 
of  platinum  heated  to  redness  by  an  electric  current  of  known  strength  ; and 
plates  of  rock  salt  were  invariably  employed  in  the  case  of  both  vapours  and 
liquids.  Finally,  the  absorption  by  the  vapours  was  re-measured  ; in  this 
case  by  introducing  into  the  experimental  tube,  not,  as  before,  equal  quanti- 
ties of  vapour,  but  amounts  proportional  to  the  density  of  the  liquid.  When 
this  last  condition  had  been  attained,  it  was  found  that  the  order  of  absorp- 
tion by  a series  of  liquids,  and  by  the  same  series  when  turned  into  vapour, 
was  precisely  the  same.  Thus  the  substances  tried  stood  in  the  following 
order  as  liquid  and  as  vapour,  beginning  with  the  feeblest  absorbent,  and 
ending  with  the  most  powerful 

Liquids  Vapours 

Carbon  bisulphide  ....  Carbon  bisulphide. 

Chloroform  ......  Chloroform. 

Ethyl  iodide Ethyl  iodide. 

Benzole  ......  Benzole. 

Ether Ether. 

Alcohol Alcohol. 

Water 
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A direct  determination  of  aqueous  vapour  could  not  be  made,  on  account 
of  its  small  elastic  force  and  the  hygroscopic  nature  of  the  rock  salt.  But  the 
undeviating  regularity  of  the  absorption  by  all  the  other  substances  in  the  list, 
both  as  liquids  and  vapour,  establishes  the  fact,  which  is  corroborated  by 
the  experiments  already  mentioned,  that  aqueous  vapour  is  one  of  the  most 

energetic  absorbents  of  heat.  . 

In  this  table  it  will  be  noticed  that  those  substances  which  have  the 
simplest  chemical  constitution  stand  first  in  the  list,  with  one  anomalous 
exception,  namely,  that  of  water.  In  the  absorption  of  heat  by  gases,  Tyndall 
found  that  the  elementary  gases  were  the  feeblest  absorbents,  while  the 
gases  of  most  complex  constitution  were  the  most  powerful  absorbents  Thus 
it  may  be  inferred  that  absorption  is  mainly  dependent  on  chemical  consti- 
tution ; that  is  to  say,  that  absorption  and  radiation  are  molecular  acts 

independent  of  the  physical  condition  of  the  body. 

448.  Applications.— The  properties  which  bodies  possess  of  absorbing, 
emitting,  and  reflecting  heat  meet  with  numerous  applications  in  domestic 
economy  and  in  the  arts.  Leslie  stated  in  a general  manner  that  white 
bodies  reflect  heat  very  well,  and  absorb  very  little,  and  the  contrary  is 
the  case  with  black  substances.  As  we  have  seen,  this  principle  is  not 
generally  true,  as  Leslie  supposed  ; for  example,  white  lead  has  as  great  an 
absorbing  power  for  non-luminous  rays  as  lampblack  (442)-  Leslie  s princip 
applies  to  powerful  absorbents  like  cloth,  cotton,  wool,  and  other  organic 
substances  when  exposed  to  radiation  from  luminous  sources  According  ) , 
inmost  suitable  coloured  clothing  for  summer  is  just  that  which  experience 
has  taught  us  to  use,  namely,  white,  for  it  absorbs  less  of  the  sun’s  rays  than 

black  clothing,  and  hence  feels  cooler. 

The  polished  fire-irons  before  a fire  are  cold,  whilst  the  black  fender  ,s 

often  unbearably  hot.  If,  on  the  contrary,  a liquid  is  to  be  kept  hot  as  long 

Ï poSbk  it  must  be  placed  in  a brightly  polished  metalhc  vessel  for 

then  the  emissive  power  being  less,  the  cooling  is  slower  Hence  1 

’ . cu-at  rVip  steam  oiries  &c.,  of  locomotives  should  be  kept 

advantageous  that  the  steam  pipes,  cxc.,  , ■ f th  v bv 

bright  In  the  Alps,  the  mountaineers  accelerate  the  fusion  of  sno  > 

covering  it  with  earth,  which  increases  the  absorbing  power. 

In  our  dwellings,  the  outside  of  stoves  and  of  hot- water  apparatus  ou 

to  be  black,  and  the  insides  of  fireplaces  ought  to  be bedwÉ  firebrick, 

a,r 

moirmatasTprobably  due  to  ihe  comparative  absence  of  aqueous  vapour  a, 

theSL“derab,e  part  of  solar  radiation  is  t^s^^er,^ 

- as  tuts  and’  burn  the 

leaves  on  which  they  rest.  ,,  i ana  light  radiated 

from  tS“ut“  S2-- lampblack,  or  still  better  with 
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iodine,  transmits  heat,  i.c.  the  infra-red  rays,  but  completely  stops  light.  On 
the  other  hand,  alum,  either  as  a plate  or  in  solution,  ora  thin  layei  of  water, 
is  permeable  to  light,  but  stops  all  the  heat  from  obscure  sources.  This  pro- 
perty is  made  use  of  in  apparatus  illuminated  by  the  sun’s  rays,  in  order  to  sift 
the  rays  of  their  heating  power  ; a vessel  full  of  water  or  a solution  of  alum 
is  used  with  the  electric  light  when  it  is  desirable  to  avoid  too  intense  a heat. 

In  gardens,  the  use  of  shades  to  protect  plants  depends  partly  on  the 
diathermancy  of  glass  for  heat  from  luminous  rays  and  its  atheimancy  foi 
obscure  rays.  The  heat  which  radiates 
from  the  sun  is  largely  of  the  former 
quality,  but  by  contact  with  the  earth  it 
is  changed  into  obscure  heat,  which,  as 
such,  cannot  retraverse  the  glass.  This 
explains  the  manner  in  which  greenhouses 
accumulate  their  warmth,  and  also  the 
great  heat  experienced  in  summer  in 
rooms  having  glass  roofs,  for  the  glass  in 
both  cases  acts,  as  it  were,  as  a valve 
which  effectually  entraps  the  solar  rays. 

On  the  same  principle  plates  of  glass  are 
frequently  used  as  screens  to  protect  us 
from  the  heat  of  a fire  ; the  glass  allows 
us  to  see  the  cheerful  light  of  the  fire,  but 
intercepts  the  larger  part  of  the  heat 
radiated  from  the  fire.  Though  the 
screens  Thus  become  warm  by  the  heat 
they  have  absorbed,  yet,  as  they  radiate 
this  heat  in  all  directions  towards  the  fire 
as  well  as  towards  us,  we  finally  receive 
less  heat  when  they  are  interposed. 

449.  Attraction  and  repulsion  arising 
from  radiation. — Crookes  discovered  a 
highly  remarkable  class  of  phenomena 
which  are  due  to  the  radiant  action  of 
heated  and  of  luminous  bodies.  These 
phenomena  are  most  conveniently  illus- 
trated by  means  of  an  instrument  which 
he  has  devised,  and  which  is  called  the 
radiometer , the  construction  of  which  is 
as  follows  : — A glass  tube  (fig.  421),  with 
a bulb  blown  on  it,  is  fused  at  the  bottom 
to  a glass  tube  which  at  one  end  serves 
to  rest  the  whole  apparatus  in  a wooden  Fig-  421 

support.  In  the  other  end  is  fused  a fine 

steel  point.  On  this  rests  a small  vane  or  fly,  consisting  of  four  arms  of 
aluminium  wire  fixed  at  one  end  to  a small  cap,  while  at  the  others  are  fixed 
small  discs  or  lozenges  of  thin  mica,  coated  on  one  side  with  lampblack. 
The  weight  of  the  fly  is  not  more  than  two  grains.  The  enclosed  air  is 
reduced  by  a Sprengel  pump  to  any  desired  degree  of  rarefaction. 
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If  a source  of  light  or  of  heat,  a candle  for  instance,  is  brought  near  the 
apparatus,  the  fly  rotates  slowly  in  a direction  showing  that  the  blackened 
side  moves  towards  the  light  ) this  movement,  indicating  an  attraction, 
depends  on  a certain  state  of  rarefaction.  If,  however,  the  apparatus  is 
connected  with  an  arrangement  which  allows  the  pressure  to  be  varied,  the 
rotation  of  the  fly  gradually  diminishes  in  rapidity  as  the  air  within  is 
further  rarefied,  until  a certain  point  is  reached  at  which  it  ceases.  If  the 
rarefaction  is  pushed  further,  repulsion  succeeds  to  attraction,  and  the 
blackened  faces  of  the  vanes  move  in  the  direction  away  from  the  source  of 
heat.  In  a double  radiometer,  in  which  two  flies  are  pivoted  independently 
one  over  the  other,  having  their  blackened  sides  opposite  each  other,  the 
flies  rotate  in  opposite  directions  on  the  approach  of  a lighted  candle. 
When  a cold  body,  such  as  a piece  of  ice,  is  brought  near,  instead  of  a hot 
one,  the  rotations  are  reversed. 

One  of  the  most  important  facts  brought  to  light  by  these  experiments 
is  that  what  has  hitherto  been  looked  upon  as  a complete  vacuum  is  not 
so  in  reality  ; the  most  perfect  vacuum  obtainable  still  contains  a certain 
residue  of  gas,  as  has  been  proved  by  the  experiments  of  Crookes  and 
others,  among  which  that  of  ICundt  may  be  mentioned.  The  latter  placed 
on  the  vanes  a light  disc  of  mica,  and  at  a little  distance  above  it  a 
similar  disc  was  arranged  so  as  to  rotate  freely  in  a horizontal  plane 
independently  of  the  first.  When  the  lower  vane  was  made  to  rotate  by 
bringing  a light  near,  it  was  found  that  the  upper  disc  was  also  put  m 
rotation  in  the  same  direction,  being  dragged  by  the  viscosity  of  the  residual 
air.  Accordingly  the  explanation  of  the  phenomena  of  the  radiometer  must 
take  into  account  the  existence  of  this  gaseous  residue. 

The  nature  of  the  gas  seems  to  have  no  special  influence  on  the  pheno- 
mena : whether  the  vacuum  is  one  of  hydrogen,  of  aqueous  vapour,  or  of 
iodine  vapour,  seems  immaterial  ; though  with  hydrogen  the  exhaustion  need 
not  be  pushed  so  far  as  with  air.  The  repulsion  takes  place  with  all  the  rays 
of  the  spectrum,  the  intensity  diminishing  from  the  mfra-red  to  the  ultra-violet. 
When  the  chemical  rays,  i.e.  the  violet  and  ultra-violet,  act,  the  interpositio 
of  a plate  of  alum  has  no  effect,  while  a solution  of  iodine  in  cai bon  bisulphide 
diminishes  the  repulsion.  The  rate  at  which  the  vane  rotates  depends  on 
the  intensity  of  the  source  of  light.  With  a strong  light  the  rotation  is  so 
rapid  that  its  rate  cannot  be  determined.  With  two  candles  at  the  same 
distance  the  rotation  is  twice  as  rapid  as  with  one.  Two  souices  of  light 
which  successively  placed  at  the  same  distance,  produce  the  same  rate  o 
"ttn  “e  equal  in  intensity.  If.  when  placed  at  different  d, stances s,  they 

produce  the  same  speed  of  rotation  them  intensities  the  use  of 

souares  of  these  distances  from  the  radiometer.  On  this  is  based  tne  use  o 
the  instrument  as  a photometer  (520)  for  comparing  together  vanous  souices 
of  artificial  light  It  may  likewise  be  used  for  making  comparative  measur  - 
me»«  „T.he  intensity  of  sunlight  ; and  the  dis.ribut.on  of  energy  m the 

» i"ndeeXdd  ,^”c,ion  of  the  blackened  face 
Observed  in  the  experiments  may  be  explained  by  the  action  of  convec  mu 
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this  blackened  disc  would  raise  its  temperature,  and  the  temperature  of  a layer 
of  air  in  immediate  contact  with  the  disc  would  be  raised  too  : it  would  expand 
and  rise,  flowing  over  into  the  space  behind  the  disc,  and  would  thus  increase 
the  pressure  there.  On  the  other  hand,  the  repulsion  observed  at  the  higher 
degrees  of  exhaustion  is  due  to  a reaction  between  the  vane  and  the  glass 
envelope,  and  is  explained  by  the  modern  views  as  to  the  constitution  of 
gases,  of  which  it  is  at  once  an  illustration  and  a proof. 

The  general  nature  of  this  theory  is  that  a gas  is  an  assemblage  of  in- 
dependent molecules,  which  are  perfectly  elastic,  and  which  move  with  great 
rapidity  ; their  impacts  against  the  sides  of  the  vessel  in  which  the  gas  is 
contained  are  the  cause  of  the  pressure.  The  impact  of  the  molecules 
against  each  other  is  the  mechanism  by  which  the  equal  transmission  of 
pressure  in  gases  is  effected  (295). 

Crookes  has  calculated  that  the  mechanical  effect  of  the  force  of  repulsion 
is  equal  to  about  the  of  a milligramme  on  a square  centimetre,  and  Stoney 
has  shown  that  this  force  is  sufficient  to  account  for  the  effects  observed,  by 
reference  to  admitted  principles  of  the  mechanical  theory  of  gases. 

The  radiation  passes  through  the  thin  glass  without  raising  its  tempera- 
ture, and,  falling  on  the  blackened  side  of  the  vane,  is  absorbed  by  it  ; the 
consequence  of  this  is,  that  it  will  become  slightly  hotter.  The  layer  of 
extremely  rarefied  air  in  immediate  contact  with  the  blackened  disc  will 
also  become  somewhat  hotter,  and  the  molecules  will  fly  from  the  disc  with 
greater  velocity.  Under  ordinary  pressures  or  even  at  moderate  degrees  of 
rarefaction  these  more  rapid  motions  would  be  equalised  by  their  impacts 
against  other  molecules,  and  a uniformity  of  pressure — that  is,  of  temperature 
— would  be  established.  But  the  frequency  of  these  intermolecular  shocks 
diminishes  rapidly  with  the  increase  of  rarefaction  ; and  the  consequence  is, 
that  a great  number  of  molecules,  after  having  been  heated  by  contact  with 
the  blackened  side  of  the  palette,  will  strike  against  the  cold  glass.  The  effect 
of  this  will  be  to  cool  these  molecules,  that  is  to  diminish  their  velocity  ; it 
will  be  chiefly  molecules  of  this  kind  which  fall  on  the  back  of  the  disc,  and 
on  the  regions  behind  it.  An  excess  of  force  equal  and  opposite  to  that  on 
the  glass  acts  against  the  front  of  the  disc,  and  is  sufficient  to  account  for 
the  phenomena  exhibited  by  Crookes. 

It  follows  from  this  explanation  that,  other  things  being  equal,  a fly  will 
rotate  more  rapidly  in  a small  than  in  a large  bulb.  This  has  been  con- 
clusively proved  by  Crookes,  who  constructed  a double-bulb  radiometer,  the 
two  bulbs  being  very  different  in  size,  and  so  connected  that,  by  dexterous 
manipulation,  the  fly  could  be  transferred  from  the  pivot  of  the  one  to  that 
of  the  other  bulb.  The  complete  explanation  of  the  action  of  the  radiometer 
was  first  given  by  Osborne  Reynolds. 

Maxwell’s  electromagnetic  theory  of  light  involves  as  one  of  its  results 
that  light  must  exercise  a direct  mechanical  pressure  on  a surface  on  which 
it  falls.  Recent  experiments  by  Lebedew,  Nicholls  and  Hull,  and  others 
have  shown  the  reality  of  this  pressure. 

450.  Internal  friction  or  viscosity  of  gases.-In  some  experiments  in 
connection  with  the  radiometer,  Crookes  used  an  arrangement  consisting 
of  a long  but  light  arm  of  straw  suspended  by  a delicate  glass  fibre  in 
a sort  of  T tube  turned  upside  down  ; in  this  way  even  a greater  degree 
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of  delicacv  was  obtained  than  with  the  radiometer.  Thus  he  was  able  to 
get  a deflection  by  moonlight,  which  does  not  move  the  fly  of  the  radiometer. 

He  examined  the  internal  friction  or  viscosity  of  the  residual  gas  (193)  bY 
causing  the  arm  to  oscillate,  and  then  observing  the  rate  at  which  the  oscil- 
lations diminish  under  various  pressures.  He  thus  found  that  from  ordinary 
pressures  down  to  a pressure  of  0-19  mm.,  or  what  may  be  called  a lorn- 
cellian  vacuum,  the  viscosity  is  practically  constant,  only  diminishing  from 
“ to  o 2.  It  now  begins  to  fall  off,  and  at  a pressure  of  0-000076  mm.  it 
has  diminished  to  o-oi,  or  about  *.  Simultaneously  with  this  decrease  in 
viscosity  the  force  of  repulsion  excited  by  a standard  light  on  a blackened 
surface^varies.  It  increases  as  the  pressure  diminishes  until  the  exhaus- 
tion is  about  0-05  mm.,  and  attains  its  maximum  at  about  0-03  mm  It  then 
sinks  very  rapidly  until  it  is  at  0-000076  mm.,  when  it  is  less  than  „ of 

US  The' viscosity  varies  in  different  gases  ; it  is  considerably  less  in  hydrogen 
than  in  air  : and  hence  with  this  gas  it  is  not  necessary  to  drive  the  exhaus- 
tion so  far  to  produce  a considerable  degree  of  repulsion. 

/a  Relation  of  radiant  heat  to  sound.-This  subject  has  engaged 
the  Attention  of  several  physicists,  among  whom  may  be  particularised 
Yll  and  Tainter  Tyndall,  Preece,  and  Mercadier.  A convenient  way 
of  showing  the  phenomena  is  by  means  of  an  apparatus  constructc  y 
Huboscci  the  essential  features  of  which  are  represented  m fig.  4-3- 
ai^arrangemen^by  which  an  intermittent  beam  of  radiant  heat  may  be  made 
“ac  onTr  o„s  bodies,  and  consists  of  a disc  D 
axis'  and  which,  by  menus  - 

,k=5= 

To  this  support  may  * cyi;ndrical  lens  when  a slice  of 

ih“fys  i“o  be  used  , or  the  lays  may  be  concentrated  by  a mirror,  to 

get  rid  of  the  effects  of  absorption  by  glass  was  plaped  so 

When  a flask  (fig.  422)  containing  a small  quantffy  1 

■ that  the  intermittent  beam  from  a hmehght  couki  MonJ  ^ ^ ^ 
connected  with  a flexible  tube,  a c 'sm  p ids  being  tried,  it  was  found 
ear-trumpet  was  held  to  the  ear.  q h b t abs0rbers  of  heat 

that  those  which  experiments  had  revealed ^ as  the:  t*  ^ ^ for 

(444)  gave  also  the  loudest  soun  . 1 d instead  of  against 

when  the  beam  was  caused  to  tnke  agam  l when  the  rays  fell 

rYoTsalt  The  pitch  of  the  note  depended 

°nSY"1^-d,  but  air  containing  moisture  did  so;  and  the 
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more  moisture  was  present  the  louder  was  the  sound.  Othei  gases  gave 
sounds  in  the  order  of  their  absorption  for  heat  ; and,  indeed,  all  Tyndalls 
results  in  this  direction  are  most  strikingly  confirmed. 

The  investigations  of  the  other  experimenters,  Preece,  Bell  and  Tainter, 
and  Mercadier,  were  chiefly  directed  to  the  effects  produced  when  the 
intermittent  beam  is  allowed  to  fall  on  solid  bodies.  A sort  of  ear-trumpet 
(fig.  424)  was  used  by  Mercadier,  consisting  of  a movable  piece  ab  fitting 
over  cd,  so  that  plates  L of  various  materials  could  be  experimented  upon. 
The  other  end  / was  fitted  with  a flexible  tube  and  bell  so  that  it  could  be 
applied  to  the  ear. 

When  the  intermittent  beam  is  allowed  to  act  on  this  plate  it  is  set  in 
vibration  and  a sound  is  produced.  This  is  not  due,  at  any  rate  mainly,  to 


Fig.  422  Fi8-  424 


transverse  vibrations  of  the  plate,  for  neither  the  pitch  nor  the  quality  of  the 
note  was  altered  when  the  thickness  and  nature  of  the  plate  were  changed 
(284),  nor  was  it  altered  when  the  plate  was  slit.  The  best  effects  were  ob- 
tained when  the  diaphragm  was  of  thin  metal  foil  coated  with  lampblack  on 
the  side  next  the  rays.  Marked  effects  were  also  obtained  when  a transparent 
plate  was  used  blackened  on  the  side  away  from  the  rays.  The  effect  is  one 
of  radiant  heat,  and  is  essentially  due  to  alternate  expansions  and  contractions 
of  the  layer  of  air  in  contact  with  the  surfaces  which  absorb  the  radiant 
heat.  The  phenomenon  may  be  very  simply  exhibited  by  blackening  half 
the  inside  of  a test-tube,  the  open  end  of  which  is  provided  with  a flexible 
tube  which  can  be  placed  to  the  ear.  When  the  rays  fall  on  the  blackened 
part  a loud  sound  is  heard,  but  very  little  when  the  bright  side  is  exposed. 
The  effect  is  also  obtained  when  a blackened  piece  of  foil  is  placed  in  the 
tube. 
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CHAPTER  IX 

CALORIMETRY 

4C2  Calorimetry.  Thermal  unit.— Calorimetry  measures  the  quantity  of 
heat  which  a body  parts  with  or  absorbs,  when  its  temperature  sinks  or  rises 
through  a certain  number  of  degrees,  or  when  it  changes  its  condition. 

Quantities  of  heat  may  be  expressed  by  any  of  its  directly  measurable 
effects  but  the  most  convenient  is  the  alteration  of  temperature,  and  quan- 
tities of  heat  are  usually  defined  by  stating  the  temperature  to  which  they 
are  capable  of  raising  a known  weight  of  a known  substance  such  as  water. 
The  unit  chosen  for  comparison,  and  called  the  thermal  unit,  is  not  every- 
where the  same  ; it  depends  upon  the  units  of  mass  and  temperature  adopted. 
tZorie  is  the  quantity  of  heat  required  to  raise  the  temperature  of  one 
gramme  of  water  through  one  degree  Centigrade  ; a great  calorie  is  1000 
times  this  These  units  of  heat  are  often  referred  to  as  a giamme-degree 
Centigrade  and  a kilogramme-degree  Centigrade  respect, vely  Tire  pound- 
decree  Centigrade  is  a unit  which  it  is  often  convenient  to  use  , it  is  the 
quantity  of  heat  necessary  to  raise  one  found  of  water  throng  i one  egre 

Centigra, Specific  heat.— When  equal  weights  of  two  different  substances,  at 
the ^ame  temperature,  placed  in  similar  vessels,  are  subjected  for  the  same 
Rncth  of  time  to  the  Ire  at  of  the  same  lamp,  or  are  placed  at  the  same 

decrees  water  gives  out  more  heat  than  does  meicuiy. 

pis-  St 

elevation  of  tempera, are. 
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If  similar  experiments  are  made  with  other  substances,  it  will  be  found 
that  the  quantity  of  heat  required  to  effect  a certain  change  of  temperature 
is  different  for  almost  every  substance,  and  we  speak  of  the  specific  heat , 
or  thermal  or  calorific  capacity , of  a body  as  the  quantity  of  heat  which  it 
absorbs  when  its  temperature  rises  through  a given  range,  from  zero 
to  i°  for  example,  compared  with  the  quantity  of  heat  which  would  be 
absorbed,  in  the  same  circumstances,  by  the  same  weight  of  water  ; that  is, 
water  is  taken  as  the  standard  for  the  comparison  of  specific  heats.  Thus, 
to  say  that  the  specific  heat  of  lead  is  0-0314,  means  that  the  quantity  of 
heat  which  would  raise  the  temperature  of  any  given  weight  of  lead  through 
i°  C.  would  raise  the  temperature  of  the  same  weight  of  water  through  only 
0-0314°  C.,  or  that  -0314  thermal  unit  is  required  to  heat  one  pound  of  lead 
through  i°  C. 

The  temperature  of  a body  depends  upon  the  kinetic  energy  of  its  smallest 
particles  ; in  bodies  of  the  same  temperature  the  atoms  have  the  same  energy 
of  motion,  the  smaller  mass  of  the  lighter  atoms  being  compensated  by  their 
greater  velocity.  The  heat  absorbed  by  a body  not  only  raises  its  tempera- 
ture— that  is,  increases  the  energy  of  the  progressive  motion  of  the  atoms — - 
but  in  overcoming  the  attraction  of  the  atoms  it  moves  them  further  apart, 
and  along  with  the  expansion  which  this  represents,  some  external  pressure 
is  overcome.  In  the  conception  of  specific  heat  is  included  not  merely  that 
amount  of  heat  which  goes  to  raise  the  temperature,  but  also  that  necessary 
for  the  internal  work  of  expansion,  and  that  required  for  the  external  work. 
If  these  latter  could  be  separated,  we  should  get  the  true  heat  of  temperature, 
that  which  is  used  solely  in  increasing  the  energy  of  motion  of  the  atoms. 
This  is  sometimes  called  the  true  specific  heat. 

Four  methods  have  been  employed  for  determining  the  specific  heats  of 
bodies  : (i.)  the  method  of  the  melting  of  ice,  (ii.)  the  method  of  mixtures, 
(iii.)  that  of  cooling,  and  (iv.)  the  method  of  the  steam  calorimeter.  Pre- 
viously to  describing  these  methods,  it  will  be  convenient  to  explain  the 
expiession  for  the  quantity  of  heat  absorbed  or  given  out  by  a body  of  known 
weight  and  specific  heat,  when  its  temperature  rises  or  falls  through  a certain 
number  of  degrees. 

454-  Measure  of  the  sensible  heat  absorbed  by  a body. — Let  m be 

the  mass  of  a body  in  pounds,  c its  specific  heat,  and  t its  temperature. 

, ,e  quantity  of  heat  necessary  to  raise  a pound  of  water  through  i°  C. 
being  taken  as  unity,  m of  these  units  would  be  required  to  raise  m pounds 
of  water  through  one  degree,  and  to  raise  it  through  t degrees,  t times  as 
much,  or  mt.  As  this  is  the  quantity  of  heat  necessary  to  raise  through  t 
degrees  m pounds  of  water,  whose  specific  heat  is  unity,  a body  of  the  same 
weight,  only  of  different  specific  heat,  c,  would  require  mtc.  Consequently 
when  a body  is  heated  through  t degrees,  the  quantity  of  heat  which  it 
absorbs  is  the  product  of  its  weight  into  the  range  of  temperature  into  its 

specific  heats  1 ^ pnnciple  is  the  basis  of  a11  the  formulæ  for  calculating 

di  J/  a b°idy  -n  iheated  °r  C00led  fr°m  / to  f cleSrees>  the  heat  absorbed  or 
disengaged  will  be  represented  by  the  formula 


mf  - t)c,  or  m(t—t')c. 
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Fig.  425 


.0 

Method  of  the  fusion  of  ice.— This  method  of  determining  specific 

heats  5is  based  on  the  fact  that  to  melt  a pound  of  ice  80  thermal  units  ate 

necessary  Blaclds  calorimeter  (fig.  425)  consists  of  a block  of  -e  in  which 
necessai  y.  & cavity  is  made,  and  which  is  provided  with 

a cover  of  ice.  The  substance  whose  specific 
heat  is  to  be  determined  is  heated  to  a cer- 
tain temperature,  and  is  then  placed  in  t îe 
cavity,  which  is  covered.  After  some  time 
the  body  becomes  cooled  to  zero.  It  is 
then  opened,  and  both  the  substance  and  t re 
cavity  wiped  dry  with  a sponge  which  has 
been  previously  weighed.  The  increase 
of  weight  of  this  sponge  obviously  repre- 
sents the  ice  which  has  been  converted  into 

water.  , Q 

Now,  since  one  pound  of  ice  at  o«  in  melting 

thermal  units  (344)>  P pounds  a S01  J . t u qie  body  in  cooling  from 

quantity  of  heat  is  equal  to  the W cooling  horn  /> 

aS  ***«.■»***•**  from 

zero  to  t°.  Consequently  from 

. 80  P 

mtc  = 80  P we  have  c = ■ 

JenS  one  is  placed  the  body  M,  whose  spec, 6c  heat 
is  to  be  ton** ^the  othec^aceh,  ^ 

rs‘  mehT  by  the  helmd  body,  while  the  ice  in  the 
compartment  B cuts  off  the  heating  mfluence  of  the 

°f  ta  order  to  find  the  specific  heat  of  a body  by  this 

riS-6  >“•  “DrTcX«edn 

is  ade  as  in  lhe  p 

' lS  456.  Bunsen's  ice  calorimeto.-On  *e  «V  B„„sen  based 

""c" oniy  sma"  qua,u'ues  a 


Bunsen's  Ice  Calorimeter 
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substance  can  be  used  in  determinations.  A small  test-tube  or  muffle , A 
(fig.  427),  intended  to  receive  the  substance  experimented  upon,  is  fused  in 
the  wider  tube  y/3,  which  contains  pure  freshly  boiled  distilled  water,  and 
the  prolongation  of  this  tube  /3C,  together  with  the  graduated  capillary  tube 
S,  contains  pure  mercury.  It  is  graduated,  and  the  volume  corresponding 
to  each  division  of  the  graduation  is  specially  determined  by  calibration  ; it 
is  joined  to  /3C  by  the  small  mercury  reservoir  ÔD.  When  the  apparatus  is 
immersed  in  ice,  and  the  temperature  reduced  to  o°  C.,  some  ether  is  intro- 
duced into  A and  rapidly  evaporated.  This  abstracts  heat  from  the  water, 
and  a casing  of  ice  gathers  round  the  outside  of  A.  The  tube  is  then  dried, 
and  the  apparatus,  still  surrounded  by  ice  to  prevent  any  rise  of  temperature, 
is  left  to  itself  until  the  end  of  the  capillary  column  in  S is  stationary.  A 
weighed  quantity  of  a substance  at  a given  temperature  is  then  introduced 
into  the  tube,  and  sinks  to  zero.  In  doing  so  it  melts  a certain  quantity  of 


Fig.  427 


Fig.  428 
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For  heating  the  substance  in  this,  and  also  in  other  cdlori metrical  expen- 
mpnfs  the  aDDaratus  fig.  428  is  well  adapted.  The  cylindrical  metal  vessel 
G narrows  towards  the  top  and  is  closed  by  a cork  into  which  the  test-tube 
is  ;s  rltted  In  this  glass  tube,  which  is  also  closed  by  the  cork  K,  the  s 
stances  placed  which  is  to  be  heated.  The  greater  part  of  the  vesse  Its 
covered  by  a thick  mantle  of  felt,  B.  The  water  in  the  vesse  is  boOjd, the 
steam  emerging  at  4,  until  the  substance  has  acquired L the  * 

boiling  water,  for  which  about  twenty  minutes  is  required.  1 he  mantle  a 
the  lamp  having  been  taken  away,  the  tube  R is  rapidly  removed,  and  its 
mntcnts  tinned  into  the  tube  A of  the  calorimeter  (fig.  427). 

FTth  me, Loci  of  determining  specific  hea,  a new  determ, nation  of  the 
latent  heat  of  ice  was  made,  and  i,  was  found  to  be  80-025  U was  also  m 
connection  with  these  experiments  that  Bunsen  made  h,s  determ  nahon  of 
the  snecific  gravity  of  ice,  which  he  found  to  be  m the  mean  o 91674. 

By  the  above  method  Bunsen  determined  the  specific  heat  of  sever 
the  rare  metals  for  which  a weight  of  only  a few  grains  could  be  used. 

Icy  Method  of  mixtures. — In  the  determination  of  the  specific  heat  of 
a solid  body  by  this  method  the  substance  is  weighed  and  raised  toakno 
temperature  by  keeping  it,  for  instance,  for  some  t.me  » ad  os  d pace 

^ i^“=d  of  fhe 

U.«  fore  lost  a 

bed.  The  heated  Dooy  the  contrary,  absorbed 

quantity  of  heat,  - Ihe  wate  heat  of  water  is  unity. 

a quantity  of  heat  equal  to  m(  ),  manifestly  equal  to  the 

Now  the  quantity  of  heat  given  out  by  *e  ^ ^ from 

quantity  of  heat  absorbed  by  the  water  ; that  is,  M(  1 ' h 

which  m(6-t) 

c 

4f  Crr^r^f^ln^Sit,  antis  supported  by  some 

nally  at  the  temperature  of  t i-J  allowed  for  The  decrease  of  tern- 
aire! in  accurate  experiments  this  must  be  ^ Qf  temperature  of  the 

perature  of  the  heated  body  is ; equa  f h ve;ght  0f  this  latter 

lime  tlta,  of  .be  water,  is  ft 

consequently  the  previous  equation  becomes 

Mc(T  - 6)  = m(6  - 1 ) 4 m'c\6  - 1)  ; 

from  which,  by  obvious  transformations, 

(in  + in'  c’)(6  —J) 
c=  M(T  - 6)  ’ 
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Generally  speaking,  the  value  vie  is  put  = /x  ; that  is  to  say,  fi  is  the 
mass  of  water  which  would  absorb  the  same  quantity  of  heat  as  the  vessel. 
Ihis  is  said  to  be  the  water-equivalent  of  the  vessel.  The  expression 
accordingly  becomes 

rfim+p.)  (6-t) 

M(T  -0)  ‘ 


In  accurate  experiments  it  is  necessary  to  allow  also  for  the  heat  absorbed 
by  the  glass  and  mercury  of  the  thermometer,  by  introducing  into  the  equa- 
tion their  water-equivalents  ; and  to  allow  for  the  loss  of  heat  by  radiation, 
a preliminary  experiment  is  made  with  the  body  whose  specific  heat  is 
sought,  the  only  object  of  which  is  to  ascertain  approximately  the  increase 
of  temperature  of  the  cold  water.  If  this  increase  be  io°,  for  example  the 

temperature  of  the  water  is  reduced  by  half  this  number — that  is  to  say,  50 

below  the  temperature  of  the  atmosphere,  and  the  experiment  is  then  carried 
out  in  the  ordinary  manner. 


By  this  method  of  compensation,  first  introduced  by  Rumford,  the  water 
receives  as  much  heat  from  the  atmosphere,  during  the  first  part  of  the 
experiment,  as  it  loses  by  radiation  during  the  second  part. 

459-  Regnault’s  apparatus  for  determining  specific  heats. — Fig  4^0 
represents  one  of  the  forms  of  apparatus  used  by  Régnault  in  determining 
specific  heats  by  the  method  of  mixtures. 

The  principal  part  is  a steam  bath,  AA,  of  which  fig.  430  represents  a 

there* is  n Tu'*!  °f  concentric  compartments  ; in  the  central  one 
Î e l i ??rf  Wir6’  containing  fragments  of  the  substance 

. . 6 sPecific  heat  is  to  be  determined,  in  the  middle  of  which  is  placed  a 

t rermometer,  T.  The  second  compartment  is  heated  by  a current  of  steam 
coming  through  the  tube  , from  the  boiler  B,  and  passing  into  a wo™  « 
vheie  it  is  condensed.  The  third  compartment  Ü,  is  an  air  chamber  to 
hinder  the  loss  of  heat.  The  steam  bath,  AA,  rests  on  a chamber,  K with 
double  sides  EE,  forming  a jacket  which  is  kept  full  of  cold  water  in  order 
o exclude  the  heat  from  AA,  and  from  the  boiler,  B.  The  central’compart 
ment  of  the  steam  bath  is  closed  by  a damper,  rt  which  can  bT opened  at 
p rare  so  that  the  basket  c can  be  lowered  into  the  chamber  K. 

On  the  left  of  the  figure  is  represented  a small  and  very  thin  brass  vessel 

i ' ~ad 

a,  X™’  4 A"Wh''- 

When  the  thermometer  T shows  that  the  teamen  tm-P  nf  tu  1 . 
just  below  * Tes'tem  bath  d m°  ^ l° 

corrections.  0 LU  make  all  the  necessary 


g g 2 
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In  determining  the  specific  heat  of  substances-phosphorus,  for  instance 
—which  could  not  be  heated  without  causing  them  to  melt,  or  undergo  some 
change  which  would  interfere  with  the  accuracy  of  the  result,  Régnault 
adopted  an  inverse  process  : he  cooled  them  down  to  a temperature  con- 
siderably below  that  of  the  water  in  the  calorimeter,  and  then  observed  the 
diminution  in  the  temperature  of  the  latter,  which  resulted  from  immersing 

the  cooled  substance  in  it. 


Fig.  429 

, . . ..  _ cnecific  heat  of  substances  which,  like  potassium, 

In  determining  ^ specifi = liquid  must  be  used,  such  as  turpentine 
would  decompose  water  s or  additional  advantage  of  having  a lower 

àss?  — a'c  5pecif,c  hcat 

Of  which  is  only  one-thirtieth  ^ °{^ghXs  of  different  bodies  whose 
460.  Method  of  coohng.— Equal  ^ » times  in  cooling  through 

specific  heats  are  different  wd1  occtpy  n Ued  lhis  principle  m 

the  same  number  of  degrees.  Duloirg  me etr PP  :_A  small 

determining  the  specific  heats  of ^bodies sugbstance  in  a state  of 

1.  - powder,  which  is  pressed  dew,. 


Condensation  Method 


-461] 


453 


Fig-  431 


This  vessel  is  heated  to  a certain  temperature,  and  is  then  introduced  into 
a copper  vessel,  E,  in  which  it  fits  hermetically,  being  suspended  by  silk 
threads.  This  copper  vessel  is  exhausted  through  the  tube  tt\  and  maintained 
at  the  constant  temperature  of  melting  ice,  MN,  and  the  time  noted  which 
the  substance  takes  in  falling  through  a 
given  range  of  temperature,  from  150  to 
5°  for  example.  The  times  which  equal 
weights  of  different  bodies  require  for 
cooling,  through  the  same  range  of  tem- 
perature, when  the  radiating  surface  is 
the  same  in  each  case,  are  directly  as 
their  specific  heats. 

Régnault  proved  that  this  method 
does  not  give  trustworthy  results  with 
solids  ; it  assumes,  which  is  not  quite 
the  case,  that  the  cooling  in  all  parts  is 
equal,  and  that  all  substances  part  with 
their  heat  to  the  silver  case  with  equal 
facility.  The  method  may,  however,  be 
employed  with  success  in  the  determina- 
tion of  the  specific  heat  of  liquids. 

Since  the  emissive  power  of  the  silver 
vessel  is  the  same  in  all  cases,  as  is  also  the  temperature-fall,  the  quantity 
of  heat  lost  is  proportional  to  the  time.  Hence,  if  m , m!  are  the  masses  of 
the  substances  (powders  or  liquids)  just  filling  the  vessel  V ; c,  c'  their 
specific  heats,  and  /,  f the  respective  times  of  cooling  from  & to  0, 

mc(0'  -&)  = kt,  ( k being  a constant),  and  m’c\6'  -6)  = kt'  ; d!L £ M . 

” vie’  t' 

If,  for  example,  the  second  substance  is  water,  c'  = 1,  and  m\m'  is  the  density 
(cr)  of  the  substance  whose  specific  heat  is  required, 

. = t 

fit' 

In  an  investigation  of  the  specific  heats  of  various  soils,  Pfaundler  found 
that  a soil  of  low  specific  heat  heats  and  cools  rapidly,  while  earth  of  higher 
specific  heat  undergoes  slow  heating  and  slow  cooling  ; that  moist  earths 
rich  in  humus  have  a high  specific  heat,  amounting  in  the  case  of  turf  to  as 
much  as  0-5  ; while  dry  soils  free  from  humus,  such  as  lime  and  sand,  have 
a low  specific  heat,  not  more  than  about  0-2. 

461.  Condensation  method.— The  determination  of  specific  heat  by  the 
condensation  of  steam  has  been  in  recent  years  carried  out  with  success  by 
J.  joly  (ibb6).  The  principle  of  the  method  is  as  follows  : — A known  weight 
of  he  substance  whose  specific  heat  is  required,  at  a known  temperature?  is 
suddenly  enveloped  in  saturated  steam,  some  of  which  condenses  upon  it 

of  'TT  ”1  thc  fara-  rd  'ra»lis  than  before,  in  consequence 
Of  the  steam  condensed  upon  ,t.  If  w is  the  increase  of  weigh  ,„L 

eprcsents  the  quantity  of  heat  given  up  by  the  steam  in  condensing";  And  if 

rf  he  steam"  and  , *.?  ,law  K"’perat“re  «>■  temperature 

Ot  the  steam,  and  the  specific  heat  of  the  substance,  W</.,-/,)  = heat 
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wL,  whence  c is 


Steam 


absorbed  by  the  substance,  and  this  must  be  equal  to 

determined.  . . 

In  its  simplest  form  Dr.  Joly’s  apparatus  consists  of  a thin  metal 

enclosure  or  chamber,  A (fig.  432),  in  which  there  hangs  from  the  arm  of  a 

balance  by  a fine  platinum  wire, 
a , a platinum  pan  B,  carrying 
the  body  whose  specific  heat  is 
required.  Steam  is  admitted  into 
the  chamber  by  a wide  tube,  C, 
and  escapes  through  a tube  at  the 
bottom,  D. 

The  aperture  (4)  at  the  top  of 
the  chamber  is  so  small  that  very 
little  steam  escapes  there,  and 
what  does  escape  is  prevented 
from  condensing  on  the  suspend- 
ing wire  by  a contrivance  (not 
shown  in  the  figure)  which  enables 
the  wire  to  be  heated  by  a fine 
platinum  spiral  through  which  an 
electric  current  flows. 

At  the  beginning  of  an  experi- 
ment a known  weight  (a  few 
grammes)  of  the  substance  is 
placed  in  the  pan,  and  balanced 
by  weights  in  the  other  pan  of  the 
Fig.  432  balance,  which  is  not  shown  in  the 

fimire  When  the  temperature  has  become  steady,  as  indicated  by  the  sensi- 

Ais  ^process  the  steam  is  admitted  £ 

minutes  to^^nsato  l^ompfe^and  no  further  increase  of  weigh, 
takes  place.  The  specific  heat  is  determined  from  the  equal, 01 

(Wf  + 7K)(fs-/l)  = “'L> 

where  wr  is  the  -,  Ï» 

sa  — '»  - - * 

while  w is  weighed  m steam  at  t . ;fic  heat  0f  liquids  may  be 

462.  Specific  heat  of  liquids.  lh  J . f the  ice  calorimeter,  or 

determined  either  by  the  method  of  cooli  f’  y.  ‘ contained  in  a small 

by  that  of  mixtures.  In  the  last-named  ) tral  compartment 

metal  vessel,  or  a glass  tube,  which  is  placed  m the  cent, a,  F 
(fig!  430),  and  the  experiment  then  made  in  the  usual  manner. 
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A method  devised  by  Pfaundler  of  determining  the  specific  heat  of 
liquids,  which  under  certain  circumstances  is  advantageous,  depends  on  the 
fact  that  an  electric  current  heats  any  conductor  through  which  it  passes. 

In  two  equal  calorimeters  containing  the  liquids  to  be  tested,  together 
with  suitable  thermometers  and  stirrers,  two  equal  spirals  of  fine  platinum 
wire  are  placed.  These  being  connected  in  series  with  a voltaic  battery  by 
means  of  copper  wires,  the  heat  produced  in  the  wires  by  the  current  will  be 
equal,  and  the  rise  in  temperature  in  the  liquids  will  then  be  inversely  as  the 
specific  heats.  One  of  the  liquids  is  usually  water. 

It  will  be  seen  from  the  table  in  the  following  article  that  water  and  a few 
other  liquids  have  a high  specific  heat  in  comparison  with  metals  and  some 
non-metallic  substances.  From  its  great  specific  heat  water  requires  a 
relatively  long  time  in  being  heated  or  cooled  through  a given  range  of 
temperature,  and  for  the  same  weight  and  temperature-range  it  absorbs  or 
gives  out  far  more  heat  than  other  substances.  This  double  property  is 
applied  in  heating  apparatus  of  various  kinds,  and  plays  a most  important 
part  in  the  economy  of  nature. 

463.  Specific  heats  of  bodies. — The  list  contained  in  the  next  article 
(464)  gives  the  specific  heats  of  a great  number  of  elementary  substances. 
We  give  here  the  specific  heats  of  a few  substances,  mostly  liquids 


Alcohol 
Glycerine 
Ether  . 
Turpentine 


Specific  heat  Specific  heat 

. 0-620  Carbon  bisulphide  . 0-245 

• °'555  Thermometer  glass  . 0-198 

. 0-516  Steel  . . . . o"ii8 

. 0-426  Brass  ....  0-094 


According  to  Dewar  (Presidential  address,  British  Association,  1902) 
liquid  hydrogen  has  a specific  heat  six  times  as  great,  and  liquid  air  half  as 
great,  as  that  of  water. 


The  specific  heat  of  water  is  commonly  taken  at  unity,  which  is  not 
stiictly  coiiect.  According  to  recent  determinations  the  mean  specific  heat 
between  o°  and  t is  expressed  by  the  formula  1 + 0-00015/. 

These  numbers,  as  well  as  those  in  464,  represent  the  mean  specific 
heats  between  o°  and  ioo°.  It  was  shown  by  Dulong  and  Petit  that  the 
specific  heats  increase  with  the  temperature.  Those  of  the  metals,  for 
mstance,  are  greater  between  ioo°  and  200°  than  between  o°  and  ioo°,’and 
are  still  greater  between  200°  and  300°  ; that  is  to  say,  a greater  amount 
of  heat  is  required  to  raise  a body  from  200°  to  250°  than  from  ioo°  to  150° 
and  still  more  than  from  o°  to  50°.  For  silver  the  mean  specific  heat 
between  o°  and  ioo°  is  0-057,  while  between  o°  and  200°  it  is  o-o6n.  The 

following  table  gives  the  specific  heats  at  various  temperatures  : 

Coppei  0-0910  + 0-000046/ 


Zinc 
Lead  . 
Platinum 
Water 


. 0-0865  + 0-000088/ 

• . . 0-0286  + 0-000038/ 

• °'°3 1 7 + 0-0000062/ 
1+000015/ 

The  increase  of  specific  heat  with  the  temperature  is  greater  as  bodies 
are  nearer  their  fusing  point.  Any  action  which  increases  the  density  and 
molecular  aggregation  of  a body  diminishes  its  specific  heat.  Thus  hard 
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steel  with  the  density  7798  lias  the  specific  heat  0-1175  I while  that  of  soft 
steel  of  density  7-861  is  0-1165.  The  specific  heat  of  copper  is  diminished 
by  its  being  hammered,  but  it  regains  its  original  value  after  the  metal  has 

been  again  heated. 

The  specific  heat  of  a liquid  increases  with  the  temperature  much  more 
rapidly  than  that  of  a solid.  H.  T.  Barnes  has  shown  that  the  specific  heat  of 
water  is  a minimum  at  about  40°  C.  (see  art.  506).  If  we  take  its  value  at 
160  as  unity,  the  mean  value  between  o°  and  ioo°  is  roooi2,  that  is  practi- 
cally the  same  as  at  160. 

The  most  remarkable  examples  of  the  influence  of  temperature  on  the 
specific  heat  are  afforded  by  carbon,  boron,  and  silicon  H F.  Weber  found 
that  at  6oo°  the  specific  heat  of  carbon  is  7 times,  and  that  of  boron  2 2 times 
as  great  as  their  respective  specific  heats  at  -50  • The  specific  heat  of 
diamond  is  0-0635  at  - 50°,  0-1318  at  33°,  0-2218  at  140  , and  o 30-6  at  -4 7 ■ 
Although  the  specific  heat  increases  thus  rapidly  between  - 5°  and  250 
beyond  that  point  the  rate  of  increase  is  slower  ; and  beyond  6 o , ° 
incipient  red  heat,  it  seems  to  be  pretty  constant,  or  at  any  rate  to  exhibit 
no  greater  variations  with  the  temperature  than  are  afforded  by  oth^r  sub- 
stances Thus  while  at  6oo°  the  specific  heat  is  0-441,  at  985  s 0 459- 
Graphite  also  has  at  22°  the  specific  heat  o- 168  ; this  ’“Tl « Like 
gradually  diminishing  rate,  to  642°,  where  its  specific  heat  is  ° 445-  Like 
diamond  an  incipient  red  heat  seems  to  be  a limiting  temperature  beyond 
which  graphite  exhibits  only  the  ordinary  variation  with  the  temperature- 
Weber  has1  also  found  that,  in  their  thermal  deportment,  there  are  only  w 
lendally  different  modifications  of  carbon  the  transparut : oae  (diamond), 
and  the  opaque  ones  (graphite,  dense  amorphous  carbon,  . P 

PhTryCs“Sd  boron  is  similar  in  its  deportment  to  jj?  ^ ”5? 

heat  increases  from  0,9. 5 at  40"  to  «3* ta« 

temperaturej  LmTa'  ^adSiyTminiLd  rate,’  and,  no  doubt,  tends  an 
“‘XTeSficheaTofSion  also  varies  with  the 

_,no  __d  2oo0  it  increases  from  0-136  to  0-203  ; the  rate  of  increase  is  less 
rapid  with  higher  temperatures,  being  at  200°  only  one-  ouiteent  1 v a 
at  io°.  At  2000  it  reaches  its  limiting  value.  • tl  solid 

The  specific  heat  of  substances  is  greater  in  the  liquid  than 

state,  as  will  be  seen  by  the  following  table 


Water  . 

Sulphur  - 

Bromine  • 

Iodine 

Mercury  . 

Phosphorus  . 

Tin 

It  also  differs  with  the  allotropie  modification  ; thus , at  J.®™ 

peratures,  the  specific  heat  of  red  phosphorus  is  o- 19,  and  that  of  white  017, 


Solid 

0-502 

0-203 

O’oSq 

0-054 

0-03I 

0-I90 

0-056 

0-03I 


Liquid 
I OOO 

0-234 

o-i  IO 

OO80 

0-033 

0‘2I2 

0-064 

0-040 
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of  crystallised  arsenic  0-083,  and  of  amorphous  0-058  ; of  crystallised 
selenium  0-084,  and  of  amorphous  0-095  » of  wood  charcoal  0-241  ; of 
graphite  0-202  ; and  of  diamond  0-147. 

Pouillct  used  the  specific  heat  of  platinum  for  measuring  high  temperatures. 
Supposing  200  ounces  of  platinum  had  been  heated  in  a furnace  and  had 
then  been  placed  in  1000  ounces  of  water,  the  temperature  of  which  it  had 
raised  from  13°  to  20°.  From  the  formula  we  have  M = 200,  m - 1000  ; Û is 
20,  and  t is  13.  The  specific  heat  of  platinum  is  0-033,  and  we  have  there- 
fore, from  the  equation, 

Mf(T  - 6)  = vi{6  — t) 

T = »i(6~t)  + Mc6  = 7000+132  = 7132  = iogo0< 

Me  6-6  6'6 


It  is  found,  however,  that  the  mean  specific  heat  of  platinum  at  tempera- 
tures up  to  about  1200°  is  0-0377  ; if  this  value,  therefore,  be  substituted  for 
c in  the  equation,  we  have 

T = 71s^=9480  C. 

T 54 

By  this  method,  which  requires  great  skill  in  the  experimenter,  Pouillet 
determined  a series  of  high  temperatures.  He  found,  for  example,  the 
temperature  of  melting  iron  to  be  1500°  to  1600°  C. 

464.  Dulong  and  Petit’s  law.— A knowledge  of  the  specific  heat  of 
bodies  became  of  great  importance  in  consequence  of  Dulong  and  Petit’s 
discovery  of  the  remarkable  law,  that  the  product  of  the  specific  heat  of  any 
solid  element  into  its  atomic  weight  is  approximately  a constant  number,  as 
will  be  seen  from  the  following  table  : — 


Specific  heat 


Aluminium 
Antimony 
Arsenic  . 
Bismuth  . 
Bromine . 
Cadmium 
Cobalt  . 
Copper  . 
Gold 
Iodine  . 
Iron 
Lead 

Magnesium 

Mercury . 

Nickel  . 

Phosphorus 

Platinum 

Potassium 

Silver 

Sulphur  . 

Tin 

Zinc 


0-2143 

°'°S 1 3 

0-0822 

0-0308 

0-0843 

0-0567 

0-1067 

0-0939 

0-0324 

0-0541 

0-1138 

0-0314 

0-2475 

0-0332 

0-1092 

o- 1 740 

0-0324 

0-1655 

0-0570 

0-1780 

0-0555 

0-0950 


Atomic  weight 


274 

122 

75 

210 

80 

112 

58-7 

63'5 

197 

127 

56 

207 

24 

200 

5S7 

31 

197-5 

39-i 

108 

32 
118 
65-2 


Atomic  heat 

5- 87 

6- 26 
6-17 
647 
6-74 
6'35 
6-26 

5 '99 
6-38 
6-87 
6-37 
6-50 

5 '94 
6-64 
6-41 

539 

6-40 

6-47 

6-i6 

5- 70 

6- 55 
6' 2 3 
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It  will  be  seen  that  the  number  is  not  a constant,  but  varies  between  5-39 
and  6-87.  These  variations  may  depend  partly  on  the  difficulty  of  getting 
the  elements  in  a state  of  perfect  purity,  and  partly  on  errors  incidental 
to  the  determination  of  the  specific  heats,  and  of  the  atomic  weights.  Again, 
the  specific  heats  of  bodies  vary  with  the  state  of  aggregation  of  the  bodies, 
and  also  with  the  temperatures  at  which  they  are  determined  ; some,  such 
as  potassium,  have  been  determined  at  temperatures  very  near  their  fusing 
points  ; others,  like  platinum,  at  temperatures  much  removed  from  them.  A 
prominent  cause,  therefore,  of  the  discrepancies  is  doubtless  to  be  found  in 
the  fact  that  all  the  determinations  have  not  been  made  under  corresponding 
physical  conditions. 

The  specific  heats  of  the  non-metallic  elements  at  ordinary  temperatures 
do  not  conform  to  the  law  of  Dulong  and  Petit.  Thus,  the  specific  heat  of 
carbon  (graphite)  at  atmospheric  temperature  is  ' 1 68,  and  its  atomic  heat 
2-016  ; but  at  high  temperatures  the  specific  heat  rises  to  and  remains 
approximately  constant  at  0-46  (463),  giving  an  atomic  heat  of  5 '5 2 1 which 
approximates  to  the  value  found  for  metallic  elements.  The  results  obtained 
with  boron  and  silicon  show  a similar  agreement  with  the  law. 

The  atomic  weights  of  the  elements  represent  the  relative  weights  of  equal 
numbers  of  atoms  of  these  bodies,  and  the  product,  pc,  of  the  specific  heat, 
c,  into  the  atomic  weight,  p,  is  the  atomic  heat , or  the  quantity  of  heat 
necessary  to  raise  the  temperature  of  the  same  number  of  atoms  of  different 
substances  by  one  degree  ; and  Dulong  and  Petit’s  law  may  be  thus  ex- 
pressed : the  same  quantity  of  heat  is  needed  to  heat  an  atom  of  all  simple 

bodies  to  the  same  extent.  . 

The  atomic  heat  of  a body,  when  divided  by  its  specific  heat,  gives  t e 
atomic  weight  of  a body.  Régnault  proposed  to  use  this  relation  as  a 
means  of  determining  the  atomic  weight,  and  it  certainly  is  of  great  service 
in  deciding  on  the  atomic  weight  of  a body  in  cases  where  the  chemical 
relations  permit  a choice  between  two  or  more  numbers.  . 

On  modern  views,  the  heat  imparted  to  a body  is  partly  expended  m 
external  work  ( = Pt/,  where  P is  atmospheric  pressure  and  v the  expansion) 
which  in  the  case  of  a solid  would  be  extremely  small  ; secondly,  the  internal 
work,  or  the  heat  used  in  overcoming  the  attraction  of  the  atoms  for  each 
other  and  forcing  them  apart  ; and  thirdly,  there  is  the  true  specific  heat, 
or  the  heat  applied  in  increasing  the  temperature-that  is  m increasing 
the  energy  of  the  molecules  (453)-  By  far  the  most  considerable : of These  is 
the  last  : the  amount  of  heat  consumed  m the  two  foimei  °Peu 
small  and  the  variations  with  different  bodies  must  be  inconsumable. 
Until’  however,  the  relation  between  the  various  factors  is  made  out, 
absolute  identity  in  the  numbers  for  the  atomic  heat  ^notbeex^ecte. 
Weber  holds  that  even  when  due  allowance  has  been  made  foi  these  c.rcum 
stances,  ,h.  variations  are  too  great  to  be  accounted  for  and 
that  they  point  for  their  explanation  to  an  alteration  in  the  constitution 
of  the  atom,  and  render  probable  a changing  valency  of  the  atom 

Cai  RU  Specific  heat  of  compound  bodies.- In  compound  bodies  the  law  of 
Dulong  ari  Petit  also  prevails  : the  product  of  tire  spec, fie  heat  urto  tl  e 
equivalent  is  an  almost  constant  number,  winch  vanes,  however,  w,.h 
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different  classes  of  bodies.  Thus,  for  the  class  of  oxides  of  the  general 
formula  RO,  it  is  n-3o;  for  the  sesquioxides  RaO;J  it  is  27-15;  for  the 
sulphides  RS,  it  is  18  88  ; and  for  the  carbonates  RC03,  it  is  21-54.  The 
law,  which  is  known  as  Neumann's  laic,  may  be  expressed  in  the  following 
general  manner  : — With  compounds  of  the  same  formula , and  of  a similar 
chemical  constitution , the  product  of  the  molecular  weight  into  the  specific 
heat  is  a constant  quantity.  This  includes  Dulong  and  Petit’s  law  as  a 
particular  case. 

Kopp  propounded  the  following  law,  which  is  an  extension  of  that  of 
Neumann  : — The  molecular  heats  of  all  solid  bodies  are  equal  to  the  sum  of 
the  molecular  heats  of  the  elements  contained  in  them.  Dulong  and  Petit’s 
law  that  all  elements  have  the  same  atomic  heat  he  does  not  consider 
universally  valid.  He  assigns  the  number  6-4  to  all  elements  excepting  the 
following:  with  sulphur  and  phosphorus  it  is  5-4,  fluorine  5-0,  oxygen  4-0, 
silicon  3-8,  boron  2-7,  hydrogen  2-3,  and  carbon  r8. 

Even  with  this  modification  it  is  found  that  the  calculated  heats  of  com- 
pounds differ  more  from  the  observed  ones  than  can  be  ascribed  to  errors 
in  the  determination  of  the  specific  heats.  This  is  probably  due  to  the  fact 
that  some  of  the  heat  is  expended  in  internal  work,  and  that  it  is  this  which 
brings  about  the  discrepancies. 

With  mixtures  of  alcohol  and  water  in  certain  proportions,  the  specific 
heat  is  greater  than  that  of  the  water  ; thus,  that  of  a mixture  containing  20 
per  cent,  of  alcohol  was  found  by  Dupre  and  Page  to  be  1 -0456.  No  general 
law  can  be  laid  down  for  solutions  of  acids  or  of  salts  in  water  ; the  specific 
heat  is  most  frequently  less  than  that  calculated  from  the  constituents. 

466.  Specific  heat  of  gases. — The  specific  heat  of  a gas  may  be  referred 
either  to  that  of  water  01  to  that  of  air.  In  the  former  case  it  represents 
the  quantity  of  heat  necessary  to  raise  a gjven  mass  of  the  gas  through 
one  degree,  as  compared  with  the  heat  necessary7  to  raise  the  same  mass 
of  water  one  degree.  In  the  latter  case  it  represents  the  quantity  of  heat 
necessary  to  raise  a given  volume  of  the  gas  through  one  degree,  compared 
with  the  quantity  necessary  for  the  same  volume  of  air  treated  in  the  same 


manner. 

De  la  Roche  and  Berard  determined  the  specific  heats  of  gases  in 
reference  to  water  by  causing  known  volumes  of  a given  gas  under  constant 
pressure,  and  at  a given  temperature,  to  pass  through  a spiral  glass  tube 
placed  in  water.  From  the  increase  in  temperature  of  this  water,  and  from 
the  other  data,  the  specific  heat  was  determined  by  a calculation  analogous 
to  that  given  under  the  method  of  mixtures.  They  also  determined  the 
specific  heats  of  different  gases  relatively  to  that  of  air,  by  comparing  the 
quantities  of  heat  which  equal  volumes  of  a given  gas,  and  of  air  at  the  same 
piessure  and  temperature,  imparted  to  equal  weights  of  water.  Subsequently 
to  these  researches,  De  la  Rive  and  Marcet  applied  the  method  of  cooling 
to  the  same  determination  ; and  Régnault  made  a series  of  investigations 
on  the  calorific  capacities  of  gases  and  vapours,  in  which  he  adopted  but 
with  material  improvements,  the  method  of  De  la  Roche  and  Berard. 
F'g-  433  represents  this  apparatus.  The  gas  issues  from  a gas-holder,  not 
shown  m the  figure,  through  the  lube  «,  and  enters  the  heating  space  E, 
Which  is  filled  with  oil  ; the  gas  passes  here  through  a serpentine  tube,  and 
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thus  acquires  the  temperature  of  the  oil,  which  is  kept  uniform  by  astiirer,  I). 
From  this  it  passes  into  the  calorimeter,  W,  which  consists  of  a metal  box 
divided  into  a series  of  compartments,  and  forming  in  effect  a serpentine,  so 
that  the  gas  has  to  traverse  a long  path  before  emerging  into  the  air. 
The  temperature  of  this  bath  is  indicated  by  a delicate  thermometer,  and  is 
kept  uniform  by  moving  the  stirrer.  The  pressure  of  the  gas  is  noted  on  a 
manometer.  Régnault  thus  obtained  the  following  results  for  the  specific 


heats  of  the  various  gases  and  vapours,  compared  firs,  with 

of  an  equal  mass  of  water  taken  as  unity  ; secondly,  with  that  of  an  equa 

volume  of  air,  referred,  as  before,  to  its  own  mass  of  water  taken  as  untty 

Snecific  heats 


Specific  heats 
Equal  Equal 


Air  . 
i Oxygen  . 
Simple  ] Nitrogen 
j Hydrogen 
( Chlorine 


0-2374  ci‘2374 

0-2174  0-2405 

0-2438  0-2370 

3-4090  0-2359 

0-I210  0-2962 


gases 
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Compound 

gases 


Vapours 


I Nitric  oxide  . 
Carbonic  oxide 
] Carbonic  acid 
Hydrochloric  acid 
Ammonia 
Ethylene 
/Water  . 

Ether 
j Alcohol . 
Turpentine  . 
Carbon  bisulphide 
Benzole. 


Specific  lients 


Equal 

Equal 

masses 

volumes 

0-2315 

0-2406 

0-2450 

0-2370 

0-2163 

0-3307 

0-1845 

0-2333 

0-5083 

0-2966 

0-4040 

0-4106 

0-4805 

0-2984 

0-4810 

i -2296 

0-4534 

0-7171 

0-5061 

2-3776 

0-1570 

0-4140 

o-3754 

roi  14 

In  making  these  determinations  the  gases  were  under  a constant  pressure, 
but  variable  volume  ; that  is,  the  gas  as  it  was  heated  could  expand,  and 
this  is  called  the  specific  heat  under  constant  pressure.  But  if  the  gas  when 
being  heated  is  kept  at  a constant  volume,  its  pressure  or  elastic  force  then 
necessarily  increasing,  it  has  a different  capacity  for  heat  ; this  latter  is 
spoken  of  as  the  specific  heat  under  constant  volume.  That  this  latter  is  less 
than  the  former  is  evident  from  the  following  considerations  : — 

Suppose  a given  quantity  of  gas  to  have  had  its  temperature  raised  t° 
while  the  pressure  remained  constant,  this  increase  of  temperature  will  have 
been  accompanied  by  a certain  increase  in  volume.  Supposing  now  that 
the  gas  is  so  compressed  as  to  restore  it  to  its  original  volume,  the  result  of 
this  compression  will  be  to  raise  its  temperature  again  to  a certain  extent, 
say  t'°.  The  gas  will  now  be  in  the  same  condition  as  if  it  had  been  heated 
and  had  not  been  allowed  to  expand.  Hence  the  same  quantity  of  heat  which 
is  required  to  raise  the  temperature  of  a given  mass  of  gas  t°,  while  the 
pi  essuie  îemains  constant  and  the  volume  alters,  will  raise  the  temperature 
t+t'  degrees  if  it  is  kept  at  a constant  volume  but  variable  pressure.  The 
specific  heat,  therefore,  of  a gas  at  constant  pressure,  Cp,  is  greater  than  the 
specific  heat  under  constant  volume,  C„,  and  they  are  to  each  other  as 
t + t':  t,  that  is  CP/CV  = (7+  t')\t. 


The  value  of  the  ratio  Cp/C„  for  any  gas  may  be  obtained  from 
determinations  of  the  velocity  of  sound  in  the  gas  (231).  In  the  case  of  air 
this  ratio  is  1-41,  and  consequently,  since  <^,  = 0-2374,  C„  = 0-2374/1  -41  = 
0-1663.  For  monatomic  gases,  such  as  mercury  vapour  and  argon,  Cp/C,.= 
5/3  = i-66  ; for  oxygen,  nitrogen,  and  hydrogen  i^r,  for  carbon  dioxide  1-31 
and  for  ether  vapour  1-03. 

Professor  Joly  succeeded  in  measuring  directly  the  specific  heat  of  air 
and  some  other  gases,  at  constant  volume,  by  the  condensation  method 
described  in  art.  461.  In  this  case  the  chamber  A was  large  enough  to 
contain  two  copper  globes  of  equal  size  and  weight  which  were  suspended 
one  from  each  arm  of  the  balance.  One  of  these  globes  was  as  far  as  possible 
exhausted  and  the  other  filled  with  the  gas  at  a pressure  of  20  or  30  atmo- 
spheres. When  steam  was  admitted  the  amount  of  condensation  on  the  gas- 
filled  globe  was  greater  than  on  the  other,  and  from  the  weight  required  to 
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produce  equilibrium  the  specific  heat  of  the  gas  at  constant  volume  was 
obtained.  Joly  found  for  air  C0=  -1721,  for  carbon  monoxide  -1730. 

Elementary  gases  do  not  obey  Dulong  and  Petits  law.  Dewai  has, 
however,  shown  that,  at  the  temperature  of  liquid  air,  the  specific  heat  of 
hydrogen  is  6,  and  of  nitrogen  -43,  so  that  their  atomic  heats  are  respectively 
6x1=6  and  '43  * 14  = 6-02,  and  thus  at  this  low  temperature  are  in  agree- 
ment with  the  law.  . 

467.  Latent  heat  of  fusion. — Black  was  the  first  to  observe  that  during 
the  passage  of  a body  from  the  solid  to  the  liquid  state  a quantity  of  heat 
disappears,  so  far  as  thermometric  effects  are  concerned,  and  is  accordingly 

said  to  become  latent.  _0 

In  one  experiment  he  suspended  in  the  room  at  a temperature  8-5  two 
glass  flasks,  one  containing  water  at  o°,  and  the  other  the  same  weight 
of  ice  at  o°.  After  half  an  hour  the  temperature  of  the  water  had  risen 
40,  that  of  the  ice  being  unchanged,  and  it  was  ioj  hours  before  the  ice 
had  melted  and  attained  the  same  temperature.  Now  the  temperature 
of  the  room  remained  constant,  and  it  must  be  concluded  that  both  vessels 
received  the  same  amount  of  heat  in  the  same  time.  Hence  21  times  as 
much  heat  was  required  to  melt  the  ice  and  raise  it  to  40  as  was  sufficient 
to  raise  the  same  weight  of  water  through  40.  So  that  the  total  quantity  ot 
heat  imparted  to  the  ice  was  21  x 4 = 84  ; and  as  only  4 of  this  was  used  in 
raising  the  temperature,  the  remainder,  80,  was  used  m simply  melting  the  ice. 

He  also  determined  the  latent  heat  by  immersing  1 19  parts  of  ice  at  o 
in  13;  parts  of  water  at  87-7°  C.  He  thus  obtained  254  parts  of  water  at 
u-6°  C.  Taking  into  account  the  heat  received  by  the  vessel  in  which  the 
liquid  was  placed,  he  obtained  the  number  79-44  as  the  latent  heat  of  lique- 
faction of  ice.  , . , . 1 

The  method  which  Black  adopted  is  essentially  that  which  is  now  used 

for  the  determination  of  latent  heats  of  liquids  ; it  consists  in  placing  the 
substance  under  examination  at  a known  temperature  in  the  water  (or  other 
liquid)  of  a calorimeter,  the  temperature  of  which  is  sufficient  to  melt  the 
substance  if  it  is  solid,  or  to  solidify  it  if  liquid  ; and  when  uniformity  of 
temperature  is  established  in  the  calorimeter,  this  temperature  is  determined 
Thus,  to  take  a simple  case,  suppose  it  is  required  to  determine  the  latent 
heat  of  fusion  of  ice.  Let  M be  a certain  weight  of  ice  at  zero,  and  in 
a weight  of  water  at  i°  sufficient  to  melt  the  ice.  The  ice  is  immersed  in 
the  water,  and  as  soon  as  it  has  melted,  the  final  temperature  6 is  noted. 
The  water  and  calorimeter,  in  cooling  from  t°  to  6 , have  paited  vv> 
quantity  of  heat,  + where  ,*  is  the  water  equivaleffi  of  the 

calorimeter  If  -r  is  the  latent  heat  of  water,  the  ice  absorbs  in  hquef)  in0, 
a quantity  of  heat  M.r  ; but,  besides  this,  the  water  which  it  forms ; has ^ risen 
to  the  temperature  0°,  and  to  do  so  has  required  a quantity  of  heat,  lep 
sented  by  M0°.  We  thus  get  the  equation 

M*+  M 6 = + 

from  which  the  value  x is  deduced.  , . . . t 

By  this  method  Desains  and  De  la  Provostaye  found  that  the  late  t heat 

of  the  liquefaction  of  ice  is  79^5  : that  is,  a pound  of  ice 

absorbs  the  quantity  of  heat  which  would  be  necessary  to  raise  79  25  pounds 
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of  water  i°,  or,  what  is  the  same  thing,  one  pound  of  water  from  zero  to 
7 9‘25°-  Bunsen’s  latest  determination  gave  80-025  (456). 

This  method  is  thus  essentially  that  of  the  method  of  mixtures  ; the  same 
apparatus  may  be  used,  and  the  same  precautions  are  required,  in  the  two 
cases.  In  determining  the  latent  heat  of  liquefaction  of  most  solids,  the  dif- 
ferent specific  heats  of  the  substance  in  the  solid  and  in  the  liquid  state  require 
to  be  taken  into  account.  In  such  a case,  let  m be  the  weight  of  the  water 
in  the  calorimeter  (the  water  equivalents  of  the  calorimeter  and  thermometer, 
supposed  to  be  included)  ; M the  weight  of  the  substance  worked  with  ; /the 
original  and  8 the  final  temperature  of  the  calorimeter  ; T the  original  tem- 
perature of  the  substance  ; C its  melting  (or  freezing)  point  ; C the  specific 
heat  of  the  substance  in  the  solid  state  between  the  temperature  C and  6 ; 
l its  specific  heat  in  the  liquid  state  between  the  temperatures  T and  C ; and 
let  L be  the  latent  heat  sought. 

If  the  experiment  is  made  on  a melted  substance  which  gives  out  heat 
to  the  calorimeter  and  is  thereby  solidified  (it  is  taken  for  granted  that  a 
body  gives  out  as  much  heat  in  solidifying  as  it  absorbs  in  liquefying),  it  is 
plain  that  the  quantity  of  heat  absorbed  by  the  calorimeter,  ?n{8  - /),  is  made 
up  of  three  parts  : first,  the  heat  lost  by  the  substance  in  cooling  from  its 
original  temperature  T to  the  solidifying  point  ® ; secondly,  the  heat  given 
OU1t. 'nfS0lldlficatl0n>  ML  >'  and>  thirdly,  the  heat  it  loses  in  sinking  from  its 
solidifying  point  Œ to  the  temperature  of  the  water  of  the  calorimeter 
1 hat  is  : 


whence 


m(6  - t)  = M [(T  - ®)ff  + L + (C  - d)c] 
L = m(6  — t) 


M 


'-(T-try-(ff  _fl)c. 


The  following  numbers  have  been  obtained  for  the  latent  heats  of 
fusion  of  the  substances  specified 


Water 
Sodium  nitrate 
Potassium  nitrate 
Zinc 

Platinum 
Silver  . 


80-03 
62-97 

47'37 
28-13 
27-18 
21-07 
Mercury 


Tin 

Cadmium 
Bismuth 
Sulphur 
Lead  . 
Phosphorus 
2-83 


14-25 

13-66 

12-64 

9’37 

5-37 

S'°3 


The  potential  energy  which  bodies  acquire  in  the  art  of 
strictly  comparable  to  that  gained  by  a weight  when  work  has  been  spmft  in 
laismg  it.  W hen  the  liquid  solidifies,  it  reproduces  the  heat  whirh  h a 1 
expended  in  liquefying  the  solid  : just  as  when  a stone  SLt ^modur^T" 
its  impact  against  the  ground  the  heat,  the  equivalent  of  which  fn  wo  W ^ 

hSt  oTv:;^oniSing  and  a Sjmilar  eXplanad0n  aPPIies  the1  latent 

havf““r-  rr,  - r ,? 

quantity  of  heat,  which  is  termed  their  latent  nf  1 COnSldei'able 
'letermining  the  hea,  absorbed  i„  vapours, 1,'t  Üg  STTva^r  £ 
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liquefying  gives  out  as  much  heat  as  the  liquid  had  absorbed  in  becoming 
converted  into  vapour. 

The  method  employed  is  essentially  the  same  as  that  for  determining 
the  specific  heat  of  gases.  Fig.  434  represents  the  apparatus  used  by 

Despretz.  The  vapour  is  produced  in 
a retort,  C,  where  its  temperature  is 
indicated  by  a thermometer.  It  passes 
into  a worm,  SS,  immersed  in  cold 
water,  where  it  condenses,  imparting 
its  latent  heat  to  the  condensing  water 
in  the  vessel  B.  The  condensed 
vapour  is  collected  in  a vessel,  A, 
and  its  weight  represents  the  quantity 
of  vapour  which  has  passed  through 
the  worm.  The  thermometers  in  B 
give  the  change  of  temperature. 

Let  M be  the  weight  of  the  con- 
densed vapour,  T its  temperature  on 
entering  the  worm,  which  is  that  of 
its  boiling  point,  and  x the  latent  heat 

of  vaporisation.  Similarly,  let  m be  the  weight  of  the 

(comprising  the  weight  of  the  vessel  E and  of  the  worm  SS  reduced  to  then 
™„7alent  in  water*  let  C be  the  temperature  of  the  water  at  the  begmmag, 

“te  «rmmt  of  the  experiment,  the 
condensed  vapour  passes  out  a.  the  .emperature 


Fig-  434 


Itsmmperature  is  we  may,  however,  assume  .ha,  its  mean  temperature 
during  the  experiment  is  The  vapour  M after  condensât, on  has 

therefore  parted  with  a quantity  of  heat  m(t  ~‘\6)c,  while  the  hea, 
disengaged  in  liquefaction  is  represented  by  Mar  The  quantity  of  hea, 


ab^bed  by  the  cold  water,  the  worm,  and  the  vessel  is 


Hence 


M*  + M 


from  which  , is  obtained.  Despretz  (band  tha^the  £ 

100°  is  540  ; that  is,  a pound  of  water  "\hl  valuef  for 

much  heat  as  would  raise  540  poui  Régnault  at  temperatures 

the  latent  hea,  of  aqueous  £&  a.  4*.  and^y  E.  H. 

between  65  and  100  , and  mo  esented  w;th  great  accuracy 

Griffiths  at  intermediate  temperatures,  are  lepresentea 

by  the  formula  . 

y L = 59673  — o 601  t. 

Thus,  at  ioo°,  L = 536-63.  - • fip.  for  determining 

Bertholet  used  the  apparatus  îepies  . ^ js  Seated  by  the 

latent  heats  of  vaporisation.  The  liquid  1 J ^ ^ the  tube  ab  into 
ring  burner  B,  and  the  vapour  which  forms  passes  tn.oug 


Fig.  435 
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the  serpentine  S,  where  it  condenses  and  collects  in  the  bulb  R.  These 
are  contained  in  the  calorimeter  C,  the  top  of  which  is  closed  by  a wooden 
cover,  HH,  and  a layer  of  felt,  NN'  ; they  cut 
off  any  heat  from  the  flask  D and  from  the 
burner  B.  As  the  serpentine  SR  can  be  de- 
tached from  ab,  it  is  easy  to  determine  the 
weight  of  the  distillate  ; from  this,  and  from 
the  rise  in  temperature  of  the  water  in  the 
calorimeter,  the  latent  heat  can  be  readily 
calculated. 

In  the  conversion  of  a body  from  the  liquid 
into  the  gaseous  state,  as  in  the  analogous 
process  of  fusion,  as  the  temperature  rises  to 
that  of  boiling,  one  part  of  the  heat  is  used  in 
increasing  the  temperature  and  another  in  in- 
ternal work.  For  vaporisation,  the  greater 
portion  is  consumed  in  the  internal  work  of 
overcoming  the  reciprocal  attraction  of  the 
particles  of  liquid,  and  in  removing  them  to 
the  far  greater  distances  apart  in  which  they 
exist  in  the  gaseous  state.  In  addition  to  this 
there  is  the  external  work— namely,  that  done 
.against  the  external  pressure,  usually  that  of  the  atmosphere  ; and  as  the 
increase  of  volume  in  vaporisation  is  considerable,  this  is  large.  Vaporisa 
tion  may  take  place  without  external  work  being  done,  as  when  it  is  effected 
**  VaCU°  ; Wherther  the  evaporation  is  under  a high  or  under  a low 
piessure,  on  the  surface  of  a liquid  or  in  the  interior,  there  is  always  a great 

consumption  of  heat  in  internal  work  ) 

°° ancl  33° by  mea,,s  of  ,he 

The  liquefied  gas  is  contained  in  a cylindrical  gilt  copper  reservoir  R 
capable  of  sc.tammga  pressure  of  over  roo  atmospheres,  and  connected  wiU,’ 
a long  narrow  serpentine  tube  coiled  round  it  The  whole  is  a 

caforinreter.  The  serpentine  is  soidered  to  a 

of  a junction  and  a copper  tube  identical  with  that  round  the  L 7 
connected  with  another  and  larger  screw  valve  B.  leservoir  is 

F is  a glass  flask  containing  sulphuric  acid,  and  during  the  course  of  the 
experiment,  while  the  liquefied  gas  is  evaporating  the  c„i  1 ® of  the 

into  the  water  of  the  calorimeter  care  beffS  ÏÎI 1 SU!ph,unc  acid  d™Ps 
thermometer  ; in  this  way  the  temperature  may  be  kent^  by.  means  of  the 
a few  hundredths  of  a degree  - the  escape  of  tL  to  within 

screw  valve  B,  the  regularity  of  the  flow  being  ascertffnedVvf  “ ^h^  by,the 
containing  glycerine.  ascertamed  by  a wash  bottle  Z 

The  loss  in  weight  of  R gives  the  weight  nf  th»  • , 
from  the  loss  of  weight  of  F the  heat  due  tothe  dilution  of  Vhe  VaP]°  l'50-1’  a”d 
can  be  calculated.  These  two  furnish  the  data  for  cnlf  w suIPhunc  acid 
evaporation  of  the  liquefied  gas  a,  the  constant  tempe«nre T A^dTn'arg 

H H 
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temperatures  the  determination  can  be  made  between  o°  and  22°  ; beyond 
thpçp  limits  special  precautions  are  îecjuued.  . 

Experiments  were  made  with  sulphurous  acid,  carbonic  acid,  and  nitrous 
;1  thcy  show  that  the  heat  of  evaporation  constantly  elect  eases,  the 
decrease  being  linear  for  SO.,,  and  extremely  rapid  for  the  other  two  gases. 


Fig.  436 

, a _ n'Ait it  - tY  gives  the  heat  of  evaporation  of 
The  formula  X = 1 ^(o1  ()  0 47<^  > JV  mucp  below  o°. 

actions.  . , • , • rPservoir,  A,  full  of  mercury,  of 

The  principal  part  is  a sphen  ^ are  tw0  tubulures,  B,  in 

which  it  holds  about. 50  pounds  projecting  into  the  interior  of 

which  are  fitted  two  sheet-iron  tubes  P£J  the  substance 

the  bulb.  Each  can  be  fittec  " 1 £ ffle  and  one  glass  tube  are  enough  , 

experimented  upon.  In  mos  cas  . , compare  the  quantities  of  heat 

the  two  are  used  when  it  is  desired  ^ vertical  tubulure,  C,  there 

produced  in  two  different  operations  determining  calorific  capacities 

is  also  a muffle,  which  can  be  u de^ce/beneath  the  opening 

by  Regnault’s  method  (459),  m which  case  P 

r of  fig-  43°-  . ef„,  niston  • a rod  turned  by  a handle,  #«, 

Ü wbS  is  ruled  a long  capillary  glass  lube,  M 

divided  into  parts  of  equal  capacity. 
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The  mercury  calorimeter  is  thus  essentially  a thermometer  with  a very 
large  bulb  ancl  a capillary  stem  : it  is  therefore  extremely  delicate.  It  differs, 
however,  from  a thermometer  in  the  fact  that  the  divisions  do  not  indicate 
the  temperature  of  the  mercury  in  the  bulb,  but  the  number  of  thermal  units 
imparted  to  it  by  the  substances  placed  in  the  muffle. 

This  graduation  is  effected  as  follows  : — By  working  the  piston  the 
mercury  can  be  made  to  stop  at  any  point  of  the  tube  bo,  at  which  it  is 
desired  the  graduation  should  commence.  When  a small  quantity  of 
mercury,  which  is  not  afterwards  changed,  is  placed  in  the  iron  tube,  a thin 
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glass  test-tube,  e,  is  inserted,  which  is  kept  fixed  against  the  buoyancy  of  the 
mercury  by  a small  wedge  not  represented  in  the  figure.  The  tube  being 
thus  adjusted,  the  point  of  a bulb  tube  (see  fig.  438)  is  introduced,  con- 
taining water  which  is  raised  to  the  boiling  point  ; on  turning  the  pipette 
to  the  position  n' , a quantity  of  the  liquid  flows  into  the  test-tube 

The  heat  thus  imparted  to  the  mercury  makes  it  expand-  the 
column  of  mercury  in  bo  is  lengthened  by  a number  of  divisions  n If 
he  water  poured  into  the  test-glass  is  weighed,  and  if  its  temperature  is 
aken  when  the  column  bo  is  stationary,  the  product  of  the  weight  of  the 

he  mi1";0  the/Tbcr  °f  dCffrCeS  throu^h  which  it  has  fallen*  indicates 
number  of  thermal  units  which  the  water  has  given  up  to  the  entire 

II  H 2 
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anoaratus  Dividing  by  n this  number  of  thermal  units,  the  quotient  gives 
the  number,  a,  of  thermal  units,  corresponding  to  a single  division  of  tie 

U'bIn  determining  the  specific  heat  of  liquids,  a given  weight,  M,  of  the 
liquid  in  question  is  raised  to  the  temperature  T,  and  is  poured  into  * 
tube  C Calling  the  specific  heat  of  the  liquid  r,  its  final  temperature  and 
n the  number  of  divisions  by  which  the  mercurial  column  bo  has  advanced, 

we  have  na 

Mc{T-6)  = mi,  from  which  c= 


The  boards  represented  round  the  apparatus  are  hinged  so  as  to  form  a 
sox,  which  is  lined  with  eider-down  or  wadding  to  by 

a board,  which  is  pro- 
vided with  a suitable 
case,  also  lined,  which 
fits  over  the  tubulures  d 
and  a.  A small  magnify- 
ing glass,  which  slides 
along  the  latter,  enables 
the  divisions  on  the  scale 
to  be  read  off. 

471.  Examples.  — I- 
What  weight  of  ice  at 
zero  must  be  mixed  with 
9 pounds  of  water  at  20° 
in  order  to  cool  it  to  50  ? 
Let  M be  the  weight 
F‘g’  438  0f  ;ce  necessary  ; in  pass- 

ing  from  the  State  of  ice  to  that  of  water  at  sero,  it  w'dUhsorb  8oM  «henna, 
units;  and  in  order  to  urnse  it  fio  5’  ; 8oM  + 5M  = 8sM.  On 

the  other  ^ ^ L.  - » f > 

9 x (20-  5)  = 135-  Consequently 

= n5  ; from  which  M 1-588  = pounds. 


What  weight  of  steam  a,  too- is  necessary  to  raise  the  temperature 

of  208  pounds  of  water  froni  id  ^ j • latent  heat  of  steam  is  54°°,  and 
Let  p be  the  weight  of  the  steam.  ter  0-;ve  up  a quantity 

consequently  p pounds  of  steam  m con  ensi  a temperature 

oi  Ve 

540/  + 68 P = 3744  ; from  which  p*  6-158  pounc  s. 
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CHAPTER  X 

STEAM  AND  OTHER  HEAT  ENGINES 


472.  Steam-engines. — Steam-engines  are  machines  by  which  heat  energy, 
obtained  by  the  combustion  of  fuel,  is  turned  into  mechanical  work  ; aqueous 
vapour  being  used  as  a working  fluid  for  effecting  the  transformation.  In  all 
but  a very  few  exceptional  cases  the  mechanical  means  used  for  the  trans- 
formation of  the  one  form  of  energy  into  the  other  are  as  follows  : the  heat  of 
combustion  is,  as  far  as  possible,  imparted  to  water  in  a closed  vessel  called 
a boiler  ; the  water  is  there  converted  into  steam  of  an  enormously  greater 
relative  volume,  and,  the  steam  space  being  restricted,  pressure  is  produced. 
This  steam  under  pressure  is  allowed  to  pass  from  the  boiler  as  fast  as  it  is 
formed,  and  acts  alternately  on  the  two  sides  of  a movable  piston,  with  a to- 
and-fro  motion,  in  a cylinder.  As  soon  as  the  piston  has  been  pressed  to 
either  end  of  the  cylinder  by  the  incoming  steam  acting  on  one  side  of  it, 
the  communication  between  that  side  and  the  boiler  is  closed,  and  another 
communication  opened  either  to  a condenser  or  to  the  atmosphere.  In 
either  case  the  steam  escapes  from  the  cylinder  and  the  pressure  against 
the  piston  drops,  so  that  it  can  be  pushed  back  by  fresh  steam  from  the 
boiler  acting  on  the  opposite  side. 

If  the  purpose  of  the  engine  is  to  drive  pumps  or  other  machines  requiring 
a reciprocating  motion  only,  a rod  from  the  piston  can  be  connected  directly 
with  the  pump  plunger.  If,  however,  as  in  the  majority  of  cases,  a rotary 
motion  is  required,  a simple  mechanism,  described  in  art.  474,  converts  the 
reciprocating  motion  of  the  piston  into  the  rotary  motion  of  a shaft.  We 
will  first  consider  the  boiler,  or  apparatus  for  generating  steam,  and  then 
the  engine  itself. 

473.  The  boiler.— Figs.  439  and  440  show  one  of  the  forms  of  boiler 
commonly  used  for  supplying  steam  to  both  land  and  marine  engines.  It 
is  generally  known  as  a multitubular  water  tank  boiler  from  the  prominent 
features  of  its  construction.  Fig.  439  shows  a longitudinal  section  of  the 
boiler,  and  fig.  440  a front  view  with  the  position  of  the  most  important 
mountings  and  the  framing  on  which  the  boiler  is  supported. 

The  boiler  consists  of  an  outer  cylindrical  shell  A of  steel  plate  riveted 
together,  and  closed  at  the  ends  by  flat  plates,  flanged  at  right  angles  at  the 
circumference  and  riveted  in  place.  The  reason  for  adopting  the  cylindrical 
form  is  that  it  does  not  need  to  be  stayed  to  enable  it  to  stand  internal 
pressure,  but  the  end  plates  being  flat  have  to  be  stayed  to  each  other  by 
long  bar  stays,  B,  with  nuts  on  each  side  of  the  plates  where  they  pass 
through.  In  the  lower  part  of  the  front  plate  are  fitted  three  tubes  of  large 
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diameter  called  furnaces , C ; these  are  corrugated  to  withstand  external 
pressure,  and  at  the  same  time  are  thin  enough  to  transmit  the  heat  of  the 
fire  without  becoming  unduly  heated.  Tire  inner  ends  of  these  furnace 
tubes  are  attached  to  three  roughly  rectangular  chambers  built  up  of  steel 
plates  and  called  combustion  chambers , shown  for  the  centre  furnace  in 
fig.  439  at  D. 

The  combustion  chambers,  which  are  well  stayed  to  each  othei  and  to 
the  back  of  the  boiler  by  screwed  stays  with  nuts  E,  are  connected  with  the 


Fig.  439 


front  of  the  boiler  by  a large  number  of  steel  tubes,  F,  of  small  diameter 
some  of  which  are  screwed  into  the  plates  to  act  as  stays,  and  the  othei  s 
simply  expanded  lightly  in  the  holes  to  make  them  pressure-tight. 

The  front  of  the  furnace  is  closed  by  a thinner  plate  having  two  opening 
fitted  with  doors  : the  upper  one,  G,  called  the  furnace  door  ; the  lower  one 
H,  for  the  supply  of  air  underneath  the  fire  to  aid  the  combustion,  anc 

called  th^ei  .g  4rn^  on  a grate  J,  formed  by  a series  of  fire-bars,  tcnmunjting 
in  a firebrick  bridge  K to  deflect  the  gases  or  volatile  constituents  of 
fuel  which  are  distilled  off  into  the  combustion  chamber,  where  they  bun 
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completely.  The  hot  products  of  combustion  then  pass  through  the  small 
tubes,  giving  up  their  heat  to  the  water  and  entering  the  smoke  l>ox  L,  which 
is  a casing  built  over  the  openings  of  the  lubes  at  the  front  of  the  boiler,  and 
are  carried  from  there  through  the  uptake  N to  the  chimney  or  funnel.  In 
order  to  get  as  much  heat  as  possible  from  these  waste  gases,  the  boilei  feed 


water  is  sometimes  carried  through  a series  of  small  tubes  placed  in  the 
uptake  ; this  fitting  is  called  a feed  heater. 

The  circulation  of  water  in  the  boiler  is  roughly  as  follows  : the  feed 
water  is  pumped  through  a valve  on  the  side  of  the  boiler  and  by  an  internal 
pipe  T (fig.  440)  is  discharged  to  the  underside  of  the  furnaces  ; being  thus 
heated  convection  currents  are  set  up,  and  the  water  rises  between  the 
furnaces,  tubes,  and  combustion  chambers,  which  form  the  heating  surfaces , 
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obtaining  more  heat  on  its  way,  and  its  place  is  taken  by  cooler  water 
descending  from  the  upper  body  of  water  ; these  convection  currents  are 
maintained  while  the  boiler  is  working.  The  working  water  level  is  kept 
at  about  12  to  14  inches  above  the  highest  part  of  the  heating  surfaces,  i.e. 
the  top  of  the  combustion  chamber  ; thus  any  of  the  plates  in  contact  with 
the  hot  gases  are  prevented  from  overheating,  which  would  reduce  the 
strength  of  the  metal.  The  space  above  the  water  level  is  called  the 
steam  space. 

The  principal  fittings  or  mountings  are  indicated  in  fig.  440.  M is  a 
stop  valve  through  which  the  steam  supply  to  the  engines  is  regulated,  and 
is  connected  with  an  internal  pipe  into  which  the  steam  enters  through 
a series  of  slots  across  its  upper  side  ; this  internal  steam  pipe  assists  in 
freeing  the  steam  from  any  water  which  may  be  thrown  up  from  the  water 
surface  by  violent  ebullition.  O is  a safety  valve  loaded  by  a spiral  spring 
to  the  safe  working  pressure,  and  when  the  maximum  pressure  allowable  in 
the  boiler  is  reached,  the  valve  lifts  and  allows  the  steam  to  escape  into  the 
atmosphere  ; these  valves  are  always  fitted  in  duplicate  to  ensure  safety. 

P is  a water  gauge,  a glass  tube  held  in  fittings  which  are  connected  with 
a steady  pipe  Q,  which  itself  is  connected  with  the  boiler  a few  feet  above 
and  below  the  working  water  level.  The  water  stands  in  the  glass  at  the 
same  height  as  in  the  boiler,  and  the  fireman  can  see  at  a glance  if  it  is  at 
the  correct  level.  This  fitting  is  of  the  highest  importance,  as  a fall  in  water 
level  sufficient  to  expose  any  part  of  the  heating  surface  results  in  weakening, 
from  overheating,  of  the  plates  at  that  part  and  a possible  consecpient  collapse  ; 
this  has  been  the  cause  of  many  boiler  accidents,  and  for  this  reason  two 
water  gauges  are  fitted,  one  on  each  side  of  the  boiler.  R,  R are  pressia  e 
gauges  attached  by  small  pipes  to  the  top  of  the  boiler.  A pointer  worked 
by  a spiral  tube  inside  the  gauge  indicates  the  boiler  pressure,  or  the  amount 
by  which  the  pressure  inside  the  boiler  exceeds  the  atmospheric  piessuie. 
These  also  are  fitted  in  duplicate.  S,  S are  the  feed  valves  by  which  the 
supply  of  feed  water  can  be  regulated.  They  are  non-return  \ alves,  and 
thus  allow  the  pump  to  force  water  into  the  boiler,  but  prevent  the  boilei 
pressure  returning  the  water  into  the  feed  pipes  and  pump  ; internal  feed 
pipes,  T,  carry  the  water  to  the  lower  part  of  the  boiler.  The  two  valves 
fitted  are  for  the  discharge  from  two  separate  pumps,  so  that  an  extra  pump 
is  always  ready  in  case  the  pump  in  use  breaks  down.  V is  a running  down 
valve  for  emptying  the  boiler  for  cleaning  purposes  when  not  in  use.  X is 
a scum  valve  for  clearing  the  surface  of  the  water  of  any  accumulation  of 
grease.  Y,  Y are  manhole  doors  by  which  access  is  obtained  to  the  boiler 

interior,  when  empty,  for  cleaning  purposes. 

473A.  Water-tube  boilers.— The  necessity  for  higher  steam  pressures  to 
obtain  increased  economy  of  working  brought  the  tank  boiler  to  its  limit, 
especially  for  marine  purposes,  as  the  increased  weight  due  to  making  the 
parts  sufficiently  strong  rendered  it  too  heavy  for  the  power  obtained. 
This  led  to  the  introduction  of  a type  known  as  water-tube  boilers  ; briefly 
the  difference  between  this  type  and  the  water-tank  boiler  described  above 
is,  that  the  flames  and  water  are  interchanged,  the  water  being  contained 
in  a series  of  small  tubes  connected  to  common  collectors  of  cylindrical 
form,  and  the  flames  and  hot  gases  are  directed  against  and  pass  aioun 
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the  outsides  of  the  tubes.  A large  number  of  types  of  water-tube  boilers 
have  been  introduced  each  claiming  special  advantages,  but  they  all  have 
the  same  general  features  in  common. 

(1)  The  tubes  are  connected  with  a common  steam  chamber  above  and 
water  chamber  or  chambers  below. 

(2)  The  feed  water  is  introduced  into  the  steam  chamber  and  descends 
by  definite  downtake  tubes  to  the  water  chambers,  there  entering  the  small 
generating  tubes  ; it  is  heated,  and  a mixture  of  steam  and  water  rises  in 
these  tubes  and  is  discharged  into  the  steam  chamber. 

The  points  of  advantage  claimed  for  water-tube  boilers  over  tank  boilers 
may  be  summed  up  in  the  following  : — 

1.  The  tubes  and  collectors  being  of  small  diameter  can  be  made  strong 
enough  to  withstand  high  pressures  without  entailing  too  great  a weight. 

2.  Owing  to  the  small  amount  of  water  contained  the  boilers  are  lighter, 
and  the  effects  of  a fracture  are  less  disastrous,  than  in  the  case  of  a tank 
boiler.  This  is  of  importance  in  warships. 

3.  High  powers  can  be  obtained  owing  to  the  large  grate  area  and 
heating  surface. 

4.  Repairs  can  be  easily  and  quickly  made,  but  the  life  of  the  water-tube 
boiler,  taking  into  consideration  its  working  at  a higher  rate,  is  rather  less 
than  that  of  the  tank  type. 

Boilers  of  this  character  were  first  introduced  early  in  the  nineteenth 
century,  but  no  great  success  was  obtained,  and  only  in  1879  the  first  of  a 
type  known  as  the  Belleville  boiler  met  with  success.  Since  then  the 
number  of  different  types  has  greatly  increased,  and  some  are  good  steam 
generators. 

It  will  be  sufficient  for  the  purpose  to  describe  one  particular  type  from 
which  good  results  have  been  obtained  in  practice.  Fig'.  441  shows  a half 
section  and  half  front  view  of  one  of  these  boilers,  which  contains  an  upper 
steel  cylinder  or  steam  collector , and  three  lower  steel  cylinders  or  water 
collectors.  The  steam  collector  is  connected  with  the  centre  water  collector 
by  a series  of  tubes  of  large  diameter,  A,  and  with  the  wing  collectors  by  a 
single  tube  of  slightly  larger  diameter,  outside  the  boiler,  one  to  each  wing- 
collector,  B ; these  form  the  downtake  tubes.  A large  number  of  curved 
tubes  of  small 'diameter  are  fitted  between  the  upper  and  lower  collectors, 
secured  in  holes  in  each  by  being  expanded  in  place  ; these  tubes  form 
practically  the  entire  heating  surface.  The  whole  is  surrounded  by  a thin 
steel  casing  with  openings  at  the  front  for  furnace  doors,  draught  plates  and 
cleaning  doors,  and  an  opening  at  the  top  for  the  funnel.  The  fuel  is  carried 
on  a series  of  fire-bars  in  the  lower  part  of  the  boiler,  and  the  ends  of  the 
furnace  are  protected  from  the  flames  by  walls  of  firebrick. 

In  order  to  prevent  the  products  of  combustion  passing  direct  between 
the  tubes  to  the  uptake  without  completely  burning  or  giving  up  their  heat 
the  gases  are  constrained  to  pass  around  the  tubes,  as  shown  by  the  arrows 
in  the  figure,  by  bending  two  adjacent  rows  of  tubes  until  they  are  in  the 
same  plane,  so  forming  a complete  baffle  ; in  the  figure  this  is  done  at 
C,  U,  E,  F.  In  this  way  the  gaseous  products  have  time  to  burn  completely 
and  give  up  a large  percentage  of  their  heat  to  the  tubes  before  passing 
away  to  the  funnel. 
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A very  important  point  is  the  circulation  of  the  water,  which  must  be 
good  as  these  boilers  are  of  small  capacity,  and  defective  circulation  would 
at  once  result  in  overheating.  The  feed  water  is  pumped  into  the  steam 
collector  through  a valve  which  is  regulated  automatically  by  a float  in 
the  water  and  from  this  it  flows  down  the  downtake  tubes,  which  are 
placed  in’ positions  to  be  shielded  from  the  flames,  to  the  water  collectors  ; 
then  entering  the  small  tubes  it  is  heated  and  partially  evaporated,  and  the 
mixture  of  steam  and  water  rises  and  is  discharged  into  the  steam  collector, 


whence  the  water  continues  on  the  same  course  ; the  steam  filling  the  space 
Ive  the  level  is  collected  by  an  internal  steam  p,pe  and  earned 

“ TlftoTon  .bis  type  of  boiler  are  the  same  as  those  described  in 

“’Æ’m  of  ‘bo  P***”'  is  «5 

result  of  the  gradual Improvement  of  those  invented  by  Newcomen  and 

Wait.  These  were  originally  reciprocal, ng  “ a„'d'  „,e 

steam  pressure  was  used  to  drive  a piston  to  and  fio  in  a cjlinde  , 
motion  was  transmitted  through  a piston-rod  to  work  up  and  don 
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of  a rocking  lever,  to  the  other  encl  of  which  was  connected  a pump-rod,  the 
whole  being  used  for  mine  pumps.  Later,  by  Watt,  this  reciprocating 
motion  of  the  piston  was  converted  into  a continuous  rotary  motion  by 
means  of  a crank  and  connecting  rod.  The  admission  and  exhaust  of  steam 
alternately  to  and  from  either  end  of  the  cylinder  being  arranged  for  by  a 
mechanism  to  be  described  (475))  ensured  a more  or  less  continuously 
sustained  effort  resulting  in  a continuous  rotation,  which  is  the  motion  most 
generally  required. 

The  steam,  after  it  has  done  its  work  in  driving  the  piston  through  its 
stroke,  is  exhausted  or  conveyed  from  the  cylinder  by  a pipe  to  a condenser. 
This  condenser  consists  of  a 
casing  containing  a number  of 
tubes  of  small  diameter,  held 
between  the  two  flat  ends  or 
tube  plates,  holes  being  drilled 
in  the  tube  plates  in  which  the 
tubes  fit  tightly.  Cold  water  is 
continually  circulated  through 
these  tubes,  and  the  exhaust 
steam  from  the  engine  is  led 
to  the  inside  of  the  casing,  and 
coming  in  contact  with  the  cold 
tubes  is  immediately  condensed 
and  is  pumped  away  from  the 
bottom  of  the  casing  by  an  air- 
pump.  Due  to  the  exhausting 
action  of  the  air-pump  and  the 
condensation  of  the  steam,  a 
very  low  pressure  of  2 to  3 
pounds  per  square  inch  abso- 
lute (called  usually  a vacuum) 
is  maintained  in  the  case,  which, 
as  it  is  in  connection  with  the 
cylinder,  does  not  oppose  the 
motion  of  the  piston  to  any 
great  extent. 

Sometimes  the  exhaust  steam 
is  led  direct  to  the  atmosphere  ; 
in  this  case  the  engine  is  called 
non-condensing , and  not  only  is  the  resulting  water  lost,  but  opposing  the 
motion  of  the  piston  is  a back  pressure,  to  the  extent  of  about  15  pounds 
pei  square  inch  absolute,  or  the  atmospheric  pressure  at  that  place. 

Fig.  442  shows  in  section  the  arrangement  of  the  mechanism  used  to 
obtain  the  rotational  motion.  A is  a large  cylindrical  iron  casting  called  a 
cylinder  On  account  of  the  intricacy  of  this  casting  the  cast  iron  used  has 
to  be  of  a soft  quality  to  ensure  it  being  fairly  fluid  when  melted,  so  as  to 
supply  a good  working  surface  for  the  piston.  A plain  cylindrical  barrel  or 
liner  made  of  a harder  material,  B,  is  fitted  inside,  and  held  in  place  at  the 
top  and  bottom.  At  the  same  time  it  forms,  with  the  cylinder  walls  an 
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enclosecl  annular  space  called  a steam  jacket , C,  to  which  steam  is  admitted 
direct  from  the  boiler,  and,  keeping  the  cylinder  uniformly  heated,  prevents 
condensation  of  the  working  steam. 

The  top  of  the  cylinder  is  closed  by  a cylinder  cover , D,  held  down  by  a 
number  of  bolts  around  its  circumference.  The  bottom  is  cast  in  one  with 
the  cylinder,  an  opening  being  allowed  forth  e fiston -rod,  E,  to  work  through. 
An  annular  space,  F,  is  formed  around  the  rod,  which  is  filled  with  some 
kind  of  packing,  to  enable  the  piston-rod  to  work  steam  tight  and  with 
minimum  friction  ; this  is  generally  called  the  stuffing-box.  There  are  two 
other  openings  in  the  cylinder,  one  at  each  end,  connecting  the  ends  with 
ports  in  the  valve  face,  H (fig.  443),  trough  passages  formed  m the  casting. 
v This  valve  face  is  a plane 

on  which  the  slide  valve , K, 
works,  regulating  the  alter- 
nate admission  and  exhaust 
of  steam.  The  cylinder  is 
supported  by  columns,  L,  M 
(fig.  442),  on  a framing,  N, 
and  a guide,  P,  is  arranged 
on  the  column,  L,  on  which 
the  end  of  the  piston-rod 
outside  the  cylinder  works, 
thus  constraining  the  rod 
to  move  in  a straight  line. 
Bearings , R,  are  fitted  in 
the  framing  to  hold  the 
crank  shaft,  S,  and  to  en- 
sure its  motion  being  purely 
rotational.  The  lower  end 
of  the  piston-rod  is  con- 
nected to  the  crank  pin,  T, 
by  a connecting  rod,  U, 
having  bearings  at  both 
ends  : the  crosshead  bearing, 


Fig.  443 


V to  allow  of  a turning  motion  of  small  angle,  and  the  crank-pin  bearing, 
W (olltow  of  a complete  rotation  of  the  crank  pin  «htch  be.ng  connected 
to  the  crank  shaft  by  the  crank  arms,  rotates  with  the  shaft.  , 

This  type  of  engine,  known  as  a vertical  double-acting  one,  is  ‘ 
used  for  the  propulsion  of  ships  by  driving  a screw  *sy  "f 

shafting  for  factory  machinery.  Being  vei  t c fl  e t'han 

access  for  good  superv* n and Repair  fluently 

if  it  were  horizontal,  fig-  444  snows  a ^ _ , . , . case 

built  for  driving  shaft ting, , or  of  dm  pump  being  connected 

M s-x  rt  £ 

admission  of  steam  to  the  engine  s ic  e ■ , ‘ times  varied, 

constant  speed  though  the  load  or  — of  two 

weïhŒhingeï Z the  top  ma  central  spindle,  and  rotated  by  gearing 
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from  the  engine  crank  shaft.  When  the  speed  of  the  engine  increases 
beyond  a certain  limit,  at  which  the  governor  is  set,  the  arms  fly  outwards, 
lifting  a lever  against  the  action  of  a spring,  which  lever  partially  closes  a 
throttle  valve,  H,  in  the  steam  pipe,  thus  reducing  the  admission  of  steam 


Fig.  444 


to  the  engine.  Similarly,  if  the  speed  decreases  the  reverse  action  takes 
place,  and  the  throttle  valve  is  opened  to  a larger  extent.  In  this  way  the 
engine  automatically  controls  its  own  speed.  The  other  parts  of  the 
mechanism  in  fig.  444  can  be  recognised  from  the  description  of  fig.  442. 

475.  Distribution  of  steam.  Slide  valves. — Fig.  443  shows  the  cylinder 
in  section  at  right  angles  to  the  view  given  in  fig-.  442  ; it  gives  the  detail  of 
the  valve,  and  illustrates  its  working  to  distribute  the  steam  as  required  in 
the  cylinder.  It  will  be  seen  that  passages  X Y connect  each  end  of  the 
cylinder  with  the  slide-valve  space  or  chest.  On  this  face,  between  the  two 
cylinder  ports,  comes  a third  called  the  exhaust  port  Z,  communicating 
directly  to  the  atmosphere  or  a condenser  as  the  case  may  be.  The  slide 
valve  K is  shaped,  in  section,  something  like  an  irregular  D,  and  is  some- 
times called  a D-valve.  It  is  moved  continuously  up  and  down  over  the  face 
by  a valve  rod  O,  working  through  the  stuffing-box  F„  the  whole  being 
enclosed  by  the  cover  D:,  and  steam  being  admitted,  from  the  boiler,  to  the 
enclosed  space  through  the  opening  I.  When  in  the  position  shown  in  the 
figure,  the  steam  enters  at  X,  past  the  edge  of  the  valve,  passes  to  the 
bottom  of  the  cylinder  (shown  by  the  arrows),  and  presses  the  piston  up. 
The  steam  at  present  in  the  cylinder  on  the  upper  side  of  the  piston  escapes 
as  the  piston  advances  through  the  upper  passage  Y,  arid  the  hollow  under 
part  of  the  valve  to  the  exhaust  port  Z. 

As  the  piston  moves  upwards,  the  valve  at  first  moves  in  the  same 
direction,  opening  the  port  X a little  wider,  then  gradually  moves  down- 
wards, and  closes  the  admission  port  altogether.  The  instant  at  which 
this  occurs  is  called  the  cut-off,  no  more  steam  is  allowed  to  enter  the 
cylinder -for]  that  stroke,  the  piston  being  driven  upward  by  the  elastic 
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pressure  of  the  steam  expanding  below  it.  By  the  time  the  piston  lias 
arrived  at  the  top  of  its  stroke  the  position  of  the  valve  is  reversed  from  that 
shown  in  the  figure,  and  the  steam  now  passes  into  the  cylinder  by  the 
top  port  pressing  the  piston  down,  while  the  steam  which  has  already  done 
duty  in  the  lower  end  escapes,  in  its  turn,  through  the  exhaust  port. 

The  eccentric,  from  which  the  valve  receives  its  motion,  is  shown  in 
fig.  445.  Here  A ’is  the  crank  shaft,  and  B a disc  or  sheave , keyed  (as  seen  at 

C)  eccentrically  on  it  so  as  to  revolve  with  it. 
Encircling  this  disc  is  a strap  or  bearing 
D,  made  in  two  pieces,  rigidly  connected 
with  an  eccentric  rod  E,  which  is  coupled, 
by  a pin  P,  to  the  valve-rod  O (fig.  443).  In 
each  revolution  of  the  eccentric  disc  the 
valve-rod  is  moved  up  and  down  through  a 
space  equal  to  twice  the  eccentricity  of  the 
eccentric,  or  the  distance  between  the 
centres  X and  Y.  The  eccentric  is  thus 
equivalent  to  a crank  having  a radius  equal 
to  its  eccentricity,  the  sheave  B being  the 
crank  pin,  and  is  used  because  the  amount 
of  travel  of  valve  required  is  too  small  to 
allow  of  an  ordinary  crank  being  fitted. 

In  locomotives  and  marine  engines  two 
eccentrics  are  fitted,  one  so  placed  to  give 
the  valve  the  correct  motion  when  the 
shaft  is  required  to  rotate  in  one  direction, 
the  other  correctly  fixed  for  the  reverse 
direction  of  rotation.  The  upper  ends  of 
the  eccentric  rods  are  connected  by  a 
curved  bar,  called  a link-bar , which  can 
slide  through  a bearing  formed  in  the  end  of  the  slide  rod.  By  a mechanism, 
called  reversing  gear,  either  eccentric  rod  can  be  placed  in  line  with  the 
slide  rod  so  as  to  give  the  valve  motion  for  the  direction  of  rotation 
required.  ’ This  reversing  gear  is  shown  in  fig.  446  of  the  locomotive. 

476  Locomotives  are  steam-engines  which,  mounted  on  a carriage,  piopel 
themselves  by  transmitting  their  motion  to  the  wheels.  The  whole 
machine  (fig.  446),  boiler  and  engine,  is  fixed  to  a steel  frame  which  carries 
the  whole  weight,  and  in  turn  transmits  that  weight  to  the  axle-boxes  (01 
bearings  in  which  the  axles  turn)  by  means  of  springs,  and  thence  through 
the  wheels  to  the  rails.  The  boiler  is  of  a special  type  adopted  in  order  o 
get  the  greatest  possible  heating  surface  in  a very  limited  space,  especial  y 
height  and  breadth.  It  is  very  similar  to  the  boiler  m art  473,  except  that 
in  this  case  the  shell  or  barrel  is  of  smaller  diameter,  and  the  furnace  or 
tire  box  is  formed  by  a more  or  less  rectangular  box  being  riveted  inside  the 
fear  end  of  the  barrel,  which  at  this  place  is  also  rectangular.  The  front 
end  of  the  furnace  has  an  opening  for  stoking  closed  by  a furnace  dooi. 
back  end  of  the  fire-box  is  connected  to  the  end  of  the  boiler  by  a number  of 
tubes  of  small  diameter  which  pass  through  the  water  space. 

The  fuel  is  burnt  on  a grate  formed  of  fire-bars,  and  the  burning  gase 
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and  products  of  combustion  are  deflected  lay  a firebrick  bridge  against  the 
top  of  the  fire-box,  and  thence  through  the  tubes,  giving  up  their  heat  to  the 
surrounding  water,  passing 
thence  to  the  smoke-box , 
which  is  a cylindrical  casing 
attached  to  the  front  end  of 
the  boiler.  The  funnel  is 
fitted  on  the  upper  side  of 
this  casing. 

The  water  level  in  the 
boiler  is  kept  at  a height 
considerably  above  the  top 
of  the  fire-box. 

Half-way  along  the  length 
of  the  boiler  a dome  is  fitted 
on  the  boiler  shell,  from 
which  the  internal  steam 
pipe  is  led  ; this  dome  en- 
sures a supply  of  steam  to 
the  cylinders  free  from  water. 

At  the  mouth  of  the  pipe 
is  fitted  a valve,  the  function 
of  which  is  to  regulate  the 
supply  of  steam  to  the  engine, 
worked  by  a rod  and  handle 
from  the  footboard  of  the 
locomotive. 

There  are  two  steam 
cylinders  of  small  diameter, 
one  on  each  side  of  the 
frame,  each  with  its  piston, 
piston-rod,  and  connecting 
rod,  as  in  an  ordinary  hori- 
zontal engine.  The  crank 
pins  being  fixed  on  one  of 
the  pairs  of  driving  wheels , 
placed  so  that  the  cranks  are 
at  right  angles,  it  follows  that 
one  will  be  exerting  its  maxi- 
mum turning  moment  when 
the  other  is  on  its  dead  point , 
or  the  position  in  which  the 
crank  arm  and  connecting  rod 
are  in  one  straight  line,  when 
no  turning  force  is  exerted. 

The  eccentrics  are  keyed 
on  to  the  axle  of  the  same 
driving  wheels,  and  work  the  slide  valves  by  means  of  rocking  levers.  To  put 
either  the  forward  or  backward  eccentric  into  gear  (475)  the  link  is  worked 
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by  means  of  a rod  and  lever  connected  to  a screw  and  wheel  on  the 

footboard.  . . , , 

The  exhaust  steam  from  each  of  the  slide-valve  cases  is  led  to  a common  pipe 

terminating  in  a slight  nozzle  in  the  base  of  the  funnel,  called  the  blast  pipe, 
and  thus  the  escaping  steam  induces  the  fierce  draught  required  in  these 
boilers  to  ensure  rapidity  of  combustion  of  the  coal,  and  so  develop  a large 
amount  of  heat  from  the  comparatively  small  fire-grate. 

A locomotive  such  as  that  shown  in  the  figure  is  called  an  outside 
cylinder  engine,  on  account  of  the  position  of  its  cylinders  Many  engines 
have  cylinders  placed  inside  the  frames,  which  are  then  called  inside  cylinder 
locomotives.  In  express  engines  the  cylinders  frequently  drive  only  one 
nair  of  very  large  wheels.  These  are  called  driving  wheels,  those  on  the 
front  bogie  being  leading  wheels,  and  on  the  rear  axles  trailing  wheels.  In 
many  cases,  however,  especially  in  goods  locomotives,  where  a greater  tractive 
power  is  required,  two  or  more  pairs  of  wheels  of  the  same  diameter  are 
connected  together  by  coupling  rods.  Such  engines  are  called  coupled 
engines,  the  one  shown  in  fig.  446  being  a six-coupled  engine,  the  cylinders 
actually  driving  the  centre  pair,  which  are  connected  by  coupling  îods  to 

the Tc)1  prevent  slipping  between  the  wheels  and  the  rails,  in  which  case  the 
engine  would  not  move  forward,  it  is  necessary  to  increase  the  friction 
between  them.  This  is  done  by  making  the  largest  portion  of  the  whole 
weight  possible  rest  on  the  driving  wheels,  and  when  necessary  by  .ncreas- 
ing  the  coefficient  of  friction  (49)  by  pouring  sand  on  the  rails  All  loco- 
ives  me  famished  with  sand-boxes,  with  pipes  leading  to  the  rads,  for 

th’ The  following  is  an  explanation  of  the  reference  letters  in  fig.  446 
A is  the  internal  steam  pipe  conveying  steam  from  the  dome  to  the  cylinder 
B Tin  this  works  a piston  C,  driving  the  crank  D,  by  means  of  the  piston 

“dTÏÏ,MteBGfeac^dF»iU.  non-conducting  material  which  does  not 

perish  Cpr^enting^adiadon.  H^is"  the  arrangement  for 

regulating  the  = ^ SU  amt 

pbi! 

477-  Expansion  ■ better  workmanship,  materials 

““E - 

was  accomplished  by  the  force  due  to  *e  Tat  hj boiler Uo  to  3°°  pounds 
the  case  of  pressure), 

per  squaie  inch  by  g b ( ■ :nri,  4ie  engines,  and  when  the 

reduced  to  200  cond™  ser^n  which  a constant  pressure  of  5 pounds  per 

engine  is  fitted  with  a conde  beU)W  normal  atmospheric  pressure, 

nTp. ; per  square  inch  absolute)  is  maintained,  the  steam 


-477]  Expansion  of  Steam  481 

can  expand  doing  work  through  a drop  in  pressure  of  210  to  260  pounds  per 
square  inch.  This  expansion  could  be  carried  out  in  a single  cylinder,  but 
such  an  arrangement  would  be  accompanied  by  the  following  faults  : — 

(1.)  Heat  defect. — The  cylinder  walls  would  be  exposed  alternately  to  the 
temperature  of  admission,  viz.  406°  F.  (corresponding  to  265  pounds  per  square 
inch  absolute),  and  the  temperature  of  exhaust,  viz.  162°  F.  (corresponding 
to  5 pounds  per  square  inch  absolute).  This  latter  so  reduces  the  temperature 
of  the  metal  of  the  cylinder,  that  when  the  first  rush  of  steam  comes  into 
the  cylinder  at  the  beginning  of  the  next  stroke,  a large  quantity  of  the  steam 
is  immediately  condensed,  giving  up  its  heat  to  the  walls  until  they  are 
raised  to  the  higher  limit  of  temperature.  Hence  a large  amount  of  heat  is 
used  up,  and  a greater  weight  of  steam  required  per  stroke  to  make  up  for 
this  initial  condensation.  Although  during  the  expansion  part  of  this  con- 
densed steam,  which  exists  as  a film  of  water  on  the  walls,  may  re-evaporate, 
still  some  will  remain  in  the  form  of  water  in  corners  and  pockets  during 
the  exhaust  stroke,  and  so  will  cause  a more  rapid  condensation  at  the 
commencement  of  the  next  stroke. 

(2.)  Mechanical  defect. — The  cylinder  would  have  to  be  very  large  to 
hold  sufficient  steam  at  its  lowest  pressure  when  its  specific  volume  is  great 
(specific  volume  briefly  is  the  volume  of  unit  mass  of  steam),  and  at  the 
same  time  to  be  sufficiently  strong  to  stand  the  high  initial  pressure.  Hence 
it  would  be  very  heavy. 

By  employing  two  or  more  cylinders  connected  in  series,  and  allowing 
the  steam  to  expand  in  two  or  more  stages,  both  these  defects  are  overcome. 
Since  the  expansion  is  in  stages,  the  range  of  temperature  and  pressure  in 
one  single  cylinder  is  reduced.  Hence  the  cooling  effect  in  each  cylinder 
is  lessened.  Also  the  first  cylinder  being  of  smaller  dimensions,  since  the 
specific  volume  at  high  pressures  is  small,  it  can  be  made  sufficiently  strong 
without  entailing  too  great  a thickness,  and  thus  saves  weight. 

For  moderate  initial  pressures,  e.g.  105  pounds  per  square  inch  absolute 
(corresponding  temperature  330°  F.),  two  cylinders  are  used  called  respectively 
the  high-pressure  and  low-pressure  cylinders.  This  is  known  as  a bi-com- 
pound or  two-stage  expansion  engine,  and  each  cylinder  would  have  a range 
of  temperature  of  (3300— iÔ2°)-^2  = 84°  F. 

With  higher  initial  pressures,  e.g.  265  pounds  per  square  inch  absolute 
(corresponding  temperature  406°  F.),  three  cylinders  would  be  used  ; this  is 
known  then  as  tri-compou?id  or  three-stage  expansion,  and  each  cylinder 
would  have  a range  of  temperature  of  8i°  F.  The  range  of  temperature  of 
8o°F.  is  considered  the  maximum  that  should  be  allowed  in  one  particular 
cylinder.  Each  cylinder  would  in  this  case  be  complete  with  its  own  slide 
valve,  &c.,  and  all  would  be  coupled  to  the  same  crank  shaft,  the  cranks 
being  set  in  the  case  of  bi-compound  engines  at  right  angles,  and  tri-com- 
pound engines  at  120°  to  each  other.  This  system,  besides  enabling  the 
engines  to  overcome  the  difficulty  of  the  respective  dead  points  (476),  is  also 
productive  of  a more  uniform  turning  moment,  which  is  very  desirable. 

In  large  slow-running  engines  the  cylinder  casting  is  fitted  with  an 
inner  working  barrel  or  liner,  which  forms  with  the  casting  an  annular 
space.  This  space  is  kept  filled  with  steam  direct  from  the  boiler,  so 
keeping  the  cylinder  warm  and  still  further  preventing  cylinder  condensa- 
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tion  Such  an  engine  is  said  to  be  steam-jacketed , and  though  thermo- 
dynamically it  is  an  inefficient  way  of  applying  heat,  yet  it  is  found  to  give 
good  practical  results  with  sloiv-running  engines. 

478  Work  of  an  engine.  Horse-power.— The  unit  of  work  by  which  the 
performance  of  an  engine  is  measured  is  in  this  country  always  afoot-pound, 
the  number  of  foot-pounds  of  work  done  in  any  given  time  being  the  product 
of  the  average  effective  pressure  on  the  piston  during  that  time,  and  the  tota 
distance  through  which  the  piston  has  moved  under  that  pressure.  By 
average  effective  fressure  is  meant  the  average  value  of  the  difference 
between  the  pressures  on  the  two  sides  of  the  piston.  Taking  the  time  as 
one  minute,  this  work  would  be  given  in  foot-pounds  by  the  following 

Area  of  fiston  x average  intensity  of  effective  fressure  on  the  fist  on  x ic 

length  of  stroke  x number  of strokes  fer  minute.  , 

*The  stroke  must  be  taken  in  feet.  If  the  area  is  in  square  inches,  the 
pressure  must  be  in  pounds  per  square  inch  ; if  the  area  is  in  square  feet, 
the  pressure  must  be  in  pounds  per  square  foot. 

If  the  strokes  are  double  strokes— each  corresponding,  that  is,  to  one 
complete  revolution  of  the  shaft— the  length  of  stroke  must  be  multiplied  by 
two,  and  the  number  of  revolutions  per  minute  can  be  measmed.  To  find, 
for  example,  the  work  done  per  minute  by  an  engine  with  a cylinder 
16  inches  diameter  and  24  inches  stroke,  making  50  revolution5  per  minute 
with  an  average  intensity  of  effective  pressure  of  52  pounds  pei  square  inch, 

we  have 

(3-1416  x 8°-)  x 52  x x 50  = 2,091,00°  foot-pounds. 

The  rate  at  which  an  engine  does  work  is  often  measured  in  units  called  a 
horse-fower  one  horse-power  being  work  done  to  the  extent  o u3,°°o 
pounds  per  minute,  supposed  to  represent  the  maximum  rate  at  which  work 
could  be  done  by  a horse.  In  the  case  supposed  the  horse-powei  would  be 

2,091,00°  = 63.4_ 

33, 000 

Steam-engines  are  used  nowadays  for  the  propulsion  of  large  war-ships 
and  ocean  liners  developing  30,000  to  50,000  horse-power. 

On  the  Continent  the  unit  of  work  is  a kilogrammet  , 
rloselv  eciual  to  7-25  foot-pounds.  The  horse-power  used  abioad,  of  /5 
kilogrammetres  per  second,  is  about  i*  per  cent,  smaller  than  that  in  use  . 

this  country  Dynamometers.  By  the  expression  work  done  by  an 

479.  inuiocu-u  jr  , (hino-s  viz.  the  total  work  done  by  the 

engine,  we  may  mean  eithei  ot  two  urm0s,  vi*.  . , 

is  called  the  brake  horse-fower  (B.H.P).  instrument  called  an 

The  indicated  work  of  an  engine  is  measured  by  an  instrument  ca 

indicator,  invented  by  Watt,  of  which  fig.  447  shows  one  of  the 
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forms  (Mclnnes’).  The  steam-engine  indicator  consists  of  a small  cylinder, 
A,  in  which  works  a piston  B,  the  under  side  of  which  can  be  put  into  com- 
munication with  either  end  of  the  engine  cylinder.  Between  the  upper  side 
of  the  piston  and  the  underside  of  the  cylinder  cover  is  a spiral  spring.  The 
motion  of  the  piston-rod  is  transmitted  by  a parallel  motion,  DD,  and  causes 
a point  E to  move  up  and  down  in  a straight  line,  its  stroke  being  about 
four  times  as  great  as  that  of  the  small  piston.  The  indicator  is  fixed  on  a 
branch  of  a pipe  connected  to  both  ends  of  the  cylinder,  a directing  cock 
being  fitted  at  the  branch  by  means  of  which  either  end  of  the  cylinder  may 
be  put  into  communication  with  the  indicator  cylinder  or  both  ends  can  be 
shut  off  ; so  that  by  opening  the  cock  there  is  the  same  pressure  of  steam 
on  the  indicator  piston  as  on  the  engine  piston,  whichever  end  of  the 
cylinder  it  happens  to  be  connected  with.  The  pressure  forces  up  the  piston, 
and  the  amount  of  com- 
pression of  the  spring  so 
caused  is  proportional  to  the 
pressure.  The  motion  of  E 
is  therefore  proportional  to 
the  steam  pressure.  In  front 
of  E is  a vertical  drum  F,  on 
which  a strip  of  paper  can  be 
fixed,  and  this  drum  is  caused 
to  rotate  about  its  axis  by 
a cord,  G,  which  is  attached 
to  a suitable  reciprocating 
part  of  the  engine,  the  re- 
turn motion  of  the  drum 
being  produced  by  a suit- 
able spring  in  its  base.  The 
paper  thus  moves  horizon- 
tally under  the  pencil,  fixed 
at  E with  a motion  propor- 
tional to  the  stroke  of  the 
engine,  while  the  pencil 
moves  up  and  down  on  the 
paper  with  a motion  proportional  to  the  steam  pressure  in  the  cylinder. 
The  two  motions  occurring  simultaneously,  the  pencil  traces  on  the  paper  a 
curve  whose  horizontal  and  vertical  ordinates  are  proportional  to  the  two 
quantities  just  named,  and  whose  area  is  therefore  proportional  to  the  pro- 
duct of  these  quantities,  or,  which  is  the  same  thing,  to  the  work  done  by  the 
steam  in  driving  the  piston  against  its  various  resistances,  as  defined  in  the 
last  article. 

The  curve  is  called  an  indicator  diagram , and  while  its  area  shows,  on 
some  scale  depending  on  the  strength  of  the  spring  and  area  of  the  indicator 
piston,  the  work  done  by  the  steam,  its  form  shows  the  variation  of  steam 
pressure  in  the  cylinder  from  point  to  point  of  the  piston  stroke,  which  is 
required  to  be  known  to  investigate  the  working  of  the  slide  valve. 

Figs.  448  and  449  show  two  forms  of  indicator  diagrams.  The  curves 
themselves,  as  drawn  by  the  indicator,  are  lettered  ABCD  and  A'B'C'D',  one 

1 1 2 


for  each  side  of  the  piston.  Beside  them  is  a scale  of  pressures  in  pounds 
per  square  inch  absolute,  the  horizontal  line  EF  being  drawn  at  a height 
representing  atmospheric  pressure,  viz.  147  pounds  per  square  inch  absolute. 

In  fig.  448  the  steam  is  expanded  about  seven  times,  and  as  the  engine  is 
a condensing  one  the  back  pressure  is  about  5 pounds,  the  pressure  during  ad- 
mission being  about  75  pounds.  Fig.  449  is  for  a non-condensing  engine,  the 
back  pressure  being  slightly  above  atmospheric  ; here  the  steam  is  cut  off 


at  about  } of  the  stroke.  The  roundness  of  the  corners  of  the  diagrams  is 
due  to  the  fact  that  the  slide  valve  does  not  give  a sudden  opening  or  closing 
to  steam  or  exhaust,  the  gradual  movement  causing  wire-drawing  of  the 


Ste  The  useful  work  of  an  engine  is  measured  by  an  entirely  different 
mechanism,  called  a dynamometer.  There  are  two  types,  the  one  to  be  used 
depending  on  the  conditions  under  which  the  trial  is  made.  If  the  engine 
can  be  used  entirely  for  the  purposes  of  the  test  an  absorption  dynamometer 
is  used  ; while  if  the  engine  is  required  to  carry  on  its  ordinary  work  a 
transmission  dynamometer  is  used. 
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upper  block  is  fixed  a lever  C,  from  the  end  of  which  hangs  a weight  W, 
which  measures  the  turning  moment.  Two  stops  are  fitted,  one  above  and 
one  below  the  lever,  to  prevent  it  taking  charge.  When  the  shaft  D revolves 
the  nuts  are  tightened  up  just  sufficiently  to  allow  the  frictional  force  between 
the  pulley  and  the  blocks  to  keep  the  beam  or  lever  floating  horizontally 
between  the  stops,  and  the  weight,  W,  is  adjusted  and  the  screws  tightened 
until  the  shaft  revolves  steadily  at  a definite  number  of  revolutions,  N,  per 
minute.  Now  the  moment  of  resistance  to  turning  is  F r,  where  r is  the 
radius  of  the  pulley  and  F the  frictional  force  between  it  and  the  blocks. 
Since  the  lever  C with  the  hanging  weight  is  in  equilibrium  between  the 
stops,  the  moment  of  the  weight  will  be  Wd,  where  d is  the  distance  between 
the  point  of  application  of  the  load  and  the  vertical  line  through  the  centre 
of  the  pulley.  Therefore,  ¥r=Wd. 

The  work  done  by  the  engine  per  minute  is  equal  to  the  work  absorbed 
by  the  brake,  that  is  the  frictional  moment  overcome  multiplied  by  the  dis- 
tance through  which  it  is  overcome  in  one  minute, 

= Frx  27tN  = W d x 27tN. 


And  reckoning  in  horse-power  units,  the  useful  work  of  the  engine,  called 
the 

Brake  horse-power  or  B.H.P.  = x 27r^. 

33, 000 

As  these  quantities  are  all  readily  determined,  the  apparatus  affords  a 
simple  method  of  measuring  the  net  work  transmitted  by  the  engine  shaft. 


The  ratio  useful  work  got  out 
total  work  put  in 


or 


brake  horse-power 


-,  is  called  the 


x’ 


t; 


0 


T, 


* indicated  horse-power 

efficiency  of  the  machine,  or  its  mechanical  efficiency,  the  usual  value  in 
steam-engines  being  about  -85,  or  85  per  cent.,  in  well 
designed  and  fitted  engines. 

Transmission  dynamometers. — -Fig'.  450A  shows  one 
form  of  this  type  sufficiently  general  to  illustrate  it.  A is 
a pulley  on  the  engine  shaft,  and  B is  a pulley  on  the  shaft 
to  be  driven.  The  motion  is  transmitted  by  means  of  a 
belt  which  passes  over  two  equal  pulleys,  P and  Q,  which 
are  attached  to  the  ends  of  two  equal  arms  of  length,  /,  of 
a crosspiece,  which  is  free  to  move  about  its  centre  R. 

An  arm,  S,  is  fixed  at  right  angles  to  the  crosspiece,  to  the 
end  of  which  a definite  force  can  be  applied  by  means  of 
a spring. 

When  A rotates,  the  tensions  in  the  two  sides  of  the 
belt  alter  ; these  different  tensions  remain  practically  the 
Same  throughout  the  two  sides  of  the  belt  as  it  passes 
over  the  guide  pulleys  P and  Q,  any  slight  friction  in 
these  pulleys  being  neglected.  This  difference  in  tension,  shown  by  the 

W is  T1t-eTfigUre’  CaUSCS  B t0  tUrn‘  Tl  behlg  the  greater-  the  turning 

Fro™  th®  %ure  it  is  seen  that  when  steady  motion  is  obtained  the  pulley 
1 is  pulled  down  by  a force  2T2,  and  Q by  a force  2Tt. 


O B 


Fig.  450A 
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And  this  moment,  2T1x/-2T2x/,  tending  to  turn  the  arm  clockwise 
around  R,  is  counterbalanced  by  a force  X at  the  end  of  the  arm  S.  So  if  y 

Xy  = 2T  J / — 2T  ni. 
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is  the  length  of  the  arm  S, 


Now  (Tj  — To)  x radius  of  B = resisting  moment,  and  if  the  revolutions 
ner  minute  (N)  of  B are  measured,  the  work  done  per  minute  can  be  calcu- 
lated, and  has  been  measured  during  its  transmission  through  the  dynamo- 
meter, viz. 

Work  done  per  minute  = (T1  - T2)  x radius  of  B x 27rN, 

= X-j  x radius  of  B x ttN. 

480  Efficiency  of  heat  engines.— There  is  another  ratio  of  efficiency 
connected  with  the  steam-engine,  and  common  to  all  heat  engines,  namely 

the  ratio 

Total  work  done  by  engine 
Total  heat  expended 

which  is  called  its  tliermo-dynaniic  efficiency.  If  T,  and  T,  are  respectively 
Inures  (337)  Of  *= steam  and 

frnm  thp  rnn denser  in  any  engine,  then  it  can  be  shown  that  such  an  engine, 
if  working  perfectly— that  is  to  say,  taking  in  all  its  heat  at  the  highest  limit  o 
temperatureTand  discharging  it  a.  .he  lowest  limi.-could  transform  no  more 
han  /Ti~TA  of  the  heat  received  into  work.  This  fraction  m the  case 

of  the  steam-engine  is  seldom  more  than  -25.  The  value  of  the  actual 
fffiaïncToTrengine  is  often  from  no  to  n4  ; while  therefore,  an  ordinary 
steam  engine  with  such  an  efficiency,  turns  into  work  only  from  TD-  to  6 of 
the  whole  heat  it  receives,  yet  it  may  be  turning  into  work  , or  more  of 
amount  of  heat  which  it  could  possibly  transform  into  work  if  it 

PC1  To  increase  the  economy  in  steam-engines  we  require  to  make  the  value 
of  (Ti-Ts)  larger.  This  is  done  by  raising  T,  or  lowering  Ts,  or  both. 

A limitas  P^ced- Jhe  lo^ 

S by  the  corresponding  press., re,  which  in  late  years  has  been  increased 

“ 31P' HoÎaTe SÏÏ-Sf  «y  as  to  T,  just  mentioned  is  got 
over  by  sLe  «nid  who» 

Sr  “ïSSîsrÆ-- 
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forward  a piston  ; when  cold  it  is  compressed  b the  piston  moving  back 
again  to  its  original  pos  tion.  The  difference  between  these  two  quantities 
of  work  is  the  whole  work  done  by  the  engine.  By  making  a very  high 

—hp — -j  of  an  air  engine  may  Ire 

made  much  higher  than  that  of  a steam-engine.  But  it  is  so  much  more 
difficult  to  obtain  the  theoretical  efficiency  in  the  air  than  in  the  steam- 
engine  that  its  actual  efficiency  is  generally  much  lower  than  that  of  the 
steam-engine.  There  are  constructive  difficulties  connected  with  the  hot-air 
chambers  and  with  the  regulation  of  the  speed,  and  these,  as  well  as  the 
large  bulk  of  most  air  engines  in  proportion  to  their  power,  have  stood 
greatly  in  the  way  of  their  development.  These  engines  might  possibly 
have  reached  a higher  state  of  perfection  had  not  the  introduction  of  gas 
and  oil  engines  prevented  it. 

482.  Gas  engines. — Gas  engines,  like  steam  and  air  engines,  are  heat 
engines,  but  in  them  the  working  fluid  is  ordinary  coal  gas  mixed  with  air, 


Fig.  450B 


in  the  proportion  of  about  1 to  1 1 by  volume.  The  principle  of  their  action 
is  very  simple  : the  explosive  mixture  after  being  drawn  into  the  cylinder 
ls  ignited,  the  heat  generated  by  the  very  rapid  combustion,  which  might  be 
called  a slow  explosion,  causes  the  mixed  gases  and  products  of  combustion 
to  expand  and  drive  forward  a piston.  The  great  difficulty  for  many  years 
was  that  the  combustion  was  so  rapid  that  the  comparatively  slow-moving 
piston  could  not  keep  up  with  it,  and  the  greater  part  of  the  energy  of  the 
explosion  was  lost  by  radiation  and  conduction.  In  more  modern  engines 
however  (Otto’s,  Clerk’s,  and  others),  this  difficulty  is  overcome  by 'com- 
pressing the  charge  before  ignition,  a treatment  which  decreases  the  rapidity 
of  combustion  and  so  greatly  increases  the  actual  efficiency  of  the  engine. 
Fig.  450B  shows  the  principal  parts  of  a successful  type  of  gas  engine.  A is 
a cylinder,  open  at  one  end  and  therefore  single  acting,  in  which  works  a 
deep  piston  F,  driving  a crank  in  the  usual  manner.  The  cylinder  is 
surrounded  by  a water  jacket  to  prevent  it  getting  too  hot  for  good 
mechanical  working  ; it  may  Ire  noted  that  this  loss  of  heat  at  once  prevents 
t ie  efficiency  attaining  the  theoretical  value  possible.  At  the  back  of  the 
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cylinder  is  a slide  valve,  B,  worked  by  a cam  motion  from  the  crank  shaft, 
the  valve  B being  held  against  its  face  by  spiral  springs,  E.  D is  a 
chamber  in  which  a small  jet  of  gas  is  kept  continually  burning  foi  igniting 
the  mixture.  Cj  is  the  cock  for  admission  of  gas,  and  C2  an  india-rubber 
bag  to  maintain  a constant  gas  pressure,  and  serve  as  a reservoir.  The 
working  of  the  engine  is  as  follows:  the  piston  moves  from  left  to  ngit 
and  draws  into  the  cylinder  the  explosive  mixture  ; on  the  return  stroke  it 
compresses  the  mixture  to  about  3 atmospheres.  The  igniting  flame  is  then 
allowed  to  come  for  an  instant  in  contact  with  the  compressed  mixtuie, 
which  burns  very  rapidly  and  pushes  the  piston  forward  again,  the  pressure 
rising  to  10  or  12  atmospheres.  On  the  next  return  stroke  the  products  of 
combustion  are  forced  out  through  an  exhaust  valve,  which  is  opened  by  a 
cam  motion  worked  from  the  engine  shaft,  and  the  process  begins  once 
more.  It  will  thus  be  seen  that  there  is  one  explosion  in  every  four  strokes 
of  the  engine,  or  every  two  revolutions,  the  heavy  flywheel  fitted  acting  as  a 
store  of  energy  during  the  explosion  stroke,  and  a source  of  energy  to  carry 
on  the  motion  during  the  remaining  three  strokes.  There  are  many 
ingenious  arrangements  connected  with  this  type  of  prune  mover  which  our 
space  will  not  allow  us  to  mention  m detail.  It  will  suffice  to  say  that  t 
engine  has  been  proved  distinctly  economical,  and  has  very  great 
conveniences  beyond  the  fact  that  it  does  not  require  an  mstallation  of 
boilers,  which  this  type  of  engine  shares  with  similar  ones  using  petroleum 
spirit  or  heavier  petroleum  oils  as  a motive  power. 

P 483.  Mineral  oil  as  applied  to  heat  engines.  Oil  motors.-In  -cent  year 
mineral  oils  have  come  into  greater  use  as  a source  of  power  m what  may  be 

ClaTeOflShas  been  used  as  fuel  in  the  furnaces  of  ordinary  boilers  to  gene- 
rate steam  for  driving  steam-engines.  In  this  case  it  is  forced  by  je  s o an 
or  steam  through  nozzles  into  the  furnace  in  a fine  spray,  and  then  bun 
II  Sil  has  been  used  as  fuel  in  a small  boiler  to  evaporate  oil  of  a low 
boiling  point,  and  the  generated  vapour  is  used  to  drive  small  motors To 
land  cars  or  small  boats  in  the  same  way  that  steam  is  used  in  the  steam- 

engjn'  Oil  has  been  admitted  with  a certain  amount  of  air  into  the  cylinder 
of  a motor  and  then  ignited,  burning  rapidly  or  exploding  slowly  (eit 
teima  maTbe  used)  ; a large  volume  of  gas  is 

which  is  used  expansively  in  chiving  the  piston.  It  is  this  foim  that 
so  generally  used  in  road  motor  cars,  motor  boats  and  stationary  engi  , 
and  on  that^ account  a sketch  and  description  of  a common  type  is  give  • 

“ The  dfused,  commonly  called**»/,  is  one  of  1 the 

distilling  the  natural  petroleum  common  to  America,  Southern  > 

higher  flash-point,  and  it  is  this  oil  that  is  used  m Case  I.  foi  fuel  in 

fU1’ Tb e general' arrangement  of  parts  of  a successful  type  of F‘l Pet^  ’ 
is  given  in  fig.  450c,  which  shows  in  section  one  of  the  engines  of  which  *0 
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or  more  are  coupled  together  for  motor-car  driving.  The  ai  rangement 
and  action  are  similar  to  the  gas  engine  previously  described  ; in  this  case  it 
consists  of  three  principal  castings  : the  cylinder  head , cylinder  barrel , and 
crank  chamber.  The  mechanism  is  that  of  the  single,  direct-acting,  trunk 

engine,  and  the  action  is  as  follows  : — 

On  the  clown-stroke  of  the  piston  F a partial  vacuum  is  cieated  m the 
dome  at  the  top  of  the  cylinder,  and  air  is  drawn  in  at  the  opening  B,  which, 
rushing  through  the  annular  space  around  the  nozzle  K,  draws  in  a fine  spray 
of  oil.  " This  carburetted  air  passes  along  the  connecting  pipe  and  through 
the  spring  loaded  valve  C,  which  is 
opened  by  the  vacuum,  and  enters 
through  the  port  D into  the  cylinder. 

On  the  piston  rising  this  carburetted 
air  is  compressed  in  the  dome  combus- 
tion chamlDer  to  about  40  pounds  per 
square  inch  ; at  the  instant  the  piston 
arrives  at  the  top  of  its  stroke  the  oil 
is  ignited  by  the  exposure  of  a red- 
hot  tube  or  electric  spark  at  H,  and 
very  rapid  combustion  takes  place, 
producing  a pressure  which  forces  the 
piston  down.  On  the  next  up-stroke 
the  products  of  combustion  are  forced 
out  of  the  cylinder  through  the  ex- 
haust valve  E,  which  is  opened, 
against  a spring  by  the  cam  G con- 
nected by  gearing  with  the  crank 
shaft,  acting  on  the  lever  R,  and  so 
lifting  the  valve-rod  of  the  exhaust 
valve.  These  waste  gases  are  com- 
pletely driven  out  on  the  up-stroke 
through  the  exhaust  pipe  or  silencer  J, 
and  the  piston  then  descends,  drawing 
in  the  next  supply  of  carburetted  air. 

The  exhaust  pipe  connecting  E with 
J is  led  around  the  cylinder,  so  as 
to  supply  the  heat  necessary  for  the 
rapid  and  ready  ignition  of  the  car- 
buretted air.  As  in  the  gas  engine, 
the  working  barrel  of  the  cylinder  is  cooled  by  a water  jacket,  W,  formed  by 
the  annular  space  around  the  cylinder  barrel. 

The  three  most  important  points  in  this  kind  of  motor  which  make  it  an 
efficient  working  machine  are  : — 

I.  The  carburetter , or  mechanism  by  which  the  air  and  oil  are  intermixed. 
The  oil  is  supplied  from  the  storage  tank  through  a pipe  to  the  float  chamber 
A,  where  the  float  M regulates  the  level  of  oil  in  the  chamber  by  opening  or 
closing  the  needle-valve  N as  the  level  falls  or  rises.  This  oil  is  then  drawn 
through  the  nozzle,  K,  in  a fine  spray  by  the  action  of  the  in-rushing  air  at  B 
The  entrance  of  air  at  B can  be  regulated  by  a valve  worked  from  the 
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driving  platform.  Care  should  be  taken  to  admit  sufficient  air  for  good  com- 
bustion, otherwise  soot  and  unburnt  oil  will  be  deposited  on  the  working 
surfaces  and  valves,  which  is  technically  known  as  sooting. 

II.  The  igniter.  There  are  two  general  forms:  first,  a continuously 
burning  oil  flame  in  the  chamber  H heats  a porcelain  ignition  tube  at  H, 
which  tube  is  exposed  by  a cam  motion  worked  from  the  engine  shaft.  This 
however  is  dangerous,  for  the  flame  may  blow  out,  and  in  relighting  an 
explosion  is  risked  from  the  escape  of  oil  ; also  if  the  car  is  overturned  there 
is  the  risk  of  fire.  For  these  reasons  a second  method  is  used  which  is  at 
the  same  time  capable  of  being  better  regulated,  viz.  an  electiic  spark  at  II, 
the  contact  for  which  is  made,  at  the  right  moment,  by  a cam  motion  as 
before.  This  second  method,  however,  necessitates  extra  weight  in  the 
form  of  storage  cells. 

III.  The  exhaust  valve.  In  order  to  regulate  the  power  of  the  motor  the 
lever  R can,  by  means  of  a cam  motion  worked  from  the  driving  platform, 
be  arranged  so  that  the  exhaust  valve  E is  closed  before  the  end  of  the 
stroke,  the  remainder  of  the  waste  products  of  the  previous  explosion  being 
retained  in  the  cylinder,  so  that  on  the  next  down-stroke  only  a small 
quantity  of  carburetted  air  is  admitted,  and  the  force  of  the  next  explosion 
is  not  so  great. 

In  conclusion,  it  is  as  well  to  point  out  that,  so  long  as  they  work  between 
the  same  temperatures,  there  is  no  difference  between  steam,  aii,  gas,  anc 
oil  engines  as  to  theoretical  economy.  The  last  three  gain  by  the  possibility 
of  using  higher  limits  of  temperature  than  can  be  employed  in  a steam- 
engine,  but,  so  far  constructive  and  mechanical  difficulties  have  prevented  a 
large  theoretical  efficiency  from  being  attained.  This  efficiency  in  oil  and 
o-as  engines  is  however  greater  than  that  of  the  most  efficient  steam-engine. 
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CHAPTER  XI 

SOURCES  OF  HEAL'  AND  COLD 

4S4.  Different  sources  of  heat. — The  following  different  sources  of 
heat  may  be  distinguished  : i.  the  mechanical  sources , comprising  friction, 
percussion,  and  pressure  ; ii.  the  physical  sources — that  is,  solar  radiation, 
terrestrial  heat,  molecular  actions,  change  of  conditions,  and  electricity  ; 
iii.  the  chemical  sources , or  molecular  combinations,  and  more  especially 
combustion. 

In  what  follows  it  will  be  seen  that  heat  may  be  produced  by  reversing 
its  effects  ; as,  for  instance,  when  a liquid  is  solidified  or  a gas  compressed 
(486)  ; though  it  does  not  necessarily  follow  that  in  all  cases  the  reversal  of 
its  effects  causes  heat  to  be  produced — -instead  of  it,  an  equivalent  of  some 
other  form  of  energy  may  be  generated. 

In  like  manner  heat  may  be  forced  to  disappear,  or  cold  be  produced 
when  a change  such  as  heat  can  produce  is  brought  about  by  other  means, 
as  when  a liquid  is  vaporised  or  a solid  liquefied  by  solution  ; though  here 
also  the  disappearance  of  heat  is  not  always  a necessaxy  consequence  of 
the  production,  by  other  means,  of  changes  such  as  might  be  effected  by 
heat. 


MECHANICAL  SOURCES 

485.  Heat  due  to  friction.— The  friction  of  two  bodies,  one  against  the 
other,  produces  heat,  which  increases  with  the  pressure  and  with  the 
rapidity  of  motion.  For  example,  the  axles  of  carriage  wheels,  by  their  fric- 
tion against  the  boxes,  often  become  so  strongly  heated  as  to  take  fme.  By 
rubbing  together  two  pieces  of  ice  in  a vacuum  below  zero,  Sir  H.  Davy 
pai-tially  melted  them.  In  boring  a brass  cannon  Rumford  found  that  the 
heat  developed  in  the  course  of  2 h hours  was  sufficient  to  raise  pounds 
of  water  from  zero  to  ioo°,  which  represents  2650  thermal  units  (452).  Mayer 
raised  water  from  120  to  130  by  shaking  it.  At  the  Paris  Exhibition,  in  1855, 
Beaumont  and  Mayer  exhibited  an  apparatus,  which  consisted  of  a wooden 
cone  covered  with  hemp,  and  moving  with  a velocity  of  400  revolutions  in  a 
minute  in  a hollow  copper  cone,  which  was  fixed  and  immersed  in  the  water 
of  an  hermetically  closed  boiler.  The  surfaces  were  kept  covered  with  oil. 
By  means  of  this  apparatus  88  gallons  of  water  were  raised  from  io°  to  130° 
in  the  course  of  a few  hours. 

In  the  case  of  flint  and  steel,  the  friction  of  the  flint  against  the  steel 
raises  the  temperature  of  the  metallic  particles,  which  fly  off,  heated  to  such 
an  extent  that  they  take  fire  in  the  air. 
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The  luminosity  of  aerolites  is  considered  to  be  due  to  their  friction 
against  the  air,  and  to  their  condensation  of  the  air  in  front  of  them  (486), 
their  velocity  attaining  as  much  as  1 50  miles  in  a second. 

Tyndall  devised  an  experiment  by  which  the  great  heat  developed  by 
friction  is  illustrated  in  a striking  manner.  A small  brass  tube  closed  at  one 
end  (fig.  451)  is  fixed  on  a small  wheel.  The  tube,  three  parts  full  of  water, 


Fig.  451 


is  closed  by  a cork,  and  is  pressed  between  a wooden  damp,  while  the 
wheel  is  rotated  with  some  rapidity.  The  water  rapidly  becomes  heated 
by  the  friction,  and  its  temperature  soon  exceeding  the  boiling  point  t e 
cork  is  projected  to  a height  of  several  yards  by  the  elastic  force  of  the 

486.  Heat  due  to  pressure  and  percussion.— If  a body  is  so  c<  im- 
pressed that  its  density  is  increased,  its  temperature  rises  accor  mg  as 
volume  diminishes.  Joule  verified  this  in  the  case  of  water  and  of  oil  which 
were  exposed  to  pressures  of  15  to  25  atmospheres  In  the 1 case  of  wate 
at  1-2°  C,  increase  of  pressure  caused  lowering  of  temperatu 
which  agrles  with  the  fact  that  water  contracts  by  heat  at  tins  temperature 
amlfaS  when  weights  are  laid  on  metal  pillars,  heat  ,s  evolved,  and 
absorbed  when  they  “are  removed.  So  in  like  manner  the  stretch, ng  of  a 

metal  wire  is  attended  with  a diminution  of  temperature.  . 

me  Tim  production  of  heat  by  the  compression  of  gases  ,s  easily  shown  by 
means  of  the  pneumatic  syringe  (fig.  452)-  This  consiste  o a ass  t 
with  thick  sides,  closed  hermetically  by  a leather 

this  there  is  a cavity  in  which  a small  piece  of  cotton,  moistened  vit 
eAer  or  bisulphide  of  carbon,  is  placed.  The  tube  being  full  of  air,  the 
£n  is  suddenly  plunged  downwards  ; the  air  thus  compressed  disengages 
KS  ignite  the  cotton,  which  is  seen  to  burn 1 w hen Ahe^shm 
is  rapidly  withdrawn.  The  ignition  of  the  cotton  in  this  expei  iment  indicates 

a temperature  of  at  least  300°.  ■ • .1  „ nhnve 

The  rise  of  temperature  produced  by  the  compi 
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experiment  is  sufficient  to  effect  the  combination,  and  therefore  the  detonation, 
of  a mixture  of  hydrogen  and  oxygen. 

A curious  application  of  the  principle  of  the  pneumatic  syringe  is  met 
with  in  the  American  powder  ram  for  pile-driving.  On  the  pile  to  be  driven 
is  fixed  a powder  mortar,  above  which  is  suspended  at  a suitable  distance  an 
iron  rammer,  shaped  like  a gigantic  stopper,  which  just  fits  in  the  mortar. 
Gunpowder  is  placed  in  the  mortar,  and  when  the  rammer  is  detached  it 
falls  into  the  mortar,  compresses  the  air,  producing  so  much  heat  that  the 
powder  is  exploded.  The  force  of  the  gases  projects  the  rammer  into  its 
original  position,  where  it  is  caug'ht  by  a suitable  arrangement  ; at  the  same 
time  the  reaction  of  the  mortar  on  the  pile  drives  this  in  with  far  greater 
force  than  the  fall  of  the  rammer.  After  adding  a fresh  charge  of  powder, 
the  rammer  is  again  allowed  to  fall,  again  produces  heat,  explosion,  and  so 
forth,  so  that  the  driving  is  effected  in  a surprisingly  short  time. 

Percussion  is  also  a source  of  heat.  In  firing  shot  at  an  iron  target,  a 
sheet  of  flame  is  frequently  seen  at  the  moment  of  impact  ; and  Sir  J.  Whit- 
worth used  iron  shells  which  are  exploded  by  the  concussion  on  striking 
an  iron  target.  A small  piece  of  iron  hammered  on  the  anvil  becomes  very 
hot. 


Fig.  452. 


The  heat  due  to  the  impact  of  bodies  is  not  difficult  to  calculate.  When- 
ever a body  moving  with  a velocity  v is  suddenly  arrested  in  its  motion,  its 
kinetic  energy  is  converted  into  heat.  This  holds  equally  whatever  be  the 
cause  to  which  the  motion  is  due  : whether  it  be  that  acquired  by  a stone 
falling  from  a height,  by  a bullet  fired  from  a gun,  or  the  rotation  of  a 
coppei  disc  by  means  of  a turning  table.  The  energy  of  any  moving  body 

is  expressed  by—-,  or  in  foot-pounds  by^-,  where  p is  the  weight  in 

pounds,  v the  velocity  in  feet  per  second,  and  g is  about  32  (32)  ; and  if  the 
whole  of  this  be  converted  into  heat,  its  equivalent  in  thermal-units  (pound- 

degrees  Centigrade)  will  be-—- Suppose,  for  instance,  a lead  ball 

weighing  a pound  be  fired  from  a gun,  and  strike  against  a target,  what 
amount  of  heat  will  it  produce  ? We  may  assume  that  its  velocity  will  be 

about  1600  feet  per  second  ; then  its  kinetic  energy  will  1™  1 x l6oQ,i  = 4Q  OOQ 

Gbrmin ndS',  • I0”2  °f  th'S  Wil1  have  been  consunied  in  producing  the 
chanlTf  W1  re,PreSent,  thG  S0Und  0f  the  shock>  some  of  it  also  in  its 
ange  of  shape  ; but  neglecting  these  two  as  being  small,  and  assuming 
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that  the  heat  is  equally  divided  between  the  ball  and  the  target,  then,  since 
40,000  foot-pounds  is  the  equivalent  of  287  thermal  units,  the  share  of  the 
ball  will  be  14-3  thermal  units  ; and  if,  for  simplicity’s  sake,  we  assume  that 
its  initial  temperature  is  zero,  then,  taking  its  specific  heat  at  0-0314,  we 

shall  have  0 „ 

1 x 0-0314  x t-  14-3,  or  t-  457  u., 

which  is  a temperature  considerably  above  that  of  the  melting  point  of 

lea<By  allowing  a lead  ball  to  fall  from  various  heights  on  an  iron  plate,  both 
experience  an  increase  of  temperature  which  may  be  measured  by  the 
thermopile  ; and  from  these  increases  it  may  be  easily  shown  that  the  heat 
is  directly  proportional  to  the  height  of  fall,  and  therefore  to  the  square  of 

thC By  TimUar  methods  Mayer  calculated  that  if  the  motion  of  the  earth 
were  suddenly  arrested  the  temperature  produced  would  be  sufficient  to  me 
and  even  volatilise  it  ; while,  if  it  fell  into  the  sun  as  much  heat  would  be 
produced  as  results  from  the  combustion  of  5000  spheres  of  caibon  the 

of  our  globe. 

PHYSICAL  SOURCES 


487.  Solar  radiation. — The  most  intense  of  all  sources  of  beat  is  the 

am  Pouillet  made  the  first  accurate  measurements  of  the  hea  e SY 

the  sun  by  means  of  an  mstiumem 
called  the  pyroheliomder.  The  form 
represented  in  fig.  453  consists  of  a flat 
cylindrical  metal  box  3 inches  in 
diameter  and  | an  inch  deep,  contain- 
ing a known  weight  of  water.  To  it  is 
fitted  a metal  tube  which  contains  the 
stem  of  a delicate  thermometer,  the 
bulb  of  which  dips  in  the  liquid  of  the 
box,  being  fitted  by  means  of  a cork 
The  tube  works  in  two  collars,  so  tha 
by  means  of  a milled  head  it  can  be 
turned,  and  with  it  the  vessel,  and  the 
liquid  thus  be  uniformly  mixed.  1 he 
face  of  the  vessel  is  coated  with  lamp- 
black, and  is  so  adjusted  that  the  sun  s 
rays  fall  perpendicularly  upon  it.  1 his 
can  be  ascertained  by  observing  when 
the  shadow  exactly  covers  the  lower 
disc  which  is  fitted  to  the  same  axis 
The  instrument  was  exposed  tor 
five  minutes  at  a time  to  the  suns 
rays  ; knowing  the  weight  of  the  water, 
and  the  rise  of  temperature,  we  may 
easily  calculate  the  heat  absorbed  by 
_ Corrections  were  necessary  for  the  heat  reflected  by  the  lampblack,  a, 
ilso  for  the  heat  absorbed  by  the  an. 


Fig-  453 
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The  solar  constant  Q is  the  quantity  of  heat  in  gramme-degrees  which  a 
square  centimetre  of  a perfect  absorbent  would  receive  in  a minute  from  the 
vertical  sun’s  rays  at  the  limit  of  the  atmosphere.  On  the  surface  of  the 
earth  the  value  Q is  less,  but  by  determining  it  at  various  heights  and 
combining  the  observations,  the  absorption  by  the  atmosphere  can  be  deter- 
mined and  Q ascertained. 

The  most  trustworthy  experiments  give  for  this  value  3 gramme 
calories.  When  the  sun  is  in  the  zenith  about  one-third  is  absorbed  and 
two-thirds  reach  the  earth. 

Of  older  data,  Pouillet  calculated  from  the  results  of  experiments  with  his 
apparatus  that  if  the  total  quantity  of  heat  which  the  earth  receives  from  the 
sun  in  the  course  of  a year  were  employed  to  melt  ice,  it  would  be  capable 
of  melting  a layer  of  ice  all  round  the  earth  of  35  yards  in  thickness.  Another 
statement  is  that  the  heat  emitted  by  the  sun  is  equal  to  that  produced  by  the 
combustion  of  1500  pounds  of  coal  in  an  hour  on  each  square  foot  of  its 
surface.  But  from  the  surface  which  the  earth  exposes  to  the  sun’s  radia- 
tion, and  from  the  distance  which  separates  the  earth  from  the  sun,  the 
quantity  of  heat  which  the  earth  receives  can  only  be  2^00  000  of  the  heat 
emitted  by  the  sun.  Violle  calculated  the  thickness  of  ice  melted  by  the 
sun’s  heat  at  the  equator,  apart  from  absorption  by  the  atmosphere,  at 
55  metres  in  thickness  ; and,  deducting  this  absorption,  at  37  metres. 

The  heat  of  the  sun  cannot  be  due  to  combustion,  for  even  if  the  sun 
consisted  of  hydrogen,  which  of  all  substances  gives  the  most  heat  in  com- 
bining with  oxygen,  it  can  be  calculated  that  the  heat  thus  produced  would 
not  last  more  than  3000  years.  Another  supposition  is  that  originally  put 
forth  by  Mayer,  according  to  which  the  heat  which  the  sun  loses  by  radiation 
is  replaced  by  the  fall  of  aerolites  against  its  surface.  One  class  of  these  is 
what  we  know  as  shooting  stars,  which  often  appear  in  the  heavens  with 
great  biilliancy,  especially  on  August  14  and  November  15  ; the  term  meteoric 
stone  or  aerolite  being  properly  restricted  to  the  bodies  which  fall  on 
the  earth.  They  are  often  of  considerable  size,  and  are  even  met  with 
in  the  form  of  dust.  Although  some  of  the  sun’s  heat  may  be  restored 
by  the  impact  of  such  bodies  against  the  sun,  the  amount  must  be  very 
small,  for  Lord  Kelvin  has  proved  that  a fall  of  0-3  gramme  of  matter 
in  a second  on  each  square  metre  of  surface  would  be  necessary  for  this 
purpose.  The  effect  of  this  would  be  that  the  mass  of  the  sun  would 
increase,  and  the  velocity  of  the  earth’s  rotation  about  the  sun  would  be 
accelerated  to  an  extent  which  would  be  detected  by  astronomical  observa- 
tions. 


Helmholtz  considers  that  the  heat  of  the  sun  was  produced  originally  by 
the  condensation  of  a nebulous  mass,  and  is  kept  up  by  a continuance  of 
this  contraction.  A sudden  contraction  of  the  primitive  nebular  mass  of  the 
sun  to  its  present  volume  would  produce  a temperature  of  28  millions  of 
degrees  Centigrade  ; and  a contraction  of  o-oooi  of  its  mass  would  be 
sufficient  to  supply  the  heat  radiated  by  the  sun  in  2000  years.  This  amount 
of  contraction  could  not  be  detected  even  by  the  most  refined  astronomical 


4«8.  Terrestrial  heat.— Our  globe  possesses  heat  peculiar  to  it,  which 
is  called  terrestrial  heat.  The  heat  from  the  sun  penetrates  slowly  by 
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conduction  into  the  interior,  ancl  accordingly  the  maximum  temperature  will 
be  at  different  depths  at  different  times.  Thus  with  four  thennomet^ 
depths  of  3,  6,  12,  and  25-5  feet  in  the  porphyry  rock  of  the  Calton  Hill,  Ldin 
burgh  the  registered  maximum  temperatures  were  on  August  19,  September  8, 
October  19,  and  January  4 respectively.  But  some  of  the  heat  is  retained  in 
each  layer  and  raises  the  temperature  so  that  the  yearly  variations  diminish 
with  the  depth  For  the  above  thermometers  these  were  82,  50,27, 
anl  07°  From  observations  of  this  kind  it  is  concluded  that  the  solar  heat 
does  not  penetrate  below  a certain  internal  layer,  which  is  called  the  layer 
of  constant  annual  temperature  ; its  depth  below  the  earth .s  e^rnaJ  S^d 
varies,  of  course,  in  different  parts  of  the  globe  ; at  Pans,  it  is  about  30  yards, 

iStLÏlnVarLL  «ells.  According  to  «ris  ara  depth  of  3<x» 

SÊSîââ 

the  high  temperature,  and  that  by  radiation  the 
surface  has  gradually  solidified,  so  as  to  form  a 
solid  crust.  The  cooling  must  be  very  slow,  owing 
to  the  small  conductivity  of  the  crust.  For  t 
same  reason  the  central  heat  does  not  appear  to 
raise  the  temperature  of  the  surface  moie  tha  3lS 

a d Fourier  calculated  that  the  heat  given  off  by  the 
earth  in  100  years  would  be  sufficient  to  melt  a 
layer  of  ice  3 metres  in  thickness,  which  therefore 
is  only  T*W  of  that  received  by  the  sun  in  the  same 

tim489  Heat  produced  by  absorption  and  Imbibi- 
tion-Molecular phenomena,  such  as  imbibition, 
absorption,  capillary  actions  are  usually  acc  - 
panied  by  disengagement  of  heat.  Pou'  ^^ 
hat  whenever  a liquid  is  poured  on  a finely  d.  uded 

Doberemer  found  that  when  platinum,  n hundred  times  its 

platinum  black,  is  placed  in  oxygen,  it  absoibs  many 


Fig.  454- 
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volume,  and  that  the  gas  is  then  in  such  a state  of  density,  and  the  tem- 
perature so  high,  as  to  give  rise  to  strong  combustion.  Spongy  platinum 
produces  the  same  effect.  A jet  of  hydrogen  directed  on  it  takes  fire. 

The  apparatus  known  as  Dobercincr's  lamp  depends  on  this  property  of 
finely  divided  platinum.  It  consists  of  two  glass  vessels  (fig.  454).  The  first, 
A,  fits  in  the  lower  vessel  by  means  of  a tubulure  which  closes  it  hermetically. 
At  the  end  of  the  tubulure  is  a lump  of  zinc,  Z,  immersed  in  dilute  sulphuric 
acid.  By  the  chemical  action  of  the  zinc  on  the  dilute  acid  hydrogen  gas  is 
generated,  which,  finding  no  issue,  forces  the  liquid  out  of  the  vessel  B into 
the  vessel  A,  so  that  the  zinc  is  not  in  contact  with  the  liquid.  The  stopper 
of  the  upper  vessel  is  raised  to  give  exit  to  the  air  in  proportion  as  the  water 
rises.  On  a copper  tube,  H,  fixed  in  the  side  of  the  vessel  B,  there  is  a small 
cone,  a,  perforated  by  an  orifice  ; above  this  there  is  some  spongy  platinum 
in  the  capsule,  c.  As  soon  now  as  the  cock,  which  closes  the  tube  H,  is 
opened,  the  hydrogen  escapes,  and,  coming  in  contact  with  the  spongy 
platinum,  is  ignited. 

The  condensation  of  vapours  by  solids  often  produces  an  appreciable 
rise  of  temperature.  This  is  particularly  the  case  with  humus,  which,  to  the 
benefit  of  plants,  is  warmer  in  moist  air  than  the  air  itself. 

Favre  found  that  when  a gas  is  absorbed  by  charcoal  the  amount  of 
heat  produced  by  the  absorption  of  a given  weight  of  sulphurous  acid,  or 
of  nitrous  oxide,  greatly  exceeds  that  which  is  disengaged  in  the  lique- 
faction of  the  same  weight  of  gas  ; for  carbonic  acid,  the  heat  produced  by 
absorption  exceeds  even  the  heat  which  would  be  disengaged  by  the  solidi- 
fication of  the  gas.  The  heat  produced  by  the  absorption  of  these  gases 
cannot,  therefore,  be  explained  by  assuming  that  the  gas  is  liquefied,  or  even 
solidified  in  the  pores  of  the  charcoal.  It  is  probably  in  part  due  to  the 
liquefaction  of  the  gas,  and  in  part  to  the  imbibition  in  the  charcoal  of  the 
liquid  so  produced. 


490.  Chemical  combination.  Combustion.— Chemical  combinations  are 
usually  accompanied  by  a rise  of  temperature.  When  these  combinations 
take  place  slowly,  as  when  iron  oxidises  in  the  air,  the  heat  produced  is 
imperceptible  ; but  if  they  take  place  rapidly,  the  disengagement  of  heat  is 
very  intense.  The  same  quantity  of  heat  is  produced  in  both  cases  but 
when  evolved  slowly  it  is  dissipated  as  fast  as  formed. 

Combustion  is  chemical  combination  attended  with  the  evolution  of  light 
and  heat.  In  ordinary  combustion  in  lamps,  fires,  candles,  the  carbon  and 
hydrogen  of  the  coal,  or  of  the  oil,  &c.,  combine  with  the  oxygen  of  the  air. 
But  combustion  does  not  necessarily  involve  the  presence  of  oxyo-en.  If 
either  powdered  antimony  or  a fragment  of  phosphorus  is  placed  in  a vessel 
of  chlorine,  it  unites  with  the  chlorine,  producing-  thereby  heat  anrl  flam» 
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combustion.  But  the  flames  of  candles,  lamps,  coal  gas,  have  a high  illuminat- 
ing power  They  owe  this  to  the  fact  that  the  high  temperature  produced 
decomposes  certain  of  the  gases,  with  the  production  of  carbon  which,  not 
being  perfectly  burnt,  becomes  incandescent  in  the  flame.  Coal  gas,  wh 
burnt  in  an  arrangement  by  which  it  obtains  an  adequate  supply  of  air  such 
as  a Bunsen’s  burner,  is  almost  entirely  devoid  of  luminosity.  A non-lumi- 
nous  flame  may  be  made  luminous  by  placing  in  it  platinum  wire  or  asbestos. 
The  temperature  of  a flame  does  not  depend  on  its  illuminating  power. 

A hydrogen  flame,  which  is  the  palest  of  all  flames,  is  the  hottest. 

Chemical  decomposition,  in  which  the  attraction  of  heterogeneou  mole- 
cules  for  each  other  is  overcome,  and  they  are  moved  further  apart  is  an 
operation  requiring  an  expenditure  of  work  or  an  equivalent  consump  10 
heat  • and  conversely,  in  chemical  combination,  motion  is  transformed  into 
S’  When  bodies  attract  each  other  chemically  their  molecules  move 
towards  each  other  with  gradually  increasing  velooty,  and  when impact  has 
taken  place  the  progressive  motion  of  the  molecules  ceases,  and  is  converted 
Into  a rotating,  vibrating,  or  progressive  motion  of  the  molecules  of  the  new 

b°dThe  heat  produced  by  the  chemical  combination  of  *»° 
compared  with  that  due  to  the  impact 

which  in  virtue  of  their  progressive 
motion,  and  of  chemical  attraction, 
rush  against  ignited  carbon,  has 
been  likened  by  Tyndall  to  the 
action  of  meteorites  which  fall  into 
the  sun. 

491.  Heat  disengaged  during 
chemical  action.— Many  physicists, 
more  especially  Lavoisier,  Rum- 
ford,  Dulong,  Despretz,  Hess, 
Favre  and  Silbermann,  Berthelot, 
Thomsen,  and  Andrews,  have  in- 
vestigated the  quantity  of  heat  dis- 
engaged by  various  bodies  in 

chemical  actions. 

Lavoisier  used  in  his  experi- 
ments the  ice  calorimeter  already 
described.  Rumford  used  a calori- 
meter known  by  his  name,  whic 
consists  of  a rectangular  copper 
canister  filled  with  water.  In  this 
canister  there  is  a worm  which 
passes  through  the  bottom  of  the 

bo,  and  terminates  below  in  an  inverted  Junne^ 

the  substance  experimented  upon.  1 nd  from  the  increase  of 

through  the  worm,  heat  the  water  of  ic  « calculated.  Despretz  and 
its  temperature  the  quantity  of  hca  evo  \ b an0wing  the  com- 

Dulong  successively  modified  Rumford’s  calorimeter  by  8 
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bustion  to  take  place,  not  outside  the  canister,  but  in  a chamber  placed  in 
the  liquid  itself  ; the  oxygen  necessary  for  the  combustion  entered  by  a 
tube  in  the  lower  part  of  the  chamber,  and  the  products  of  combustion 
escaped  by  another  tube  placed  at  the  upper  part  and  twisted  in  a ser- 
pentine form  in  the  mass  of  the  liquid  to  be  heated.  Favre  and  Silbermann 
improved  this  calorimeter  very  greatly  (470),  not  only  by  avoiding  or  taking 
account  of  all  possible  sources  of  error,  but  by  arranging  it  for  the  deter- 
mination of  the  heat  evolved  in  such  chemical  actions  as  take  place  between 
gases  and  vapours.  The  gases  enter  by  tubes  BB'  and  CC7  (fig.  455)  into  a 
metal  chamber  A,  where  the  reaction  takes  place,  the  course  of  which  can 
be  watched  through  a glass  plate  which  closes  a wider  tube  FK.  The 
gaseous  products  before  passing-  into  the  air  traverse  a long  serpentine  tube 
H,  at  the  lower  end  of  which  is  a small  box  G which  receives  the  liquids 
arising  from  the  condensation' of  the  vapours.  The  cylinder  A and  the 
serpentine  are  surrounded  by  a known  mass  of  water  contained  in  a calori- 
meter, and  from  the  rise  in  temperature  of  this  water  the  heat  developed 
can  be  calculated.  To  avoid  any  loss  of  heat  this  is  placed  within  a metal 
case,  MM,  containing  swan’s  down.  The  whole  is  contained  in  a vessel  of 
water,  NN,  in  which  is  a thermometer,  to  eliminate  the  influence  of  changes 
in  the  temperature  of  the  air. 

The  experiments  of  Favre  and  Silbermann  are  the  most  trustworthy,  as 
having  been  executed  with  the  greatest  care.  They  agree  very  closely  with 
those  of  Dulong.  The  following  table  gives  the  heat,  in  calories,  disengaged 
by  a gramme  of  each  of  the  substances  while  burning  in  oxygen 


Hydrogen  . 

• 34,462 

Marsh  gas  . 

• 13,063 

Ethylene 

. 11,858 

Petroleum  . 

11,000 

Oil  of  turpentine  . 

. 10,852 

Olive  oil 

9860 

Ether  . 

9030 

Anthracite  . 

8460 

Charcoal 

8080 

Coal 

8000 

Tallow . 

8000 

Graphite 

7797 

Diamond 

• 7770 

Absolute  alcohol  . 

. 7180 

Coke 

. 7000 

Phosphorus  . 

• 5750 

Coal  gas 

. 5600 

Wood,  dried  at  120° 

• 3616 

Carbon  bisulphide. 

• 3401 

Wood,  ordinary 

• 2756 

Carbonic  oxide 

. 2400 

Sulphur 

. 2220 

Zinc 

• 1300 

Iron 

. 1 181 

The  temperatuie  attained  by  the  burning  of  hydrogen  in  oxygen  is 
limited  by  the  fact  that  at  a certain  point  dissociation  of  water  vapour  takes 
place.  No  such  limit  has  been  reached  in  the  oxidation  of  aluminium  ; 
hence  a very  high  temperature  may  be  obtained  by  the  rapid  combustion  of 
this  method.  A method  depending  on  this  fact,  known  as  the  Thermit 
process , has  been  developed  in  recent  years  for  welding  together  masses 
of  metal,  e.g.  iron  rails.  Thermit  is  a mixture  of  granulated  aluminium  and 
oxide  of  iron  in  atomic  proportions.  When  at  any  point  of  the  mixture  the 
temperature  is  sufficiently  raised  the  action  between  the  components  of  the 
mixture  begins  ; the  iron  oxide  is  decomposed,  its  oxygen  being  absorbed 
by  the  aluminium,  which  is  converted  into  alumina,  the  whole  mass  rising 
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to  a temperature  of  about  3000°  C.  The  temperature  at  which  the  action 
begins  is  veryhigh-about  1200°- and  is  obtained  by  placing  on  the  thermit 
a small  quantity  of  a fine  powder  consisting  of  aluminium  mixed  with  barium 
neroxide.  This  mixture,  which  can  be  lighted  by  a match,  produces  the  neces- 
sary temperature  for  starting  the  thermit  reaction,  and  when  started  at  any 
nnint  it  rapidly  spreads  through  the  whole  mass. 

Bunsen’s  calorimeter  (456)  has  been  used  with  advantage  for  studying 
the  heat  produced  in  chemical  reactions,  in  cases  in  which  only  very  small 

qUaFor  ' Experiments  on  the  heat  of  neutralisation  of  acids  and  bases  the 

F A •„  firr  , -A  mav  he  used  W is  a large  vessel  of  water 

apparatus  represented  m fig.  45b  may  DC  ubeu-  v 6 


Fig.  456 


Fig.  457 


of  constant  temperature  ; the  beaker  glass,  B,  wh'^h^  ^re^wo' weights,  S, 

=. \ & & 

by  the  thermometer,  which  reaches  to  fie  temperature 

j: xïï* s"  - — o( » 
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meter.  It  consists  of  a steel  reservoir  C lined  with  platinum,  which  can 
be  hermetically  closed  by  a screwed  cover  B.  At  the  centre  is  a cylinder  in 
which  a tube  can  be  turned,  serving  to  admit  the  gases  to  be  worked  with. 
Near  this  is  a carefully  insulated  platinum  wire,  which  ends  near  the  side  of 
the  apparatus  ; when  an  electric  spark  is  passed  it  sets  up  the  chemical 
reaction,  the  heat  due  to  which  is  to  be  measured.  For  this  purpose  the 
bomb  before  the  experiment  is  placed  in  a calorimeter,  and  from  the  rise 
in  temperature  of  the  known  weight  of  water  the  quantity  of  heat  can  be 
deduced. 

If  a solid  is  to  be  burned  it  is  placed  in  a platinum  capsule,  and  the 
combustion  set  up  by  passing  a current  through  a very  fine  platinum  wire  in 
contact  with  it. 

493.  Endothermic  and  exothermic  actions. — All  chemical  actions,  whether 
of  combination  or  of  decomposition,  are  attended  by  a disturbance  of  the 
thermal  equilibrium  ; and  the  quantity  of  heat  disengaged  is  a measure  of 
the  physical  and  chemical  work. 

In  most  cases  the  act  of  chemical  combination  is  attended  by  a rise  of 
temperature,  and  the  quantity  of  heat  is  a measure  of  the  energy  developed 
in  the  reaction.  Thus  in  the  formation  of  one  molecule  of  water  there  are 
liberated  68,924  thermal  units,  which  may  be  written  thus — - 

H.j  + O = H.,0  + 68,924. 

Those  reactions  which  take  place  with  disengagement  of  heat  are  said  to 
be  exothermic  ; there  are,  however,  cases  where  bodies  do  not  directly  com- 
bine without  the  intervention  of  extraneous  heat — for  instance,  iodine  and 
hydrogen  to  form  hydriodic  acid  ; the  equation  for  this  is 

I + H +6000=  IH. 

Such  reactions  are  called  endothermic. 

Those  bodies  are  most  stable  in  the  formation  of  which  most  heat  is 
developed  ; thus  the  iron  and  zinc  oxides,  in  the  formation  of  which  1181 
and  1300  units  are  respectively  developed,  are  much  more  stable  than 
silver  oxide,  in  the  formation  of  which  only  27  units  are  developed.  The 
heat  of  decomposition  is  the  reciprocal  of  that  of  combination  ; those 
bodies  which  develop  most  heat  in  their  formation  require  conversely  an 
equivalent  quantity  to  decompose  them  ; decompositions  which  require  an 
expenditure  of  heat  to  produce  them  are  called  endothermic.  Those  com- 
pounds, on  the  contrary,  which  absorb  heat  in  their  formation,  develop  an 
equivalent  quantity  in  being  decomposed,  and  the  reactions  are  exothermic  ; 
they  often  take  place  with  explosive  violence,  as  in  the  case  of  the  nitrogen 
chlorides  and  iodide.  An  exothermic  reaction  gives  rise  to  an  endothermic 
compound  ; and,  conversely,  an  endothermic  reaction  forms  an  exothermic 
compound. 

The  oxidising  compounds  in  most  ordinary  explosives,  potassium  chlorate 
and  nitrate,  are  endothermic,  evolving  heat  during  decomposition  which  thus 
helps  the  reactions. 

If  there  is  any  system  of  bodies  which  act  on  each  other  without  the 
supply  of  extraneous  energy,  then  that  body  or  set  of  bodies  results,  in  the 
formation  of  which  most  heat  is  produced.  This  is  called  the  principle  of 
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oreatest  chemical  action.  The  chemical  potential  energy  of  the  resulting 
bodies  will  be  a minimum.  The  principle  of  greatest  chemical  action  is 
a particular  case  of  a more  general  principle  which  states  that  when  two 
or  more  bodies  are  so  related  to  each  other  that  changes  can  take  place 
among  them,  the  change  which  occurs  will  always  be  such  as  to  make  the 
potential  energy  of  the  aggregate  as  small  as  possible. 

The  heat  developed  in  any  chemical  reaction  depends  on  the  relation 
between  the  initial  and  the  final  products,  and  is  independent  of  the  nature 
and  succession  of  the  intermediate  stages.  It  is  equal  to  the  sum  of  the 
quantities  of  heat  produced  in  each  stage,  regard  being  had  to  the  negative 
quantities  due  to  such  processes  as  solution  and  gasification. 

Thus  a gramme  of  carbon  in  burning  to  carbonic  acid  produces  8080 
calories.  If  the  same  weight  of  carbon  burns  so  as  to  form  carbonic  oxide, 
it  forms  2473  ; and  the  combustion  of  the  carbonic  oxide  resulting  from  this 

reaction  yields  5607,  making  together  8080. 

Potassium  combines  directly  with  chlorine  to  form  potassium  chloride, 
the  heat  of  formation  of  which  is  1 5,000  and  is  equal  to  that  produced  by  the 
same  weight  of  salt,  whether  this  is  formed  by  the  direct  union  of  hydro- 
chloric acid  and  potash,  or  whether  it  is  produced  by  the  action  of  potassium 
on  aqueous  solution  of  hydrochloric  acid. 

The  heat  of  combustion  of  a compound  is  not  always  ecpial  to  the  sum  o 
those  of  its  constituents.  The  heat  of  combustion  of  carbon  bisulphide  is 
3401  while  that  calculated  from  its  constituents  is  3145  ! the  compound 
accordingly  possesses  more  energy  than  its  constituents,  and  its  formation 
is  due  to  an  endothermic  reaction. 

Metameric  bodies  are  those  which  contain  the  same  number  of  elements 
but  in  different  groupings  ; thus  acetic  acid  and  methyhc  formate  have 
each  the  composition  C2H4Oa  ; but  the  heat  of  combustion  of  the  latter 
is  4157,  and  that  of  the  former  3505  ; from  this  it  is  to  be  inferred  that  the 
grouping  of  the  atoms  to  form  acetic  acid  has  been  attended  with  the  expendi-. 
ture  of  more  energy  than  in  the  case  of  methylic  formate. 

Polymeric  bodies  are  those  which  have  the  same  elements  and  he  same 
percentage  composition,  but  differ  in  the  number  of  atoms  which  form  a 
molecule.  Thus  the  more  complex  the  molecule  the  smallei  is  the  quanti  y 
of  heat.  That  of  amylene,  for  instance,  C5H10,  is  11,401,  anc  tia  o 

meMany  chemical ^ 'elements,  such  as  carbon,  sulphur,  and  phosphorus,  exist 
in  modifications  which  are  essentially  different  from  each  other  m therr 
physical  properties,  but  which  form,  when  they  enter  into  combination  with 
other  elements,  identical  chemical  products.  Such  bodies  ai'e  saw  o j ' 
different  allotropie  forms  which  have  different  thermal  values. 

liberated  when  one  allotropie  form  is  changed  into  ’^neJ 

when  charcoal  is  converted  into  diamond-cannot  be  directly  determined, 

but  must  be  arrived  at  by  indirect  methods.  . , 

A eiven  weight  of  carbon,  whether  it  is  charcoal,  graphite , 01  diamond, 

produces  exactly  the  same  weight  of  carbonic  add  .though The  ««.- 

bustion  is  different.  Thus,  when  a gramme  each  of  chaicoa  , giaph.  e,  a 

diamond  are  severally  burnt  in  oxygen  in  the  calo,™el"C  ^ ùnits  • 
heats  produced  are  respectively  8. 37,  79°o,  and  7860  the, mal  umts, 
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hence  23 7,  the  difference  between  the  two  former  values,  represents 
the  heat  developed  in  the  transformation  of  one  gramme  of  charcoal  into 
graphite,  and  40,  the  corresponding  number,  in  the  change  from  graphite  to 
diamond. 

The  temperature  of  combustion,  or,  in  the  case  of  gases,  the  temperature 
of  the  flame,  is  the  upper  limit  of  the  temperature  which  can  be  attained  by 
the  combustion  of  a body.  This  can  be  deduced  from  the  heat  of  combus- 
tion, and  from  the  specific  heats  of  the  bodies  produced.  The  theoretical 
temperature  of  combustion  of  hydrogen  in  oxygen  is  calculated  at  6715  ; 
this,  however,  is  never  even  approximately  reached,  for  at  much  lower 
temperatures  aqueous  vapour  is  dissociated  (394)  into  its  constituents,  and 
the  combustion  cannot  exceed  a certain  limit  of  temperature. 

494.  Animal  heat.— In  all  the  organs  of  the  human  body,  as  well  as 
those  of  all  animals,  processes  of  oxidation  are  continually  going  on.  Oxygen 
passes  through  the  lungs  into  the  blood,  and  so  into  all  parts  of  the  body.  In 
like  manner  the  oxidisable  bodies,  which  are  principally  hydrocarbons,  pass 
by  the  process  of  digestion  into  the  blood,  and  likewise  into  all  parts  of  the 
body,  while  the  products  of  oxidation,  carbonic  acid  and  water,  are  eliminated 
by  the  skin,  the  lungs,  &c.  Oxidation  in  the  muscle  produces  motions  of  the 
molecules  which  are  changed  into  contraction  of  the  muscular  fibres  ; all 
other  oxidations  produce  heat  directly.  When  the  body  is  at  rest,  all  its 
functions,  even  involuntary  motions,  are  transformed  into  beat.  When  the 
body  is  at  work  the  more  vigorous  oxidations  of  the  working  parts  are 
transferred  to  the  others.  Moreover,  a great  part  of  the  muscular  work  is 
changed  into  heat,  by  friction  of  the  muscles  and  of  the  sinews  in  their  sheaths 
and  of  the  bones  in  their  sockets.  Hence  the  heat  produced  by  the  body 
when  at  work  is  greater  than  when  at  rest.  The  blood  distributes  heat 
uniformly  through  the  body,  which  in  the  normal  condition  has  a temperature 
of  36'9°  C.  = 98-4°  F.  The  blood  of  mammalia  has  the  same  temperature,  that 
of  birds  is  somewhat  higher.  In  fever  the  temperature  rises  to  420  to  430,  and 
in  cholera,  or  when  near  death,  sinks  as  low  as  35° 

The  function  of  producing  work  in  the  animal  organism  was  formerly 
considered  as  separate  from  that  of  the  production  of  heat.  The  latter  was 
held  to  be  specially  due  to  the  oxidation  of  the  hydrocarbons  of  the  fat,  while 
the  work  was  ascribed  to  the  chemical  activity  of  the  nitrogenous  matter. 
This  view  has  now  been  generally  abandoned  ; for  it  has  been  found  that 
during  work  there  is  no  increase  in  the  secretion  of  urea,  which  is  the  result 
of  the  oxidation  of  nitrogenous  matter  ; moreover,  the  organism  while  at 
rest  produces  less  carbonic  acid,  and  requires  less  oxygen  than  when  it  is  at 
work  ; and  the  muscle  itself,  both  in  the  living  organism  and  also  when 
removed  from  it  and  artificially  stimulated,  requires  more  oxygen  in  a state 
of  activity  than  when  at  rest.  For  these  reasons  the  production  of  work  is 
ascribed  to  the  oxidation  of  the  organic  matter  generally. 

The  process  of  vegetation  in  the  living  plant  is  not  in  general  connected 
with  any  oxidation.  On  the  contrary,  under  the  influence  of  the  sun’s  rays 
the  gieen  parts  of  plants  decompose  the  carbonic  acid  of  the  atmosphere 
into  flee  oxygen  gas  and  into  carbon,  which,  uniting  with  the  elements  of 
watei,  form  cellulose,  starch,  sugar,  and  so  forth.  In  order  to  effect  this,  an 
expenditure  of  heat  is  required  which  is  stored  up  in  the  plant,  and  which 
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reap, pears  during  the  combustion  of  the  wood,  or  of  the  coal  arising  from  its 
decomposition. 

At  the  time  of  blossoming  a process  of  oxidation  goes  on,  which,  as  in 
the  case  of  the  blossoming  of  the  Victoria  regia,  is  attended  with  an  appre- 
ciable rise  of  temperature. 


HEATING 

495.  Different  kinds  of  heating. — Heating  is  the  art  of  utilising  for 
domestic  and  industrial  purposes  the  sources  of  heat  which  nature  offers  to 
us.  Our  principal  source  of  artificial  heat  is  the  combustion  of  coal,  coke, 
turf,  wood,  and  charcoal. 

496.  Fireplaces. — Fireplaces  are  open  hearths  built  against  a wall  under 
a chimney,  through  which  the  products  of  combustion  escape. 

However  much  they  may  be  improved,  fireplaces  will  always  remain  the 
most  imperfect  and  costly  mode  of  heating,  for  they  render  available  only 
1 3 per  cent,  of  the  total  heat  yielded  by  coal  or  coke,  and  6 per  cent,  of  that 
by  wood.  This  enormous  loss  of  heat  arises  from  the  fact  that  the  current  of 
air  necessary  for  combustion  always  carries  with  it  a large  quantity  of  the 
heat  produced,  which  is  dissipated  in  the  atmosphere.  Hence  Franklin  said 
< fireplaces  should  be  adopted  in  cases  where  the  smallest  quantity  of  heat 
was  to  be  obtained  from  a given  quantity  of  fuel.’  Notwithstanding  their 
want  of  economy,  however,  they  will  always  be  preferred  as  the  healthiest  and 

pleasantest  mode  of  heating,  on  account  of 
the  cheerful  light  which  they  emit,  and  the 
ventilation  which  they  ensure. 

497.  Draught  of  fireplaces. — The  draugiit 
of  a fire  is  the  upward  current  in  the  chim- 
ney caused  by  the  ascent  of  the  products  of 
combustion  ; when  the  current  is  rapid  and 
continuous,  the  chimney  is  said  to  draw 
well. 

The  draught  is  caused  by  the  difference 
between  the  temperature  of  the  inside  and 
that  on  the  outside  of  the  chimney  ; for,  in 
consequence  of  this  difference,  the  gaseous 
bodies  which  fill  the  chimney  are  lightei 
than  the  air  of  the  room,  and  consequently 
equilibrium  is  impossible.  The  weight  of 
the  column  of  gas  CD  (fig.  458)  in  the  chim- 
ney being  less  than  that  of  the  external 
column  of  air  AB  of  the  same  height,  thcie 
is  a pressure  from  the  outside  to  the  inside  which  causes  the  products  of 
combustion  to  ascend  the  more  rapidly  in  proportion  as  the  difference  in 
weight  of  the  two  gaseous  masses  is  greater.  The  velocity  of  the  ciaug  i 
of  a chimney  may  be  determined  theoretically  by  the  formula 

v-  s/iga{t'  — t)h, 

in  which  g is  the  acceleration  of  gravity,  a the  coefficient  of  the  expansion 


Fig.  458 


Stoves 


-498] 


505 


of  air,  h the  height  of  the  chimney,  t'  the  mean  temperature  of  the  air  inside 
the  chimney,  and  t the  temperature  of  the  surrounding  air. 

The  currents  caused  by  the  difference  in  temperature  of  two  communi- 
cating gaseous  masses  may  be  demonstrated  by  placing  a candle  near  the 
top  and  near  the  bottom  of  the  partially  opened  door  of  a warm  room.  At 
the  top,  the  flame  will  be  turned  from  the  room  towards  the  outside,  while  the 
contrary  effect  will  be  produced  when  the  candle  is  placed  on  the  ground. 
The  two  effects  are  caused  by  the  current  of  heated  air  which  issues  by  the 
top  of  the  door,  while  the  cold  air  which  replaces  it  enters  at  the  bottom. 

In  order  to  have  a good  draught,  a chimney  ought  to  satisfy  the 
following  conditions  : — 

i.  The  section  of  the  chimney  ought  not  to  be  larger  than  is  necessary 
to  allow  an  exit  for  the  products  of  combustion  ; otherwise  ascending  and 
descending  currents  are  produced  in  the  chimney,  which  cause  it  to  smoke. 
It  is  advantageous  to  place  on  the  top  of  the  chimney  a conical  pot 
narrower  than  the  chimney,  so  that  the  smoke  may  escape  with  sufficient 
velocity  to  resist  the  action  of  the  wind. 

ii.  The  chimney  ought  to  be  sufficiently  high,  for,  as  the  draught  is 
caused  by  the  excess  of  the  external  over  the  internal  pressure,  this  excess  is 
greater  in  proportion  as  the  column  of  heated  air  is  longer. 

iii.  The  external  air  ought  to  pass  into  the  chamber  with  sufficient 
rapidity  to  supply  the  wants  of  the  fire.  In  an  hermetically  closed  room 
combustibles  would  not  burn,  or  descending  currents  would  be  formed  which 
would  drive  the  smoke  into  the  room.  Usually  air  enters  in  sufficient 
quantity  by  the  crevices  of  the  doors  and  windows. 

iv.  Two  chimneys  should  not  communicate,  for  if  one  draws  better  than 
the  other,  a descending  current  of  air  is  produced  in  the  latter,  which  carries 
smoke  with  it. 

For  the  strong  fires  required  by  steam  boilers  and  the  like,  very  high 
chimneys  are  needed  ; of  course  the  increase  in  height  would  lose  its  effect 
if  the  hot  column  above  became  cooled  down.  Hence  chimneys  are  often 
made  with  hollow  walls — that  is,  of  separate  concentric  layers  of  masonry 
or  brickwork— the  space  between  them  containing  air. 

498.  Stoves.  Stoves  are  apparatus  for  heating  with  a detached  fire, 
placed  in  a 100m  to  be  heated,  so  that  heat  radiates  in  all  directions 
round  the  stove.  At  the  lower  part  is  the  draught-hole  by  which  the  air 
necessaiy  foi  combustion  enters.  The  products  of  combustion  escape  by 
means  of  iron  chimney-pipes.  This  mode  of  heating  is  one  of  the  most 
economical,  but  it  is  by  no  means  so  healthy  as  that  by  open  fireplaces,  for 
the  ventilation  is  very  bad,  more  especially  where  the  stoves  are  fed  from 
the  outside  of  the  room.  These  stoves  also  emit  a bad  smell,  arising  in 
part  from  the  decomposition  of  organic  substances  which  are  always  present 
in  the  air  by  their  contact  with  the  heated  sides  of  the  chimney-pipes  ; or 
possibly,  as  Deville  and  Troost’s  researches  seem  to  show,  from  the  diffusion 
of  gases  through  the  heated  sides  of  the  stove. 

The  heating  is  very  rapid  with  blackened  metal  stoves,  but  they  also 
cool  very  rapidly.  Stoves  constructed  of  polished  earthenware,  which  are 
common  on  the  continent,  heat  more  slowly,  but  more  pleasantly,  and  they 
retain  the  heat  longer.  } 
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499.  Heating  by  steam.— Steam,  in  condensing,  gives  up  its  latent  heat 

of  vaporisation,  and  this  property  is  used  in  heating  baths,  public  buildings, 
hothouses,  &c.  For  this  purpose  steam  is  generated  in  boilers  like  those 
used  for  steam-engines,  and  is  then  made  to  circulate  in  pipes  placed  in  the 
room  to  be  heated.  The  steam  condenses,  and  in  doing  so  imparts  to  the 
pipes  its  latent  heat,  which  becomes  free  and  thus  heats  the  surround- 
ing air.  . . , . . 

500.  Heating  by  hot  air.— Heating  by  hot  air  consists  in  heating  the 

air  in  the  lower  part  of  a building,  whence  it  rises  to  the  higher  parts  in 

virtue  of  its  lessened  density. 
The  apparatus  is  arranged 
as  represented  in  fig.  459. 

A series  of  tubes,  AB, 
only  one  of  which  is  shown 
in  the  figure,  is  placed  in 
a furnace  F,  in  the  cellar. 
The  air  passes  into  the  tubes 
through  the  lower  end,  A, 
where  it  becomes  heated, 
and,  rising  in  the  direction 
of  the  arrows,  reaches  the 
room  M by  a higher  aper- 
lure,  B.  I he  various  100ms 
to  be  heated  are  provided 
with  one  or  more  of  these 
apertures,  which  are  placed 
as  low  in  the  room  as  pos- 
sible. The  conduit  O is  an 
ordinary  chimney.  These 
Fig-  459  apparatus  are  more  economi- 

cal than  open  fireplaces,  but  they  are  less  healthy,  unless  special  provision 


iS  "Sf  ho.  water, — This  consists  of  a continuons  circulation 

of  water  which  having  been  heated  in  a boiler,  rises  through  a senes  of  lubes 
and  ^lien  after  becoming  cool,  passes  into  the  boiler  agarn  by  a srmtlar 
s^e  Fig ^ 460  ' presents  an  apparatus  for  heating  a burldrng  of  sesera 
SS.  The4  heating  apparatus,  which  is  in  the  “ V "s  “ 

mmmmsrn. 

colder  and  denser  "a.^fl'  |S  P— V 

;'h“ugliSpipes'imo  other  receivers,  <r,  r,  e,  and  ultimately  reaches  the  lower 
part  of  the  boiler. 
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During  this  circulation  the  hot  water  heats  the  pipes  and  the  receivers, 
which  thus  become  true  water-stoves.  The  number  and  the  dimensions  of 
these  parts  are  deter- 
mined from  the  fact 
that  a cubic  foot  of 
water  in  falling 
through  a tempera- 
ture of  one  degree 
can  theoretically  im- 
part the  same  in- 
crease of  temperature 
to  3200  cubic  feet  of 
air  (466).  In  the  in- 
terior of  the  receivers, 
a,  b,  c,  d,  c,  f there 
are  cast-iron  tubes 
which  communicate 
with  the  outside  by 
pipes,  P,  placed  under- 
neath the  flooring. 

The  air  becomes 
heated  in  these  tubes, 
and  issues  at  the 
upper  part  of  the  re- 
ceiver. 

The  principal  ad- 
vantage of  this  mode 
of  heating  is  that  of 


Fig.  460 


giving  a temperature  which  is  constant  for  a long  time,  for  the  mass  of 
water  only  cools  slowly.  It  is  much  used  in  hot-houses,  baths,  artificial 
incubation,  drying  rooms,  and  generally  wherever  a uniform  temperature  is 
desired. 


SOURCES  OF  COLD 

502.  Various  sources  of  cold.— Besides  the  cold  caused  by  the  passage 
of  a body  fiom  a solid  to  the  liquid  state,  or  of  a liquid  to  the  gaseous  state, 
of  which  we  have  already  spoken,  cold  is  produced  by  the  expansion  of 
gases,  by  radiation  in  general,  and  more  especially  by  radiation  at  night. 

503.  Cold  produced  by  the  expansion  of  gases.  Ice  machines. — We 
have  seen  that  when  a gas  is  compressed  the  temperature  rises  (486).  The  re- 
verse of  this  is  also  the  case  : when  a gas  is  rarefied,  a reduction  of  temperature 
ensues,  because  a quantity  of  sensible  heat  disappears  when  the  gas  becomes 
increased  to  a larger  volume.  This  may  be  shown  by  placing  a delicate 
Breguet’s  thermometer  under  the  receiver  of  an  air-pump,  and  exhausting  • 
at  each  stroke  of  the  piston  the  needle  moves  in  the  direction  of  zero  and 
regains  its  original  position  when  air  is  admitted. 

The  production  of  cold  when  a gas  is  expanded  has  been  extensively 
applied  in  machines  for  artificial  refrigeration  on  a large  scale.  By 
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Windhausen’s  ice  machine  from  1 5,000  to  1 50,000  feet  of  air  can  be  cooled  in 
an  hour  through  40  to  100  degrees  in  temperature,  by  means  of  a steam-engine 
of  from  6 to  20  horse-power.  The  essential  parts  of  this  machine  are  repre- 
sented in  fig.  461.  The  piston  B in  the  cylinder  A is  worked  to  the  right  by 


Fig.  461 


a steam-engine,  and  to  the  left  by  a steam-engine  and  by  the  compressed  air 
As  it  moves  towards  the  right  the  valve  « opens,  and  air  under  the  ordinal  y 
atmospheric  pressure  enters  the  space  A..  When  tins  ,s  full  the  piston  moves 
towards  the  left,  the  air  in  A,  is  compressed  to  about  2 atmospheres  he 
valve  a is  closed,  the  valve  b opens,  and  air  passes  in  the  dimdior of e 
arrows  into  the  cooler,  C.  By  its  compression  it  has  become  strongly 
heated,  and  the  necessary  cooling  is  effected  by  means  o ?ipeS  110^e 
which  cold  water  circulates,  the  water  entering  at  5 and  e"ie|  ^ . h;  ] ; 

air,  thus  compressed  and  cooled,  passes  out  through  the  valve  . which  is 
nutnmaticallv  worked  by  the  machine,  into  the  space  A.,,  where, 
”ivlV«  steam-engine, moves  the  piston  to  the  le  h ■£££ 

dheLTng%hetU?store‘itni fflUit  Jth'mwtal^  Machine 

extensively  employed  in  the  arts  ; in  breweries  od  phenes,™  toe  tutdiaal 

deatTmeat  <&c.^nvhieh  has^com^arTfndustry  of  the  greatest 

"he  Linde  machine  the  material  ^ 

liquefied  by  compression  and  surface  condensât  ofqstate  from  the 

being  allowed  to  evaporate  takes  the  heat  fo  ; vapour  ,1ms 

surrounding  bodies,  which  are  thereby  coo  ed  The  an  P 

XlSÆSÆ-bXU- 

d by  a steam-engine  of  hah  . 

can  cool  in  an  hour  3400  cubic  yards  of  air  from  10  to  5 U >4 
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yards  from  6°  to  -40  C.  ; or  it  will  produce  1 cvvt.  of  ice  in  the  same  time. 
The  larger  machines  are  relatively  more  advantageous. 

504.  Cold  produced  by  radiation  at  night. — -During  the  day  the  ground 
receives  from  the  sun  more  heat  than  it  radiates  into  space,  and  the 
temperature  rises.  The  reverse  is  the  case  during  night.  The  heat  which 
the  earth  loses  by  radiation  is  no  longer  compensated,  and  consequently 
a fall  of  temperature  takes  place,  which  is  greater  according  as  the  sky  is 
clearer,  for  clouds  send  towards  the  earth  rays  of  greater  intensity  than 
those  which  come  from  the  celestial  spaces.  In  some  winters  it  has  been 
found  that  rivers  have  not  frozen,  the  sky  having  been  cloudy,  although  the 
thermometer  had  been  for  several  days  below  — 40  ; while  in  other  less 
severe  winters  the  rivers  freeze  when  the  sky  is  clear.  The  emissive  power 
exercises  a great  influence  on  the  cold  produced  by  radiation  ; the  greater  it 
is,  the  greater  is  the  cold. 

In  Bengal,  the  cooling  by  night  is  used  in  manufacturing  ice.  Large 
flat  vessels  containing  water  are  placed  on  non-conducting  substances,  such 
as  straw  or  dry  leaves.  In  consequence  of  the  radiation  the  water  freezes, 
even  when  the  temperature  of  the  air  is  io°  C.  The  same  method  can  be 
applied  in  all  cases  with  a clear  sky. 

The  Peruvians,  in  order  to  preserve  the  shoots  of  young  plants  from 
freezing,  light  great  fires  in  their  neighbourhood,  the  smoke  of  which, 
producing  an  artificial  cloud,  hinders  the  cooling  produced  by  radiation. 


CHAPTER  XII 

RELATION  BETWEEN  HEAT  AND  WORK 


roc.  Equivalence  of  heat  and  work.-If  the  various  instances  of  the 
production  of  heat  by  motion  are  examined,  it  will  be  found  that  in  all  cases 
mechanical  energy  is  expended.  Thus  when  two  bodies  are  rubbed  against 
each  other  motion  is  apparently  destroyed  by  friction  ; it  is  not,  howevei, 
lost,  but  appears  in  the  form  of  a motion  of  the  particles  of  the  body  ; the 
motion  of  the  mass  is  transformed  into  a motion  of  the  molecules. 

Again  if  a body  is  allowed  to  fall  from  a height,  it  strikes  against  the 
ground  with  a certain  velocity.  According  to  older  views,  its  motion  is 
destroyed,  its  vis  viva  is  lost.  This,  however,  is  not  the  case  ; the  w viva 
of  the  body  or  its  kinetic  energy  appears  as  energy  of  its  molecules. 

In  the  case,  too,  of  chemical  action,  the  most  productive  artificial  source 
of  heat,  it  is  not  difficult  to  conceive  that  there  is,  in  the  act  of  combining, 
an  impact  of  the  dissimilar  molecules  against  each  other,  an  effect  analogous 
to  theproduction  of  heat  by  the  impact  of  masses  of  matter  against  eaci 

°th  In  Uke^manner,  heat  may  be  made  to  produce  motion,  as  in  the  case  of 

the  steam-engine,  and  the  propulsion  of  shot  from  a gun. 

Traces  of  a view  that  there  is  a connection  between  heat  and  motion  are 
to  be  met  with  in  the  older  writers,  Bacon  for  example  ; and  Locke  says, 

‘ Heat  is  a very  brisk  agitation  of  the  insensible  parts  of  the  object,  whic  . 
produces  in  us  that  sensation  from  whence  we  denominate  the  object  h , 
so  that  what  in  our  sensation  is  heat,  in  the  object  is  nothing  but  motion 
Rumford,  in  explaining  his  great  experiment  of  the  production  of  heat  y 
friction  was  unable  to  assign  any  other  cause  for  the  heat  produced  tha  i 
motion’-  and  Davy,  in  the  explanation  of  his  experiment  of  melting  ice  y 
friction  ’in  vacuo,  expressed  similar  views.  Carnot,  in  a work  on  the : steam- 
engine  published  in  1824,  also  indicated  a connection  between  heat  and 

W°The  views,  however,  which  had  been  stated  by  isolated  writers  had I little 
or  no  influence  on  the  progress  of  scientific  mvestigation  and  it  s m 
vear  i8/fr  that  the  modern  theories  may  be  said  to  have  had  then  01  g . 
In  that  year  Dr.  Mayer,  a physician  in  Heilbronn,  formally  stated  that  the 
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the  production  of  heat  by  friction,  from  which  he  concluded  that  the  evolu- 
tion of  heat  was  proportional  to  the  mechanical  energy  expended. 

About  the  same  time  as  Mayer,  but  quite  independently  of  him,  Joule 
commenced  a series  of  experimental  investigations  on  the  relation  between 
heat  and  work.  These  first  drew  the  attention  of  scientific  men  to  the 
subject,  and  were  admitted  as  a proof  that  the  transformation  of  heat  into 
mechanical  energy,  or  of  mechanical  energy  into  heat,  always  takes  place  in 
a definite  numerical  ratio. 

Subsequently  to  Mayer  and  Joule,  several  physicists,  by  their  theoretical 
and  experimental  investigations,  have  contributed  to  establish  the  mechanical 
theory  of  heat  : namely,  in  this  country,  Lord  Kelvin  and  Rankine  ; in 
Germany,  Von  Helmholtz,  Clausius,  and  Holtzmann  ; and  in  France, 
Clapeyron  and  Régnault. 

506.  Determination  of  the  mechanical  equivalent  of  heat. — The  following 
are  some  of  the  most  important  and  satisfactory  of  Joule’s  experiments. 

A copper  vessel,  B (fig.  462),  was  provided  with  a brass  paddle-wheel 
(indicated  by  the  dotted  lines),  which  could  be  made  to  rotate  about  a 


Fig.  462 


vertical  axis.  Two  weights,  E and  F,  were  attached  to  cords  which  passed 
over  the  pulleys  C and  D,  and  were  connected  with  the  axis  A.  These 
weights  in  falling  caused  the  wheel  to  rotate.  The  height  of  the  fall,  which 
in  Joule’s  experiments  was  about  63  feet,  was  indicated  on  the  scales  G 
and  H. 

The  roller  A was  so  constructed  that  by  detaching  a pin  the  weights 
could  be  raised  without  moving  the  wheel.  The  vessel  B was  filled  with 
water  and  placed  on  a stand,  and  the  weights  allowed  to  sink.  When  thev 
had  reached  the  ground,  the  roller  was  detached  from  the  axis,  and  the 
weights  again  raised,  the  same  operations  being  repeated  twenty  times, 
he  heat  produced  was  measured  by  ordinary  calorimetric  methods  (4:7) 
The  work  expended  is  measured  by  the  product  of  the  weight  into  the 
height  through  which  ,1  falls,  oryM,  less  the  work  lost  by  the  friction  of  he 
various  parts  of  the  apparatus.  This  is  diminished  as  far  as  possible  by  he 
use  of  friction  wheels  (79),  and  its  amount  is  determined  by  connect  C 
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and  D without  causing  them  to  pass  over  A,  and  then  determining  t e 
weight  necessary  to  communicate  to  them  a uniform  motion. 

In  this  way  it  has  been  found  that  a thermal  unit— that  is,  die  quantity 
of  heat  by  which  a pound  of  water  is  raised  through  i°  C— is  generated  by 
the  expenditure  of  the  same  amount  of  work  as  would  be  required  to  raise 
noa  pounds  through  . foot,  or  , pound  through  1392  feet  This  is  expressed 
by  saying  that  the  mechanical  equivalent  of  the  thermal  Unit  is  139-  00 

P°UThe  friction  of  an  iron  paddle-wheel  in  mercury  gave  1397  foot-pounds 
and  the  friction  of  two  iron  plates  gave  i395  foot-pounds,  as  the  mechanical 

eciuivalent  of  one  thermal  unit.  . ^.^mA  w*» 

In  another  series  of  experiments,  the  air  in  a receiver  was  compressed  y 
means  of  a force-pump,  both  being  immersed  in  a known  weight  of  water  at 
a known  temperature.  After  300  strokes  of  the  piston  the  heat,  , 
measured  which  the  water  had  gained.  This  heat  was  due  to  the  compres- 
sion of  the  air  and  to  the  friction  of  the  piston.  To  eliminate  the  latter  - 
fluence  the  experiment  was  repeated  under  the  same  conditions,  but  with  he 
receiver  left  open.  The  air  was  not  compressed,  and  300  strokes  of  the  piston 
developed  C'  thermal  units.  Hence  C - C'  is  the  heat  produced  bY  corm 
pression  of  the  air.  Representing  the  foot-pounds  expended  in  pioduc.  g 

this  heat  by  W,  we  have  ^ for  the  value  of  the  mechanical  equivalent. 

t->„  fi-flc  method  Toule  obtained  the  numbei  1442-  . . 

By  The  mean  number  which  Joule  adopted  for  the  mechanical  equivalent 

Ure  - 'I-  ^«h 

wU?"a"“mye  of  iL  must 

Centigrade.  This  is  equal  to  41,600,000  ergs,  or  416x10  gra 
through  a height  of  a centimetre,  taking^-  91-  a ye  careful  and 

Professor  Rowland  of  Baltimore  has  îe  y loule’s 

complete  determination  of  the  ;“blé  J„L  of 

method,  in  which  he  has  examinee  centimetre  or  1401  foot-pounds 

error.  His  results  give  4^69  « -o'  Mtilre  ; and  this 

- more  ^ 

L^nfsti  t°  SŒ - W hicalescn. 

S^da„dhBSés  Si»  joules  per  C.  degree  hy  the 
formula  J =4-174+  -oooo  188  (/- 4°)' 

showing  a minimum  value  t0  p n 0f  the  mechanical  equivalent  by 

Him  made  the  following  determination mi  i . block  q{ 


Plirn 
means 


»rhr^r:f5”-ion  - lead.  A **  «ochof 
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sandstone,  CD  (fig.  463),  is  suspended  vertically  by  cords  ; its  weight  is  P. 
E is  a piece  of  lead,  fashioned  so  that  its  temperature  may  be  determined  by 
the  introduction  of  a thermometer.  The  weight  of  this  is  IT,  and  its  specific 
heat  c.  AB  is  a cylinder  of  cast  iron,  whose  weight  is  ft.  If  this  is  raised 
to  A'B',  a height  of  hy  and  allowed  to  fall  again,  it  compresses  the  lead,  E, 
against  the  anvil,  CD.  It  remains  to  measure  on  the  one  hand  the  work 
spent,  and  on  the  other  the  heat  gained. 

The  hammer  AB  being  raised  to  a height  h , the  work  of  its  fall  is  fth  ; 
but  as,  by  its  elasticity,  it  rises  again  to  a hèight  hlt  the  work  is  ft{h  — hft. 
The  anvil  CD,  on  the  other  hand,  has  been  raised  through  a height  H 
to  C'D',  and  has  required  in  so  doing  PH  units  of  work.  The  work,  W, 
definitely  absorbed  by  the  lead  is  ft(/i  — h-ft  — PH.  On  the  other  hand,  the 
lead  has  been  heated  by  6,  it  has  gained  ricS  thermal  units,  c being  the 


Fig.  463 


specific  heat  of  lead,  and  the  mechanical  equivalent  J is  equal  to  the  quotient 
W 

^cq.  A.  series  of  six  experiments  gave  1394  foot-pounds  Centigrade  for  the 

mechanical  equivalent  as  thus  obtained. 

The  experiments  of  Cantoni  and  Gerosa  in  this  direction  are  the  simplest. 
They  allowed  mercury  to  fall  from  a funnel  through  a narrow  tube  into  a 
vessel  below,  when  its  temperature  was  measured.  In  this  way  the  number 
1 390  was  obtained. 

Experiments  in  the  opposite  direction  have  also  been  made,  in  which  the 
work  produced  by  one  thermal  unit  was  determined.  This  was  done  on  a 
large  scale  by  Hirn  by  means  of  a steam-engine  of  one  hundred  horse-power. 
He  determined  the  quantity  of  heat  contained  in  the  steam  before  its  action, 
and  then  the  amount  contained  in  the  water  after  its  condensation.  This  was 
less,  for  some  had  been  expended  in  work  ; and  this  work  as  measured  by 
the  dynamometer  was  equivalent  to  that  which  had  disappeared,  the  number 
l39°'7  being  thus  obtained. 

The  following  is  the  method  which  originally  Mayer  employed  in  calcu- 
lating the  mechanical  equivalent  of  heat.  It  is  taken,  with  slight  modifica- 
tions, from  Tyndall’s  work  on  Heat , who,  while  strictly  following  Mayer’s 
reasoning,  has  corrected  his  data. 

Let  us  suppose  that  a rectangular  vessel  with  a section  of  a square  foot 


SH 

contains  at  o°  a cubic  foot  of  air  under  the  ordinary  atmospheric  pressure  ; 
and  let  us  suppose  that  it  is  inclosed  by  a piston  without  weight 

Suppose  now  that  the  cubic  foot  of  air  is  heated  until  its  volume  is 
doubled  • from  the  coefficient  of  expansion  of  air  we  know  that  this  is  the 
case  at  ->73°  C The  gas  in  doubling  its  volume  will  have  raised  the  piston 
ffiroueh  a foot  in  height  ; it  will  have  lifted  the  atmospheric  pressure  through 
this  distance  But  the  atmospheric  pressure  on  a square  foot  is  in  rou 
numbers  ^ 144  = 2160  pounds.  Hence  a cubic  foot  of  air  in  doubling  its 
n ‘ w lifted  ■ a weight  of  2160  pounds  through  a height  of  a foot. 

ZcmX  of 'heat  which  will  double  the  volume  of  a cubic  foot  o, 

• and  so  doing  will  lift  2160  pounds  through  a height  of  a foot,  is 
“’9“trirun"s,Hmg  the  sperL  heat  of  ait  to  be  0,4  a,  constant 

PreNowin  the  above  case  the  gas  has  been  heated  under  constant  pressure, 
thafis  when  it  could  expand  freely.  If,  however,  it  had  been  Hated  under 
’ , :tc.  SDecific  heat  would  have  been  less  in  the  ratio  i . i 4'4 

UôôtsÔ  ttt  the  quantity  of  heat  requited  under  these  circumstances  ,0 

• 1J  Ur,  r.on  x/  —-2*7/1. 
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raise  the  temperature  of  a cubic  foot  of  air  would  be  5^9  * --..=374- 


i-4 1 


raise  me  - * *t- 

Deducing  this  from  5,9,  ZZ 

Wl,id;  Hc„ur™"efy.  BU.  ïhis  exce'ss  has  been  consumed  in  the 

results.  mechanical  equivalent  of  heat,  as  determined  by 

jou^rarb/mt  Te“ervL  (Griffiths,  Rowland,  Barnes,  So), 
is  given  in  the  subjoined  table  in  various  units.  - ■ 

Foot-pounds  Fahrenheit 

) Centigrade  ■ 

Kilogramme-metres  Centigrade  . 

Ergs 

A convenient  practical  unit  of  work  or  energy  is  to’  ergs  ; it  is  calle  a 

joule.  One  calorie  =42  x io  er^s  4 - F ^ adduced  to  show  that 

7 A variety  of  experiments  may  m ^manner  beaûa  ^ the 

whenever  heat  disappears  wor  w pro  u ' d t0’  the  extent  of  10 

air  in  a reservoir  immersed  m ntenjoj  ^ the  tempera- 

atmospheres,  and  that,  when  1 pist0n  loaded  by  a weight,  the 

- “ * 

taken ^ provided* wiffi  a stopcock,  on  which  can  be 


Joule 

772 

I390 

424 

4-16  X IO7 


Recent 

observers 

779 

1403 

428 

4'2  X IOT 
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screwed  a small  condensing  pump.  Having  compressed  the  air  since  it 
becomes  heated  by  this  process,  the  box  is  allowed  to  stand  for  some  time, 
until  it  has  acquired  the  temperature  of  the  surrounding  medium.  On 
opening  the  stopcock  the  air  rushes  out  ; it  is  expelled  by  the  expansive 


force  of  the  internal  air  ; in  short,  the  air  drives  itself  out.  Work  is  there- 
fore done  by  the  air  against  external  pressure,  and  there  should  be  a dis- 
appeaiance  of  heat  ; and  if  the  jet  be  allowed  to  strike  against  the  thermopile, 
the  galvanometer  is  deflected,  and  the  direction  of  its  deflection  indicates  à 


Fig-  46s 


cool  mg  (fig.  464).  a similar  effect  is  observed  when,  on  opening  a bottle  of 

tht^rmopiL6  Carb°niC  aCid  gaS  WhiGh  eSCapCS  " all0Wed  t0  ^ 

If,  on  the  contrary,  the  experiment  is  made  with  an  ordinary  pair  of 


I.L2 
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bellows  and  the  current  of  air  is  allowed  to  strike  against  the  pile,  the 
deflection  of  the  galvanometer  is  in  the  opposite  direction,  indicating  an 
fncrease  of  temperature  (fig.  465).  In  this  case  the  hand  of  the  experimenter 

ncrforms  the  work,  which  is  converted  into  heat. 

Toule  placed  in  a calorimeter  two  equal  copper  reservoirs,  which  could 
be  connected  by  a tube.  One  of  these  contained  air  at  22  atmospheres,  the 
other  was  exhausted.  When  they  were  connected,  they  came  into  equilibrium 
under  a pressure  of  11  atmospheres  ; but  as  the  gas  in  expanding  had 
done  no  work,  there  was  no  alteration  in  temperature.  When,  however 
the  second  reservoir  was  full  of  water,  the  air  m entering  was  obliged  to 
expel  it  and  thus  perform  work,  and  the  temperature  sank,  owing  to  an 

"h 5 5 07!  'Tsothennal  and  adiabatic  lines.-Reference  has  already -beer 1 made 

to  isothermal  lines  in  connection  with  the  experiments  of  Dr.  Andrews  on 
.to  isothermal  1 carbonic  acid.  We  will  now  examine  the 

subject  more  generally.  An  isothermal  line  of 
a substance  is  a line  drawn  in  reference  to  two 
co-ordinate  axes  in  such  a way  that,  ■ however 
the  properties  of  the  substance— denoted  by 
lengths  measured  along  the  co-ordinate  axes 
vary,  its  temperature  remains  always  the  same. 

If  pressures  are  measured  along  the  vertical, 
and  volumes  along  the  horizontal  line,  the 
isothermal  lines  of  a gas  for  which  Boyle  s law 
is  true  (év  = const.)  are  rectangular  hyperbolas. 

In  fig.  466  the  curve  LL'  represents  the 
behaviour  of  a certain  quantity  of  the  gas  at  con- 
. 0 , Whatever  be  its  volume  and  pressure,  the  state  ot  the 

wherever  A and  B may  be.  If  the  tempera- 
ture is  raised  and  kept  constant  at  t we 
get  another  isothermal,  MM',  which  will  be 
farther  away  from  the  axes,  since  for  a given 
volume  the  pressure  will  be  greater  than  at 
the  lower  temperature.  Thus,  for  a perfect 
ideal  gas  the  isothermal  lines  are  a se[ie^  0 
rectangular  hyperbolas  farther  and  farthei 
away  from  the  axes  as  the  temperature  is 
higher.  For  a real  gas,  far  removed  from  it 
temperature  of  liquefaction,  the  isothermal 
ines  do  not  differ  materially  from  those 


Fig.  467  lines  no  uui  u.uw  - , 

shown,  h„.  the  deviation 

temperature  of  hquefac  ion  1 PP  sents  the  substance  in  the  gaseous 

'^id'  « Baseous’ at  a,,y 

constant  temperature. 
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If  the  changes  of  volume  and  pressure  of  a substance  (say  a gas)  occur 
in  such  a way  that  no  heat  is  gained  or  lost,  they  are  said  to  take  place 
adiabatically , and  the  curves  exhibiting  the  variations  of  pressure  and 
volume  under  these  conditions  are  called  adiabatic  lines. 

In  fig.  467  let  </>!,(/>...  be  adiabatics  of  a gas,  and  let  B denote  the  state 
of  the  gas  at  temperature,  pressure,  and  volume,  t.2,p 2,  w2  respectively.  If  the 
volume  is  reduced  to  vx  and  no  heat  escapes,  the  temperature  will  rise  and 
the  pressure  become  px  ( = Op2),  greater  than  it  would  have  been  with  iso- 
thermal contraction.  Thus  the  adiabatic  through  B is  steeper  than  the 
isothermal,  and  so  for  other  points.  The  equation  to  an  adiabatic  line,  that 
is,  the  relation  between  / and  v which  characterises  it,  is  pvy  = const.,  where 
y=C pC„,  the  ratio  of  the  specific  heat  of  a gas  at  constant  pressure  to  its 
specific  heat  at  constant  volume  (466). 

508.  Carnot’s  cycle. — Referring  to  fig.  466,  let  the  state  of  the  substance 
be  denoted  by  A,  that  is,  let  /,,  v,,  tx  be  its  pressure,  volume,  and  temperature 
respectively.  Suppose  the  substance  to  receive  heat  and  to  expand  without 
change  of  temperature  from  vx  to  w2,  then  work  is  done  by  the  expanding 
substance,  the  amount  of  which  may  be  proved  to  be  equal  to  the  area 
At/jT/oBA.  If  work  is  done  upon  the  substance  so  that  it  contracts  from 

to  the  work  so  done  is  represented  by  the  same  area.  Similarly,  if  the 
substance  expands  or  contracts  adiabatically  (fig.  467),  the  work  done  is  equal 
to  the  area  enclosed  between  the  curve,  the  horizontal  axis,  and  the  ordinates 
of  the  points  representing  the  initial  and  final  states. 

Imagine  a heat  engine,  whose  working  substance  may  be  any  fluid,  to 
perform  a series  or  cycle  of  operations,  that  is,  to  receive  or  give  out  heat  and 
to  do  work  or  have  work  done  upon  it  in  such  a way  that  at  the  end  of  the 
series  the  substance  is  in  exactly  the  same  state  as  to  pressure,  volume, 
and  temperature  as  at  the  beginning.  Then  we  are  sure  that  on  the 
whole  no  internal  work  has  been  done,  and  we  may  draw  conclusions  as  to 
the  heat  given  or  received,  and  the  work  done  by  the  substance  or  spent 
upon  it.  There  are  many  ways  in  which  such  a series  might  be  arranged  ; 
that  chosen  by  Carnot,  and  known  as  Carnot's  cycle , involves  four  distinct 
operations. 

Let  the  state  of  the  substance  be 
denoted  by  the  point  A (fig.  468),  its 
temperature,  volume,  and  pressure  being 
A,  vx,px. 

1.  Let  work  be  done  on  the  substance, 
and  its  volume  diminished  from  vx  to  v2. 

If  the  heat  produced  by  the  compression 
is  not  allowed  to  escape,  the  substance 
will  be  heated  ; let  its  temperature  rise 
from  A to  t.  Its  state  is  now  represented 
by  the  point  B,  AB  being  an  adiabatic. 

The  work  done  is  the  area  BAzqw2B. 

2.  The  substance  expands  at  constant 
temperature  t , receiving  a quantity  of 
heat,  H calories  ( = JH  ergs),  and  its  volume  increases  from  v2  to  v3  The 
hne  BC  is  an  isothermal,  and  the  work  done  by  the  substance  is  Br/^CB. 


5 1 8 


On  Heat 


[508- 


3.  The  supply  of  heat  is  now  cut  off,  and  the  substance  continues  to 
expand,  neither  receiving  nor  giving  out  heat,  until  its  temperature  falls 
to  f1.  Its  state  is  denoted  by  D,  the  line  CD  being  an  adiabatic,  lhe 
work  done  by  the  substance  is  Oz'37'.4DC. 

4.  The  substance  is  compressed  isothermally  at  A,  a quantity  of  heat  H, 
being  taken  from  it  to  keep  its  temperature  constant.  Eventually  the 
temperature  and  volume  become  what  they  were  at  first.  Ihus  the  cycle  is 
completed,  the  state  of  the  working  substance  being  in  all  respects  the  same 

at  the  end  as  it  was  at  the  beginning. 

The  total  work  done  by  the  expanding  substance  is  Bïa,7a,DCB  ; that 
done  upon  it  during  contraction,  V>v2v.iDA.Q  ; the  difference  between  these 
is  the  area  ABCD,  which  therefore  represents  the  work  done  by  the  engine 
during  the  cycle  = W.  The  heat  H was  taken  in  at  the  higher  temperature 
t,  and  Hj  given  up  at  the  lower  temperature  A ; H-H1  calories,  or 
J(H  - Hx)  ergs,  is  therefore  the  quantity  utilised.  Hence  W = J(H  - HJ  by 
the  first  law. 

Suppose  that  in  the  above  set  of  operations  we  had  proceeded  in  the 
reverse  direction,  that  is,  allowed  the  substance  to  expand  from  A to  D, 
supplying  it  with  heat  Hx  to  keep  its  temperature  constant,  then  compressed 
it  adiabatically  from  D to  C and  isothermally  from  C to  B,  taking  from  it 
during  the  isothermal  compression  a quantity  H of  heat,  and  finally  bringing 
it  back  to  the  state  A.  In  this  case  work  equal  to  ABCD  ( = W)  has  been 
done  upon  the  substance,  heat  Hi  has  been  given  to  it,  and  H withdrawn 
from  it  ; therefore  W + JH^JH.  The  engine  works  equally  satisfactory 
in  this  case,  but  every  operation  is  reversed.  For  this  reason  Carnot  s cycle 

is  called  a reversible  cycle.  . . . 

A reversible  engine  is  in  a certain  sense  a perfect  engine,  for  its  efficiency 
is  greater  than  that  of  any  other  engine  working  between  the  same  tempera- 
tures. This  Carnot  proved  by  supposing  two  engines,  one  reversible,  he 
other  non-reversible,  working  between  the  temperatures  t and  A,  to  be  coupled 
together,  the  latter  driving  the  former.  He  showed  that  (on  the  assump  ion 
that  the  non-reversible  engine  has  the  greater  efficiency)  t ie  îesu  m 
that  by  the  simple  action  of  the  two  engines  heat  is  transferred  fiom  the  cole 
body  at  A,  to  the  hot  body  at  /,  without  any  work  being  done  by  any  extern 
agency.  This  is  contrary  to  experience.  The  efficiency  of  an 
be  defined  as  that  fraction  of  the  total  amount  of  heat  received  which  is 
converted  into  work.  If  H-heat  received  and^H1  = that  given  up,  he. 

utilised  as  work  = H - Hx  ; hence  efficiency  = 

The  efficiency  of  Carnot’s  engine  clearly  depends  upon  the ^erenceo^ 
temperature  t-  A ; for  /being  kept  constant,  and 

from  the  source,  if  we  take  an  isothermal  corresponding  to  a lower  temp 
ture  A the  area  ABCD  becomes  larger.  Hence  E,  the  effiaen  cy  = C(/- A), 
where  C is  a constant  known  as  Carnot’s  function  . ll  1S  ecl  ‘ 

/ are  measured  from  the  absolute  zero  of  temperature.  Hence 


H — Hx  _ t-  A 
H t 


H t 


(481),  org--^ 


The  efficiency  of  Carnot’s  engine  depends  only  on  (he  temperatures  at 
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which  heat  is  taken  in  and  rejected,  and  not  on  the  properties  of  the  work- 
ing substance.  This  constitutes  what  is  known  as  Carnot' s principle. 

The  second  law  of  thermodynamics  has  not  so  far  been  defined,  though 
it  has  been  assumed.  The  enunciation  of  it  has  taken  many  forms. 
Clausius  put  it  thus  : — No  engine  can  of  itself,  without  the  aid  of  external 
agency,  transfer  heat  from  a body  at  a low  temperature  to  a body  at  a high 
temperature.  Another  form  of  the  second  law  is  the  statement  of  the 
impossibility  of  any  engine  being  more  efficient  than  a reversible  engine. 

509.  Dissipation  of  energy. — Rankine  made  the  following  interesting 
observations  on  a remarkable  consequence  of  the  mutual  convertibility  which 
has  been  shown  to  exist  between  heat  and  other  forms  of  energy  Lord 
Kelvin  has  pointed  out  the  fact  that  there  exists,  at  least  in  the  present 
state  of  the  known  world,  a predominating  tendency  to  the  conversion  of 
all  other  forms  of  physical  energy  into  heat,  and  to  the  uniform  diffusion  of 
heat  throughout  all  matter.  The  form  in  which  we  generally  find  energy 
originally  collected  is  that  of  a store  of  chemical  power  consisting  of  uncom- 
bined elements.  The  combination  of  these  elements  produces  energy  in  the 
form  known  by  the  name  of  electric  currents,  part  only  of  which  can  be 
employed  in  electrolysing  chemical  compounds,  and  thus  reconverted  into  a 
store  of  chemical  power  ; the  remainder  is  necessarily  converted  into  heat  ; and 
again,  only  apart  of  this  heat  can  be  employed  in  electrolysing  compounds  or 
in  reproducing  electric  currents.  If  the  remainder  of  the  heat  is  employed 
in  expanding  an  elastic  substance,  it  may  be  converted  entirely  into  visible 
motion,  or  into  a store  of  visible  mechanical  power  (by  raising  weights,  for 
example),  provided  the  elastic  substance  is  enabled  to  expand  until  its 
temperature  falls  to  the  point  which  corresponds  to  the  absolute  privation 
of  heat  ; but  unless  this  condition  is  fulfilled  a certain  proportion  only  of 
the  heat,  depending  on  the  range  of  temperature  through  which  the  elastic 
body  works,  can  be  converted,  the  rest  remaining  in  the  state  of  heat.  On 
the  other  hand,  all  visible  motion  is  of  necessity  ultimately  converted  into 
heat  by  the  agency  of  friction.  There  is,  then,  in  the  present  state  of  the 
known  world,  a tendency  towards  the  conversion  of  all  physical  energy  into 
the  sole  form  of  heat. 

Heat,  moreover,  tends  to  diffuse  itself  uniformly  by  conduction  and  radia- 
tion, until  all  matter  shall  have  acquired  the  same  temperature.  There  is 
consequently,  so  far  as  we  understand  the  present  condition  of  the  universe, 
a tendency  towards  a state  in  which  all  physical  energy  will  be  in  the  state  of 
heat,  and  that  heat  so  diffused  that  all  matter  will  be  at  the  same  temperature  ; 
so  that  there  will  be  an  end  of  all  physical  phenomena. 

Vast  as  this  speculation  may  seem,  it  appears  to  be  soundly  based  on 
experimental  data,  and  to  truly  represent  the  present  condition  of  the 
universe  as  far  as  we  know  it. 
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BOOK  VII 

ON  LIGHT 


CHAPTER  I 

TRANSMISSION,  VELOCITY,  AND  INTENSITY  OF  LIGHT 

510.  Theories  of  light.—  Light  is  the  agent  which,  by  its  action  on  the 
retina,  excites  in  us  the  sensation  of  vision.  That  part  of  physics  which  deals 
with  the  properties  of  light  is  known  as  optics. 

In  order  to  explain  the  origin  and  transmission  of  light,  various  hypo- 
theses have  been  made,  the  most  important  of  which  are  the  emission  or 
corpuscular  theory,  and  the  undulcitory  theoiy.  . . 

On  the  emission  theory  it  is  assumed  that  luminous  bodies  emit,  in  all 
directions,  an  imponderable  substance,  which  consists  of  molecules  of  an 
extreme  degree  of  tenuity  : these  are  propagated  in  right  lines  with  an  almost 
infinite  velocity.  Penetrating  into  the  eye  they  act  on  the  retina,  and  deter- 
mine the  sensation  which  constitutes  vision. 

On  the  undulatory  theory,  all  bodies,  as  well  as  the  celestial  spaces,  aie 
filled  by  an  extremely  subtle  elastic  medium,  which  is  called  the  luminiferous 
ether.  The  luminosity  of  a body  is  due  to  an  infinitely  rapid  vibratory  potion 
of  its  molecules,  which,  when  communicated  to  the  ether,  is  propagated  in  all 
directions  in  the  form  of  spherical  waves,  and  this  vibratory  motion,  being 
thus  transmitted  to  the  retina,  calls  forth  the  sensation  of  vision.  Lie 
vibrations  of  the  ether  take  place  not  in  the  direction  in  which  the  wave  is 
travelling,  but  in  a plane  at  right  angles  to  it.  An  idea  of  these  may  be 
formed  by  shaking  a rope  at  one  end.  The  vibrations,  or  to  and  fro  move- 
ments, of  the  particles  of  the  rope,  are  at  right  angles  to  the  length  of  the 
rope,  but  the  onward  motion  of  the  wave’s  form  is  in  the  direction  of  the 

length.  See  the  remarks  in  articles  59,  226,  433.  , , . 

On  the  emission  theory  the  propagation  of  light  is  effected  by  a motion 
or  translation  of  particles  of  light  thrown  out  from  the  luminous  body,  as  a 
bullet  is  discharged  from  a gun  ; on  the  undulatory  theory  there  is  no  pi  o- 
gressive  motion  of  the  particles  themselves,  but  only  of  the  state  of  distui  > 
ance  which  was  communicated  by  the  luminous  body  ; and  this  is  tiansnutte 
bv  the  vibratory  motion  of  the  particles  of  the  luminiferous  ether. 

The  luminiferous  ether  penetrates  all  bodies,  but  on  account  of  its 
extreme  tenuity  it  is  uninfluenced  by  gravitation  ; it  occupies  space  and 
although  it  presents  no  appreciable  resistance  to  the  motion  of  the  denser 
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bodies,  it  is  possible  that  it  hinders  the  motion  of  the  smaller  comets.  It  has 
been  found,  for  example,  that  Encke’s  comet,  whose  period  of  revolution  is 
about  3^  years,  has  its  period  diminished  by  about  o-n  of  a day  at  each 
successive  rotation,  and  this  diminution  is  ascribed  by  some  to  the  resistance 
of  the  ether. 

Graetz  has  calculated  that  the  density  of  ether  is  9 x io~10  that  of  water. 
From  a formula  of  Lord  Kelvin  it  is  calculated  to  be  greater  than  io-18  ; 
it  may  accordingly  be  admitted  to  be  10-17.  While  the  mass  of  air  over  a 
square  metre  is  10,000  kilogrammes,  that  of  the  ether  in  it,  taking  the 
height  of  the  atmosphere  at  45  kilometres,  would  be  only  0-0004  milligramme. 
Kelvin  concludes  that  the  density  of  the  air,  if  it  followed  Boyle’s  law,  and 
the  temperature  was  constant,  would  at  a height  equal  to  that  of  the  earth’s 
radius  be  only  io"350  that  of  water.  The  ether  is  therefore  far  more 
dense  than  air  so  rarefied.  He  calculated  that  a volume  equal  to  that  of  the 
earth  cannot  contain  less  than  1260  kilogrammes  of  ether. 

The  fundamental  principles  of  the  undulatory  theory  were  enunciated  by 
Huyghens,  and  subsequently  by  Euler.  The  emission  theory,  principally 
owing  to  Newton’s  powerful  support,  was  for  long  the  prevalent  scientific 
creed.  The  undulatory  theory  was  adopted  and  advocated  by  Young,  who 
showed  how  a large  number  of  optical  phenomena,  particularly  those  of 
diffraction,  were  to  be  explained  by  that  theory.  Subsequently,  too,  though 
independently  of  Young,  Fresnel  showed  that  the  phenomena  of  diffraction, 
and  also  those  of  polarisation,  are  explicable  on  the  same  theory,  which  since 
his  time  has  been  generally  accepted. 

5 1 1.  Luminous,  transparent,  translucent,  and  opaque  bodies  .—Luminous 
bodies  are  those  which  emit  light,  such  as  the  sun  and  ignited  bodies.  Trans- 
parent or  diaphanous  bodies  are  those  which  readily  transmit  light,  and 
through  which  objects  can  be  distinguished  ; water,  gases,  polished  glass 
are  of  this  kind.  Translucent  bodies  transmit  light,  but  objects  cannot  be 
distinguished  through  them  ; ground  glass,  oiled  paper,  &c.,  belong  to  this 
class.  Opaque  bodies  do  not  transmit  light  ; for  example,  wood,  metals,  Szc. 
No  bodies  are  quite  opaque  ; they  are  all  more  or  less  translucent  when  cut 
in  sufficiently  thin  leaves. 

foucault  showed  fhat  when  the  object-glass  of  a telescope  is  thinly 
silvered,  the  layer  is  so  transparent  that  the  sun- can  be  viewed  through  it 
without  danger  to  the  eyes,  since  the  metallic  surface  reflects  the  greater 
part  of  the  radiation  which  falls  upon  it. 

512.  Luminous  ray  and  pencil. — A luminous  ray  is  the  direction  of  the 
line  in  which  light  is  propagated  ; a luminous  pencil  is  a collection  of  rays 
10m  the  same  source  ; it  is  said  to  be  parallel  when  it  is  composed  of 
parallel  rays,  divergc?it  when  the  rays  separate  from  each  other,  and  con- 
vergent when  they  tend  towards  the  same  point.  Every  luminous  body  emits 
divergent  rectilinear  rays  from  all  its  points,  and  in  all  directions. 

513.  Propagation  of  light  in  a homogeneous  medium.— A medium  is 
any  space  or  substance  which  light  can  traverse,  such  as  a vacuum,  air,  water, 
g ass,  &c.  A medium  is  said  to  be  homogeneous  when  its  chemical  com- 
position and  density  are  the  same  in  all  parts,  and  to  be  isotropic  when  its 
pioperties  at  all  points  are  the  same  in  all  directions  ; when  this  is  not  the 
case  it  is  said  to  be  anisotropic  or  ccoloh-opic. 
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In  every  homogeneous  medium  light  i s propagated  in  a.  right  line . tor, 
if  an  opaque  body  is  placed  in  the  right  line  which  joins  the  eye  and  the 
luminous  body,  the  light  is  intercepted.  The  light  which  passes  into  a dark 
room  by  a small  aperture  is  visible  from  the  light  falling  on  the  particles  of 
dust  suspended  in  the  atmosphere. 

Light  changes  its  direction  on  meeting  an  object  which  it  cannot  pene- 
trate, or  when  it  passes  from  one  medium  to  another.  These  phenomena 
will  be  described  under  the  heads  reflection  and  refraction. 

514.  Shadow,  penumbra. — When  light  falls  upon  an  opaque  body  it 
cannot  penetrate  into  the  space  immediately  behind  it,  and  this  space  is 
called  the  shadow. 


Fig.  469 


In  determining  the  extent  and  the  shape  of  a shadow  projected  by  a body, 
two  cases  are  to  be  distinguished  : that  m which  the  source  of  light  is  a 
single  point,  and  that  in  which  it  is  a body  of  any  glven  ex  en  . . ^ 

In  the  first  case,  let  S (fig.  469)  be  the  luminous  pomt,  and  M a phencal 
body  which  causes  the  shadow.  If  an  infinitely  long  straight  line,  S , 


Fig.  47° 


moves  round  the  sphere  M tangentially,  always 
this  line  will  trace  a conical  surface  wl  ch 

a certain  magnitude,  and  are  no, 

mere  luminous  points. 
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Suppose  that  the  luminous  and  illuminated  bodies  are  two  spheres,  SL 
and  MN  (fig.  470).  If  an  infinite  straight  line,  AG,  moves  tangentially  to 
both  spheres,  always  cutting  the  line  of  centres  in  the  point  A,  it  will  pro- 
duce a conical  surface  with  this  point  for  a summit,  and  which  traces  behind 
the  sphere  MN  a perfectly  dark  space  MGHN.  If  a second  right  line,  LD, 
which  cuts  the  line  of  centres  in  B,  moves  tangentially  to  the  two  spheres,  so 
as  to  produce  a new  conical  surface,  BDC,  it  will  be  seen  that  all  the  space 
outside  this  surface  is  illuminated,  but  that  the  part  between  the  two  conical 
surfaces  is  neither  quite  dark  nor  quite  light.  So  that  if  a screen,  PQ,  is 
placed  behind  the  opaque  body,  the  central  portion  GH  of  the  screen  is 
quite  in  the  shadow,  while  the  annulus  of  breadth  HC  receives  light  from 
certain  parts  of  the  luminous  body,  and  not  from  others.  It  is  brighter  than 
the  true  shadow,  and  not  so  bright  as  the  rest  of  the  screen,  and  it  is  accord- 
ingly called  the  penumbra. 

Shadows  such  as  these  are  geometrical  shadows j physical  shadows,  or 
those  which  are  really  seen,  are  by  no  means  so  sharply  defined.  A certain 
quantity  of  light  passes 
into  the  shadow,  even 
when  the  source  of  light 
is  a mere  point,  and  con- 
versely the  shadow  influ- 
ences the  illuminated 
part.  This  phenomenon, 
which  will  be  afterwards 
described,  is  known  by 
the  name  of  diffraction 
(660).  Fig-  471 

The  explanation  of  the  phenomena  of  eclipses  follows  directly  from  the 
theory  of  shadows. 

When  the  opaque  disc  of  the  moon  comes,  according  to  the  conditions, 
between  the  sun  and  the  earth,  the  shadow  cast  by  the  moon  causes  a more 
or  less  complete  solar  eclipse  on  those  parts  of  the  earth  which  it  meets. 

Let  S be  the  sun,  T the  earth,  and  L the  moon  placed  in  a position 
favourable  for  an  eclipse  (fig.  471).  If  we  can  suppose  the  three  bodies 
repiesentecl  with  their  relative  magnitudes  and  distances,  we  need  only 
îepeat  the  graphical  construction  of  this  figure  to  determine  the  dimensions  of 
the  cone  of  the  shadow,  and  of  the  penumbra  of  the  moon.  The  length  LI 
of  the  cone  of  the  shadow  varies  between  57  and  59  terrestrial  radii,  according 
to  the  îelative  positions  of  the  earth  and  its  satellite;  the  distance  between 
the  two  planets  varies  between  55  and  62  such  radii  ; hence,  under  favour- 
able conditions  the  cone  of  the  shadow  may  reach  the  earth,  and  in  those 
points  of  the  earth  thus  touched,  m,  there  is  a total  eclipse  of  the  sun.  As 
this  area  has  relatively  a small  extent,  an  eclipse  which  is  visible  by  the 
inhabitants  of  this  area  is  not  seen  by  those  in  the  neighbourhood.  After 
the.  lapse  of  a time  which  never  exceeds  3m.  13s.  the  cone  will  have  left 
t îe  place  m and  will  pass  to  in’ , which  is  not  necessarily  on  the  same 
parallel  of  latitude.  It  will  thus  sweep  over  the  surface  of  the  earth,  in 
virtue  of  the  special  motion  of  the  two  heavenly  bodies,  along  a line  which 
astronomers  can  determine  beforehand.  On  all  points  along  this  line 
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(fig.  472)  there  will  successively  be  a total  eclipse  ; for  adjacent  ones,  which 
are  within  the  cone  of  the  penumbra,  the  eclipse  will  be  partial. 


Fig-  472 

If  the  cone  of  the  shadow  does  not  reach  the  earth,  there  will  nowhere  be 
a total  eclipse  ; but  on  a point  in'  (fig.  473)  there  will  be  no  light  from  the 
central  part  of  the  sun  ; this  will  then  appear  like  a black  circle  surrounded 
by  a bright  ring  (fig.  474),  and  forms  what  is  called  an  annular  eclipse. 


Fig.  474 

Total  or  partial  eclipses  of  the  moon  are  produced  by  the  total  or  partial 
immersl  of  to  moonta  .he  cone  of  the  shadow  cast  by  the  earth  J for  »n 
observer  on  the  moon  they  would  constitute  total  or  partial  eclipses  of  the  sun 
the  moon  in  the  shadow,  partial  at  those  m the  penumbra. 
ThV  transits  of  Venus  or  of  Mercury  over  the  sun  are  phenomena  of  he 
same  kind  as  eclipses,  being  produced  by  the  pgecto 

— = - - - 

shape  of  the  aperture.  h lumjnous  rays 

The  inversion  of  the  images  arises  fiom  the  fact  mat  tn  * cross 

proceeding  from  external  objects,  and  penetia  1 8 Continuing  in  a 

one  another  in  passing  the  aperture,  as  shown  m fi * 47* ,1  g 
straight  line,  the  rays  from  the  higher  parts  meet  the  sc.een 
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parts,  and  conversely,  those  which  come  from  the  lower  parts  meet  the 
higher  parts  of  the  screen.  Hence  the  inversion  of  the  image.  The 
arrangement  forms  what  is  known  as  a camera  obscura. 

In  order  to  show  that  the  shape  of  the  image  is  independent  of  that  of 
the  aperture,  when  the  latter  is  sufficiently  small  and  the  screen  at  an  ade- 
quate distance,  imagine  a triangular  aperture,  O (fig.  476),  made  in  the  door 
of  a dark  chamber,  and  let  ab  be  a'sereen  on  which  is  received  the  image  of 
a flame,  AB.  A divergent  pencil  from  each  point  of  the  flame  passes  through 


Fig.  475 


the  aperture,  and  forms  on  the  screen  a triangular  image  resembling  the 
aperture.  But  the  union  of  all  these  partial  images  produces  a total  image 
of  the  same  form  as  the  luminous  object.  For  if  we  conceive  that  an  infinite 
straight  line  moves  round  the  aperture,  with  the  condition  that  it  is  always 
tangential  to  the  luminous  object  AB,  and  that  the  aperture  is  very  small, 
the  straight  line  describes  two  cones,  the  apex  of  which  is  the  aperture, 
while  one  of  the  bases  is  the  luminous  object  and  the  other  the  luminous 
object  on  the  screen— that  is,  the  image.  Hence,  if  the  screen  is  per- 
pendicular to  the  right  line  joining  the  centre  of  the  aperture  and  the  centre 


Fig.  476 


of  the  luminous  body,  the  image  is  similar  to  the  body  ; but  if  the  screen  is 
oblique,  the  image  is  elongated  in  the  direction  of  its  obliquity.  This  is 
what  is  seen  in  the  patches  of  light  on  the  ground  when  solar  light  falls  upon 
foliage  ; the  rays  of  the  sun  passing  through  the  minute  interstices  between 
the  leaves  produce  images  of  the  sun,  which  are  either  round  or  elliptical 
according  as  the  ground  is  perpendicular  or  oblique  to  the -solar  rays  • and 

this  is  the  case  whatever  be  the  shape  of  the  aperture  through  which  the 
light  passes. 


526 


On  Light 


[516— 


516.  Velocity  of  light.— Light  moves  with  such  a velocity  that  at  the 
surface  of  the  earth  there  is,  to  ordinary  observation,  no  appreciable  interval 
between  the  occurrence  of  any  luminous  phenomenon  and  its.  perception 
by  the  eye.  The  knowledge  that  the  velocity  of  light  is  not  infinite  was 
acquired  as  the  result  of  astronomical  observation.  Romer,  a Danish  astro- 
nomer, in  1675,  first  deduced  the  velocity  of  light  from  observations  of  the 

eclipses  of  one  of  Jupiter’s  satellites. 

Jupiter  is  a planet,  round  which  five  satellites  revolve,  as  the  moon  does 
round  the  earth.  In  Romer’s  time  only  four  were  known.  Of  these  the 
first  E (fig.  477)  (we  should  now  call  it  the  second),  suffers  occultation 
that’ is,  passes  into  Jupiter’s  shadow— at  equal  intervals  of  time,  which  are 
42h.  28m.  36s.  Romer  constructed  a table  giving  the  exact  times  at  which 
occultations  would  occur  for  a year  in  advance,  and  compared  the  observed 
with  the  calculated  times.  While  the  earth,  T,  moves  in  that  part  of  its  orbit 
nearest  Jupiter,  its  distance  from  that  planet  does  not  materially  alter  in 
42  hours,  and  the  intervals  between  two  successive  occultations  of  the 


Fig.  477 


satellite  are  approximately  the  same,  that  is,  the  observed  occultation  occurs 
at  le  predicted  time  ; but,  in  proportion  as  the  earth  moves  away  in  its 
revolution  round  the  sun,  j,  the  apparent  interval  between  the  moment  when 
the  occultation  was  expected  and  that  at  which  it  occurs  increases,  a'jf  whe  , 
a^  the  end  of  six  months,  the  earth  has  passed  from  the  position  T to  the 
Vnn  T'  a total  retardation  of  16m.  36s.  is  observed  between  the  time  at 
SÏ  phenomenon'  i s seen  and  tha,  a,  which  it  is  calculated  to  take 
1 op  Rut  when  the  earth  was  in  the  position  T,  the  sun  s light  reflected 
£ \hf  satellite  E had  to  traverse  the  distance  ET,  while  in  the  second 
lion  the  lieht  had  to  traverse  the  distance  ET'.  This  distance  exceeds 
fn  fi  st  hv  the  diameter  of  the  earth’s  orbit.  Consequently,  light  requires 
,6m  26s  to  travel  the  diameter  TT' of  the  terrestrial  orbit,  or  twice  the 
dtTance  of  the  earth  from  the  sun,  which  gives  for  its  velocity  190,000  miles 

in  aTSS°Ftdars  nearest  the  earth  are  separated  from  it  by  at  least  206,265 
times  the"  distance  of  the  sun.  Consequently,  the  light  which  they  send 
requires  more  than  three  years  to  reach  us.  Those  stars  which  are  only  visible 
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by  means  of  the  telescope  are  possibly  at  such  a distance  that  thousands 
of  years  would  be  required  for  their  light  to  reach  our  planetary  system. 
They  might  have  been  extinguished  for  ages  without  our  knowing  it. 

517.  Foucault’s  apparatus  for  determining  the  velocity  of  light. — Not- 
withstanding the  prodigious  velocity  of  light  Foucault  succeeded  in  deter- 
mining it  experimentally  by  the  aid  of  an  ingenious  apparatus,  based  on  the 
use  of  the  rotating  mirror,  which  had  been  invented  by  Wheatstone  for 
measuring  the  velocity  of  electricity. 

In  the  description  of  this  apparatus,  a knowledge  of  the  principal  pro- 
perties of  mirrors  and  of  lenses  is  presupposed.  Fig.  478  represents  the 
chief  parts  of  Foucault’s  arrangement.  The  window  shutter,  K,  of  a dark 
chamber  is  perforated  by  a rectangular  slit,  behind  which  the  platinum 
wire  o is  stretched  vertically.  A beam  of  sunlight  reflected  from  the  out- 
side by  a mirror  enters  the  dark  room  by  the  slit,  meets  the  platinum 


Fie-  478  Fig.  479 


w,re,  and  then  traverses  an  achromatic  lens,  L,  with  a long  focus  placed 
at  a distance  from  the  platinum  wire  less  than  double  its  focal  length, 
rhe  image  of  the  platinum  wire,  more  or  less  magnified,  would  thus  be 
ormed  on  the  axis  of  the  lens  ; but  the  pencil  of  light,  having  traversed 
e lens  impinges  on  a plane  mirror,  m,  rotating  with  great  velocity  ; it  is 
reflected  from  this,  and  forms  in  space  an  image  of  the  platinum  wire,  which 
is  displaced  with  an  angular  velocity  double  that  of  the  mirror  (c*o)  This 
image  is  reflected  by  a concave  mirror,  M,  whose  centre  of  curvature 
coincides  with  the  axis  of  rotation  of  the  mirror  m,  and  with  its  centre  of 
figure.  The  pencil  reflected  from  the  mirror  M returns  upon  itself  is  again 

:epZ  Z,  theZnr0r  tr!,Ver“S  ,he  le"s  » ““J  time,  and  S 

the  gC  °f  the  p atinum  wire>  wll!ch  appears  on  the  wire  itself  so  long  as 
the  mirror  m is  at  rest  or  turns  slowly.  g 

hv  /ll0rder/0  SCe  î?is  !n,lage  without  hidin&  the  pencil  of  light  which  enters 
aperture  m K,  a thin  plate  of  unsilvered  glass,  V,  is  placed  between 
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the  lens  and  the  wire,  and  is  inclined  so  that  the  reflected  rays  fall  upon  a 

powerful  eyepiece,  P.  . . , , 

The  apparatus  being  arranged,  if  the  mirror  m is  at  rest,  the  pencil  aftei 

meeting  M is  reflected  to  m,  and  thence  returns  along  its  former  path,  till 
it  meets  the  glass  plate  V in  a,  and  being  partially  reflected,  forms  at  d~- 
the  distance  ad  being  equal  to  ao— an  image  of  the  wire,  which  the  eye  is 
enabled  to  observe  by  means  of  the  eyepiece,  P.  If  the  mirror  instead  of 
being  fixed,  is  moving  slowly  round— its  axis  being  at  right  angles  to  the 
olane  of  the  paper— there  will  be  no  sensible  change  in  its  position  during 
the  brief  interval  elapsing  while  light  travels  from  m to  M and  back  again, 
but  the  image  will  alternately  disappear  and  reappear.  If  now  the  velocity 
of  m is  increased  to  upwards  of  30  turns  per  second  the  interval  between 
the  disappearance  and  reappearance  is  so  short  that  the  impression  on  t 
eve  is  persistent,  and  the  image  appears  perfectly  steady.  . 

Lastly  if  the  mirror  turns  with  sufficient  velocity,  there  is  an  appieciable 
displacement  of  the  image,  owing  to  the  fact  that  now  the  mirror  mhas 
moved  through  a small  angle  during  the  time  the  light  took  to  travel  from 
it  to  M and  back  again  ; the  return  ray,  after  its  reflection  from 
mirror  m,  takes  the  direction  mb , and  forms  its  image  at  1 ; that  is,  the 
image  has  undergone  a total  displacement  di.  Speaking  Preclf^y, 
n.  deviation  of  the  ray  as  soon  as  the  mirror  turns,  even  slowly  ; but  it  is  on  > 
appréciable  when  the  velocity  of  rotation  is  sufficiently  rapid,  or  the  distance 
Mot  sufficiently  great,  for  the  deviation  necessarily  increases  with  the  time 

which  the  light  takes  in  traversing  ™M.  In  Foucault’s  expenmen  the  d^ 

tance  M m was  only  13*  feet  ; when  the  mirror  rotated  with  a velocity  of  60 
to  800  turns  in  a second,  displacements  of  0-2  to  0-3  mm.  were  obtained. 

Taking  Mw  = /,  L m = l',  oL  = r,  and  representing  by  n the  number  of 
turns  in  a second,  by  5 the  observed  displacement  of  the  unage  of  the  wtre, 
and  by  V the  velocity  of  light,  Foucault  arrived  at  the  formula 

87 xPnr 


V = 


8(7+0’ 


r ,:i  velocity  of  light  is  calculated  at  185,157  miles  in  a second  1 

this1  number  Agrees0  remarkably  well  with  the  value  deduced  from  newer 

deteTrm^ 

t 1 I“nn g a sort  of  resemblance  to  the  siren,  and,  like  that 
steam  turbine  bea  g sound  as  the  rotation  is  more  rapid  : m fact,  it 

instrument,  gi  g « h t the  velocity  of  the  rotation  is  determined. 

turning  mirror  »,  and  a . concave  M ^dennea  ^ ^ 

The  luminous  rays  1 effected  y p returning  to  V.  But  the  return 

traverse  the  column  of  water  A . ima  at  h . the  displacement  is 

ray  then  becomes  reflected  a c,  anc  traversed  water  than  for  those 

Xc-he  velocity  of  light  is  less  in 

water  than  in  air.  f , evneriments.  It  is  a necessary 

This  is  the  most  important  part  of  these  expenmems. 
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consequence  of  the  undulatory  theory  that  the  velocity  of  light  must  be 
less  in  the  more  highly  refracting  medium  (652),  while  the  opposite  is 
a necessary  consequence  of  the  emission  theory.  Hence  Foucault’s  experi- 
ment may  be  regarded  as  a crucial  test  of  the  validity  of  the  undulatory 
theory. 

518.  Experiments  of  Fizeau.— In  1849  Fizeau  measured  directly  the 
velocity  of  light,  by  ascertaining  the  time  it  took  to  travel  from  Suresnes  to 
Montmartre  and  back  again.  The  apparatus  employed  was  a toothed  wheel, 
capable  of  being  turned  with  great  and  measurable  angular  velocity.  The 
teeth  were  made  of  precisely  the  same  width  as  the  intervals  between  them. 
The  apparatus  being  placed  at  Suresnes,  a pencil  of  rays  was  transmitted 
through  an  interval  between  two  teeth  to  a mirror  placed  at  Montmartre. 
The  pencil,  directed  by  a properly  arranged  system  of  lenses,  returned  to 
the  wheel.  As  long  as  the  apparatus  was  at  rest  the  pencil  returned 
exactly  through  the  same  interval  as  that  through  which  it  first  set  out. 
But  when  the  wheel  was  turned  sufficiently  fast,  a tooth  was  made  to  take  the 
place  of  an  interval,  and  the  ray  was  intercepted.  As  the  wheel  was  turned 
still  more  rapidly,  the  light  reappeared  when  the  interval  between  the  next 
two  teeth  had  taken  the  place  of  the  former  tooth  at  the  instant  of  the  return 
of  the  pencil. 

The  distance  between  the  two  stations  was  28,334  feet.  From  a knowledge 
of  this  distance,  the  dimensions  of  the  wheel,  its  velocity  of  rotation,  &c., 
Fizeau  found  the  velocity  of  light  to  be  196,000  miles  per  second — a result 
agreeing  with  that  given  by  astronomical  observation  as  closely  as  can  be 
expected  in  a determination  of  this  kind. 

Cornu  subsequently  investigated  the  velocity  of  light  by  Fizeau’s  method 
but  with  improvements  so  that  the  probable  error  did  not  exceed  1 of 
the  total  amount  ; the  two  stations,  which  were  6-4  miles  apart,3 'were 
a pavilion  of  the  Ecole  Polytechnique  and  a room  in  the  barracks  of 
ont  Valeri  en.  By  means  of  electro-magnetic  arrangements  the  rotation 
of  the  toothed  disc,  and  the  times  of  obscuration  and  illumination  were 
1 egistered  on  a blackened  cylinder,  on  the  principle  of  the  method  described 
in  art.  245.  Cornu  thus  obtained  the  number  185,420  miles-a  result 
close  y agreeing  with  that  of  Foucault,  and  supported  by  calculations 
based  on  the  results  of  astronomical  observations  of  the  transit  of  Venus 

Newcomb  improved  Foucault’s  method  by  using  a slightly  concave  mirror 
instead  of  a plane  one,  by  which  the  image  of  the  slit  was  brighter-  it  was 
observed  by  a telescope  through  a distance  of  4000  metres.  The  rotations 
also  were  reversed,  by  which  the  angle  between  the  two  positions  of  the 
.nf“pe  ",'aS  0,^rv^.-1  greater  accuracy  ; he  thus  obtained  the  number 

Srî  ; C SOn  rePeated  a former  determination  and  found 

186,354,  a difference  of  only  about  10  miles.  In  metric  units  the  velocity 
of  light  is  300,000  kilometres  per  second,  or  3 x 1010  cm  /sec  } 

519-  Laws  of  the  intensity  of  light.-The  intensity  of  illumination  U 

j*  received  - ,i,e  unit  - subjec,ar,„: 

I.  The  intensity  of  illumination  on  a given  surface  due  fn  , 

ofltsht  is  inversely  as  ,he  sçuare  cj  Us  dS.anffZtsotl  *°"**am‘ 
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Il  The  intensity  of  illumination  which  is  received  obliquely  is  Mo- 
tional to  the  cosine  of  the  angle  which  the  luminous  rays  matte  w.th  the 

n nr  mal  to  the  illuminated  surface.  . 

In  order  to  demonstrate  the  first  law,  let  there  be  two  circular  scieens 

X Ke  » screens,  , * be 

source  in  the  direction  of 
the  cone  ALB,  the  in- 
tensity of  the  light  on  the 
screen  CD — that  is,  the 
quantity  which  falls  on  the 

unit  of  surface — ts-y,  anc^ 

the  intensity  on  the  screen 

Fig.  480  AB  is  g. 

, . , att>  nrwt  ct  D are  similar,  the  diameter  of  AB  is 

mrd  as  surface,  of  circles  are  as  the  squares*  thei, 

diameters,  the  surface  S is  four  times  s,  consequently  the  mtens.ty  g is  one 


fourth  that  of 

Fig.  480  shows  that  it  is  owing  to  the  diverge inœ  of  the^  a™nous 

rays  emitted  from  ■ ££ c“„^  ÏÏn^tiou  of  l surface  placed  in  a 

as  the  square  of  the  distanc  , all  distances  in  a vacuum, 

beam  of  parallel  luminous  lay  , i t nsity  Df  light  decreases,  in 

!n  air  and  in  other  transparent  Square  of  the  distance, 

consequence  of  absorption,  moie  P ? the  lavv  which  we  have  found 

The  second  law  of  intensity  as  follows  :_Let  DA, 

to  prevail  for  heat  : it  may  e i 481)  be  a pencil  of  parallel 

rays  falling  obliquely  on  a surface, 
AB  and  let  0111  be  the  normal  to  this 
surface.  If  S is  the  section  of  the 
pencil,  « the  total  quantity  of  light 
which  falls  on  the  surface  AB,  and 
I that  which  falls  on  the  unit  of 
surface- that  is,  the  intensity  of 

Fig.  481  illumination — we  have  I = ^ut 

as  S is  ouly  dre  projection  of  AB  on  a plane  perpendicular  to rtrepenc,,,  tee 

know  from  trigonometry  that  S - AB  cos  n,  from  «net.  ■ cos  „ 

value  substituted  in  the  above  equation  gives  I -|«*  « i » formul1 
demonstrates  the  law  of  the  cosine,  for  as  « and  3 are  constant  quantmes, 
I is  proportional  to  cos  a. 
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The  law  of  the  cosine  applies  also  to  rays  emitted  obliquely  by  a luminous 
surface  ; that  is,  the  rays  are  less  intense  in  proportion  as  they  are  more 
inclined  to  the  surface  which  emits  them.  In  this  respect  they  correspond 
to  the  third  law  of  the  intensity  of  radiant  heat  (420). 

520.  Photometers. — A photometer  is  an  apparatus  for  measuring  the 
relative  illuminating  powers  of  different  sources  of  light. 

The  illuminating  power  of  a source  is  the  quantity  of  light  received  by 
unit  area  at  unit  distance  from  the  source,  the  rays  falling  perpendicularly 
on  the  area. 

Rumford s photometer.— This  consists  of  a ground-glass  screen,  in  front 
of  which  is  fixed  an  opaque  rod  (fig.  482)  ; the  lights  to  be  compared— for 
instance,  a lamp  and  a candle  -are  placed  at  a certain  distance  in  such  a 
manner  that  each  projects  on  the  screen  a shadow  of  the  rod.  The  shadows 
thus  projected  are  at  first  of  unequal  intensity,  but  by  altering  the  position 
of  the  lamp  it  may  be  so  placed  that  the  intensity  of  the  two  shadows  is  the 
same.  Then,  since  the  shadow  thrown  by  the  lamp  is  illuminated  by  the 


Fig.  482 


candle,  and  that  thrown  by  the  candle  is  illuminated  by  the  lamp  the  illu 
“'nation  of  the  screen  due  to  each  light  is  the  same.  The  illuminating 
powers  of  the  two  sources-that  is,  the  illuminations  which  they  would  give 
at  equal  distances -are  then  directly  proportional  to  the  squares  of  their 
distances  from  the  shadows  ; that  is  to  say,  if  the  lamp  is  three  times  the 
distance  of  the  candle,  its  illuminating  power  is  nine  times  as  great. 

and  a;CV,' are  ihe  illuminrating  P°wers  of  lamP  and  candle  respectively 
and  d and  d their  d, stances  from  the  shadows,  it  follows,  from  the  first 

law  of  the  intensity  of  light,  that  the  amount  of  light  received  from  the 
lamp  at  the  distance  d is  £ and  that  from  the  candle  ^ at  the  distance  d’. 

On  the  screen  these  are  equal;  hence  or  which  was  to  be 

proved. 

Bunse'dtsphotomcter.  When  a grease-spot  is  made  on  a piece  of  bibu 
lous  paper,  ,f  the  paper  is  illuminated  by  a light  placed  in  from  n , 
appears  darker  than  the  surrounding  (pace; 
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illuminated  from  behind,  the  spot  appears i light  f ^bothrides 

greased  part  of  this  prim 

' Ie  Ts  essentS  feat  es  are  represented  in  fig.  4»3.  A circular  spot  ,s 
C"  ?'  n a oanê  screen  by  means  of  a solution  of  spermaceti  in  naphtha  : 
T 0ene0",dae7«hisSis  plaid  a light  of 

standard  ; m London  it  is  a speim  ca^  ^ tested_a  petroieum  lamp, 
burning  120  grains  m an  ho  . ^ of  „as  jn  a given  time— is  then 

a distance  ^ther^ 

distances  of  the  lights  from  the  screen 


by  means  of  the  scale,  their  relative  illuminating  powers  aie  lespectne  y 
the  squares  of  their  distends  from  the  screra.  light  sufficiently 

The  difficulty  of  constructing  candles  ^ * as  unit  the 

uniform  for  standard  put  poses  1 volumes  of  pentane  gas  and 

light  formed  by  burning  a J ^bic  foot  in  an  hour,  in  a specially 

2o  volumes  of  air,  at  the  a definite  height.  This  has 

constructed  burner  so  as  °ro  B this  kind  of  determination  the 

i allied  IS  „ms„  great  as  i„  many  p.^ca. 

rriî’tliCoii^tLnce,  yellow,  and  the  other  of  a bluish 

tint.  rs.anrlle  9.  centimetres  in  diameter,  and  having  a 

In  Germany  a paraffin . <*  Alteneck  lamp  equal  to  i;a  candles,  is 

flame  5 centimeties  \g  , combustible  in  the  lamp  is  amyhc  acetate  01 
much  used  as  standaid  , constant  height  is  produced  in  a buinei 

artificial  pear  oil,  and  a is  equal  to  9-2  candles. 

byT^uarl 

fentaSro^meW^Sum  a,  the  moment  of  its  solidification.  It  ,s 

p ""  : 

SU-JS  maLÏe'i  tombed  udmel.  “Vhe  «Le,  fits  in  a cylindrica, 
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brass  box  which  is  held  in  one  hand,  while  the  other  works  a handle,  A, 
which  turns  a central  axis,  the  motion  of  which  is  transmitted  by  a spoke 
a,  to  the  pinion  o.  In  this  way  the  latter  turns  on  itself,  and  at  the  same 
time  revolves  round  the  circumference  of  the  box  ; the  bead  shares  the 
double  motion  and  consequently  describes  a curve  in  the  form  of  a rose 
(fig.  485). 

Now,  let  M and  N be  the  two  lights  whose  intensities  are  to  be  com- 
pared ; the  photometer  is  placed  between  them  and  rapidly  rotated.  The 
brilliant  points  produced  by  the 

reflection  of  the  light  on  the  two 
opposite  sides  of  the  beads  give 
rise  to  two  luminous  bands, 

arranged  as  represented  in  fig. 

485.  If  one  of  them  is  more  bril- 
liant than  the  other — that  which 
proceeds  from  the  light  M,  for 

instance  — • the  instrument  is 
brought  nearer  the  other  light 
until  the  two  bands  exhibit  the  same  brightness.  The  distance  of  the  photo- 
meter from  each  of  the  two  lights  being  then  measured,  their  candle-powers 
are  proportional  to  the  squares  of  the  distances. 

521.  Relative  intensities  of  various  sources  of  light. — The  light  of  the 
sun  is  600,000  times  as  powerful  as  that  of  the  moon  ; and  16,000,000,000 
times  as  powerful  as  that  of  a Centauri,  the  third  in  brightness  of  all  the 
stars.  The  moon  is  thus  27,000  times  as  bright  as  this  star  ; the  sun  is  5,500 
million  times  as  bright  as  Jupiter,  and  80  billion  times  as  bright  as  Neptune. 
Its  light  is  estimated  to  be  equal  to  670,000  times  that  of  a wax  candle 
at  a distance  of  1 foot. 

The  relative  luminosities  of  the  following  stars  are  as  compared  with 
Vega=i  : Pole  Star  0-13,  Aldebaran  0-30,  Saturn  0^47,  Arcturus  079, 
Mars  2-93,  Sirius  4-291,  Jupiter  8-24,  Venus  38-9. 

A difference  in  the  strength  of  light  or  shadow  is  perceived  when  the 
duller  light  is  gg  of  the  brightness  of  the  other,  and  both  are  near  together, 
especially  when  the  shadow  is  moved  about. 

Our  requirements  as  regards  illumination  are  constantly  on  the  increase  ; 
thus  for  public  receptions  of  a state  character  in  recent  times  in  Paris,  a 
number  of  lamps  was  used  corresponding  to  over  13  candles  per  square 
yard,  which  is  six  times  as  much  as  was  used  on  the  occasion  of  the  marriage 
of  the  Dauphin  in  1745  ; the  former,  however,  is  still  far  removed’  from 
perfect  illumination,  that  of  daylight,  which  is  estimated  at  about  180  candles 
per  square  yard. 


Fig.  4S4  Fig.  485 
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REFLECTION  OF  LIGHT.  MIRRORS 


522.  Laws  of  the  reflection  of  light.— When  a ray  of  light  meets  a 
polished  surface,  it  is  reflected  according  to  the  two  following  laws,  which, 

as  we  have  seen,  also  hold  for  heat. 

I.  The  angle  of  reflection  is  equal  to  the  angle  of  incidence. 

II.  The  incident  and  the  reflected  ray  are  both  in  the  same  plane , which 

is  perpendicular  to  the  reflecting  surface.  _ 

The  words  are  here  used  in  the  same  sense  as  in  art.  423,  and  need  no 

further  explanation.  , 

First-proof.— The  two  laws  may  be  demonstrated  by  the  apparatus 
represented  in  fig.  486.  It  consists  of  a graduated  circle  in  a vertical  plane. 

Two  brass  slides  move  round  the  cir- 


cumference ; on  one  of  them  there  is 
a piece  of  ground  glass,  P,  and  on  the 
other  an  opaque  screen,  N,  in  the 
centre  of  which  is  a small  aperture. 
Fixed  to  the  latter  slide  there  is  also 
a mirror,  M,  which  can  be  more  or  less 
inclined,  but  always  remains  in  a plane 
perpendicular  to  the  plane  of  the  gra- 
duated circle.  Lastly,  there  is  a small 
polished  metallic  mirror,  m,  placed 
horizontally  in  the  centre  of  the  circle. 

In  making  the  experiment,  a pencil 
of  solar  or  any  suitable  artificial  light, 
S,  is  caused  to  fall  on  the  mirror,  M, 
which  is  so  inclined  that  the  reflected 
light  passes  through  the  aperture  m 
N,  and  falls  on  the  centre  of  the  mirror, 
vl  The  luminous  pencil  then  experi- 
ences a second  reflection  in  a direction 
in p which  is  ascertained  by  moving 

' -1  “ ^ 

SSCT?  «-*  of  : reflec,io"  A’"p  is  equl1  to  ,he 


Fig.  486 
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that  just  described: — In  the  centre  of  a graduated  circle,  M (fig.  487)» 
placed  in  a vertical  position,  there  is  a small  telescope  movable  in  a plane 
parallel  to  the  limb  ; at  a suitable  distance  there  is  a vessel  D full  of  mercury, 
which  forms  a perfectly  horizontal  plane  mirror.  Some  particular  star  of 
the  first  or  second  magnitude  is  viewed  through  the  telescope  in  the  direc- 
tion AE,  and  the  telescope  is  then  inclined  so  as  to  receive  the  ray  AD  coming 
from  the  star  after  being  reflected  from  the  brilliant  surface  of  the  mercury. 


Fig.  487 


In  this  way  the  two  angles  formed  by  the  rays  EA  and  DA,  with  the  hori- 
zontal AH,  are  found  to  be  equal,  from  which  it  may  easily  be  shown  that 
the  angle  of  incidence  E'DE  is  equal  to  the  angle  of  reflection  EDA.  For 
if  DE  is  the  normal  to  the  surface  of  the  mercury,  it  is  perpendicular  to  AH, 
and  AED,  ADE  are  the  complements  of  the  equal  angles  EAH,  DAH  : 
therefore  AED,  ADE  are  equal  ; but  the  two  rays  AE  and  DE'  may  be 
considered  parallel,  in  consequence  of  the  great  distance  of  the  star,  and 
therefore  the  angles  EDE'  and  DEA  are  equal,  for  they  are  alternate  angles, 
and  consequently  the  angle  E'DE  is  equal  to  the  angle  EDA. 

REFLECTION  OF  LIGHT  FROM  PLANE  SURFACES 

523.  Mirrors.  Images. — Mirrors  are  bodies  with  polished  surfaces  which 
show  by  reflection  objects  presented  to  them.  According  to  their  shape, 
mirrors  are  divided  into  plane , spherical  ( concave  and  convex ),  parabolic , 
conical , &c. 

Rays  of  light  diverging  from  any  point  of  the  object  and  falling  upon  a 
mirror  are  caused  by  reflection  either  to  converge  to,  or  to  appear  to  diverge 
from,  a second  point.  In  either  case  the  second  point  is  called  the  image  of 
the  first  point. 

524.  Formation  of  images  by  plane  mirrors.— The  determination  of  the 
position  and  size  of  images  resolves  itself  into  investigating  the  images  of 
a series  of  points.  And  first,  the  case  of  a single  point,  A,  placed  in  front  of 
a plane  mirror,  MN  (fig.  488),  will  be  considered.  Any  ray,  AB,  incident 
from  this  point  on  the  mirror  is  reflected  in  the  direction  BO,  making  the 
angle  of  reflection  DBO  equal  to  the  angle  of  incidence  DBA. 
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If  now  a perpendicular,  AN,  be  let  fall  from  the  point  A on  the  mirror, 
and  if  the  ray  OB  be  prolonged  below  the  mirror  until  it  meets  this  perpen- 
dicular in  the  point  a,  two  triangles  are  formed,  ABN  and  BN«,  which  are 
equal,  for  they  have  the  side  BN  common  to  both,  and  the  angles  ANB, 
ABN,  equal  to  the  angles  «NB,  «BN  ; for  the  angles  ANB  and  «NB  are 
right  angles,  and  the  angles  ABN  and  «BN  are  each  equal  to  the  angle 
OEM.  From  the  equality  of  these  triangles,  it  follows  that  «N  is  equal  to 
AN  ; that  is,  that  any  ray,  AB,  takes  such  a direction  after  being  reflected, 
that  its  prolongation  below  the  mirror  cuts  the  perpendicular  An:  in  the  point 
a,  which  is  at  the  same  distance  from  the  mirror  as  the  point  A.  This 
applies  also  to  the  case  of  any  other  ray  from  the  point  A ; AC,  for  example. 


Fig.  488 


Fig.  489 


From  this  the  important  consequence  follows,  that  all  rays  from  the  point 
A reflected  from  the  mirror , follow,  after  reflection,  the  same  direction  as  if 
they  had  all  proceeded  from  the  point  a.  The  eye  is  deceived,  and  sees  a 
reproduction  of  the  point  A at  a,  as  if  it  were  really  situated  at  a.  Hence  in 
plane  mirrors  the  image  of  any  point  is  formed  behind  the  mirror  at  a distance 
equal  to  that  of  the  given  point , and  on  the  perpendicular  let  fall  from  this 


point  on  the  mirror. 

It  is  manifest  that  the  image  of  any  object  will  be  obtained  by  construct- 
ing, according  to  this  rule,  the  image  of  each  of  its  points,  or,  at  least, , of 
those  which  are  sufficient  to  determine  its  form.  Fig.  489  shows  how  the 

image  ab  of  any  object,  AB,  is  formed. 

It  follows  from  this  construction  that  in  plane  mirrors  the  image  is  of  the 
same  size  as  the  object  ; for  if  the  trapezium  ABCD  be  applied  to  the  trape- 
zium DCab,  they  are  seen  to  coincide,  and  the  object  AB  agrees  with  its 
image.  A further  consequence  is,  that  in  plane  mirrors  the  image  is  sym- 
metrical in  reference  to  the  object,  and  not  inverted. 

525.  Virtual  and  real  images.— There  are  two  cases  îela  iv 
direction  of  rays  reflected  by  mirrors  according  as  the  rays  after  reflection 
a e convergent  or  divergent.  In  the  latter  case  the  reflected  rays  do  not 
ff  but  if  they  are  supposed  to  be  produced  o„  the  other  suie  of dh. t mirror, 
their  prolongations  meet  in  the  same  point,  as  shown  in  figs  488  and  489- 
The  eye  is  then  affected  just  as  if  the  rays  proceeded  from  this  point,  and 
h sees  an  image.  But  the  image  has  no  real  existence,  the  luminous  jay  do 
not  come  from  the  other  side  of  the  mirror:  tins  appearance  is  called  the 
virtual  image.  The  images  of  real  objects  produced  by  plane  mirrors  a. 

of  this  kind. 
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In  the  second  case,  where  the  reflected  rays  converge,  as  we  shall 
soon  see  in  concave  mirrors,  the  rays  meet  at  a point  in  front  of  the  mu  101 
and  on  the  same  side  as  the  object.  They  form  there  an  image  called  the 
real  image , for  it  can  be  received  on  a screen.  The  distinction  may  dc 
expressed  by  saying  that  real  images  arc  those  formed  by  the  reflected  rays 
themselves , and  virtual  images  those  formed  by  their  prolongations. 

526.  Multiple  images  from  two  plane  mirrors.— When  an  object  is 
placed  between  two  plane  mirrors,  which  form  an  angle  with  each  other, 
either  right  or  acute,  images  of  the  object  are 
formed,  the  number  of  which  increases  with 
the  inclination  of  the  mirrors.  If  they  are  at 
right  angles  to  each  other,  three  images  are 
seen,  arranged  as  represented  in  fig.  490. 

The  rays  OC  and  OD  from  the  point  O,  after 
a single  reflection,  give  the  one  an  image  O', 
and  the  other  an  image  O",  while  the  ray 
OA,  which  has  undergone  two  reflections  at 
A and  B,  gives  the  third  image  O'".  When 
the  angle  of  the  mirrors  is  6o°,  five  images 
are  produced,  and  seven  if  it  is  45°  The 
number  of  images  continues  to  increase  in 
proportion  as  the  angle  diminishes,  and 
when  it  is  zero — that  is,  when  the  mirrors  are  parallel — the  number  of 
images  is  theoretically  infinite.  In  general,  if  two  mirrors  are  inclined  to 
each  other  at  an  angle  which  is  an  exact  submultiple  of  1800  (eg.  30°  450, 
6o°,  90°),  the  number  of  images  they  produce — counting  for  this  purpose  the 
object  as  one  image — is  equal  to  the  number  of  times  the  angle  between 
them  is  contained  in  360. 

The  kaleidoscope , invented  by  Sir  D.  Brewster,  depends  on  this 

property  of  inclined  mirrors.  It  consists  of  a 
tube,  in  which  are  three  mirrors  inclined  at 
6o°,  or  sometimes  two  inclined  at  30°  ; one  end 
of  the  tube  is  closed  by  a piece  of  ground 
glass,  and  the  other  by  a cap  provided  with 


Fig.  490 


Fig.  491 

an  aperture.  Small  irregular  pieces  of  coloured 
glass  are  placed  at  one  end  between  the  ground 
glass  and  another  glass  disc,  and  when  looked 
at  through  the  aperture,  the  other  end  being  held  towards  the  light,  the 
objects  and  their  images  are  seen  arranged  in  beautiful  symmetrical  forms  ; 
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an 


almost  endless  variety  of  these  shapes  is 


by  turning  the  tube, 

obtained.  , . , 

527.  Multiple  images  in  two  plane  parallel  mirrors.  In  this  case  the 

number  of  images  of  an  object  placed  between  them  is  theoretically  infinite. 
Physically  the  number  is  limited,  for  as  the  incident  light  is  never  totally 
reflected,  some  of  it  being  always  absorbed,  the  images  gradually  become 
fainter,  and  are  ultimately  quite  extinguished. 

Fig.  491  shows  how  the  pencil  L a reflected  once  from  M gives  at  I t e 
image  of  the  object  L at  a distance  m\=  mL  ; then  the  pencil  L b reflected 
once  from  the  mirror  M,  and  once  from  N,  furnishes  the  image  I at  a 
distance  »I'  = »I  ; in  like  manner  the  pencil  Lc,  after  two  reflections  on  M, 
and  one  on  N,  forms  the  image  l"  at  a distance  m l"  = ml  , and  so  on  for 
an  infinite  series.  The  images  i,  i\  i"  are  formed  m the  same  manner  by  rays 
of  light  which,  emitted  by  the  object  L,  fall  first  on  the  mirror  N.  Each  virtual 
image  formed  by  one  mirror  acts  as  a real  object  towards  the  other  mirror. 

C28.  Irregular  reflection.  Diffused  light. -The  reflection  from  the 
surfaces  of  polished  bodies,  the  laws  of  which  have  been  just  stated,  is  ca  led 
the  regular  or  specular  reflection  ; but  the  quantity  thus  reflected  is  less 
than  that  of  the  incident  light.  The  light  incident  on  an  opaque  body 
separates,  in  fact,  into  three  parts  : one  is  reflected  regularly  , ano  1er 
irregularly — that  is,  in  all  directions  ; while  a third  is  extinguished,  or 
absorbed  by  the  reflecting  body.  If  light  falls  on  a transparent  body,  a 
considerable  portion  is  transmitted  with  regularity.  _ 

The  irregularly  reflected  light  is  called  scattered  or  diffused  lr  lit  it 
that  which  makes  bodies  visible.  The  light  which  is  reflected  regularly  does 
not  eive  us  the  image  of  the  reflecting  surface,  but  that  of  the  body  from 
which  the  light  proceeds.  If,  for  example,  a beam  of  sunlight  is  incident  on 
a well-polished  mirror  in  a dark  room,  the  more  perfectly  the  light  is  reflected 
the  less  visible  is  the  mirror  in  the  different  parts  of  the  room  The  eye 
does  not  perceive  the  image  of  the  mirror,  but  that  of  the  sun.  If  the  r®fle 
ing  power  of  the  mirror  is  diminished  by  sprinkling  on  it  a light  powder 
sun’s  image  becomes  feebler,  and  the  mirror  is  visible  from  all  parts  of  the 
room  Perfectly  smooth,  polished  reflecting  surfaces,  if  such  there  were, 
would  be  invisible.  The  beam  of  light  itself  is  only  seen  m the  room  owing 
to  irregular  reflections  from  the  particles  . of  dust,  and  the  like,  which  ate 
floating  in  the  air  Tyndall  showed  that  when  this  floating  mattei  in  th 
â“n  Le  Closed  spje  is  comply  removed,  the  beam  of  sun  gh.  or  re 
electric  light  is  quite  invisible.  The  atmosphere  diffuses  the  light  h 
r-  il  P from  the  sun  in  all  directions,  so  that  it  is  light  in  places  vhicl 
d "„o  recLvLL  direct  rays  of  the  sun.  Thus, .the  upper  layers  of  the  a,r 
diffuse  the  light  which  they  receive  before  sunrise  and  after  sunset,  and 

gspliial 

flame  is  seen  by  reflection,  which  is  not  the  case  > 

oblique  rays. 
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Fig.  492 


The  quantity  of  the  reflected  light  varies  with  different  bodies,  even  when 
the  degree  of  polish  and  the  angle  of  incidence  are  the  same.  Thus  with  per- 
pendicular incidence,  the  light  reflected  from  a metal  mirror  is  § of  the  incident 
light,  from  mercury,  ^ from  glass,  and  -,->  from  water.  It  also  varies  with  the 
nature  of  the  medium  which  the  ray  is  traversing  before  and  after  reflection. 
Polished  glass  immersed  in  water  loses  a great  part  of  its  reflecting  power. 

In  the  case  of  scattered  reflection  the  actual  lustre  or  brightness  of  an 
illuminated  surface  is  only  a fraction  of  the  light  which  falls  upon  it,  and 
depends  on  the  nature  of  the  surface.  If 
we  call  the  incident  light  100,  we  have  for 
the  brightness  of  freshly  fallen  snow  78, 
white  paper  70,  white  sandstone  24,  por- 
phyry 1 1,  and  ordinary  earth  8. 

530.  Reflection  of  a ray  of  light  in  a 
rotating  mirror. — When  a horizontal  ray 
of  light  falls  on  a plane  mirror  which  can 
rotate  about  an  axis,  if  the  mirror  is  turned 
through  any  angle,  the  reflected  ray  is 
turned  through  double  the  angle. 

Let  nm  (fig.  492)  be  the  first  position 
of  the  mirror,  n'm'  its  position  after  it 
has  been  turned  through  the  angle  a ; and 
let  OD  be  the  fixed  incident  ray.  Suppose 

that  at  first  the  incident  ray  falls  normally  on  the  mirror  ; the  corresponding 
reflected  ray  will  be  along  DO.  When  the  mirror  has  turned  through  an 
angle  a,  its  normal,  DM,  will  have  turned 
through  the  same  angle,  and  the  reflected 
ray  DA  through  2a.  The  statement  which 
is  here  shown  to  be  true  in  a particular  case 
may  be  proved  true  generally. 

531.  The  sextant. — This  instrument  is 
used  to  measure  the  angular  distance  of 
any  two  distant  objects  ; its  principle  is  as 
follows.  Suppose  A (fig.  493)  is  a small 
mirror  half  silvered,  so  that  the  eye  at 
B'  can  see  through  the  free  part.  B is  a 
second  mirror  which  can  turn  about  an 
axis  at  right  angles  to  the  plane  of 
the  figure.  When  its  plane  is  parallel  to 
that  of  A,  the  ray  EB  of  a distant  object, 
which  we  will  call  L,  is  reflected  from  B to 
A,  so  that  the  eye  sees  the  distant  object  L 
both  directly  through  the  unsilvered  part  of 
A,  and  also  by  reflection  from  the  silvered 
mirrors  B and  A,  L being  assumed  to  be  so 
distant  that  E,B' and  EB  are  parallel.  If' 

B is  not  parallel  to  A,  but  in  the  position 
represented  by  the  shading,  the  eye  receives  rays  not  from  E but  from  some 
other  object,  L',  in  the  direction  BF. 
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If  0 is  the  angle  through  which  the  mirror  B has  been  tinned,  the  angular 
distance  between  L and  L'  is  2 fi  (530).  Thus  the  angular  distance  between 
any  two  distant  objects  is  determined  by  turning  the  mirror  B through 
such  an  angle  that  the  eye  looking  along  B'A  sees  one  object  directly 
and  the  other  by  reflection  from  the  two  mirrors. 

Fig  494  represents  one  form  of  sextant  which  derives  its  name  from  the 
fact  that  only  one  sixth  of  the  circle  is  used.  It  consists  of  a graduated 
metal  sector  AA,  on  which  plays  the  index  arm  F ; this  is  provided  with 
a vernier  and  a micrometer  screw  by  which  the  index  may  be  accurately 
adjusted  and  also  clamped;  G is  a lens  for  reading  the  vernier.  The 
mirror  B,  which  is  called  the  index  glass , is  rigidly  fixed  to  the  arm  BF 
and  moves  with  it.  The  telescope  DE  is  fixed  to  one  arm  as  shown  and  on 
the  other  arm  opposite  is  the  honzon  glass  C,  also  rigidly  fixed,  the  lower 
half  of  which  is  silvered.  The  axis  of  the  telescope  just  traverses  the 
boundary  of  the  silvered  and  unsilvered  part  of  the  mirror.  K and  L are 

dark  glasses,  turning  about  hinges  b and  c,  for  shading  off  the  sun  s lig  • 

6 ’ In  making  an  ob- 

servation the  sextant 
is  held  by  the  handle, 

H,  so  that  its  plane 

passes  through  both  the 

objects  whose  angular 
distance  is  to  be  mea- 
sured. The  index  arm 
being  at  the  zero  of  the 
graduation,  the  two 
mirrors  are  parallel. 
One  of  the  objects,  a 
point  on  the  horizon 
for  instance,  is  viewed 
through  the  telescope 
and  the  unsilvered  part 
of  the  mirror  C.  The 
index  arm  is  then 
moved  until  the  eye 
sees  simultaneously 
Flg'  494  with  this  the  image  of 

, , , cnn  nr  a star  for  example,  which  reaches  the  eye  after 

another  bo  A mirror  B,  and  from  the  silvered  part  of  the 

4he  ang  e ÏeTwèe»  Z .wo  is  twice  .he  angle  through  which  .he 
r„de°  am  has  beef  turned,  and  is  read  off  directly  from  the  graduated  arc, 

zzs&tt  « 

board, indispensable  for  use' a.  sek,  and  in  travelling  where  the  use  of 

a stand  is  objectionable.  reflection  from  a mirror. — An 

53a,  Measurement  of  smaU  ang  J measuring  small  angles 

1 portant  observations  was  first  made  by  Gauss. 
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The  principle  of  this  method  will  be  understood  from  fig.  495,  in  which  AO 
represents  a telescope,  underneath  which,  and  at  right  angles  to  its  axis, 
is  fixed  a graduated  scale  ; the  centre  of  which,  the  zero,  corresponds 
to  the  axis  of  the  telescope. 

Let  NS  be  the  object  whose  angular  deflection  is  to  be  measured,  a 
magnet  for  instance,  and  let  mm  represent  a small  plane  mirror  fixed 
at  right  angles  to  the 
axis  of  the  magnet. 

If  now,  at  the  begin- 
ning of  the  observation, 
the  telescope  is  ad- 
justed so  that  the 
image  of  the  zero  ap- 
pears coincident  with 
the  cross-wires,  its  axis 
is  perpendicular  to  the 
mirror.  Now  when  the 
mirror  is  turned,  by 
whatever  cause,  through 
an  angle  a,  the  eye  will 
see,  through  the  tele- 
scope, the  image  of  another  division  of  the  scale,  a for  instance,  the  ray 
proceeding  from  which  makes  with  the  line  rOA  the  angle  2 a. 

From  the  distance  of  this  division  O a from  the  zero  of  the  scale  and  the 

distance  Ocfrom  the  mirror  we  have  tan  2 a = Thus,  for  instance,  if  O a 


s 


s 

Fig-  495 


is  12  millimetres  and  O c 5000  millimetres,  then  tan  2a  = from  which 

5000 

2a  = 8'  15".  As  a practised  eye  can  easily  read  ^ of  a millimetre,  it  is  pos- 
sible by  such  an  arrangement  to  read  off 
an  angular  deflection  of  two  seconds. 

Another  plan  for  reading  the  small 
angle  through  which  a suspended  magnet 
or  other  rotating  body  moves,  is  to  replace 
the  telescope  by  an  oil  or  glow  lamp,  and 
the  plane  mirror  by  a concave  spherical 
mirror.  The  light  of  the  lamp  passes 
through  a circular  aperture  across  which 
a vertical  fine  wire  is  drawn,  and  the 
mirror  produces  a sharp  image  of  the 
illuminated  wire  on  a graduated  scale, 
which  is  generally  placed  immediately 
above  the  aperture.  Such  a lamp  and  scale  are  illustrated  in  fig.  496. 

533-  Mance’s  heliograph.— The  reflection  of  light  from  mirrors  has  been 
applied  by  Sir  H.  Mance  in  signalling  at  great  distances  by  means  of  the 
sun’s  light. 

The  apparatus  consists  essentially  of  a mirror  about  4 inches  in  diameter 
mounted  on  a tripod,  and  provided  with  suitable  adjustments,  so  that  the 
sun  s light  can  be  received  upon  it  and  reflected  to  a distant  station  An 


Fig.  496 
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observer  then  can  see  through  a telescope  the  reflection  of  the  sun’s  rays  as 
a snot  of  light.  The  mirror  has  an  adjustment  by  which  it  can  be  made  to 
fX'  thestin  in  Us  apparent  motion.  There  is  also  a lever  key  by  which 
.1  ‘(mailer  after  directing  the  reflected  beam  to  a distant  station,  can 
^ttaiirîhe’hgh.  for  Tonner  or  shorter  intervals  and  thus  —ate 

meTheeheho^a]^0hasCprov^i^of  essentia,  service  in  the  campaigns  in 

E* 

“tiTotSThifLtXnalling  can  only  be  used  where  to  «£*£ 

distances,  in  very  fine  weather,  of  foi  ty  miles. 

reflection  of  light  from  curved  surfaces 
c . • , mirrors  _It  has  been  already  stated  (523)  that  there 

areSsevef,l  knuU  oTcmwed  mirrors  i those  most  frequently  employed!  are 
spherical  and  parabolic  mirrois.  ■ t|iat  0f  a sphere  ; their 

surface  maybe  supposed  to ^be formed  y of  the  arc  to  the 

(fig.  497)  about  the  radius  CA  ^teh  unttes  t ^ ^ reflection  takes 

centre  of  the  circle  of  which  it  is  a pc  . p]aCe  from  its  internal  or 

from  its  external  face,  the 
mirror  is  said  to  be  con- 
cave or  convex.  C,  the 
centre  of  the  hollow  sphere 
of  which  the  mirror  forms 
part,  is  called  the  centre  oj 
curvature  : the  point  A is 
the  centre  of  the  mirror. 
The  infinite  right  line  AL, 

_ ...  which  passes  through  A 

and  C,  is  ÛV-gOOOL  “nd'no-l'ilnnuLdriL'^ioinÏ  A,  is  » seceJiry 

ihe  mirror,  is  the  aperture.  P k|  of  mirrors  lliose  lines  alone 

plane  through  ihe  same  principal  section, 

will  be  considered  which  he  , irror._We  shall  first  take  the 

CT,  Reflection  from  a concave  spherical  mirror  ^ 49g))  0n  the 

case5  when  the  object  is  a luminous  pom  ^ pr0CCed  from  L,  some 

the' mUro^an^are  reflected  ; the  reflected  rays,  if  we  consider  only 


Fig.  497 
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those  which  strike  the  mirror  in  the  neighbourhood  of  A,  the  centre  of  the 
mirror,  meet  in  a point  which  is  the  image  of  the  point  L.  Since  a point 
is  determined  by  the  intersection  of  two  lines,  it  is  only  necessary  to 
draw  two  incident  rays  from  L and  find  out  the  point  where  the  correspond- 
ing reflected  rays  meet. 

Let  one  of  the  two  rays 
be  that  which  passes 
through  the  centre  of 
curvature,  C,  of  the 
mirror  ; this  strikes  the 
mirror  normally  at  A 
and  is  reflected  along 
its  original  path,  so 
that  AL  is  the  reflected 
ray  corresponding  to 
the  incident  ray  LA. 

Draw  any  other  in- 
cident ray,  LI  ; join  IC, 
and  make  the  angle  Cl/  equal  to  the  angle  CIL,  and  let  1/  meet  AL  in  the 
point  / ; then  / is  the  image  of  L.  All  other  rays  from  L will,  after  reflection 
from  the  mirror,  pass  approximately  through  /,  provided  the  aperture  of  the 
mirror  be  small. 


Fig. 


L and  / are  called  conjugate  points  or  conjugate  foci  : for  there  is  this 
connection  between  them,  that  if  / is  the  source  of  light,  L will  be  its  image, 
that  is,  will  be  the  point  to  which  rays  after  reflection  will  converge. 

We  will  now  obtain  a numerical  relation  between  the  distances  of  L and 
/ from  the  mirror. 


Let  AL=y5,  A /=/',  and  AC  -r  ; then,  since  in  the  triangle  LI/  the  angle 
at  I is  bisected  by  IC,  we  have  by  geometry  LI  : I/=  LC  : Cl=p-r  : r-p'. 
Now,  11  is  greater  than  A / ; but  if  I be  taken  very  near  to  A— that  is,  if  we 
consider  only  those  rays  which  are  close  to  the  principal  axis — we  may 
assume  1/  and  A / to  be  equal,  and  also  IL  and  AL.  Thus  the  equation 
above  becomes  AL  : A/=/-r  : r-/,  or  p : p' =p-r  : r-p  ; whence 

l>f-p)=p\p~r),  or pr + p' r = -zpp’ , and  dividing  by pp'r,  1 +•  1 =2 

p p'  r 

This  formula  enables  us  to  find  the  position  of  / when  that  of  L is 
known. 

Let  us  now  consider  how  the  point  / moves  when  the  source  L is  placed 
in  different  positions.  If  L moves  away  from  the  mirror  along  the  axis,  the 
angle  of  incidence  LIC  increases,  and  therefore  the  angle  Cl/ increases  also 
that  is,  / moves  towards  the  mirror  ; this  is  seen  also  from  the  formula,  for' 

SinCe/  V 'S  COnStant>  if  ^ increases,  p'  must  diminish.  Suppose  L to  be 


removed  to  an  infinite  distance,  then  p is  infinite,  and  1 =0  ; hence  1 =?-or 

r . P p’  r 

p'  = That  is,  if  the  point  from  which  the  light  comes  is  infinitely  distant, 


and  the  incident  rays  are  parallel  to  each  other  and  to  the  principal  axis, 
the  reflected  rays  converge  to  a point  halfway  between  the  centre  of  thé 
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Fig.  499 


, , , r nhirp  This  case  is  illustrated  in  fig.  497- 

mirror  and  the  centre  ' j ^principal  focus  of  the  mirror; 

follows  that  L and  l arrive  at  t0S  ’ ls0  _ r When  the  luminous 
The  formula  also  tells  us  that  if p-r,fi  ^ moves  away 

From  C - and ^ *e  Summons  point  Coincides  with  F,  the  reflected  rays  are 

parallel  and  the  image  is  formed  Aluminous  point  is 

between  the  principal  focus  and  the  mirror 
(fig.  499),  we  see -taking  two  incident  rays 
LA  and  LM  and  proceeding  as  before  the 
reflected  rays  AL  and  ME  do  not  meet,  but 
are  divergent.  This  is  the  case  with  all  ra>  s 
from  the  point  L,  and  hence  L has  no  leal 
image  ; but  if  the  reflected  rays  aie  conceive 

point  / on  the  avis, 

SLTaTX"  or  MUS  l formed  quite  analogous  to  those  formed 

by  plane  mirrors.  2 „itte„  f.M.  from  which 

The  formula  ,+^=r"  f Y ..  P 

P ^ ./  f will  be  positive  ; that  is,  that 

we  see  that  if  P is  greater  than  /,  p than  the  principal  focus 

luminous  point  is  farther  ^^on  tL Tame  side  of  the  mirror.  If 
there  will  be  a real  image  on  parallel  when  the  luminous 

p =fp'  is  infinite,  and  the  ^ectediays^  are  P ^ ^ f ^ is>  lf  L „ 

point  coincides  with  the  pnncipo  bet’ween  the  mirror  and  its  principal 

focus,/’  is  negative,  and  the  image  a 

virtual  image  in  this  case-is  foimed 
on  the  other  side  of  the  mirror.  It  is 
convenient  to  consider  all  lines  drawn 
in  the  direction  from  which  the  lig 
is  proceeding  to  be  positive,  and  those 
drawn  in  the  opposite  direction  to  be 
negative.  In  figs.  49§  and  499  h8ht 
which  falls  upon  the  mirror  is  coming 

, V» pnpp  nil  distances 

Fig.  5°o  from  the  right— hence  an 

measured  to  dre  right,  as  f /,  ^ « ££ 

Ltet^r^lmbm  Ura,  .be  positive  direction  is  that  from  winch  the  * 
is  coming. 
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Hitherto  the  luminous  point  has  been  supposed  to  be  placed  on  the 
principal  axis,  but  it  is  easy  to  find  the  position  of  its  image  when  it  is  not  so 
situated.  In  fig.  500,  let  ACK  be  the  principal  axis,  L the  luminous  point, 
LCB  a secondary  axis  through  L.  As  before,  it  is  only  necessary  to  draw  two 
incident  rays  from  L and  find  where  the  corresponding  reflected  rays  meet. 
If  LCB  be  one  of  the  incident  rays,  its  corresponding  reflected  ray  will 
be  BCL  ; let  LM,  parallel  to  the  principal  axis,  be  the  other.  Since  all 
rays  parallel  to  the  principal  axis  converge  after  reflection  to  the  principal 
focus,  LM  will  be  reflected  along  MF.  Hence  /,  where  MF  and  BC  meet, 
is  the  image  of  L.  If  L be  not  far  removed  from  ACK,  we  may  use  the 
same  formula  as  before  to  find  the  position  of  l , measuring  p and p'  along 
the  principal  axis. 

536.  Reflection  from  convex  mirrors.— In  convex  mirrors  only  virtual 
images  are  formed.  Let  MM'  (fig.  501)  be  a convex  spherical  mirror,  with 
centre  of  curvature  at  C,  and  let  L be  a 
luminous  point  on  the  principal  axis, 

CK.  Of  the  rays  diverging  from  L, 
consider  one,  LM,  and  draw  the 
normal,  CM.  LM  will  be  reflected 
along  [a  line  which  makes  the  same 
angle  with  CM  that  the  incident  ray 
LM  makes.  The  incident  ray  drawn 
towards  C is  reflected  along  its  own 
path.  The  reflected  rays  do  not  meet, 
but  their  prolongations  backwards 
meet  at  /,  which  is  therefore  the  (virtual)  image  of  L.  F,  halfway  between 
C and  the  mirror,  is  the  principal  (virtual)  focus  of  the  mirror. 

The  formula  already  proved  for  a concave  mirror,  viz.  ' 


Fig.  501 


r f 


holds  in  this  case  also,  if  the  sign  of  r or  / is  reversed,  p and  p'  being,  as 
before,  the  distances  of  L and  l from  the  mirror. 

HenceJ+^-,  = -j  or  F = - ~j,  or  p'  is  always  negative  since  p is 

positive,  and  / is  the  numerical  value  of  the  focal  length.  Thus,  wherever 
the  luminous  point  may  be,  its  image  is  always  virtual.  If  L is  infinitely 
distant  so  that  the  incident  rays  are  parallel,  the  reflected  rays  diverge  as  if 
from  the  principal  focus  F. 

537.  Formation  of  images  of  objects  in  concave  mirrors.— It  has  hitherto 
been  supposed  that  the  luminous  or  illuminated  object  placed  in  front  of  the 
mirror  was  simply  a point  ; but  if  this  object  has  a certain  magnitude  we  can 
conceive  a secondary  axis  drawn  through  each  of  its  points,  and  thus  a series 
of  real  or  virtual  point-images  could  be  determined,  the  collection  of  which 
composes  the  image  of  the  object.  By  the  aid  of  the  constructions  which 
have  already  been  employed,  we  shall  investigate  the  position  and  magnitude 
of  these  images  in  concave  and  in  convex  mirrors. 

Real  image.— We  shall  first  take  the  case  in  which  the  mirror  is  concave 
and  the  object  AB  (fig.  502)  is  on  the  further  side  of  the  centre  To  obtain 
the  image  of  any  point  A,  the  simplest  plan  is  to  draw  from  A two  rays  : one, 

N N 
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ACE,  along  UK  secondary  axis,  SSC 

the  other,  AM,  parallel  to  the  pun  1 . reflected  ray  at  a, 

MF  through  the  prmapal  focus,  and  wtll  meetjhe  otn^  be  (he 

image  of  A.  Making  a similar 
construction  for  other  points 
of  AB,  the  complete  image  of 
the  arrow  will  be  seen  to  be 
formed  at  ab.  This  image  is 
real , inverted , smaller  than  the 
object , and  placed  between  the 
centre  of  curvature  and  the 
Fig.  502  principal  focus.  This  image 

„ . 1 r T.1,,r;nn-  the  eve  in  the  continuation  of  the 
may  be  seen  in  l™  ”aF  C f lmnge  which  is  seen  ; or  the  rays  may 

reflected  lays  an  lhe  image  appears  to  be  depicted. 

TSC ZsS::  illuminated  object  is  .Maced  at 

S *10  larger  as  the  object,  ad, 

is  nearer  the  focus.  . . , f ;tseif  n0  image  is  produced  ; 

If  l»e  ob.ec,  is  footer  refdtiou,  as  man, 

for  then  the  rays  emitted i f o 1 axiSj  which  is  drawn  through 

pencils  respectively  paiallel  to  t - finite  images  are 

the  point  from  which  they  are  emitted  (536),  and  lienee 

f“™d-  . . _The  case  remains  in  which  the  object  is  placed  between 

Virtual  image.  • Let  AB  be  this  object  (fig.  5°3)-  Flom 

the  principal  focus  and  the  n • A two  rays  are  drawn,  one 

through  C striking  the  mirror  at 
E,  and  reflected  along  its  own 
path  ; the  other,  AM,  parallel  to 
the  principal  axis,  which  is  îe- 
flected  through  F.  The  reflected 
rays  are  divergent,  but  when 
produced  backwards  meet  at  a, 
which  is  therefore  the  virtual 
image  of  A.  Similarly,  an  image 
of  B is  formed  at  b ; conse- 
quently an  eye  looking  along 

,bc  principal  aids  sees  a,  at  the  image  of  AB.  TUs  i.nag,  is  niriuat,  ersci, 

ed,  „ is  seen 

of  the  object,  concave  mu *1“  ““ave  mirron  sees  an  jmage  of  himself 
standing  some  distance  in  fi on  . . ashe  approaches  the  centre  of 

inverted  and  smaller— this  is  f ■ j ;mage  coincide  at  the 

curvature  the  image  comes  to  m ee ^^jec  ^ ^ h he  is 

turÏÏ~  tlm  image  appears  erect,  but  larger-it  is  then  a 
virtual  image. 


Fig.  503 


-539]  Determination  of  Focal  Length  of  a Spherical  Mirror  547 


538.  Formation  of  images  in  convex  mirrors. — Let  AB  (fig.  504)  be 
an  object  placed  in  front  of  a mirror  at  any  given  distance.  AC  and  BC  are 
secondary  axes,  and  it  follows, 
from  what  has  been  already 
stated,  that  all  the  rays  from  A 
are  divergent  after  reflection, 
and  that  their  prolongations  pass 
through  a point  a,  which  is  the 
virtual  image  of  the  point  A. 

Similarly  the  rays  from  B form 
a virtual  image  of  it  in  the  point 
b.  The  construction  is  the  same 
as  before.  The  eye  which  re- 
ceives the  divergent  rays  sees 
in  ab  an  image  of  AB.  Hence, 
whatever  the  position  of  an  object  in  front  of  a convex  mirror,  the  image  is 
always  virtual , erect , and  smaller  than  the  object. 

539.  Determination  of  the  focal  length  of  a spherical  mirror.— Since  the 
focal  length  of  a concave  mirror  is  half  its  radius  of  curvature,  we  may 
determine  its  value  by  measuring  the  curvature  of  the  mirror  by  a 
spherometer  (ir).  For  this  purpose  the  zero  of  the  instrument  is  first 
determined,  that  is,  its  reading  when  the  four  feet  are  in  the  same  plane. 
The  spherometer  is  then  placed  on  the  mirror,  and  the  middle  leg  screwed 
down  until  it  comes  in  contact  with  the  mirror.  Let  the  distance  through 
which  it  has  been  moved  be  b,  and  let  the  distance  between  the  central  le»- 
and  any  one  of  the  fixed  legs  be  r.  If  R be  the  required  radius  of  curvature, 

R=*-2b~’  and^  the  focal  Iength)  = ■ This  may  be  proved  as 

follows  : — Let  ADCD'  (fig.  505)  represent  a great 
circle  of  the  spherical  mirror,  supposed  extended 
so  as  to  form  a complete  sphere.  The  ends  of 
the  three  fixed  legs  of  the  spherometer  lie  on 
the  circumference  of  a small  circle  of  the  sphere. 

Let  AC  be  the  diameter  of  this  circle,  and  let  the 
central  leg  of  the  spherometer  touch  the  surface 
at  D.  Then  DD'  = 2R,  BC  = r,  BD  = b,  and  by 
geometry  BC2  = BD.BD';  that  is,  r^bfK-b) 

orR=  2b — This  method  is  equally  applicable 

to  the  determination  of  the  radius  of  curvature 
and  therefore  of  the  focal  length,  of  a convex 
spherical  mirror. 


O' 


Fig-  5°4 


sunlthnS  meM°,d  °f  determining  the  f0cal  ,en£th  of  a concave  mirror  when 
nlight  is  available,  is  to  support  the  mirror  so  that  the  incident  ravs  of  the 

DJnt  ’ u Para  6 t0  ll?e  PnnciPal  axis  > with  a small  screen  of  ground  glasl  the 
1 t is  sought  at  which  the  image  of  the  sun  is  formed  with  the  . 

fo“8' and  i,s 

The  focal  length  of  a concave  mirror  may  be  determined  in  a dark  room 
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1 the  meth0Cl  of  conjugate  foci.  For  this  purpose  we  require  only,  besides 


Fig.  506 

by  a gas  tan*  The  scree»  is  a 

fig.  506  the  mirror  is  arranged  wit  P P etrically  with  regard 

candle  is  placed  some  distance  away,  as  AB  but  symmeU  be 

to  the  axis,  its  image  will  e oimemQved  ^il  this  position  is  found. 

If  p and  p'  are  the  distances  of 
candle  and  screen  from  the  mirror, 

we  have  whence  f ’S 

P P / 

known.  . 

But  the  focal  length  of  the  mirror 

may  be  determined  without  the  aid 
of  a dark  room.  If  we  support  an 

object  (O,  fig.  5°7),  such  as  a Pomted 
Fig.  5°7  rod  or  large  pin,  at  some  distance  in 

front  of  a mirror,  and  if  we  look  a^g  the  JX^  ^'fs  seen  to  meet  it.  They 
image  of  the  rod  I.  As  O approaches  the  imi  , coincidence  may  be 

coincide  at  C,  the  centre  of  curvature,  and  the  with  con- 

siderable accuracy. 

540.  Calculation  of 
the  magnitude  of  images . 
By  means  of  the  for- 
mulae already  given  (535) 
the  magnitude  of  an 
image  may  be  calcu- 
lated when  the  distance 
of  the  object,  its  magni- 
tude, and  the  radius  of 
Fig.  508  the  mirror  are  given. 

^ <*  1*  *•  AL=A  A,=/’  AC’r’ 

by  geometry  ~ Cl  r-p'  ’ 

p-r  p 


but  since 


I + i, 

P P 


P 


1 i i 


r r 


P 


r—p’  4> 
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Hence,  if  O and  I represent  the  linear  dimensions  of  object  and  image 

respectively,  i,  = ' ^ . 

O p-r  p 

Thus, 

size  of  the  image  (linear)  _ distance  of  the  image  from  the  centre  of  curvature 
size  of  the  object  ~~  distance  of  the  object  from  the  centre  of  curvature 
distance  of  the  image  from  the  mirror 
distance  of  the  object  from  the  mirror 


The  term  magnification — that  is,  the  ratio  of  the  linear  size  of  the  image 
to  that  of  the  object— is  used  whether  the  image  is  greater  or  less  than  the 
object.  Zero  magnification  means  that  the  image  is  infinitely  small  as  com- 
pared with  the  object  ; unit  magnification , that  the  object  and  image  are  the 
same  size.  The  relation  given  above  holds  whether  the  image  be  real  or 
virtual,  and  for  convex  as  well  as  concave  mirrors. 

541.  Discussion  of  the  formulae  for  mirrors. — The  formulae  in  question 


are 


and 


(0 

(2) 


(3) 


1 1 _ 2 _ 1 

p*  p'~  r~  f 

1 = P' 

O p 

These  hold  for  convex  as  well  as  concave  mirrors,  and  for  virtual  as  well  as 
real  images  ; but  the  convention  with  regard  to  signs  must  be  attended  to. 

Equation  (1)  may  be  written/'  = . = f 

P~f 

P 

i.  Concave  mirror  ; /positive.  If  the  object  is  at  an  infinite  distance  on 
the  axis,  p = oc,  the  incident  rays  are  parallel,  and  p'  = /;  that  is,  the  reflected 
rays  converge  at  the  principal  focus  and  (from  equation  2)  the  image  is 
infinitely  small,  in  other  words  a mere  point.  As  the  object  approaches  the 
centre  of  curvature,  so  does  the  image.  As  p’  < /,  the  image  is  smaller 
than  the  object.  When p = r = if,  /'  — if  ; that  is,  object  and  image  coincide 
at  the  centre,  and  the  magnification  = unity. 

As  the  object  approaches  F,  the  image  moves  off  to  infinity  and  grows 
indefinitely  in  size.  When  the  object  is  nearer  the  mirror  than  the  principal 
focus,/  </and  (equation  3)/'  is  negative,  and  the  image  rapidly  diminishes. 
If/=//2,/'  = ~f  and  the  magnification  = 2.  When  the  luminous  object  is 
in  contact  with  the  mirror,  so  is  the  image. 

ii_.  Convex  mirror  ; /negative.  Equation  (3)  becomes 


/'  = - PJL  = - 
/+/ 


/ 


1 + 


/ 

P 


fiom  which  we  see  that,  / being  positive,_/(  is  always  negative,  that  is  the 
image  is  always  virtual.  When  / is  infinite,/' = -f  a,vd  thefilfigmficat.on  is 
zero.  As  the  object  approaches  the  mirror  the  image  increases  ih  size  but 
cannot  be  greater  than  the  object.  Object  and  image  coincide  when  p = o 
542.  Spherical  aberration.  Caustics.— In  the  foregoing  explanation  of 
the  formation  of  images  by  spherical  mirrors,  it  has  been  assumed  that 
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the  aperture  of  the  mirror  does  not  exceed  8 or  io  degrees,  since  it 

is  only  when  the  incident  rays  are  very  close  to  the  principal  axis  that 

the  reflected  rays  meet  in  a single  point.  With  a larger  aperture  the  rays 

reflected  near  the  edges  meet  the  axis  nearer  the  mirror  than  those  that 

are  reflected  at  a small  distance  from  the  centre  of  the  mirror  Hence  arises 
ai  e i enecieu  a want  of  sharpness  in  these  images, 

which  is  called  spherical  aberration 
by  reflection , to  distinguish  it  from 
the  spherical  aberration  by  refrac- 
tion:,  which  occurs  in  the  case  of 
lenses. 

Every  reflected  ray  cuts  the 
one  next  to  it  (fig.  5°9))  anc^  their 
Fig-  5°9  points  of  intersection  form  in  space 

a curved  surface  which  is  called  the  caustic  by  reflection  The  curve  FM 
represent  one  of  the  branches  of  a section  of  this  surface  made  by  he 
plane  of  the  paper.  When  the  light  of  a candle  is  reflected  from  the 
inside  of  a teacup  or  a glass  tumbler,  a section  of  the  caustic  surface  can 

^ ^"applications  of  plane 

minors  in  domestic  economy  are  well  known.  Mirrors  are  also  frequendy 
used  in  physical  apparatus  for  sending  light  in  a œrtam  dm ection  M 
hZe  already  seen  an  application  of  this  in  the  heliograph  (533)-  The  light 

r ifhaed,  and  which  causes  i.  ,o  iohow  the  coucse  o . 

Sd  ztzæz  hnown 

magnifying  mirrors , as  in  tl  conveying  light  to  great  distances, 

mirrors.  They  also  serve  as  reflectors,  for  conveying  ug  J used 

by  placing  a luminous  object  in  *e>r  prumipal  focus^  The^  ^ shipS) 

by  steamers  in  passing  throug  r t ie  uez  principal  focus  of  a concave 

consists  of  a powerful  electric  light  placed  the  Pnncipal  Arable, 

spherical  reflector.  Parabolic  reflect*,  of  the 

have  not  hitherto  been  much  used  1 however,  used  in 

difficulty  of  working  the  parabolic  surface.  They  are, 

reflecting  telescopes.  convex  mirrors  appear  smaller 

The  images  of  objects  seen  m concave  o^onv»  ^ ^ ^ where 

or  larger,  but  otherwise  simi  ar  g ^ JjaQ  others.  The  distortion 
some  parts  of  a body  are  neare  spherical  garden  mirror  is  more 

of  features  observed  on  tr,ass-  P objects  seen  in  cylindrical  or 

marked  the  neaier  we  ar  distorted  From  the  laws  of  reflec- 

conical  mirrors  appear  ludicrous  y ran  be  geometrically  constructed, 

tion  the  shape  of  such  a d.storted ^figure be  which, 

In  like  manner  distorted  pictures  of  objects  can 
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seen  in  such  mirrors,  appear  in  their  normal  proportions.  They  are  called 
anamorphoses. 

544.  Parabolic  mirrors. — Parabolic  mirrors  are  concave  mirrors  whose 
surface  is  generated  by  the  revolution  of  the  arc  of  a parabola,  AM,  about 
its  axis  AX  (fig.  510). 

It  has  been  already  stated  that 
in  spherical  mirrors  the  rays  parallel 
to  the  axis  converge  only  approxi- 
mately to  the  principal  focus  ; and 
reciprocally,  when  a source  ot  light 
is  placed  in  the  principal  focus  of 
these  mirrors,  the  reflected  rays  are 
not  exactly  parallel  to  the  axis. 

Parabolic  mirrors  are  free  from  this 
defect  ; they  are  more  difficult  to 
construct,  but  are  better  for  reflec- 
tors. It  is  a property  of  a parabola 
that  the  right  line  FM,  drawn  from 
the  focus  F to  any  point  M of  the  curve  and  the  line  ML,  parallel  to  the 
axis  AF,  make  equal  angles  with  the  tangent  TT'  at  this  point.  Hence  all 
rays  parallel  to  the  axis  after  reflection  meet  in  the  focus  of  the  mirror  F ; 
and  conversely,  when  a source  of  light  is  placed 
in  the  focus,  the  rays  incident  on  the  mirror  are 
reflected  exactly  parallel  to  the  axis.  The  light 
thus  reflected  tends  to  maintain  its  intensity 
even  at  a great  distance,  for  it  has  been  seen 
(519)  that  it  is  the  divergence  of  the  luminous 
rays  which  principally  weakens  the  intensity 
of  light. 

From  this  property  parabolic  mirrors  are 
used  in  carriage  lamps,  and  in  the  lamps  placed 
in  front  of  and  behind  railway  trains.  These 
reflectors  were  formerly  used  for  lighthouses, 
but  have  been  replaced  by  lenticular  glasses. 

When  two  equal  parabolic  mirrors  are 
cut  by  a plane  perpendicular  to  the  axis 
passing  through  the  focus,  and  are  then 
united  at  their  intersections  as  shown  in 
fig.  5 1 1,  so  that  their  foci  coincide,  a system 
of  reflectors  is  obtained  with  which  a single  lamp  illuminates  in  two 
directions  at  once.  This  arrangement  is  used  in  lighting  staircases  and 
passages. 


Fig.  510 
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CHAPTER  III 

SINGLE  REFRACTION.  LENSES 

545.  phenomenon  of  refraction. — Refraction  is  the  deflection  or  bending 
which  the  rays  of  light  experience  in  passing  obliquely  from  one  medium  to 
another:  for  instance,  from  air  into  water  (fig.  513).  If  the  incident  ray  is 

perpendicular  to  the 
F's- 5,2  surface  separating  the 

two  media,  it  is  not 
bent,  but  continues 
its  course  in  a right 
line  (fig.  512). 

The  incident  ray 
being  represented  by 
SO  (fig.  514),  the  re- 
fracted ray  is  the  di- 
rection OH  whichlight 
takes  in  the  second 
medium  ; and  of  the 
angles  SO  A and  HOB, 
which  these  rays  form 
with  the  normal  AB, 
to  the  surface  which 
separates  the  two 
media,  the  first  is  the 
angle  of  incidence,  and 


A 
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Fig.  513 


Fig.  5j4 


of  a refracting  substance  does  not 
completely  pass  into  it;  one  part  is  reflected,  regularly  or  dtflusely  (SaS), 
while  another  penetrates  into  the  medium. 
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In  uncrystallised  media,  such  as  air,  liquids,  ordinary  glass,  the  luminous 
ray  is  singly  refracted  ; but  in  certain  crystallised  bodies,  such  as  Iceland 
spar,  selenite,  &c.,  the  incident  ray  gives  rise  to  two  refracted  rays.  The 
latter  phenomenon  is  called  double  refraction , and  will  be  discussed  in  another 
part  of  the  book.  We  shall  here  deal  exclusively  with  single  refraction. 

546.  Laws  of  single  refraction. — When  a luminous  ray  is  refracted  in 
passing  from  one  medium  into  another  of  a different  refractive  power,  the 
following  laws  prevail  : — 

I.  Whatever  the  obliquity  of  the  incident  ray , the  ratio  which  the  sine  of 
the  incident  angle  bears  to  the  sine  of  the  angle  of  refraction  is  consta?it  for 
the  same  two  media , and  the  same  coloured  light , but  varies  with  different 
media. 

II.  The  incident  and  the  refracted  rays  arc  in  the  same  plane , which  is 
pe?-pe?idicular  to  the  surfa.ee  separating  the  tzuo  niedia. 

These  have  been  known  as  Descartes's  laws  ; they  are,  however,  really 
due  to  Willibrod  Snell,  who  discovered  them  in  1620  ; they  are  demon- 
strated by  the  same  apparatus  as  that 
used  for  the  laws  of  reflection  (522). 

The  plane  mirror  in  the  centre  of  the 
graduated  circle  is  replaced  by  a semi- 
cylindrical  glass  vessel,  filled  with  water 
to  such  a height  that  its  level  is  exactly 
the  height  of  the  centre  (fig.  515).  If 
the  mirror,  M,  is  then  so  inclined  that 
a reflected  ray,  MO,  is  directed  towards 
the  centre,  it  is  refracted  on  passing 
into  the  water,  but  it  passes  out  without 
refraction,  because  its  direction  is  then 
at  right  angles  to  the  curved  sides  of 
the  vessel.  In  order  to  observe  the 
course  of  the  refracted  ray,  it  is  received 
on  a screen,  P,  which  is  moved  until  the 
image  of  the  aperture  in  the  screen  N 
is  formed  at  its  centre.  In  all  positions 
of  the  screens  N and  P,  the  sines  of 
the  angles  of  incidence  and  refraction 
are  measured  by  means  of  two  graduated 

rules,  movable  so  as  to  be  always  horizontal,  and  hence  perpendicular  to 
the  diameter  AD. 


On  reading  off  the  lengths  which  are  proportional  to  the  sines  of  the 
angles  MO  A and  DOP  in  the  scales  I and  R,  the  numbers  are  found  to  vary 
with  the  position  of  the  screens,  but  their  ratio  is  constant  ; that  is  if  the 
sine  of  incidence  becomes  twice  or  three  times  as  large,  the  sine  of  refraction 
mci  eases  m the  same  ratio,  which  demonstrates  the  first  law.  The  second 
law  follows  from  the  arrangement  of  the  apparatus,  for  the  plane  of  the 
graduated  limb  is  perpendicular  to  the  surface  of  the  liquid  in  the  semi 
cylindrical  vessel.  1 emi‘ 

547-  Index  of  refraction.- The  ratio  between  the  sines  of  the  incident 
d refracted  angles  is  called  index  of  refraction,  or  refractive  index  of  the 
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thc  refractive  index, 


second  medium  with  respect  to  the  first.  Thus  a n is 

nnd  i and  r the  angles  of  incidence  and  refraction,  sin  i = n sin  r.  I he  retrac 
“t  varies  with  the  media  ; for  example,  from  air  to  water  is  J and 

(Won  air  to  glass  it  is  !.  When  the  refraction  of  a substance  IS  given  without 
qualification,  h^s  understood  that  the  light  is  passing  from  a,r  (or  more 
ci  rlrtlv  from  empty  space)  into  that  substance. 

Îfïhè  media  are  considered  in  an  inverse  order-that  is,  if  light  passes 
from  wm.;  m air,  or  from  giass  to  ai, -it  follows  ^ same  eo^,  hut  . 
rnntrarv  direction,  PO  becoming  the  incident  and  OM  the  retractea  ray. 
Cmtsequently  the  index  of  refraction  is  reversed  ; from  water  to  a,r  ,s  then 

velocity  ■»  or,  consequence 

of  refraction,  bodies  immersed  in  a medium  more  hig  ) 
refracting  than  air  appear  nearer  the  surface  of  th 
medium,  but  they  appear  to  be  more  distant  if  immersed 
in  a less  refracting  medium.  Let  L (fig.  5 ) 

lec  mmer  ed  ml  mass  of  water.  In  pass  ng  thence 
So  ai  , the  rays  LA,  LB  . . . diverge  from  the  normal 
to  the  point  Of  incidence,  and  take  the  direction  AC, 
BD  , the  prolongations  of  which  intersect  approxi- 

Fi*Si«  mately  in  the  point  L',  placed  on  the  perpend, cula 

A R are  not  far  removed  from  the  normal 

L'K.  Supposing  the  points  A I • • • , receiving  these  rays  sees  the 

KL,  an  eye  looking  ve^lca1^  ^ obliquely  at  the  object,  the  nuage  rises 
image  of  L at  L . If  V the  ar eater  the  obliquity  of  the  rays  LA,  LB 

the  higher  the  object  appears.  For  the  same 
reason  a stick  placed  obliquely  in  water  seems 
bent  the  immersed  part  appearing  raised. 

It  is  easy  to  show  that  the  apparent  dis- 
tance of  the  point  L below  the  surface  is  less 
than  the  true  distance  in  the  ratio  i/«,  where  » 
is  the  refractive  index  of  water.  For  if  NN 
(fia  517)  is  the  normal  to  the  suiface  at  A, 
the  angle  LAN'  is  the  angle  of  incidence  an 
nL  the  angle  of  refraction  of  the  incident  ray 


.sin  NAc  _ . 
LA,  andsinLAN--" 


But 


9k.  if  A is  sufficiently 
OL'’ 


sin  iNrt.fc  =cosLjAO  = OAi^  = 

sinTAN'  cos  LAO  AL'  OA  A 

near  to  O.  • distances  of  a point  and  its  image 

Hence,  if  fi  and  fi'  are  the  resp  ^ d stream  or  pond  that  appears  to 

from  the  surface  of  water,  fi  - nfi  • ^ js  jn  reality  4 feet  deeP‘ 

the  eye  looking  vertically  down  to  b 3 4 1 ises  and  is  slightly 

If  the  eye  looks  obliquely  at  the  object  the  inn  g 
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Fig.  518 


nearer  to  the  observer.  Thus,  when  a stick  is  placed  obliquely  and  partly 
immersed  in  water,  not  only  does  the  stick  appear  to  be  broken  at  the 
surface,  but  the  part  immersed  appears  to  be  bent. 

An  experimental  illustration  of  the  effect  of  refraction  is  the  following  : — 
A coin  is  placed  in  an  empty  porcelain  basin,  and  the  eye  placed  so  that 
the  coin  is  just  not  visible.  If  now,  the  position  of  the  eye  remaining 
unaltered,  water  is  poured  into  the  basin,  the  coin  becomes  visible.  A 
consideration  of  fig.  516  will  suggest  the  ex- 
planation of  this  phenomenon. 

Owing  to  an  effect  of  refraction,  stars 
are  visible  to  us  even  when  they  are  below 
the  horizon.  For  as  the  layers  of  the  atmo- 
sphere are  denser  in  proportion  as  they  are 
nearer  the  earth,  and  as  the  refractive  power 
of  a gas  increases  with  its  density  (561),  it 
follows  that  on  entering  the  atmosphere 
the  luminous  rays  become  bent,  as  seen  in 
fig.  518,  describing  a curve  before  preaching 
the  eye,  so  that  we  can  see  the  star  at  S'  along 
the  tangent  of  this  curve  instead  of  at  S.  In  our  climate  the  atmospheric 
refraction  does  not  raise  the  stars  when  on  the  horizon  more  than  half  a 
degree. 

The  effect  of  refraction  is  that  objects  at  a distance  appear  higher  than 
they  are  in  reality  ; our  horizon  is  thereby  widened.  When  individual  layers 
of  air  refract  more  strongly  than  usual,  objects  may  thereby  become  visible 
which  are  usually  below  the  horizon.  Thus,  from  Hastings,  the  coast  of 
France,  which  is  at  a distance  of  56  miles,  is  not  unfrequently  seen. 

549.  Multiple  images  formed  by  glass  mirrors. — Metal  mirrors  which 
have  but  one  reflecting  surface  give  only  one  image  ; glass  mirrors  give  rise 
to  several  images,  which  are  readily  observed 
when  the  image  of  a candle  is  looked  at  obliquely 
in  a looking-glass.  A very  feeble  image  is  first 
seen,  and  then  a very  distinct  one  ; behind  this 
there  are  several  others,  whose  intensities  gra- 
dually decrease  until  they  disappear. 

This  phenomenon  arises  from  the  looking-glass 
having  two  reflecting  surfaces.  When  the  rays 
from  the  point  A meet  the  surface,  fig.  5 19,  a part  is 
reflected  and  forms  an  image,  a , of  the  point  A,  on 
the  prolongation  of  the  ray  AE,  reflected  by  this 
surface  ; the  other  part  passes  into  the  glass  and 
is  reflected  at  c from  the  layer  of  metal  which 
covers  the  back  surface  of  the  glass,  and  reaching 

it  "yCf  !k  mreCu°n5^  giv6S  the  image  *'■  This  imaSe  is  distant  from 
the  first  by  double  the  thickness  of  the  glass.  It  is  brighter,  because  metal 
reflects  better  than  glass.  1 

In  regard  to  other  images  it  will  be  remarked  that  whenever  light  is  trans 
mitted  from  one  medium  to  another— for  instance,  from  glass  to  air  fcj-ï— 
only  some  of  the  rays  get  through  ; the  remainder  are  reflected  at  the  surface 
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which  bounds  the  two  media.  Consequently  when  the  pencil  cd,  reflected 
from  c attempts  to  leave  the  glass  at  d,  most  of  the  rays  composing  it  pas 
SOT  some  are  reflected  at  d,  and  continue  within  the  glas. 
These  are  again  reflected  by  the  metallic  surface,  and  form  a third  >mage 
A • after  this  reflection  they  come  to  MN,  when  many  emerge  amende 
“tec,  image  visible  -,  but  some  are  again 
and  in  a similar  manner  give  rise  to  a fouith,  f , -,  1 j above 

thaThfml ïi'ty  of  images  is  objectionable  in  observations,  and  accote 
ingly,  metal  mbrors,  or  right-angled  prisms  (S56),  are  ,0  be  preferred  m opt, cal 

‘""ta,  reflection.  Critical  angle.-When  a ray  of  light  passes  from 

refraction.  Hence,  when  ijghus  propage  ec  a ^ of  th  ,le 

of  incidence  SOB,  such  that  the  angle  of  refrac- 
tion AOR  is  a right  angle,  m which  case  the  re- 
fracted ray  emerges  parallel  to  the  surface  of 

"a  This  angle,  SOB,  is  called  the  critical  angle , 
since  for  any  greater  angle,  POB,  the  inciden 
ray  cannot  emerge,  but  undergoes  an  interna 
reflection,  which  is  called  total  reflection  because 
the  incident  light  is  entirely  reflected.  Fro 
the  formula  sin  i=n  sin  r we  see  that  if  *-9° 
sin  * = i,  and  if  rc  is  the  corresponding  value  of  r, 

1 TTr-nm  water  to  air  the  critical  angle  is 
i.e.  the  critical  angle,  sm  = -.  Fiom  water  to 

48°  53'  ; from  glass  to  air,  410  48  • observed  by  the  follow- 

The  occurrence  of  '^  '"“"“is ' placed  ^ 'before  a rectangular  glass  vessel 
mg  experiment  .-An  object,  , P ^ (fig  s„)  ; the  surface 

of  the  liquid  is  then  looked  at  as  shown 
in  the  figure,  and  an  image  of  the  object 
A is  seen  at  a,  formed  by  the  rays  re- 
flected at  nh  in  the  ordinary  manner  of 

a mirror.  . , 

In  total  reflection  there  is  no  loss 
light  from  absorption  or  transmission, 
and  accordingly  it  produces  the  greates 
Fig.  s«  brilliancy.  If  an  empty  test-tube^  be 
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1 

1 

• 1-  cnrfnrp  when  looked  nt  fiom 

placed  in  a slanting  posit, on  m water  >ts  ^ wllich  faU  obliquely  on 

above,  shines  as  brilliant  y as  pm  . Y 5 ^ gle  cannot  pass  into  the  air 

reflected  upwards.  If  a little  water 
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is  passed  into  the  tube,  that  portion  of  it  loses  its  lustre.  Bubbles,  again,  in 
water  glisten  like  pearls,  and  cracks  in  transparent  bodies  like  strips  of  silver, 
for  the  oblique  rays  are  totally  reflected.  The  lustre  of  transparent  bodies 
bounded  by  plane  surfaces,  such  as  the  lustre  of  chandeliers,  arises  mainly 
from  total  internal  reflection.  This  lustre  is  the  more  frequent  and  the  more 
brilliant  the  smaller  the  critical  angle,  that  is,  the  greater  the  refractive 
index  ; the  lustre  of  diamond,  therefore,  is  the  most  brilliant. 

The  erecting  prism  used  with  projection  apparatus  (6x6)  is  an  interesting 
application  of  the  principle  of  total  internal  reflection  ; also  the  camera 
lucida  (615),  and  the  prismatic  compass  (732). 

551.  Mirage.— The  mirage  is  an  optical  illusion  by  which  inverted  images 
of  distant  objects  are  seen  as  if  below  the  ground  or  in  the  atmosphere.  This 
phenomenon  is  of  most  frequent  occurrence  in  hot  climates,  and  more  espe- 
cially on  the  sandy  plains  of  Egypt.  The  ground  there  has  often  the  aspect  of 
a tranquil  lake,  on  which  are  reflected  trees  and  the  surrounding  villages. 
M on  go,  who  accompanied  Napoleon’s  expedition  to  Egypt,  was  the  first  to 
give  an  explanation  of  the  phenomenon. 

It  is  due  to  refraction,  which  results  from  the  unequal  density  of  the  dif- 
ferent layers  of  the  air  when  they  are  expanded  by  contact  with  the  heated 
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soil  The  least  dense  layers  are  then  the  lowest,  and  the  pencil  of  light  from 
an  elevated  object,  A (fig.  522),  traverses  layers  which  are  gradually  less 
lefxact.ng  ; for,  as  will  be  shown  presently  (561),  the  refracting  power  of  a 
d.m.mshes  with  lessened  density.  The  angle  of  incident  accordingly 
increases  from  one  layer  to  the  next,  and  ultimately  reaches  the  critical 
angle,  beyond  which  internal  reflection  succeeds  to  refraction  (550)  Tlie 
pencil  then  rises,  as  seen  m the  figure,  and  undergoes  a series  of  siirrP«=;  - , 
refractions,  but  in  the  direction  contrary  to  the  first  for  it  nmi  b'k,ue 
through  layers  which  are  gradually  more  refracting.’  The  penciUhen 
reaches  the  eye  with  the  same  direction  as  if  it  had  proceeded  from 
below  the  ground,  and  hence  it  gives  an  inverted  SL? 

as  if  it  had  been  reflected  from  the  surface  of  a tranquil  lake  J ’ J 

The  effect  of  the  mirage  may  be  illustrated  artificially,  though  feebly,  as 


558 


On  Light 


[551- 


J J u 

Wollaston  showed,  by  three-eighths 

J Ïtr^Xe  lînfoft  pieman  inverted  image  was  seen,  and 
°wi,hT„  and  without  that  an  erect  image  A better  ^ “ * 

red-hot  poker  is  a flat  sheet-, ron  box,  about  | w”  ‘“f.hot  ychSarcü/, 
inches  in  height  and  breadth  (fig-  5 3)  > and  held  at  about 

A:  Im  the  level  of  the  eye. 

" Looking  over  the 

lid  of  the  box  in 
“c7  1 the  direction  pm 

Fig.  523  a direct , and  in  the 

direction  fm'  an  inv'rted  image  of  the  distant  point,  m,  is  seen.  The  same  ’ 

phenomenon  ^ ^"^“ve'rm/'imïges  of  ships  and  distant 
Marineis  horizon  ; this  is  due  to  the  same  cause  as 

objects  which  are  St  JJ  t contrary  direction  from  the  sea  surface  upwards, 
the  mnage,  u is  1 contact  with  the  water  are  cold  and 

ÎÏse  ThèarSs  horn Æ a ship  for  instance,  bent  in  an  upward 
^enS  ’•  ‘ ‘ end  more  bent  away  from  the  vertical  as  they  are 

continually 'passing  into  gradually £ 

SS  riïps-  - - - - 

fixed  r is  alr  “ be  accounted 

for  by—  fin  the  direction  -***£<£ « when  hght 

deface  like  that  of  water,  the  image 

of  a point  in  the  water,  seen  normally,  is  only  1,  or  },  of  its  true  d, stance 
from  the  surface,  and  the 

be  related  to  the  true  distan  wi]1  answer  the  question  by  taking  a 

specific  example.  Let  AD  (fig.  524) 
be  a sphere  of  glass,  and  let  P be  a 
small  air  bubble  in  it.  An  eye  look- 
ing along  the  diameter  APC  will  see 
not  P but  its  image  Q,  and  we  have 
to  find  the  position  of  Q.  From  P 
draw  any  ray  PB,  also  CB,  the 
normal  at  B ; PB,  on  emerging  from 
the  glass  into  air,  will  be  bent  away 
from  the  normal,  and  its  direction 

1 a in  D • O is  then  the  (virtual)  image  of  P.  Let 

produced  backwards  meets  PA^Q,  ^ ^ ftp  ^ AQ=J»',  AC  = r;  the 

the  ange  1 ^ ^ ^ ^ qBC  _ angle  QBC  if  the  angles  are  all  small  ; 

refractive  index  = n = - sin  pgC  angle  PBC  ’ 

n ( /.  APB  - L ACB)  = L AQB  - A L CB. 


Prism 
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But  angle  = ra^is  > when  the  angle  is  formed  at  the  centre  of  a circle  ; and 

if  B is  very  near  to  A,  we  may  assume  BQ=AQ  and  BP  = AP,  therefore 

„ /arc  AB  arc  AB\  _ /arc  AB  arc  AB\ 

\ fi  ~ r ) \ fi'  ~ r ) 


or 


n ( 1 _ 1 \ = I _ I . • »_  i = n-  i 
'fir)  fi'  r ’ fi  fi'  r 

Examfile.~ht\.  r=  6 inches,/ = 4 inches,  zz  = j>, 


« zz  — 1 


/'  / 


- 1 ~ A - /ï  ; .'./'  = V = 3?- 


If  the  surface  instead  of  being  spherical  had  been  plane,/'  would  have 
been  = 3.  This  follows  from  the  formula  on  putting  r=  oc. 

In  the  case  here  considered,  AP  and  AC  are  both  measured  in  the 
positive  direction,  and  the  light  passes  from  a more  dense  to  a less  dense 
medium.  But  the  formula  holds  in  all  cases.  We  shall  have  to  use  it  again 
in  considering  the  images  formed  by  lenses. 


TRANSMISSION  OF  LIGHT  THROUGH  TRANSPARENT  MEDIA 


553-  Media  with  parallel  faces. — Any  transparent  medium  bounded  by 
two  parallel  plane  surfaces  is  called  a plate.  When  light  traverses  a plate 
of  any  substance,  the  emergent  rays  are 
parallel  to  the  incident  rays. 

Let  SA  be  a ray  incident  on  one  face 
of  a glass  plate  (fig.  525),  and  DB  the 
emergent  ray,  z and  r the  angles  of  in- 
cidence and  of  refraction  at  the  entrance 
of  the  ray,  and,  lastly,  i and  r the  corre- 
sponding angles  at  its  emergence.  At  A 
the  light  undergoes  a first  refraction, 

and  n = r (549)-  At  D it  is  refracted 

Fig.  525 

a second  time,  and  the  index  is  then  But  we  have  seen  that  the  index 

of  refraction  of  glass  with  respect  to  air  is  the  reciprocal  of  the  index  of  air 
with  respect  to  glass  ; hence  maex  ot  air 


sin  i'  _ sin  r 
sinr'  sin  i' 


But  as  the  two  normals  at  A and  D are  parallel,  the  angles  r and  i'  nr, 
eoua  ’ aS  bemg  a,“  mten0r  angles‘  As  the  numerators  in  the  above 

’ the  a-gies  ' ^ 
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two  faces  is  the  edge  of  the  prism,  and  their  inclination  is  its  refracting  angle. 
Fvcrv  section  perpendicular  to  the  edge  is  called  a -principal  section. 

The  prisms  used  for  experiments  are  generally  right  triangular  pnsn 
Of  Sss  as  shown  in  fig.  U and  their  principal  section^  a tnangle 
(fig.  52 7).  In  this  sec- 
tion the  point  A is 
called  the  summit  of 
the  prism,  and  the 
right  line  BC  is  called 
the  base  : these  ex- 
pressions have  refer- 
ence to  the  triangle 
ABC,  and  not  to  the 
prism.  . . nf  deviation.— When  the  laws  of 

Let  O be  a luminous  point  ( 8-5-7)  ;nddent  ray,  let  us  suppose, 

SmTnochromatic  ST  This  ray  is  — ^ 
^“experiences1^  s'econcHmfracdon,  but  i.  .hen  de.ia.es  from  .he  normal, 


Fig.  526 


Fig.  527 


Fig.  528 


Fig.  529 


for  it  passes  into  air,  which  is  deflated  towards  the 

refracted  twice  in  the  same  dtrecUoa,  so  that  ray  KH  sees  the 

base,  and  consequently  the  eye  objects  seen  through  a 

virtual  image  of  0,  which  is  fo med  « that^  QE0,  which  the 

prism  appear  witl,  each  other,  expresses  the  deviation  of 

i^rfm^and  is  called  the  a„g,e  of  drflat.o,,. 

\ 
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Inordinary  light,  objectsseen  through  aprism  appear  bordered  with  colour  : 
this  phenomenon,  known  as  dispersion , will  be  afterwards  described  (574). 

The  angle  of  deviation  increases  with  the  refractive  index  of  the  material 
of  the  prism,  and  also  with  its  refracting  angle.  It  also  varies  with  the  angle 
under  which  the  luminous  ray  enters  the  prism. 

That  the  angle  of  deviation  increases  with  the  refractive  index  may  be 
shown  by  means  of  the  polyprisni.  This  name  is  given  to  a prism  formed 
of  several  prisms  of  the  same  angle  connected  at  their  ends  (fig.  528).  These 
prisms  are  made  of  unequally  refracting  substances,  such  as  flint  glass,  rock 
crystal,  or  crown  glass.  If  any  object— a horizontal  line,  for  instance— is 
looked  at  through  the  polyprism,  its  different  parts  are  seen  at  unequal 
heights.  The  highest  portion  is  that  seen  through  the  flint  glass,  the 
refractive  index  of  which  is  greatest  ; then  the  rock  crystal  ; and  so  on  in 
the  order  of  the  decreasing  refractive  indices. 

The  prism  with  variable  angle  (fig.  529)  is  used  for  showing  that  the 
angle  of  deviation  increases  with  the  refracting  angle  of  the  prism.  It 
consists  of  two  parallel  brass  plates,  B and  C,  fixed  on  a support.  Between 
these  are  two  glass  plates,  moving  on  a hinge  with  some  friction  against  the 
plates  so  as  to  close  it.  When  water  is  poured  into  the  vessel  the  angle 
may  be  varied  at  will.  If  a ray  of  light,  S,  be  allowed  to  fall  upon  one  of 
them,  by  inclining  the  other  more  the  angle  of  the  prism  increases,  and  the 
deviation  of  the  ray  is  seen  to  increase. 

556.  Use  of  right-angled  prisms  as  reflectors.— Prisms  whose  principal 
section  is  an  isosceles  right-angled  triangle  afford  an  important  application 
of  total  reflection  (550).  For  let  ABC 
(%•  53o)  be  the  principal  section  of  such 
a prism,  O a luminous  point,  and  OH  a 
ray  at  right  angles  to  the  face  BC.  This 
ray  enters  the  glass  without  being  re- 
fracted, and  makes  with  the  face  AB  an 
angle  equal  to  B— that  is,  to  45°— 
and  therefore  greater  than  the  critical 
angle  of  glass,  which  is  41°  48'  (550).  Fig.  53o 

The  ray  OH  undergoes,  therefore,  at  H total  reflection,  which  imparts  to  it 
a direction  HI  perpendicular  to  the  second  face  AC.  Thus  the  hypotenuse 
surface  of  this  prism  produces  the  effect  of  the  most  perfect  plane  mirror  and 
an  eye  placed  at  I sees  O',  the  image  of  the  point  O.  This  property  of  right 
angled  prisms  ,s  frequently  used  in  optical  instruments,  such  is  the  camera 
lucida  (ÔI  5),  the  Newtonian  telescope  (61 1),  and  the  prismatic  compass  (7-2) 

vkhrfel  mer  ."T  WhlGh  readily  tarn*sh.  They  are  also  largel  vised 
with  the  limelight  or  electric-light  lantern  for  projection  in  order  to  erect 

o - A fi 

o o 
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Fig.  531 


when  the  angle  IEP  is  less  than  the  critical  angle  (550).  But  as  the 
incident  angle  LIN  increases,  the  angle  EIP  also  increases  while  IEP 
diminishes  g Hence,  according  as  the  direction  of  the  ray  LI  tends  to 
become  parallel  with  the  face  AB,  does  this  ray  tend  to  emerge  at  the  second 

f<lCCLet  LI  be  now  parallel  to  AB,  the  angle  r is  then  equal  to  the  critical 
angle  / of  the  prism,  because  it  has  its  maximum  value.  F urther,  the  angle 
a 8 1 EPK,  the  exterior  angle  of  the  tri- 

angle IPE,  is  equal  to  r+t  ; but  the 
angles  EPK  and  A are  equal,  because 
the  sides  which  contain  them  are  at 
right  angles  to  each  other,  and  there- 
fore A = r + i'  ; therefore  also  A = l + ï, 
for  in  this  case  r=l.  Hence,  if  A = 2/ 
or  is  >2/,  we  shall  have  i'  =1  or  >/, 
and  therefore  the  ray  would  not 
emerge  at  the  second  face,  but  would 
be  parallel  to  AC  or  would  undergo 
internal  reflection,  and  emerge  at  a 
third  face,  BC.  This  would  be  much 
p case  with  rays  whose  incident  angle  is  less  than  BIN,  because  we 

$ j£  ï - angle  le  les,  .1»» 

As  the  critical  angle  of g ass  i 4 ^ , whose  refracting  angle 

9°°,  °\ectS  Crn°As  the  critical  angle  of  water  is  48°  35',  could  pass 

Thmegi?  aTollow  right-angled  prism  formed  of  three  glass  plates  and  filled 

WiVwe  suppose  A to  be 

den,  at  I,  some  with, n the  angle  NIB  S'or  wiu  an'y  emerge  tha, 

are  incident  within  the  angle  NIA. 
If  we  suppose  A to  have  any  magni- 
tude less  than  /,  all  rays  incident  at 
I within  the  angle  NIB  will  emerge 
from  AC,  as  also  will  some  of  those 
incident  within  the  angle. NIA. 

558.  Minimum  deviation. — W hen 
a pencil  of  monochromatic  light 
passes  through  an  aperture  A,  m 
the  side  of  a dark  chamber  (fig.  53-)’ 
the  pencil  may  be  focused  by  a lens, 
F on  a different  screen  at  C.  But  it  a 
vertical  prism  be  interposed  between 
the  lens  and  the  screen,  the  pencil  is 
Fig.  532  deviated  towards  the  base  of  the 

• wi  ntl)  at  some  distance  from  the  point  C. 
rrTp^tSo'd'LTaAhe  incident  angle  decreases,  the  image  on 
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the  screen  approaches  the  point  C up  to  a certain  position,  E,  from  which 
it  reverts  to  its  original  position  even  when  the  prism  is  rotated  in  the 
same  direction.  Hence  there  is  a deviation,  EBC,  less  than  any  other.  It 
may  be  proved  mathematically  that  this  minimum  deviation  takes  place 
when  the  angles  of  incidence  and  of  emergence  at  the  faces  of  the  prism 
are  equal. 

The  angle  of  minimum  deviation  may  be  calculated  when  the  incident 
angle  and  the  refracting  angle  of  the  prism  are  known.  For  when  the 
deviation  is  a minimum,  then  since  the  angle  of  emergence  r is  equal  to  the 
incident  angle  i (fig.  531),  r must  equal  i'.  But  it  has  been  shown  above  (557) 
that  A = r + z"  ; consequently 

A = 2 r ( i ) 

If  the  minimum  angle  of  deviation  LDi  be  called.^,  this  angle  being 
exterior  to  the  triangle  DIE,  we  readily  obtain  the  equation 

d=i - r+r1  -i’  — ii—  2 r, 

whence  d-zi-K (2) 

which  gives  the  angle  d, , when  i and  A are  known. 

Fiom  the  formula;  (1)  and  (2)  a third  may  be  obtained,  which  connects 
the  index  of  refraction  of  a prism  with  its  refracting  angle  and  the  minimum 
deviation.  The  index  of  refraction,  «,  is  the  ratio  of  the  sines  of  the  angles 

of  incidence  and  refraction;  hence  = ; replacing  i and  r from  their 

values  in  the  above  equations  (1)  and  (2)  we  get 


559-  Measurement  of  the  refractive  index  of  solids.  Spectrometer.— 

By  means  of  the  preceding  formula  (3)  the  refractive  index  of  a solid  may 
be  calculated  when  the  angles  A 
and  d are  known,  and  these  may 
be  determined  by  means  of  the 
spectrometer. 

The  spectrometer  is  in  appear- 
ance similar  to  the  spectroscope 
illustrated  in  fig.  567.  Supported 
on  a vertical  upright  is  a horizontal 
graduated  disc,  T (fig.  533),  and  at 
its  centre  a smaller  circular  table, 

D,  which  can  be  turned  about  a 
central  vertical  axis  and  clamped 
in  any  desired  position.  A is  a 
collimator  with  vertical  slit  at  the 

ut).  “dr!er  lenS  at  Vlie  Slit  being  at  the  P™cipal  focus  of  the  lens 
(563).  B ,s  a telescope  which  can  be  moved  round  the  circle  in  such  a way 


Fig.  533 


0 0 2 


a 
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that  ;ts  ax;s  is  always  directed  towards  the  centre  of  the  circle  ; it  can  be 
damped  anywhere  on  the  circle,  and  its  position  read  off  by  a vernier  (not 
shown')  moving  over  the  graduations  of  the  scale.  1 he  prism  whose  refract- 
ht  angle  is  o°be  measured  is  placed  on  the  central  table  with  its  edge  near 
u!  centre  in  such  a way  that,  when  the  slit  « is  illuminated  ^ monochro- 
matic e<r  sodium,  light,  the  parallel  rays  which  emerge  from  b fall  part  y 
Tone  and  partly  on  tlm  other  face  of  the  prism.  The  telescope-which 

Sïrid:  s::- « 

“„"f  «"prove  tha,  the  angle  BC  through  -Çh  the  tele- 
scope has  been  turned  h devia.fon 

d the  prism  is  placed  as  shown  m fig.  5o4, 
and  the  telescope  adjusted  at  C so  that  the  image 
of  the  slit  seen  by  refraction  coincides  with  the 
cross-wires  of  the  telescope.  The  angle  between 
C and  the  zero  graduation  is  the  deviation.  The 
observer,  in  order  to  make  this  a minimum,  turns 
the  small  table  one  way  or  the  other,  each  time 
adjusting  the  telescope,  until  C is  brought  as  near  to 
the  zero  as  possible.  Thus  the  minimum  deviation 
is  found.  It  is  usual,  having  measured  d on  one 
side  to  turn  the  table  D round  and  reverse  the 
position  of  the  prism,  the  telescope  C being  now 
on  the  left-hand  side  of  the  zero.  The  minimum 
deviation  is  again  found,  and  the  mean  o 
the  two  values  taken.  The  values  of  A and  d, 
substituted  in  the  equation  (3)  (558),  give  the  value 

. refractive  index  of  liquids.— Biot  applied 

inch  in  diameter,  is  perforated  in  a glass 
prism,  PQ  (fig-  535),  from  the  incident  face 
lo  the  face  of  emergence.  This  cavity  is 
closed  by  two  plates  of  thin  glass  which 
are  cemented  on  the  sides  of  this  prism. 
Liquids  are  introduced  through  a small 
stoppered  aperture,  B.  The  refracting  ang  e 
and  the  "minimum  deviation  of  the  liqui 
Fig  535  prism  in  the  cavity  O having  been  deter- 

mined,  their  values  are  introduced  into  the  formula  (3)  of  art-  55  . «" 

'(d  ^Measurement  of  the  refractive  and' Arag” 

«%*  rf*'*"*  “be  W6)’  b'Ve,'ed  M 
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its  two  ends,  and  closed  by  glass  plates,  which  are  at  an  angle  of  143°. 
This  tube  is  connected  with  a bell-jar,  H,  in  which  there  is  a siphon  barometer, 
and  with  a stopcock  by  means  of  which  the  apparatus  can  be  exhausted,  and 
different  gases  introduced.  When  the  tube,  AB,  has  been  exhausted,  a ray 
of  light,  SA,  is  transmitted  through  it,  which  is  bent  away  from  the  normal 
through  an  angle  r-i  at  the  first  incidence,  and  towards  the  normal  through 
an  angle  i'  — r'  at  the  second.  These  two  deviations  being  added,  the  total 
deviation,  d,  is  r—i  + i'  — r'.  In  the  case  of  a minimum  deviation,  i = r' 
and  r = z',  whence  d-  A - 2 z,  since  r + i'  - A (5  57).  The  index  from  vacuum 

to  air,  which  is  evidently  r,  has  therefore  the  value 


sin  z 


• A 
sin 

2 


• /A  -d\ 

5111  ( T~) 

Hence,  in  order  to  deduce  the  refractive 
air,  which  is  the  absolute  index  of  air,  it  is 
the  refracting  angle,  A,  and  the  angle  of 
minimum  deviation,  d.  To  obtain  the  absolute 
index  of  any  other  gas,  we  first  produce  a 
vacuum,  and  then  introduce  the  gas  ; the 
angles  A and  d having  been  measured,  the 
above  formula  gives  the  index  of  refraction 
from  the  gas  to  air.  Dividing  the  index  of 
refraction  from  vacuum  to  air  by  the  index 
of  refraction  from  the  gas  to  air  we  obtain 
the  index  of  refraction  from  vacuum  to  the 
gas  ; that  is,  its  absolute  index. 

It  appears  probable  that  certain  relations 
exist  between  the  refractive  index,  zz,  and  the 
density,  d:  of  a body.  These  relations  are 
of  considerable  importance  in  questions  of 
theoretical  chemistry  regarding  the  constitu- 
tion of  bodies.  They  are  expressed  by  the 

formula  R = n~  ~ 1 1 


(4) 


index  n from  vacuum  into 
merely  necessary  to  know 


ri1  + 2 d 


which  is  known  as  the 


constant  of  refraction.  If  this  is  multiplied  by  a,  the  atomic  weight,  we 

if  by  the  molecular  weight,  z/z, 


have  the  atomic  refractio?i 


zz-  — 1 


-,  ; or, 


a 

’■  + 2 d 

we  have  the  molecular  refractio7i  n ~ 1 

zz-  + 2 


zzz 

~d- 


The  expression 


1 


a given  substance  independent  of  its  condition  whether  liquider  gaseous 
Hence,  if  we  know  the  densities  of  a substance  in  the  two  states  and  its 
refi  action  index  in  one  state,  we  can  calculate  it  in  the  other.  ’ 

The  following  table  gives  the  refractive  indices  for  the  three  orincioal 
Fraunhofer  I, nos  (585),  .he  red.  yellow,  and  viole,  ; the  las,  column  vive 

exLtrvrS.Ï,7)C  tlifterenCe  ',etWeen  “,e  “reme  red.  *e 


IS 


for 
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A 

D 1 

H 

«H  - »A 

Water  ..•••" 
Alcohol  • 

Crown  glass  (light) 

„ „ (heavy)  . 

Rock  salt  . 

Flint  glass  (light) . 

„ » (heavy)  • 

Calcspar  (ordinary) 

„ (extraordinary 

Carbon  bisulphide 

1 

<>44 

StS’o^iS'&o  0 00 

i-33i 

1-364 

1-575 

1-612 

i'545 

1-609 

1 75 1 

1-659 

1-483 

1-631 

1-344 

1-375 

i-53i 

1-631 

1-569 

1-640 

1 "8 1 1 

1-683 

1-498 

1-703 

_ __  ^ \Q  rr)ir'H 
if?  if?  cn  n ^ ^ n n' 

ooppppoppp 

oboooooooo 

The  following  are  the  mean  values  for  a few  other  substances,  and 
correspond  nearly  to  the  E line  . 


Ice 

Solution  of  nitre  . 
Turpentine 


Diamond 


1-310 

i'355 

1-363 


Rock  crystal 
Benzole 
Oil  of  cassia 


i'545 

1-586 

1-621 


:75° 


For  the  refractive  indices  of  different  parts  of  the  eye,  see 


art.  626. 


Vacuum  . 
Hydrogen 
Oxygen  . 
Air  . 
Nitrogen 
Ammonia 


Mean  refractive  indices  of  gases 


i • 000000 
. 1-000138 

1-000272 
1 -000294 
1 -000300 
. 1-000385 


Carbonic  acid . 
Hydrochloric  acid 
Nitrous  oxide  . 
Sulphurous  acid 
Ethylene 
Chlorine . 


i -000446 
i -000449 
1-000503 
1 -000665 
1-000678 
1-000772 


LENSES.  THEIR  EFFECTS 

5*.  Different  kinds  of 

from  the  curvature  of  their  surfaces,  m'  P P tJ  diverge.  According  to 
rays  which  traverse  them  either  to  converge  / or  parabolic. 

their  curvature  they  are  either  made 

by  a plane  and  a spherical  sui  face.  O is  a converging  concavo- 

*-»  »;r- N “ IT: filLoZL,  and  r if  .w* 

convex,  P is  a douUe  R (re  a,s„  ca'lled  meniscus  lenses  from 

S«SSnceTh.:r crescent-sl, aped  moon;  O is  also  called  a 

tiiree,  which  are  thicker  a.  the  centre  than  a.  the  borders,  are 
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converging  or  convex-  lenses  ; the  others,  which  are  thinner  in  the  centre,  are 
diverging  or  concave.  In  the  first  group  the  double  convex  lens  only  need 
be  considered,  and  in  the  second  the  double  concave,  as  the  properties  of 
each  of  these  lenses  apply  to  all  those  of  the  same  group. 

In  lenses  whose  two  surfaces  are  spherical,  the  centres  of  the  two  spheres 
are  called  centres  of  curvature , and  the  right  line  which  passes  through 


Fig-  537 


these  two  centres  is  the  principal  axis  of  the  lens.  In  a plano-concave  or 
plano-convex  lens  the  principal  axis  is  the  perpendicular  let  fall  from  the 
centre  of  curvature  of  the  spherical  face  on  the  plane  face. 

Suppose  a luminous  point  to  be  situated  on  the  principal  axis  of  a convex 
or  concave  lens.  Rays  from  the  point  fall  upon  the  lens,  and,  after 
refraction  at  the  first  and  second  surfaces,  converge  to  or  diverge  from 
a point,  which  is  the  image  of  the  luminous  point.  We  proceed,  before 
describing  the  phenomena  of  lenses,  to  obtain  a formula  which  shall  give 
the  relation  between  the  distances  of  object  and  image  from  the  lens,  and  be 
applicable  both  to  convex  and  to  concave  lenses. 

563.  Formulas  for  lenses. — Let  MAB  be  a lens  (fig.  538).  A convex  lens 
of  this  shape  is  chosen  because  each  of  its  faces  has  a positive  curvature,  that 


is,  the  radii  of  curvature  of  both  faces  are  drawn  in  the  direction  from  which 
the  light  is  coming.  Let  O be  the  centre  of  curvature  of  the  first  face  LB 
O of  the  second  MA,  and  let  OB  = r,  0'A  = ,.  P is  a luminous  point  on  the 
principa!  axis,  and  an  incident  ray,  PL,  is  bent  at  the  point  of  incidence 
o wards  the  normal  along  LM.  Another  incident  ray,  PB,  enters  the  Mass 
Without  refraction.  The  two  rays  BA  and  LM  are  divejgem  but  if 
produced  backwards,  meet  at  a point  Q,  which  is  therefore  the  virtual  image 
Of  P by  refraction  at  the  first  surface  of  the  lens.  8 

Let  BP  =/,  BQ  = q,  and  let  « = the  refractive  index  of  the  glass.  We  may 
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apply  the  formula  of  art.  552  to  this  case,  remembering  however  that  here 
the  rays  are  passing  from  air  into  glass,  whereas  in  55?  they  were  passing 
from  glass  into  air;  hence  instead  of  n we  must  use  1 \n.  The  formula 

then  becomes 

1 i , 

1—71  . . . ( 1 ) 


71 

F 


I 

Ç 


- I 


or  -T  — z- 


The  point  Q may  now  be  treated  as  if  it  were  a real  source  of  light  «*  a 
meïu7,i  of  glass,  emitting  rays  which  fall  upon  the  second  surface * AM,  of 
the  lens,  and  after  refraction  into  air  converge  to  a pom  R on  the  axis  I 
the  elementary  theory  of  lenses  it  is  assumed  that  the  lenses  a"e  ^ ; 
so  that  the  distance  of  a point  from  the  lens  is  the  same  fiom  whichever 
side  of  the  lens  it  is  measured.  On  this  assumption  B(2  = fQ  = and  let 
AR=A  Then,  applying  the  same  formula  of  art.  552,  and  remembe  g 
that  the  rays  are  now  passing  from  glass  into  air,  we  have 


7Z_  I 

q F 


n — 1 


since  AO'  = ^ 


Combining  the  two  formulae  and  eliminating -,  we  have 


« 


(3) 


This  is  a o-eneral  formula,  applicable  to  all  cases  both  of  convex  an^ 
œ cave  lenses  provided  it  be  borne  in  mind  that  all  distances  measured  fiom 
(supposing  the  incident  light  to  come  from  the  right) 

e inhe  kliTis  convex,' and  the  incident  beam  parallel  to  the  principal  axis 

rrTVxr’K 

XefeTXX  value  5X  focal  length,/,  is  given  by  the  formula,  on 

putting  f>  = sc,  or  i//  = o;  then  -,  — v — (w  ( ,■  j) 

Thus  the  focal  length  ofa  lens  depends  on  the  curvature  of  the  two  faces 
and  on  the  refractive  index  of  the  material  of  the  lens. 

Replacing  (»  - 1 )(),-[)  W j in  formula  (3),  we  have 

1 _i_x 

F P f 

For  convex  lenses/  is  negative  ; when 
S SîÆtX  to  which' the'  light  comes,  hence  for  concave  lenses 

^^hfratticnlar  cases.-Fig.  S3,,lh, sfra.es  the  case  m ««the 

rays  LB,  MN,  8tc.  are  parallel _to  the  pimc'P  (’he  principal,  focus.  There  is 

they  converge  on  the  othei  side  o , hand  side  of  the  lens,  to  which 

of  course  a similar  principal  focus  on  the  left-hand 
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parallel  rays  would  converge  if  they  came  from  the  right.  In  the  figure  the 
rays  are  drawn  as  if  they  were  incident  at  all  parts  of  the  lens  from  the 
centre  to  the  edge,  but 
in  practice  it  is  only  the 
central  part  of  the  lens 
which  is  used  ; unless 
the  angle  DFE  is  con- 
fined to  io°  or  12°  the 
refracted  rays  do  not 
even  approximately  pass 
though  a single  point. 

If  the  incident  rays 
start  from  a point  L on 
the  principal  axis  (fig. 

54°)j  which  is  at  a finite  distance  than  the  lens  but  beyond  the  principal 
focus,  the  point  of  convergence  is  at  /,  also  on  the  principal  axis,  but  farther 


Fig-  54° 


lens,  the  convergence 
becomes  more  distant  ; 


away  than  F ; L and  l are  called  conjugate  foci,  for  if  either  is  a source  of 
light  the  other  is  its  image. 

As  the  point  of  light  comes  nearer  the 
of  the  emergent  rays  decreases,  and  the  focus  / 
when  the  point  L 
coincides  with  the 
principal  focus,  the 
emergent  rays  on 
the  other  side  are 
parallel  to  the  axis, 
and  there  is  no 
focus,  or,  what  is 
the  same  thing,  it 
is  infinitely  distant. 

As  the  refracted  rays  are  parallel  in  this  case,  the  intensity  of  light  onlv 
decreases  slowly,  and  a simple  lamp  can  illuminate  great  distances  h 

in|.rs4yineCeSSaryt°plaCe  " f f““s  ‘‘‘"'blé  convex  te Tas shown 

,h'S  “*  *h'  -tan.  rays  make  wU 


Fig.  541 
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those  made  with  the  rays  FI  from  the  principal  focus  ; hence  when  the 
former  rays  emerge,  they  move  farther  from  the  axis  than  the  latter,  and 
form  a diverging  pencil,  HK,  GM.  These  rays  cannot  produce^a  red 
image,  1»,  their  prolongations  tntersect  n,  some  £ ^otn™  d re  virtual 

focus  of  the  point  L(535). 

565.  Concave  lenses. 
In  concave  or  diverging 
lenses  there  are  only 
virtual  foci,  whatever  the 
distance  of  the  object. 
Let  SS'  be  any  pencil  of 
rays  parallel  to  the  axis 

(fig-  543)  ; any  ray>  SI> is 

refracted  at  the  point  of 

incidence,  I,  and  approaches  the  normal,  Cl.  At  the _point  of  “ 

is  also  refracted,  but  d, verges  from  the  normal  GC  , sc >thM  ts  n 
refracted  in  a direction  which  moves  it  from  the  axis,  CC  - As  tue  sa 
thing  takes  place  for  every  other  ray,  S'KMN,  it  follows  that  the  rays,  after 


Fig-  542 


Fig.  543 


Fig.  544 


which  is  the  principal  vii tual  focus.  • . l (fig.  344),  on  the 

Ehs  sr-ïsi: 

point  called  the  optical  centre,  which  is  s*“a  ^ experiences  no  angular 
the  property  that  any  luminous  ray  Pass,n°  . rallel  t0  tge  incident  ray. 
deviation;  that  is,  that  the  emei  gjpmonstrated  in  tie  following  manner 
The  existence  of  this  point  may  e drawn  to  the 

Let  two  parallel  radii  of  curvature  CA  planes  to  the 

two  surfaces  of  a double  convex  en  - ‘ as  being  perpendicular  to  two 

surface  of  the  lens  at  A and  A ar  P e’refracted  ray  AA'  is  propagated 
parallel  right  lines,  it  will  e gian  ^ a ray  KA,  which  reaches  A at  such 
in  a medium  with  parallel  faces  direction  AA',  will  emerge 

an  inclination  that  after  refraction  it  takers  the  the  right  line  cuts 

parallel  to  its  first  direction  (553)  > th  P ’ osition  of  this  point  may  be 
the  axis,  is  therefore  the  optica  two  faces  is  the  same. 

C0A  nKl 
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C'OA'  are  equal,  and  therefore  that  OC  = OC',  which  gives  the  point  O.  If 
the  curvatures  are  unequal,  the  triangles  COA  and  COA'  are  similar,  and 
either  CO  or  C'O  may  be  found,  and  therefore  also  the  point  O. 

In  double  concave  or  meniscus  lenses  the  optical  centre  may  be 
determined  by  the  same  construction.  In  lenses  with  a plane  face  this  point 
is  at  the  intersection  of  the  axis  by  the  curved  face. 

Every  right  line,  PP'  (fig.  546),  which  passes  through  the  optical  centre 
without  passing  through  the  centres  of  curvature,  is  a secondary  axis.  As 


Fig.  545 


Fig.  546 


in  all  cases  here  considered  the  thickness  of  the  lens  is  supposed  to  be 
extremely  small,  we  may,  in  determining  geometrically  the  positions  of 
images,  consider  the  optical  centre  to  lie  halfway  between  the  two  surfaces 
of  the  lens,  and  that  rays  passing  through  the  optical  centre  suffer  no 
bending  or  displacement. 

So  long  as  the  secondary  axes  only  make  a small  angle  with  the  principal 
axis,  all  that  has  hitherto  been  said  about  the  principal  axis  is  applicable  to 
them  , that  is,  that  lays  emitted  from  a point  P (fig.  54^)  on  the  secondary 
axis  TP  neaily  converge  to  a certain  point  of  the  axis,  P',  and  according  as 
the  distance  from  the  point  P to  the  lens  is  greater  or  less  than  the  focal 
length,  the  image  thus  formed  will  be  conjugate  or  virtual,  and  that  the 
formula  already  investigated  for  points  on  the  principal  axis  applies  also 
to  secondary  axes.  This  principle  is  the  basis  of  what  follows  as  to  the 
formation  of  images. 


567.  Formation  of  images  by  convex  lenses.— In  lenses,  as  well  as  in 
mirrors,  the  image  of  an  object  is  the  collection  of  the  images  of  its 
several  points; 
hence  the  deter- 
mination of  the 
images  furnished 
by  lenses  resolves 
itself  into  deter- 
mining the  position 
of  a series  of  points, 
as  was  the  case 
with  mirrors  (537). 


*'ig.  547 


1.  Real  image.  — 

Let  AB  (fig.  547)  be  placed  beyond  the  principal  focus.  Ot  the  rays  from 
he  pomt  A which  fall  upon  the  lens,  that  which  passes  through  tl^ centre 
undergoes  no  bendmg.  If  AC  is  drawn  parallel  to  the  principal  axis,  it  wiU 


'^6 


572 


after  refraction  pass  through  F,  the  principal  focus.  The  rays  DF  and  AO 
meet  at  a , which  is  therefore  the  image  of  A. 

Proceeding  similarly  with  the  rays  from  B,  we  shall  find  that  after  1 enac- 
tion they  meet  in  the  point  b,  which  is  therefore  the  image,  or  conjugate  focus, 
of  B • and  as  the  points  between  A and  B have  their  foci  between  a and  b, 
a real  but  inverted  image  of  AB  will  be  formed  at  ab.  This  image  may  be 
received  on  a white  screen,  on  which  it  will  be  depicted,  or  the  eye  may  be 
placed  in  the  path  of  the  rays  emerging  from  it. 

Conversely,  if  ab  were  the  luminous  or  illuminated  object,  its  image 
would  be  formed  at  AB.  Two  consequences  important  for  the  theory  of 
optical  instruments  follow  from  this  viz.  ist,  if  an  object , even  a very 
l arm  one , is  at  a sufficient  distance  from  a double  convex  lens , the  real  and 
inverted  image  which  is  obtained  of  it  is  very  small— it  is  near  the  prin- 
cipal focus,  but  somewhat  beyond  it  ; 2nd,  if  a very  small  object  be  placed 
near  the  principal  focus,  but  a little  in  front  of  it,  the  image  which  is  formed 
is  at  a ereat  distance— it  is  much  larger,  and  that  in  proportion  as  the  object 
is  near  the  principal  focus.  In  all  cases  the  object  and  the  image  are  in 
the  same  proportion  as  their  distances  from  the  lens. 

These  two  principles  are  experimentally  confirmed  by  receiving  on  a 
screen  the  image  of  a lighted  candle,  placed  successively  at  various  distances 
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from  a double  convex  lens.  , ..  „ A r - ,qv 

ii  Virtual  image.— There  is  another  case  in  which  the  object  AB  (fig-  5 4 A 
is  placed  between  the  lens  and  its  principal  focus.  All  rays  from  A which 
fall  upon  the  lens  diverge  on  emerging  from  the  second  face,  as  iffromsome 
noint  a.  We  can  find  this  point  most  easily  by  drawing  a ray,  AC,  paraue 
^ to  the  principal  axis,  and  anothei, 

through  the  centre  of  the  lens  , 
the  latter  suffers  no  bending, 
the  former  after  refraction  passes 
through  F,  the  principal  focus. 
The  divergent  rays  CF,  AN,  on 
being  produced  backwards,  meet 
at  a,  the  position  of  which  is  thus 
found.  Tracing  the  rays  from  B 
in  the  same  way,  its  virtual 

image  will  be  found  at  4.  There  is  therefore  a virtual  image  of  AB  at  «4  ; 

it  is  erect,  and  larger  than  the  object.  rtion  as  the  lens  is  more 

The  magnifying  power  (540)  1S  8ica  ^onveX)  and  the  object  nearer 

the  principal  focus.  We  shall 
presently  show  how  the  mag- 
nifying power  may  be  calcu- 
lated by  means  of  the  formula; 
relating  to  lenses  (569)-  Con- 
vex  lenses,  used  in  this  manner 
^ m as  magnifying  glasses,  aie 
Fig.  549  called  simple  microscopes. 
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Let  AB  (fig.  549)  be  an  object  placed  in  front  of  such  a lens.  From  A 
draw  two  rays,  one  parallel  to  the  principal  axis,  which  emerges  from  the 
other  side  of  the  lens  as  if  coming  from  F,  the  principal  focus  ; the  other 
through  the  centre  of  the  lens.  The  prolongations  backwards  of  these  meet 
at  a,  which  is  therefore  the  image  (virtual)  of  A.  Similarly  for  B and  other 
points  of  the  object.  Thus,  an  eye  receiving  the  rays  emerging  from  the 
left-hand  side  of  the  lens  sees  the  image  of  AB  at  ab,  erect , virtual , and 
diminished. 

569.  Discussion  of  formulae.— i.  Convex  lens.— In  the  case  of  a convex 
lens, /is  negative,  and  the  formula  connecting / and p'  is 

/ 


1 1 

p'  p 


If/is  infinite,/ -o  and/' = -/ ; that  is,  the  refracted  rays  intersect  at  the 

principal  focus  on  the  negative  side.  If  / = 2/  /' = - 2/;  hence,  if  the 
object  is  placed  at  a distance  from  the  lens  equal  to  twice  the  focal  length 
the  image  is  the  same  distance  on  the  other  side.  Also,  since 

size  of  image  (linear)  . g 

= magnificat,on  = F, 

it  follows  that  the  image  is  in  this  case  the  same  size  as  the  object,  o'r  the 
magnification  is  unity.  If/ >2//' <2/ and  the  image  is  diminished.  If 
and  « between  -2/ and  negative  infinity,  i.e.  there  is  magnifi- 

cation. When  / =/  / = oc,  the  emergent  rays  being  parallel.  When  / <f 
ie  image  is  on  the  positive  side  of  the  lens,  and  is  virtual  and  enlarged  ; e.g.  if 

P 


/ = /,/'  = 


f 


=/ 


If  the  rays  which  fall  upon  the  lens  instead  of  diverging  from  a luminous 
object  are  converging,  the  object  may  be  considered  as  virtual,/  is  negative! 

and/  - jgpi  l-e ■ the  image  (always  virtual)  is  on  the  negative  side  and  less 
than  the  object. 

J'  CmCam  *“'7In  «»  «f  «*».  lenses/ is  positive,  and/'. 
>i/’  from  whlch  11 15  see"  tllat>  whatever  the  numerical  values  of  y and/,  /, 
IS  always  positive  so  long  as / is  positive.  When 

/ = °c,  /'  = / 

P = /'  = §/ 

P-ï  F -if 

always  to/e«rfhTta7and  1*  I/  ^ ^ * «"cave  lens  is 
But  if  the  oblc  /vTr  uaj  „ „,i;'7C'P  l °vIS’1and  * ^ diminished. 

face  of/ 
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of  the  lcns — then  p'  = where/  is  the  numerical  value  of  the  distance 


of  the  point  of  convergence  of  the  incident  rays  from  the  lens.  Suppose 
p to  be  a little  less  than/,  say  f f,  then  /' = = Sf  and  the  magmfi- 

cation  = = 5/  =6,  and  the  nearer  / is  to/  the  greater  the  magnification. 

telescope  (6o8). 


scope  (bob).  „ 

iii.  ■)  G “ ;)-ConsidCT  ‘he  lenSCS  M,N-: 

J . .1.1.  i.„  in  ini'irlpnt  on  the  right- 


n i . ‘ >-■ / «■-  • f \T  O / . . 

r ? r/t  r Se  s oT  r 

ÏrlTch  «h=  ught  fan's,  and  both  are  positive  if  measured  to  the  nght. 

/ i I \ , \ M . 1 \ 


wnicn  me  ngiit  iauo,  . - i j -, 

Hence,  for  M,^  = («—  J)  ^ \r+J/’ 


N,  j.=  (»-0  °r’ 


o,j.=(«-0  (-p*))  - 0 (H) ; 


in  the  las,  case  s>e,  and  therefore  fo. .all  convex  lenses  / is  negative. 

Similarly  for  the  concave  lenses  P,Q,  R,/  P ’ about  foci,  and 

570.  Spherical  aberration  Caustics.  LricJ  lenses,  it  has  been 

about  the  images  formed  by  diflferen  m ^ single  point  intersect  also 
hitherto  assumed  that  the  rays  em  is  virtually  the  case  with  a lens  whose 

^ t"“<,gcs  * t,,e  pr,nc,p 

near  the  edge  are  refracted  to  a point  F (fig.  5 5°)  G>  which  is  the 


which  is  the 
focus  of  the  rays 
which  pass  near  the 

axis.  The  pheno- 
menon thus  pro- 
duced is  named 
spherical  aberra- 
tion bv  refraction  , 
it  is  analogous  to 
the  spherical  aber- 
ration produced  by 
reflection  (542)- 
The  luminous  sur- 
faces formed  by  the 


“-t-ssfaa" - - 
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image.  If  the  image  of  an  object  produced  by  a convex  lens  is  received  on 
a ground-glass  screen,  and  is  sharply  defined  in  the  centre,  it  will  be  in- 
distinct at  the  edges  ; and,  vice  versa , if  the  image  is  sharp  at  the  edges,  it 
will  be  indistinct  in  the  centre.  This  defect  is  very  objectionable,  more 
especially  in  lenses  used  for  photography.  It  is  partially  obviated  by  placing 
in  front  of  the  lenses  diaphragms  provided  with  a central  aperture  called 
stops,  which  admit  the  rays  passing  near  the  centre,  but  cut  off  those  which 
pass  near  the  edges.  The  image  thereby  becomes  sharper  and  more  dis- 
tinct, though  the  illumination  is  less. 

If  a screen  is  held  between  the  light  and  double  convex  lens,  which 
quite  covers  the  lens,  but  has  two  concentric  series  of  holes,  two  images 
are  obtained,  and  may  be  received  on  a sheet  of  paper.  By  closing  one 
or  the  other  series  of  holes  by  a flat  paper  ring,  it  can  be  easily  ascertained 
which  image  arises  from  the  central,  and  which  from  the  marginal  rays. 
When  the  paper  is  at  a small  distance  the  marginal  rays  produce  the  image 
in  a point,  and  the  central  ones  in  a ring  ; the  former  are  converged  to  a 
point,  and  the  latter  not.  At  a somewhat  greater  distance  the  marginal  rays 
produce  a ring,  and  the  central  ones  a point.  It  is  thus  shown  that  the 
focus  of  the  marginal  rays  is  nearer  the  lens  than  that  of  the  central  rays. 

Spherical  aberration  is  diminished  by  substituting  for  a lens  of  short 
focus  two  lenses  of  double  focal  length,  which  are  placed  at  a little  distance 
apart.  Greater  length  of  focus  has  the  result  that  for  the  same  diameter 
the  apeituie  and  also  the  aberration  are  less  ; and  as  it  is  not  necessary 
to  stop  a great  part  of  the  lens  there  is  a gain  in  luminosity,  which  is  not 
purchased  by  indistinctness  of  the  images,  while  the  combination  of  the  two 
lenses  produces  the  same  amount  of  convergence  as  is  produced  by  the 
single  lens  (571).  Lenses  which  are  free  from  spherical  aberration  are  called 


571.  Combination  of  lenses.— If  parallel  rays  fall  on  a convex  or  concave 
lens  A,  which  has  the  focal  length  f and  then  on  a lens  B,  convex  or 
concave,  with  the  focal  distance/,  at  a distance  d from  A,  and  the  distance 
from  the  lens  B at  which  the  image  is  formed  is  F ; then 


aplanatic. 


If  the  lenses  are  close  together,  so  that  d=  o, 


s.v  1Cu*in  or  rne  como.nation  is  half  that  of  the  single  lenses 

If  A is  convex  and  B concave, /is  negative  and/  positive.  Hence 
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The  reciprocal  of  the  focal  length  is  called  th & power  of  the  lens.  The 
power  of  a combination  of  two  lenses  in  contact  is  the  sum  of  the  powers  of 

the  separate  lenses.  , , . ... 

en-,  Determination  of  the  focal  length  of  a lens,  and  of  the  refractive 

index  of  its  material. — i.  Convex  lens. -{a)  Let  the  lens  be  exposed  to  the 
sun’s  rays  so  that  they  are  parallel  to  its  axis.  The  emergent  penal  being 
received  on  a ground-glass  screen,  the  point  to  which  the  rays  converge  is 
readily  seen  ; it  is  the  principal  focus.  A stop  should  be  used  to  cut  off  a 

ravs  except  those  near  the  centie.  . . 1 

(b)  If  a luminous  object,  such  as  a candle  or  gas  flame,  is  placed  on 
one  side  the  lens  and  a screen  on  the  other,  and  the  screen  is  moved  until 
a sharp  image  of  the  object  is  formed  on  it,  the  focal  length  may  be  deter- 
mined from  the  formula  j,~lp  = y If  we  consider  //,  and  / to  be  all 
positive  quantities,  we  must  change  the  signs  of/  and/;  thus  the  formula 
becomes  1 + ^ = -,  where  now  / /,  and  / are  mere  numerical  lengths 

without  regard  to  the  direction  in  which  they  are  drawn.  When  fi  and  / are 
m pa  mired  the  value  of  /"  is  at  once  deduced.  . . . . . 

7c)  In  the  last  arrangement  we  may  alter  the  relative  positions  of  lens 
and  screen  so  that*  the  object  and  image  are  the  same  size;  each  ,s  then 
distant  2/  from  the  lens,  and  so,  to  obtain  f we  divide  the  distance  between 

the  (5  Another  method  is  to  place  on  one  side  of  the  lens,  and  a little  beyond 

"l  are^tl^l^  h's^'m^ge^  rfthe^istance 

of  the  screen  from  the  lens, 

f-  §/. 

ii  Concave  lens—  We  have  already  (5 70  indicated  a method  by  "'hich 
ii  Concave  l • lens  may  be  found.  It  depends  upon  our 

I _ i _j_  r If  A and  F refer  to  the  convex  lens  and  to  the  combination 

• respectively,  each  must  have  the  negative  sign  prefixed  ; whence 

i _i  _i 

irr: f /.f’ 

and  this  is  positive  since  F >/•  , curvaturés  of  the  two  faces  of 

a ïï  Œ ana  i.s  focal  hy  one  of  .he 

II  method,  Tlie  formula /(»- 0 (/)  «-»-  » “ “ 

the  refractive  index  of  the  glass. 
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573.  Laryngoscope. — As  an  application  of  lenses  may  be  adduced  the 
laryngoscope , which  is  an  instrument  invented  to  facilitate  the  investigation 
of  the  larynx  and  other  cavities  of  the  mouth.  It  consists  of  a plano- 
convex lens  L,  and  a concave  reflector  M,  both  fixed  to  a ring  which  can  be 
adjusted  to  any  convenient  lamp  (fig.  551).  The  flame  of  a lamp  is  in  the 


Fig-  551 


piincipal  focus  of  the  lens,  and  at  the  same  time  is  at  the  centre  of  curvature 
of  the  reflector.  Hence  the  divergent  pencil  proceeding  from  the  lamp  to 
the  lens  is  changed  after  emerging  into  a parallel  pencil.  Moreover,  the 
pencil  from  the  lamp,  impinging  upon  the  mirror,  is  reflected  to  the  focus  of 
the  lens,  and  traverses  the  lens,  forming  a second  parallel  pencil  which  is 
superposed  on  the  first.  This  being  directed  into  the  mouth  of  a patient 
its  condition  may  be  readily  observed. 


5/8 


[574- 


CHAPTER  IV 

DISPERSION  AND  ACHROMATISM 

q74  Decomposition  of  white  light.  Solar  spectrum.-The  P^n°menon 

***  - decomposed  by  refraction,  a pencd  of 

> c a /fier  cro'l  is  allowed  to  pass  through  a small  apeiture 

but  if  a flint-glass  pi  ism  ana  g beam,  on  emerging 

from  the  prism,  be- 
comes refracted  to- 
wards its  base,  and 
produces  on  a distant 
screen  a vertical  band 
rounded  at  the  ends, 
coloured  in  all  the 
tints  of  the  rainbow, 
which  is  called  the 
solar  spectrum  (see 
Plate  I.).  In  this 
spectrum  there  is,  in 
reality,  an  infinity  of 
Fig.  552  different  tints,  which 

imperceptibly  merge  into  each  other, 

principal  colours.  These  axe  violet,  Holet  being  the  most 

they  are  arranged  in  this  oidei  in  P ^ ^ ^ Qccupy  an  equal 

refrangible,  and  the  reel  the  leaSt  S , Jest  extent,  and  orange  the  least, 

extent  in  the  spectrum,  violet  having  the  greatest  ext  , refrangible.- 

575.  The  colours  of  the  spectrum  are  simple,  ana  J ^ others 

If  one  of  the  colours  of  the  spectrum  is ' 1S  and^f  the  light  thus  isolated 
by  means  of  a screen  E,  as  shown  in  g-  ^553»  refraction  wfli  be  observed, 

rïe^trla're^sthati, 
[hey  cannot  be  further  decomposed  by  the  pi  ism. 
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Moreover,  the  colours  of  the  spectrum  are  unequally  refrangible  ; that 
is,  the  glass  of  the  prism  possesses  a different  refractive  index  for  each  of 
the  rays  of  which 
white  light  is  com- 
posed. The  elongated 
shape  of  the  spectrum 
would  be  sufficient  to 
prove  the  unequal  re- 
frangibility  of  the 
simple  colours,  for  it 
is  clear  that  the  violet, 
which  is  most  deflected 


Fig.  553 


towards  the  base  of  the  prism,  is  also  most  refrangible  ; and  that  red,  which 
is  least  deflected,  is  least  refrangible.  But  the  unequal  refrangibility  of 
simple  colours  may  be  shown  by  numerous  experiments,  of  which  the  two 
following  may  be  adduced 

’•  Two  narrow  strips  of  coloured  paper,  red  and  violet,  are  fastened 
close  to  each  other  on  a sheet  of  black  paper.  On  looking  at  them  through 
a prism,  they  are  seen  to  be  unequally  displaced,  the  red  band  to  a less 
extent  than  the  violet  ; hence  the  red  rays  are  less  refrangible  than  the 
violet. 

ii.  The  same  conclusion  may  be  drawn  from  Newton’s  experiment  with 
ofwhhe  PghtmS'  °n  a pHsm  A (fig'  554)’  'n  a horizontal  position,  a pencil 

S,  is  received, 
which,  if  it 
merely  tra- 
verses the 
prism  A,  will 
form  the 
spectrum  rv, 
on  a dis- 
tant screen. 

But  if  a 
second  prism, 

B,  is  placed 
in  a vertical 
position  be- 
hind the  first,  S 554 


in  such  a manner  that  the  refracted  pencil  passes  through  it,  the  spectrum 
rv  becomes  deflected  towards  the  base  of  the  vertical  prism  ; but,  instead  of 
being  deflected  in  a direction  parallel  to  itself,  as  would  be  the  case  if  the 
colours  of  the  spectrum  were  equally  refracted,  it  is  obliquely  refracted  in 

more rtfra^blZ  ’ Pr°V'n8  tl,at  ^ “ ïi0,,i,  ‘he  Col°“'s  nwre  ”d 

These  different  experiments  show  that  the  refractive  index  differs  in  dif 
ferent  colours  ; even  rays  which  are  to  perception  indistinguishable  may  differ 
m refrangibility.  In  the  red  band,  for  instance,  the  rafat The  exfrernhl  of 
the  spectrum  are  less  refracted  than  those  which  are  nearer  the  orange  zone. 

P P 2 


580 


On  Light 


[576 


e76.  Production  of  a pure  solar  spectrum.— In  the  above  experiment  the 
spectrum  formed  is  built  up  of  a series  of  overlapping  coloured  images  of  the 
sun,  and  the  colours  are  confused  and  indistinct.  In  order  to  obtain  a pure 
spectrum,  the  slit,  in  the  shutter  of  the  dark  room  through  which  light  enters, 
should  be  of  rectangular  form,  from  15  to  25  mm.  in  height  and  from  1 to 
2 mm.  in  breadth.  The  sun’s  rays  are  directed  upon  the  slit  by  a mirror, 
or  still  better  by  a heliostat  (543)-  An  achromatic  double  convex  lens  is 
placed  at  a distance  from  the  slit  of  double  its  own  focal  length  which  should 
be  about  a metre,  and  a screen  is  placed  at  the  same  distance  from  the  lens 
An  image  of  the  slit  of  exactly  the  same  size  is  thus  formed  on  the  screen  (5  9)- 
If  now  there  is  placed  near  the  lens,  between  it  and  the  screen,  a pnsm  wit 
an  angle  of  about  6o°,  and  with  its  refracting  edge  parade1  to > the 1 ht,  a y 
beautiful,  sharp,  and  pure  spectrum  is  formed  on  the  screen  T should 

be  placed  so  that  it  produces  the  minimum  deviation  for  usances 

K77  Dispersive  power.— With  transparent  prisms  of  different  substances, 
or  with  hollow  glass  prisms  filled  with  various .notaries s liquids  specba  are 
obtained  formed  of  the  same  colours,  and  in  the  same  Older  , but  when  the 
men  "deviation  produced  is  the  same,  the  length  of  the  spectrum  vanes  w h 
Z substance  of  which  the  prism  is  made.  The  angle  of ^sepambo^ . otJM 
alerted  ravs  (say  in  the  red  and  the  violet)  produced  by  a prism  is  called 
he  Yersin  and  the  ratio  of  this  angle  to  the  mean  deviation  o the awo 

“ ^ t-r  “f  « 

dominant  tint  is  yellow,  red,  or  gieen. 

• A _ • A + rf  /pcSV  may,  if  A is  small 
The  formula  for  a prism,  n sin  - - su  2 155  h 

enough,  be  written  or,  ^A(»-l).  Hence,  if  ».  is  the  re- 

fractive index  of  the  materia,  of  a lens  for  tdolet  ray,  , 
for  red  rays,  and  » for  mean  rays,  and  if  a be 

deviations,  we  have 

Dispersive  power ^ n—i 

From  the  table  given  in  art.  561  we  see  that 

! „ --no  t and;/— i (for  Dime)-  575 

for  light  crown  glass  - «a  - °2I>  ana  v _ .f,on 


flint 


nH-nA  = -o4i,  and  n-i 


= -609 


therefore,  the  dispersive  power  of  crown  glass  - — ’0365 

= 41  = -0673 
609 


flint 
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that  is,  the  dispersive  power  of  flint  is  nearly  twice  as  great  as  that  of  crown 
glass. 

578.  Recomposition  of  white  light. — Not  merely  can  white  light  be 
resolved  into  rays  of  various  colours,  but  by  combining  the  different  pencils 
separated  by 
the  prism 
white  light 
can  be  repro- 
duced. This 
may  be  ef- 
fected in  va- 
rious ways. 

i.  If  the  spectrum  produced  by  one  prism  is  allowed  to  fall  upon  a second 
prism  of  the  same  material  and  the  same  refracting  angle  as  the  first,  but 
inverted  as  shown  in  fig.  556, 
the  latter  reunites  the  different 
colours  of  the  spectrum,  and 
it  is  seen  that  the  emergent 
pencil  E,  which  is  parallel  to 
the  pencil  S,  is  colourless. 

ii.  If  the  spectrum  falls 

upon  a double  convex  lens 

(%•  5 55)5  a white  image  of 
the  sun  will  be  formed  on  a 
white  screen  placed  in  the 

focus  of  the  lens  ; a glass 

globe  filled  with  water  produces  the  same  effect  as  the  lens. 

iii.  If  the  spectrum  falls  upon  a concave  mirror,  a white  image  is 
formed  on  a screen  of  ground  glass  placed  in  its  focus  (fig.  557). 

iv  Light  may  be  recomposed  by  an  experiment,  which  consists  in  receiv 
mg  the  seven 

colours  of  the 
spectrum  on 
seven  small 
glass  mirrors 
with  plane 
faces;  these 
mirrors  can  be 
so  inclined  in 
all  positions 
that  the  re- 
flected light 
may  be  trans- 
mitted in  any 
given  direction 
(fig-  558).  When 
the  mirrors  are 


F'g-  555  Fig.  556 


p"'cils  “V  be  *•>  fa»  <m  .he 

g,  toim  seven  distinct  images-red,  orange,  yellow,  &c.  When 
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the  mirrors  are  moved  so  that  the  separate  images  become  superposed, 

a single  image  is  obtained,  which  is  white. 

By  means  of  Newtaris  disc  (fig.  559)  it  may  be  shown  that  the  seven 
colours  of  the  spectrum  form  white.  This  is  a cardboard  disc  of  about  a 
foot  in  diameter  ; the  centre  and  the  edges  are  covered  with  black  paper 
whüè  in  the  space  between  there  are  pasted  strips  of  paper  of  the  colours  of 
the  spectrum.  They  proceed  from  the  centre  to  the  circumfer ence,  and  the 
"lat  ve  dimensions  Ind  tints  are  such  as  to  represent  five  spectra  (fig-  SM- 
When  this  disc  is  rapidly  rotated,  the  effect  is  the  same  as  if  the  retina 
received  simultaneously  the  impression  of  the  seven  colours. 

vi  If  by  a mechanical  arrangement  a prism,  on  which  the  sun  s hght 
falls,  is  made  to  oscillate  rapidly,  so  that  the  spectrum  also  oscillates, 
middle  of  the  spectrum  appears  white. 


Fig.  559 


These  latter  phenomena  depend  ifrÏsuhsW)- 

always  lasts  a little  lon^  bePfore  the  sensation  arising  from  the 

If  a new  impression  is  allowed  , consisting  of  two  impressions, 

former  one  has  ceased,  a sensat.on  “ more  impressions 

And  by  choosing  .he  ..me  short  enough  tee,  fou,,^  ^ disc  (fig. 

may  be  mixed  w.th  each  . “ s o.for the  colours  cannot  be  exactly  arranged 

in  ^he'same  proportions  a^.hose  which  they  exist  in  the  spectrum,  and 

moreover  pigment  colours  are  not  Hght.— Newton  was  the 

579.  Newton’s  theory  of  he  composition  o » « it_  From  the 

first  to  decompose  white  light  by  ne  , « luded  that  white  light 
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which  he  called  simple  or  primitive  lights.  Owing  to  the  difference  in 
refrangibility  they  become  separated  in  traversing  the  prism. 

The  designation  of  the  various  colours  of  the  spectrum  is  to  a very  great 
extent  arbitrary  ; for,  in  strict  accuracy,  the  spectrum  is  made  up  of  an  in- 
finite number  of  simple  colours,  which  pass  into  one  another  by  imperceptible 
gradations  of  colour  and  refrangibility. 

580.  Colour  of  bodies. — The  natural  colour  of  bodies  results  from  the 
fact  that  one  portion  of  the  coloured  rays  contained  in  white  light  is 
absorbed  at  the  surface  of  the  body.  If  the  unabsorbed  portion  traverses 
the  body,  the  latter  is  coloured  and  transparent  ; if,  on  the  contrary,  it  is 
reflected,  the  body  is  coloured  and  opaque.  In  other  words,  reflection  is 
ordinarily  not  a mere  surface  action  ; the  incident  light  penetrates  to  some 
slight  extent  into  the  substance  of  the  body,  is  reflected  and  emerges,  but 
deprived  of  those  constituents  which  the  body  absorbs.  In  all  cases  the 
colour  results  from  the  constituents  which  have  not  been  absorbed.  Those 
which  reflect  or  transmit  all  colours  in  the  proportion  in  which  they  exist 
in  the  spectrum  are  white  ; those  which  reflect  or  transmit  none  are  black. 
Between  these  two  limits  there  are  infinite  tints  according  to  the  greater 
or  less  extent  to  which  bodies  reflect  or  transmit  some  colours  and  absorb 
others.  Thus  a body  appears  yellow  because  it  absorbs  all  colours  with  the 
exception  of  yellow.  In  like  manner,  a solution  of  ammoniacal  copper  sulphate 
absorbs  preferably  the  red  and  yellow  rays,  transmits  the  blue  rays  almost 
completely,  the  green  and  violet  less  so  ; hence  the  light  seen  through  it  is  blue. 

Accordingly  bodies  have  no  colour  of  their  own  ; the  colour  changes 
with  the  nature  of  the  incident  light.  Thus  a white  body  in  a dark  room, 
if  successively  illuminated  by  each  of  the  colours  of  the  spectrum,  has  no 
special  colour,  but  appears  red,  orange,  green,  &c.,  according  to  the  position 
in  which  it  is  placed.  If  monochromatic  light  falls  upon  a body,  it  appears 
brighter  in  the  colour  of  this  light  if  it  does  not  absorb  this  colour  ; but 
black  if  it  does  absorb  it.  In  the  light  of  a lamp  fed  by  spirit  in  which  some 
common  salt  is  dissolved,  everything  white  and  yellow  seems  bright,  while 
other  colours,  such  as  vermilion,  ultramarine,  and  malachite,  are  black. 
This  is  seen  in  the  case  of  a stick  of  red  sealing-wax  viewed  in  such  a light. 
In  the  light  of  lamps  and  of  candles,  which 
from  the  want  of  blue  rays  appear  yellow, 
yellow  and  white  appear  the  same,  and  blue 
seems  like  green.  In  bright  twilight  or  in 
moonshine  the  light  of  coal  gas  has  a reddish 
tint. 

581.  Mixed  colours.  Complementary  colours. 

By  mixed  colours  we  understand  the  impression 
of  colour  which  results  from  the  coincident 
action  of  two  or  more  colours  on  the  same 
portion  of  the  retina.  This  new  impression  is  single  ; it  cannot  be  resolved 
into  its  components  ; in  this  respect  it  differs  from  a complex  sound  in 
winch  the  ear,  by  practice,  can  learn  to  distinguish  the  constituents 
Mixed  colours  may  be  produced  by  Lambert's  method,  which  consists  in 
looking  m an  oblique  direction  through  a vertical  glass  plate  P (fig-  :6il  at 
a coloured  wafer  b,  while,  at  the  same  time,  a wafer  of  another  colour  - 

y o > 
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sends  its  light  by  reflection  towards  the  observer’s  eye  ; if  g is  placed  in  a 
proper  position,  which  is  easily  found  by  trial,  its  image  exactly  coincides 
with  that  of  b.  The  method  of  the  colour  disc  (578)  affords  another  means 

of  producing  mixed  colours.  . 

A very  convenient  way  of  investigating  the  phenomena  of  mixed  colours 
is  that  of  Maxwell's  colour-discs.  These  consist  of  discs  of  cardboard  with 
an  aperture  in  the  centre,  by  which  they  can  be  fastened  on  the  spindle  of 
the  turning-table  (fig.  562).  Each  disc  is  painted  with  a separate  colour, 


Fig.  .162 


Fig.  563 


Fig.  564 


and  having  a radial  slit,  they  maybe  slid  over  each  other  so  as  to  overlap  to 
any  desired  extent  (figs.  563  and  564)  ; and  thus,  when  in  this  way  two  sue 
discs  are  rotated,  we  get  the  effect  due  to  this  mixture  of  these  two  colours. 
It  is  clear  also  that  the  effect  of  three  colours  may  be  investigated  in  the 

same  wayan  f thc  methods  by  which  the  impression  of  mixed  spectral 
colours  is  produced,  one  or  more  colours  are  suppressed,  the  residue  cone- 
sponds  to  one  of  the  tints  of  the  spectrum  ; and  the  mixture  of  the  colours 
taken  away  produces  the  impression  of  another  spectral  colour  Thus,  if  in 
fit  555  the  red  rays  are  cut  off  from  the  lens  L,  the  light  on  the  focus  is  no 
longer  white  but  greenish  blue.  In  like  manner,  if  the  violet,  indigo,  and 
blue  of  the  colour  disc  are  suppressed,  the  rest  seems  yellow,  while  the  mixture 
of  that  which  has  been  taken  out  is  a bluish  violet.  Hence  white  can  a ways 
be  compounded  of  Ac*  tints  ; and  two  tints  which  together  give  white  aie 
called  complementary  colours.  Thus  of  spectral  tints  red  and  greenish  blue 
a«  compi™en,ary(  so  are  orange  and  Prussian  Usu.y.lUm  and  mdsgc 

Mmholts  investigated  the  mixture  of  spectral 
colours  is  as  follows  :-Two  very  narrow  slits,  A and  B (fig.  565).  at  ngt 


Fig.  56s 

angles  to  each  other,  are  made  in  the  shutter  of  a 
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colours  mix.  Thus  at  1 the  reel  of  one  spectrum  coincides  with  the  green  of 
the  other  ; at  3,  indigo  and  yellow  coincide  ; and  so  forth. 

When  the  experiment  is  made  with  suitable  precautions,  the  colours 
obtained  by  mixing  the  spectral  colours  will  be  found  in  the  following  table, 
where  the  fundamental  spectra  to  be  mixed  are  given  in  the  first  horizontal 
and  vertical  column,  and  the  resultant  colours  where  these  cross. 


Violet 

Blue 

Green 

Yellow 

Red 

Red 

Purple 

Rose 

Dull 

yellow 

Orange 

Red 

Yellow 

Rose 

White 

Yellowish 

green 

Yellow 

Green 

Pale  blue 

Bluish 

green 

Green 

Blue 

Indigo 

Blue 

Violet 

Violet 

Prismatic  spectrum  colours  may  also  be  investigated  by  the  method  of 
von  Bezold,  which  consists  in  producing  two  images  of  colours  by  double 
refraction,  and  making  one  cover  the  other. 

The  mixture  of  mixed  colours  gives  rise  to  no  new  colours.  Only  the 
same  colours  are  obtained  as  a mixture  of  the  primitive  spectral  colours  would 
yield,  except  that  they  are  less  saturated  as  it  is  called  ; that  is,  more  mixed 
with  white. 


582.  Spectrum  colours  and  pigment  colours. —A  distinction  must  be 
made  between  spectrum  colours  and  pigme7it  colours.  Thus  a mixture  of 
pigment  yellow  and- pigment  blue  produces  green,  and  not  white,  as  is  the 
case  when  the  blue  and  yellow  of  the  spectrum  are  mixed.  The  reason  of 
this  is  that  in  the  mixture  of  pigments  we  have  a case  of  subtraction  of 
colours,  and  not  of  addition.  For  the  pigment  blue  in  the  mixture  absorbs 
almost  entirely  the  yellow  and  red  light  ; and  the  pigment  yellow  absorbs 
the  blue  and  violet  light,  so  that  only  the  green  remains. 

In  the  above  series  are  two  spectral  colours  very  remote  in  the  spectrum 
which  have  nearly  the  same  complementary  tints  ; red,  the  complementary 
colour  to  which  is  greenish  blue  ; and  violet,  whose  complementary  colour 
is  greenish  yellow.  Now  when  two  pairs  of  complementary  colours  are 
mixed  together  they  must  produce  white,  just  as  if  only  two  complementary 
colours  were  mixed.  But  a mixture  of  greenish  blue  and  of  greenish  yellow 
is  green.  Hence  from  a mixture  of  red,  green,  and  violet,  white  must  be 
formed  This  may  easily  be  ascertained  to  be  the  case  by  means  of  a 
coloui  disc  on  which  are  these  three  colours  in  suitable  proportions. 

10m  the  above  facts  it  follows  that  from  a mixture  of  red,  green,  and 
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violet  all  possible  colours  maybe  constructed,  and  hence  these  three  spectral 
colours  are  called  the  fundamental  colours.  It  must  be  remarked  that  the 
tints  resulting  from  the  mixture  of  these  three  have  never  the  saturation  of 
the  individual  spectral  colours. 

We  have  to  discriminate  three  points  in  regard  to  colour.  In  tie  us 
place,  the  tint , or  colour  proper,  by  which  we  mean  that  special  property 
which  is  due  to  a definite  refrangibility  of  the  rays  producing  it  ; secondly, 
the  saturation,  which  depends  on  the  greater  or  less  admixture  of  white 
light  with  the  colours  of  the  spectrum,  these  being  colours  which  are  fully 
saturated  ; and  thirdly,  there  is  the  intensity  or  brightness  of  the  colour. 

c83.  Homogeneous  light.-The  light  emitted  from  luminous  bodies  is 
seldom  or  never  quite  pure  ; on  being  examined  by  the  prism  it  will  be  found 
to  contain  more  than  one  colour.  In  optical  researches  it  frequemly  of 
great  importance  to  procure  homogeneous  or  monochromatic  light  Common 
fait  or,  still  better,  sodium  bromide,  in  the  flame  of  a Bunsen  s lamp  gives 
a yellow  of  great  purity.  For  red  light,  ordinary  light  is  transmitted  through 
glass  coloured  with  copper  suboxide,  which  absorbs  nearly  all  the  rays 
excepting  the  red.  A very  pure  blue  is  obtained  by  transmitting  ordinary 
hght  through  a glass  trough  containing  an  ammoniacal  solution  of  copper 
sulphate,  and  a nearly  pure  red  by  transmitting  it  through  a solution  of 

' 1 ° 1 5 8 4 Pp r o p e rt'i e s o f the  spectrum.— Besides  its  luminous  properties,  the 
snectrum  is  found  to  produce  calorific  and  chemical  effects. 

V IZfcuO roter, Ü,.  It  appears  from  the  experiments  of  Fraunhofer 
and  of  Herschel  that  the  light  in  the  yellow  part  of  the  spectrum  has  tie 
cn-patpst  intensity,  and  that  in  the  violet  the  least. 

g Heating;  effects.  1 1 was  long  known  that  the  various  parts  of  the  spectrum 

heat  of  the  spectrum  are  given  m articies  435  an  4o  chemical 

Chemical  proper, Ü,  In  “dfr  H Muence  of  light  t 

action.  For  instance,  silver  c vegetable  colouring  matters  fade  ; 

transparent  phosphorus  becomes  op  q , combine  slowly  in  diffused  light, 
hydrogen  and  chlorine  gases,  whe  ■ > sunlight.  The  chemical 

Sri^“^W0l^,ù^=rved  that  the  action  extended  heyond 
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the  violet,  and  concluded  that,  besides  the  visible  rays,  there  are  some 
invisible  and  more  highly  refrangible  rays.  These  are  sometimes  called  the 
chemical  or  actinic  ray's  (438). 

The  most  remarkable  chemical  action  which  light  exerts  is  in  the  growth 
of  plant  life.  The  vast  masses  of  carbon  and  hydrogen  accumulated  in  the 
vegetable  world  owe  their  origin  to  the  carbonic  acid  and  aqueous  vapour 
present  in  the  atmosphere.  The  light  which  is  absorbed  by  the  green  parts 
of  plants  acts  as  a reducing  agent.  The  reduction  does  not  extend  to  the 
complete  isolation  of  carbon  and  hydrogen,  and  the  individual  stages  of 
the  process  are  unknown  to  us  ; but  the  general  result  is,  undoubtedly,  that 
under  the  influence  of  the  sun’s  rays  the  chemical  attraction  which  holds 
together  the  carbon  and  oxygen  is  overcome  ; the  carbon,  which  is  set  free, 
assimilates  at  that  moment  the  elements  of  water,  forming  cellulose  or  woody 
fibre,  while  the  oxygen  returns  to  the  atmosphere  in  the  form  of  gas.  The 
equivalent  of  the  sunlight  which  has  been  absorbed  is  to  be  sought  in  the 
chemical  energy  of  the  separated  constituents.  When  we  burn  petroleum 
or  coal,  we  reproduce,  in  some  sense,  the  light  which  the  sun  has  expended 
in  former  ages  in  the  production  of  a primeval  vegetable  growth. 

The  researches  of  Bunsen  and  Roscoe  show  that  whenever  chemical 
action  is  induced  by  light,  an  absorption  of  light  takes  place,  preferably 
of  the  more  refrangible  parts  of  the  spectrum.  Thus,  when  chlorine  and 
hydrogen  unite,  under  the  action  of  light,  to  form  hydrochloric  acid,  light  is 
absorbed,  and  the  quantity  of  chemically  active  rays  consumed  is  directly 
proportional  to  the  amount  of  chemical  action. 

There  is  a curious  difference  in  the  action  of  the  different  spectral  rays. 
Moser  placed  an  engraving  on  an  iodised  silver  plate  and  exposed  it  to  the 
light  until  an  action  had  commenced,  and  then  placed  it  under  a violet  glass 
in  the  sunlight.  After  a few  minutes  a picture  was  seen  with  great  distinct- 
ness, while  when  placed  under  a red  or  yellow  glass  it  required  a very  long 
time,  and  was  very  indistinct.  When,  however,  the  iodised  silver  plate  was 
first  exposed  in  a camera  obscura  to  blue  light  for  two  minutes,  and  was  then 
brought  under  a red  or  yellow  glass,  an  image  quickly  appeared,  but  not 
when  placed  under  a green  glass.  It  appears  as  if  there  are  vibrations  of  a 
certain  frequency  which  can  commence  an  action,  and  that  there  are  others 
which  are  devoid  of  the  property  of  commencing,  but  can  continue  and 
complete  an  action  when  once  set  up.  Becquerel,  who  discovered  these 
properties  in  luminous  rays,  called  the  former  exciting  rays  and  the  latter 
continuing  or  phosphorogenic  rays.  The  phosphorogénic  rays,  for  instance, 
have  the  property  of  rendering  certain  objects  self-luminous  in  the  dark 
after  they  have  been  exposed  for  some  time  to  the  light. 

585.  Dark  lines  of  the  solar  spectrum.— The  colours  of  the  solar  spectrum 
are  not  continuous.  For  several  grades  of  refrangibility  rays  are  wanting 
and,  in  consequence,  throughout  the  whole  extent  of  the  spectrum  there  are  a 
great  number  of  very  narrow  dark  lines.  To  observe  them,  a pencil  of  solar 
rays  is  admitted  into  a darkened  room,  through  a narrow  slit.  At  a distance 
of  three  or  four  yards  we  look  at  this  slit  through  a prism  of  flint  glass 

* ::be;ry  free  from  flaws>  takin&  care  to  hold  its  edge  parallel  to 
he  sht.  We  then  observe  a great  number  of  very  delicate  dark  lines  parallel 
to  the  edge  of  the  prism,  and  at  very  unequal  intervals. 


588 


On  Light 


[585- 


The  existence  of  the  dark  lines  was  first  observed  by  Wollaston  in  1802  ; 
but  Fraunhofer,  a celebrated  optician  of  Munich,  first  studied  and  gave  a 
detailed  description  of  them.  Fraunhofer  mapped  the  lines,  and  indicated 
the  most  marked  of  them  by  the  letters  A,  a,  B,  C,  I),  E,  !>,  F , G,  H , they 
are  therefore  generally  known  as  Fraunhofer' s lines. 

The  dark  line  A (see  fig.  1 1 of  Plate  I.)  is  at  the  middle,  and  B halfway 
between  this  and  the  end  of  the  red  portion  ; C,  at  the  boundary  of  the  red 
and  orange  ; D is  in  the  yellow  region  ; E,  in  the  green  ; F,  in  the  blue  ; 

G in  the  indigo  ; H,  in  the  violet.  There  are  certain  other  noticeable  dark 
lines,  such  as  « in  the  red  and  b in  the  green.  In  the  case  of  sunlight  the 
positions  of  most  of  the  dark  lines  are  fixed  and  definite  ; on  this  account  they 
are  used  for  obtaining  an  exact  determination  of  the  refractive  index  of  a 
transparent  substance  (559)  for  each  colour  ; only  in  this  way  is  it  possible 
accurately  to  define  a colour  ; for  example,  the  refractive  index  of  the  blue 
ray  is,  strictly  speaking,  that  of  the  dark  line  F.  But  some  of  the  lines  only 
appear  as  the  sun  nears  the  horizon,  and  others  are  strengthened.  They  are 
also  influenced  by  the  state  of  the  atmosphere.  The  fixed  fines  are  due  to 
the  sun  ; the  variable  lines  have  been  proved  by  Janssen  and  Secchi  to  be 
due  to  the  aqueous  vapour  in  the  air,  and  are  called  atmospheric  or  telluric 

lines 

Fraunhofer  counted  in  the  spectrum  more  than  600  dark  lines,  more  or 
less  distinct,  distributed  irregularly  from  the  extreme  red  to  the  extieme 
violet  ray  Brewster  counted  2000.  By  causing  the  refracted  rays  to  pass 
successively  through  several  analysing  prisms  (587),  not  ineiely  has  the 
existence  of  3000  dark  lines  been  ascertained,  but  several  which  had  been 
supposed  to  be  single  have  been  shown  to  be  compound.  Thollon  produced  a 

spectrum  1 5 metres  in  length  in  which  were  4°°°  daik  lmes> 

P 586  Bright  line  spectra.-In  1822  Sir  j.  Herschel  remarked  that  by 

volatilising  ^substances  in  a flame  a very  delicate  means  is  ,afforded  °f 
detecting  certain  ingredients  by  the  bright  lines  they  produce  in  he 
spectrum  ; and  Fox  Talbot  in  1834  suggested  optical  analysis ^as  PJ°bi ^ 
the  most  delicate  means  of  detecting  minute  portions  of  a substance 
Kirchhoff  and  Bunsen,  however,  is  really  due  the  merit  of  basm^  a mGt 
of  analysis  on  the  observation  of  the  lines  of  the  spectrum.  They  asc 
• prl  that  the  salts  of  the  same  metal,  when  introduced  into  a flame, 

always  produced  bright  lines  identical  in  colour  and  f^'Ïfferentml talT- 
different  in  colour,  position,  or  number  were  produced  by  dirent  metals 

and  finally,  that  an  exceedingly  small  quantity  of; a ^ïfod of  andysis 
its  existence.  Hence  has  arisen  a new  and  powerful  method  of  analysis, 

has  bee:  fen  “ the 

apparatus  employed  by  Kirchhoff  and  Bunsen  for  the  study  of  the  spec  uum 

towards  a prism  P,  of  flint  glass. ^ The  teles “P®  ^ ^ 1 by  a clamping 
ST  r The  » » S tSftE  the  eyepi'ece.  The  screw-head 

” To^ttfe  t’SrSi^and  C we  must  refer  to  *.  567 
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which  shows  the  passage  of  the  light  through  the  apparatus.  B is  called 
the  collimator.  It  has  a narrow  vertical  slit  at  a,  the  width  of  which  can  be 
regulated  by  the  screw  v (fig.  566).  At  b is  a convex  lens,  the  distance  ab 


Fig.  566 

being  the  focal  length  of  the  lens  ; thus,  light  from  the  illuminated  slit,  a 
forms  a parallel  pencil  on  emerging  from  the  lens  b.  This  pencil  enters 


Fig.  567 


lïatffelT  P'  !eaving  the  P,ism  the  li^ht  is  decomposed,  and  in  this 
ate  falls  on  the  lens  x.  By  this  lens  x a real  image  of  the  spectrum 

ed  at  the  principal  focus  of  x.  This  image  is  seen  by  the  observer 
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Fig.  568 


through  a magnifying  glass,  which  forms  at  ss'  a virtual  image  of  the  spectrum 

maSe™^.0  measure  the  relative  distances  of  the  lutes 
of  the  spectrum.  For  this  purpose  a micrometer  is  placed  at  m,  divided 
into  2 çS equal  parts.  A micrometer  is  formed  thus  :-A  scale  of  250  m>Ui- 
metres  isq  divided  with  great  exactness  into  25  equal  parts.  A ^ photo- 
nic negative  on  glass  of  this  scale  is  taken,  reduced  to  15  millimetres. 

The  negative  is  taken  because  then  the  scale  is  light  on  a dark  ground 
The  scale  is  then  placed  at  * in  the  principal  focus  of  the  lens  , ; 
consequently  when  the  scale  is  lighted  by  the  candle  F,  the  rays  emitted  from 
“leave*  the  lens  , in  para,,.,  penci.s  , 

lens  x,  and  forms  a perfectly  distinct 
image  of  the  micrometer  at  the  prin- 
cipal focus  of  x,  so  that  the  spectrum 
and  the  image  of  the  micrometer  scale 
are  superposed  in  the  same  plane, 
thereby  furnishing  the  means  of  mea- 
suring exactly  the  relative  distances 
of  the  different  spectral  lines. 

The  micrometric  telescope  C (fig. 
566)  is  furnished  with  several  adjusting 
screws,  i,  0,  r ; of  these,  i adjusts  the 
focus  ; 0 displaces  the  micrometer  in 
the  direction  of  the  spectrum  laterally  ; 
lowers  the  micrometer,  which  it  does  by  giving  diffeient 

inclinations  to  the  telescope.  q enters  the  collimating 

The  opening  whereby  the  hght  of  the  ^ bg  opened  more 

telescope  B consists  of  a narrow  v ad’vance  or  recede  by  means  of 

or  less  by  causing  the  movable  pi  of  comparison,  the  spectra  of 

the  screw  v (fig-  568)-  VVhe  ’ . 1 J , all  right-angled  prism 

two  flames  are  to  b.  exammed ^stmult  an or ts^y.  a - ^ flameSi 

is  placed  over  the  upper  part  o the  slit* . y then  experience 

H,  fall  at  right  angles  on  one  fa  ^ ^ prism  by  the  third  face,  and 

total  reflection  on  a second l fa  , ^ By  tlds  means  they  pass  into  the 

in  a direction  at  light  angl  axis  Jn  any  degree  mixing  with 

telescope  in  a direction  pai  allé  ’ G Consequently  the  two 

the  rays  which  proceed  from  fomr  two  horizontal  spectra, 

pencils  of  rays  traverse  the  prism  A_  In  the  flames  G 

which  are  viewed  simultaneous  y * ^ haye  been  dipped  beforehand 

nnd  H are  platinum  wires , metals  Qn  which  experiment  is  to  be  made  ; 

into  solutions  of  the  sa  t r;se  t0  definite  lines, 

and  the  vaporised  metals  of  these  s g a irain  0f  prisms 

For  more  detailed  investigations  of  h^spect  . ^ ^ ^ issuing 

is  psed.  Fig  569  “ succession  through  each  of  the  prisma 

from  the  collimator  A passes  ipmselves  the  dispersion  is  very  much 
As  the  successive  deviations  add  obtained.  It  is,  however, 

increased,  and  a spectrum  of  ■ e* to  the  loss  of 
feebly  luminous,  owing  partly  to  its  extensio  , 


r raises  or 
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light  which  is  observed  through  the  telescope  B,  which  it  undergoes  in 
traversing  all  these  refracting  surfaces.  In  the  case  of  ten  prisms  the  loss 


of  light  has  been  found  to  amount 
to  99  per  cent. 

Christie  has  used  with  advantage 
a semi-prism  obtained  by  cutting  an 
isosceles  prism  by  a plane  at  right 
angles  to  the  base.  These  semi -prisms 
have  the  advantage  that  they  produce 
as  much  dispersion  as  with  several 
ordinary  prisms  without  any  appre- 
ciable loss  in  the  sharpness  of  the 
images  ; and  without  that  absorption 
of  light  which  in  the  case  of  a number 
of  prisms  is  so  very  considerable. 

588.  Direct  vision  spectroscope.— 
A direct  vision  spectroscope  is  one  in 
which  the  mean  direction  of  the  light 
is  not  altered.  Prisms  may  be  com- 
bined so  as  to  get  rid  of  the  dispersion 
without  entirely  destroying  the  re- 
fraction (595)  ; they  may,  conversely, 
be  combined  so  that  the  light  is  not 


Fig.  5G9 


Fig.  570 


iefi acted,  but  is  decomposed  and  produces  a spectrum.  Combinations  of 
pi  isms  of  this  kind  are  used  in  what  are  called  direct  vision  spectroscopes. 
Fig.  570  îepresents  the  section  of  such  an  instrument  in  about  ft  the  natural 
size.  A system  of  two  r 
flint  and  three  crown 
glass  prisms  is  placed 
in  a tube  which  moves 
in  a second  one  ; at 
the  end  of  this  is  an 
aperture  o,  and  inside 
it  a slit  the  width  of  which  can  by  a special  arrangement  be  regulated  by 
Simply  turning  a ring  r.  A small  achromatic  lens  is  introduced  at  aa,  the 
principal  focus  of  which  is  just  outside  the  slit,  so  that  the  rays  pass 
through  the  tram  of  prisms,  and  the  eye  at  e sees  a virtual  image  of  the 
slit  opened  out  into  a spectrum. 

Such  combinations  have  the  disadvantage  of  absorbing  much  light. 
On  passing  from  one  medium  into  another 
some  light  is  always  lost  by  reflection.  This 
loss  depends  upon  the  difference  between  the 
refractive  indices  of  the  media.  Wernicke  has 
constructed  a direct  vision  prism  in  which  the 
loss  of  light  is  greatly  reduced.  It  consists 
of  two  prisms  of  crown  glass  and  glass  plates 
as  shown  in  fig.  571  ; the  hollow  space  formed 
is  filled  with  cinnamic  ether,  which,  while  it  has  but  a slightly  larger 
1 active  index,  has  three  or  four  times  the  dispersion  of  crown  glass.  * 


59: 


On  Light 


[588- 


Th ç.  reversion  spectroscope  contains  two  equal  systems  of  diiect  vision 
prisms  arranged  close  to  each  other,  but  reversed , so  that  two  spectra  are 
obtained  with  the  colours  in  opposite  order.  By  suitable  micrometric 
movement  of  a split  lens,  the  two  spectra  may  be  moved  apart  or  nearer 
each  other.  Hence  it  is  possible  to  bring  any  two  identical  lines  so  that 
they  are  in  the  same  vertical  line.  If  now  the  position  of  these  lines  in 
the  spectrum  is  altered,  the  displacement  will  take  place  m the  opposite 
direction  in  the  two  spectra,  and  will  therefore  be  twice  as  distinct 

c8o.  Experiments  with  the  spectroscope.— There  are  three  chief  types  of 
spectra  : the  continuous  spectra,  or  those  furnished  by  incandescent  solids 
and  liquids  (fig.  I,  Plate  I.)  ; the  band  or  line  spectrum  consisting  of  a 
number  of  bright  lines  or  bands,  produced  by  incandescent  gases  or 
vapours;  and  absorption  spectra,  such  as  those  furnished  by  the  sun  or 
fixed  stars.  Bodies  at  a red  heat  give  only  a short  spectrum,  extending 
at  most  to  the  orange  ; as  the  temperature  gradually  rises,  yellow,  green 
blue  and  violet  successively  appear,  while  the  intensity  of  the  lowe 
colours  increases.  The  coloured  plate  at  the  beginning  shows  certain 
spectra  observed  by  means  of  the  spectroscope.  No.  i represents  the 

COn^oU°Ushows  the  spectrum  of  sodium.  The  spectrum  contains  neither 
rid,  orange,  green,  blue,  nor  violet.  It  is  marked  by  a very  bed  ban  ye  low 
ray  in  exactly  the  same  position  as  Fraunhofers  dark  line  D Of  all  meta 
sodium  is  that  which  possesses  the  greatest  spectral  sensibility.  In  fact, 
has  been  ascertained  that  one  two-hundred-millionth  of  a gram  of  sodium 
s enough  to  cause  the  appearance  of  the  yellow  line.  Consequently  it  is 
difficult* to  avoid  the  occurrence  of  this  line.  A very  little  dust  m he  apart- 
ment is  enough  to  produce  it-a  circumstance  which  shows  how  abundantly 

SOdNo  ^fthe^spertrum  of  lithium.  It  is  characterised  by  a well-marked 
line  in  the  red  called  Lia  and  by  the  feebler  orange  line  Li£. 

Nos.  4 and  5 show  the  spectra  of  cæsium  and  rubidium^  metals  ffiscover^ 
bv  Bunsen  and  Kirchhoff  by  means  of  spectrum  analysis.  Tfie  formei  1 
distinguished  by  two  blue  lines,  Csaand  Cs,3  ; the  latter  by  two  vei  y n 
dark  fed  lines  Rbv  and  RbS,  and  by  two  less  intense  violet  lines,  Rb«  and 
Pb/3  A third  metal,  thallium,  has  been  discovered  by  the  same  meth 
WffirW  Crookes  in  England,  and  independently  by  Lamy  in  France. 

sS  œsâ  «£=  Æ jssar-s 

indigo^' Boisbaudi-an1  discovered^  “ÏÏ 
" The  extreme  delicacy  of  the  spectrum  react  ™?,  and  the  base 

produced  by  the  various  metals  are  laid  down. 
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With  other  metals  the  production  of  their  spectra  is  more  difficult, 
especially  in  the  case  of  some  of  their  compounds.  The  heat  of  a Bunsen’s 
burner  is  insufficient  to  vaporise  the  metals,  and  a higher  tempera- 
ture must  be  used.  This  is  obtained  by  taking  electric  sparks  between 
wires  consisting  of  the  metal  whose  spectrum  is  required,  and  the  electric 
sparks  are  most  conveniently  obtained  by  means  of  RuhmkorfPs  coil. 
In  order  to  investigate  solutions  of  salts  the  apparatus  shown  in  fig.  572  is 
used.  A platinum  wire  is  fixed  in  the  bottom,  and  over  one  end  a small 
conical  glass  tube  D is  placed  ; only  so  much  solution  is  poured  in  that  by 
capillary  action  it  just  rises  to  the  top  of  D.  Another  glass  tube,  in  which  a 
platinum  wire  is  fused,  is  fixed  in  the  cork  C,  and  its  free  end  can  be  placed 
at  any  distance  from  D.  Thus  all  the  metals  may  be  brought 
within  the  sphere  of  spectrum  observation. 

The  dispersive  power  of  the  apparatus  has  great  influence 
on  the  nature  of  the  spectrum  ; while  an  apparatus  with  one 
prism  only  gives  in  a sodium  flame  the  well-known  yellow  line, 
an  apparatus  with  more  prisms  resolves  it  into  two  or  three  lines. 

It  has  been  observed  that  the  character  of  the  spectrum 
changes  with  the  temperature  ; thus  chloride  of  lithium  in  the 
flame  of  a Bunsen’s  burner  gives  a single  intense  peach-coloured 
line  , in  a hottei  flame,  as  that  of  hydrogen,  it  gives  an 
additional  orange  line  ; while  in  the  oxyhydrogen  jet  or  the 
electric  arc  a broad  brilliant  blue  band  comes  out  in  addition. 

The  sodium  spectrum  produced  by  a Bunsen’s  burner  consists 
of  a single  yellow  line  ; if,  by  the  addition  of  oxygen,  the  heat 
is  gradually  increased,  more  bright  lines  appear  ; and  with 
the  aid  of  the  oxyhydrogen  flame  the  spectrum  is  continuous. 

Sometimes  also,  in  addition  to  the  appearance  of  new  lines,  an  Fig-  572 
increase  in  temperature  resolves  those  bands  which  exist  into  a number  of 
fine  lines,  which  in  some  cases  are  more  and  in  some  less  refrangible  than  the 
bands  from  which  they  are  formed.  It  may  be  supposed  that  the  glowing 
vapour  formed  at  the  low  temperature  consists  of  the  oxide  of  some  difficultly 
reducible  metal  whereas  at  the  enormously  high  temperature  of  the  spark 

fomed°mP0UndS  aie  deC0mp0Sed’  and  the  true  bright  lines  of  the  metal  are 

nermÎre^wS  tf  ^ reaCti°n  'nc;reases  veiT  considerably  with  the  tem- 
perature. With  the  exception  of  the  alkalies,  it  is  from  40  to  400  times 

bumen  ^ ^ temperature  of  the  electric  sPaik  than  at  that  of  Bunsen’s 

The  spectra  of  the  permanent  gases  are  best  obtained  by  taking  the 
electric  spark  of  a Ruhmkorffi s coil,  or  Holtz’s  machine,  through  glass  tubes 
f a special  construction,  consisting  of  two  wide  nortion<;  mnn  * a 1 

capillary  tube  (fig.  573),  which  in  the  wider  parts  are  prov  ided  with  e ectrodes 
of  platinum  or  aluminium  ; thev  are  filled  with  th^  n-oo  • • . oc,es 

Of  great  attenuation,  and  are  „TuSy  as 

is  passed  through  hydrogen,  the  light  emitted  is  bS^red  a'd \l  . sne  ?“ 
blue  near  the  Fraunhofer ’line  G frontispiece,  Zf' 
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the  spectrum  of  oxygen.  No.  8 is  the  spectrum  of  nitrogen.  The  light  of 
this  gas  in  a Geissler’s  tube  is  purple,  and  the  spectrum  very  complicated. 

If  the  electric  discharge  takes  place  through  a compound  gas  or  vapour, 
the  spectra  are  those  of  the  elementary  constituents  of  the  gas.  It  seems  as 
if  at  very  intense  temperatures,  chemical  combination  were  impossible,  an 
oxygen  and  hydrogen,  chlorine  and  the  metals,  could  coexist  in  a separate 
form,  as  though  mechanically  mixed  with  each  other.  _ 

The  nature  of  the  spectra  of  the  elementary  gases  is  very  materially 
influenced  by  alterations  of  temperature  and  pressure.  Wüllner  made  a 
series  of  very  accurate  observations  on  the  gases  oxygen,  hydrogen,  and 
nitrogen,  at  widely  different  temperatures  and  pressures. 
At  the  lowest  pressure  of  less  than  i millimetre,  the  spec- 
trum of  hydrogen  was  found  to  be  green,  and  consisting  of 
six  splendid  groups  of  lines,  which  at  a higher  pressure  than 
I millimetre  changed  to  continuous  bands  ; at  2 to  3 millimetres 
the  spectrum  consisted  of  the  often-mentioned  three  lines, 
which  did  not  disappear  under  a higher  pressure,  but  gradually 
became  less  brilliant  as  the  continuous  spectrum  increased  in 
extent  and  lustre.  From  this  point  the  light,  and  therefore  the 
spectrum,  became  feebler.  Using  a larger  apparatus  the 

band  spectrum  appeared  only  under  a higher  pressure  ; at  the 

highest  pressure  of  2000  millimetres  it  gave  place  to  the  con- 
tinuous spectrum,  since  the  bright  lines  continually  extended  and 

ultimately  merged  into  each  other. 

590  Explanation  of  the  dark  lines  of  the  solar  spectrum, 

It  has  been  already  seen  that  incandescent  sodium  vapour 
mves  a bright  yellow  line  corresponding  to  the  dark  line  D of 
the  solar  spectrum.  Kirchhoff  found  that,  when  the  brilliant 
light  produced  by  incandescent  lime  passes  thiough  a flame 
coloured  by  sodium  in  the  usual  manner  a spectrum  is  pro- 
duced in  which  is  a dark  line  coinciding  with  the  dark  line 
of  the  solar  spectrum  ; what  would  have  been  a bright  yellow 
line  becomes  a dark  line  when  formed  on  the  background  of  the 
spectrum  of  the  limelight.  By  allowing  m a stmtlar  manner 
the  limelight  to  traverse  vapours  of  potassium,  barium,  str 
urn  &c  , the  bright  lines  which  they  would  have  formed  were 
found  to  be  converted  into  dark  lines  : such  spectra  are  called 

Fig.  573  ^^ifa^eaC then,  that  the  vapour  of  sodium  has^the  power 

of  absorbing  rays  of  the  same  refrangibihty  as^^osc^  &&  Th;s 

the  same  is  true  of  the  vapoms  o po  as  h’enomenôn_  These  substances 

absorptive  power  is ^mt^n^p0ur  of  nitrous  acid,  which  Brewster  found 
share  it,  for  example,  witl  • ° , tube  filled  with  this  vapour  is 

!lgÎÙli%ÆTnÏÏ  ^pïte  I.)  ! and  Miller  showed  that  iodine  and 
br0Srcire“orr?ta  r.ta?br“pl«non  is.  doubtless,  the  absorption 
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by  the  sodium  vapour  of  rays  of  the  same  kind — that  is,  having  the  same 
refrangibility — as  those  which  it  has  itself  the  power  of  emitting.  Other  rays 
it  allows  to  pass  unchanged,  but  these  it  either  totally  or  in  great  part  sup- 
presses. Thus  the  particular  parts  in  the  spectrum  which  these  rays  occupy 
aie  illuminated  only  by  the  feebly  luminous  sodium  flame,  and  accordingly 
appeal  dark  by  contrast  with  the  other  portions  of  the  spectrum  which 
receive  light  from  the  powerful  flame  behind. 

By  replacing  one  of  the  flames  G and  H (fig.  568)  by  a pencil  of  sunlight 
1 effected  fiom  a heliostat,  Kirchhoff  ascertained  by  direct  comparison  that 
the  bright  lines  which  characterise  iron  correspond  to  dark  lines  in  the  solar 
spectrum.  He  also  found  the  same  to  be  the 
case  with  sodium,  magnesium,  calcium,  nickel, 
and  some  other  metals. 

This  reversal  of  the  sodium  light  may  be  pro- 
duced even  without  a prism  by  an  apparatus 
devised  by  Bunsen,  and  shown  in  fig.  574.  It 
consists  of  a Woolfs  bottle  in  which  a small 
quantity  of  zinc,  dilute  sulphuric  acid,  and  com- 
mon salt  are  placed  so  that  hydrogen  is  slowly 
liberated,  charged  with  particles  of  sodium 
chloride,  or,  better,  bromide.  Through  the  india- 
rubber  tube  L ordinary  coal  gas  is  admitted,  and 
issues  through  the  tubes  R and  R'.  On  each 
of  these  tubes  is  a metal  burner.  The  gas 
burns  at  the  top  A with  a broad  flat  flame,  C ; 
the  burner  B is  cylindrical,  and  over  it  is  placed 
a conical  mantle  closed  at  the  top  with  wire 
gauze.  In  this  way  a small  yellow  flame  is 
produced.  On  looking  through  this  against 
the  wide  flame,  the  former  appears  dark,  as 
if  smoky  on  a light  background.  The  light  of 
the  posterior  and  far  brighter  flame  is  absorbed 
by  the  front  and  cooler  one,  and  replaced  by  light 
of  less  intensity,  which  thus  appears  dark  by 
contrast. 

From  such  observations  we  may  draw  im- 
portant conclusions  with  respect  to  the  consti- 
tution of  the  sun.  Since  the  solar  spectrum  has 
dark  lines  where  sodium,  iron,  &c.,  give  bright 
ones  (No .11,  Plate  I.),  it  is  assumed  that  around  the  solid,  or  more  probably 
liquid,  body  of  the  sun  which  throws  out  the  light,  there  exists  a vaDorous 
envelope  which,  like  the  sodium  flame  in  the  experiment  described  above 
absorbs  certain  rays,  namely,  those  which  the  envelope  itself  emits  Hence 
those  parts  of  the  spectrum  which,  but  for  this  absorption  would  have 

rhese  rrt,cuiar  rays'  ‘w**  „„„ 

ls  ; 'X  s Tu,;  s z,y  by  ,he  iisM 

|r  led  ,o  ««&  that  in  aZ 
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Huggins  and  Miller  applied  spectrum  analysis  to  the  investigation  of 
the  heavenly  bodies.  The  spectra  of  the  moon  and  planets  whose  light  i 
reflected  from  the  sun,  give  the  same  lines  as  those  of  the  sun.  Uranus  proves 
an  exception  to  this,  and  is  probably  still  in  a self-luminous  condition  The 
spectra  of  the  fixed  stars  contain,  however,  dark  lines  differing  from  the  solar 
lines  and  from  one  another.  Four  distinct  types  of  spectra  were  distinguished 
bv  Secchi  The  first  embraces  the  white  stars,  and  includes  the  well-known 
sSmd  a Lyra  Their  spectra  (No.  ,2,  Plate  I.)  usua  ly  con, am  a number 
of  very  fine  lines,  and  always  contain  four  broad  dark  lines  which  coincide 
with  the  bright  lines  of  hydrogen.  Out  of  346  stars  164  were  found  to  belong 
” this  group  The  second  gd'oup  embraces  those  having  spectra  intersected 
by  nleZ  line  lines  like  those  of  our  sun.  About  H»  -tong  *em 

mmmmm 

atmWePhc'an  apply  the  reasoning  of  Doppler’s 

light.  When  a source  of  light  « “^°“m‘”fban  when  there  is  no  relative 
towards  the  viole,  end  of  the  line,  proving 

end.  This  will  also  be  the  case  with  tl e oorre^ondmg  by 

that  the  whole  medium  is  nl  conclusions  may  be  drawn  as 

observing  the  displacement  o pai  ' ' „ g , g xed  stars.  Thus, 

isWfound  ,0  be  approaching  us  a,  the 
rate  of  50  miles  per  second.  ectrum  analysis  has  been  the 

*»“. durins: 

solar  eclipse  ^m"  o'r  doud-sîaped  luminous  objects  varying  in  site 

<"*  sil’“  Lock>,ev  and  ,a,,sse" 
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discovered  a method  of  investigating  them  at  any  time.  The  principle  of  this 
method  is  as  follows  : — When  a line  of  light  admitted  through  a slit  is  decom- 
posed by  a prism,  the  length  of  the  spectrum  may  be  increased  by  passing  it 
through  two  or  more  prisms  ; as  the  quantity  of  light  is  the  same,  it  is  clear 
that  the  intensity  of  the  spectrum  will  be  diminished.  This  is  the  case  with 
the  ordinary  sources  of  light,  such  as  the  sun  ; if  the  light  is  homogeneous, 
it  will  be  merely  deviated,  and  not  reduced  in  intensity,  by  passage  through 
the  prisms.  And  if  the  source  of  light  emits  light  of  both  kinds,  the  image  of 
the  slit,  due  to  light  of  a definite  refrangibility  which  the  mixture  may  contain, 
will  stand  out,  by  its  superior  intensity,  on  the  weaker  ground  of  the  con- 
tinuous spectrum.  This  is  the  case  with  the  spectrum  of  the  protuberances. 
Viewed  through  an  ordinary  spectroscope,  the  light  they  emit  is  overshadowed 
by  that  of  the  sun  ; but  by  using  prisms  of  great  dispersive  power  the  sun’s 
light  becomes  weakened,  and  the  spectrum  of  the  protuberances  may  be 
observed.  LockyeFs  researches  leave  no  doubt  that  they  are  ignited  masses 
of  gas,  principally  hydrogen.  By  altering  the  position  of  the  slit  a series 
of  sections  of  the  prominences  is  obtained,  by  collating  which  the  form  of 
the  prominence  may  be  inferred.  They  are  thus  found  to  enclose  the  sun 
usually  to  a depth  of  about  5000  miles,  but  sometimes  in  enormous  local 
accumulations,  which  reach  the  height  of  70,000  miles.  Lockyer  has  not 
merely  examined  these  phenomena  right  on  the  edge  of  the  sun,  but  he  has 
been  able  to  observe  them  on  the  disc  itself.  He  has  shown  that  some  of 
these  protuberances  are  the  results  of  sudden  outbursts  or  storms,  which 
move  with  the  enormous  velocity  of  120  miles  in  a second  ; and,  by  reasoning 
as  above,  the  direction  of  this  motion  has  been  determined. 

Fora  fuller  account  of  this  branch  of  physics,  which  is  incompatible  with 
the  limits  of  this  work,  the  reader  is  referred  to  special  works. 

591.  Uses  of  the  spectroscope. — When  a liquid  placed  in  a glass  tube 
or  in  a suitable  glass  cell  is  interposed  between  a source  of  light  and  the 
slit  of  the  spectroscope,  the  spectrum  observed  on  looking  through  the 
telescope  will  in  many  cases  be  found  to  be  traversed  by  dark  bands. 
It  is  called  an  absorption  spectrum.  No.  10,  Plate  I.,  represents  the 
appearance  of  the  spectrum  when  a solution  of  chlorophyl , the  green 
colouring  matter  of  plants,  is  thus  interposed.  In  the  red,  the  yellow,  and 
the  violet  parts,  dark  bands  are  formed,  and  the  blue  gives  way  to  a 
reddish  shimmer.  If,  instead  of  chlorophyl,  arterial  blood  greatly  diluted 
is  used,  the  red  of  the  spectrum  appears  brighter,  but  green  and  violet 
are  nearly  extinguished.  As  these  bands  thus  differ  in  different  liquids 
as  regards  position,  breadth,  and  intensity,  in  many  cases  they  afford  the 
most  suitable  means  of  identifying  bodies.  Sorby  and  Browning  devised  a 
combination  of  the  microscope  and  spectroscope  called  the  microspectro- 
stope,  which  renders  it  possible  to  examine  even  very  minute  traces  of 
substances. 

This  application  of  the  spectroscope  has  been  very  useful  in  investigating 
substances  which  have  special  importance  in  physiology  and  pathology  ; 
thus  in  examining  normal  and  diseased  blood,  and  in  ascertaining  the 
rate  at  which  certain  substances  pass  into  the  various  fluids  of  the  system. 
The  characteristic  absorption  bands  which  certain  liquids,  such  as  wine, 
beer,  &c.,  present  in  their  normal  state,  compared  with  those  yielded  by 
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adulterated  substances,  furnish  a delicate  and  certain  means  of  detecting  the 
latter. 

Thus  the  adulteration  of  claret  with  the  juice  of  elderberries  is  detected 
by  the  appearance  of  faint  bands  near  line  D,  which  are  not  seen  with  pure 
red  wine.  The  colouring  matter  of  malt  and  hops  is  quite  distinct  from 
that  of  many  other  substances  with  which  it  is  alleged  to  be  adulterated. 
An  alkaline  solution  of  blood  to  which  ammonium  sulphide  is  added  gives 
two  very  powerful  absorption  bands  between  D and  E,  and  between  E and  b ; 
this  is  the  most  valuable  test  for  toxicological  cases.  Blood  charged  with 
carbonic  oxide  is  unchanged  on  the  addition  of  ammonium  sulphide,  and 
thus  poisoning  by  carbonic  oxide  can  be  detected.  So,  too,  the  appear- 
ance of  the  characteristic  bands  of  gall  in  blood,  and  of  albumen  in  uiine, 
are  indications  of  jaundice  and  of  Bright’s  disease  respectively. 

Suppose  the  slit  of  the  spectroscope  to  be  divided  into  two  halves,  S,  and 
So  (fig.  575),  the  aperture  of  each  of  which  can  be  varied  to  any  measured 

extent  by  means  of  micrometric  screws.  If  then  a 
layer  of  a substance  of  known  thickness  is  placed  in 
front  of  the  slit  S2  for  instance,  and  the  spectrum  of 
a particular  portion  be  observed,  while  unabsorbed 
light  passes  through  Sx,  there  will  be  a difference 
between  the  luminosities  of  the  two  parts  of  the 
spectrum  ; but  by  regulating  the  width  of  the  slit 
they  may  be  made  the  same.  The  luminosities 
will  then  be  inversely  as  the  width  of  the  slit. 
That  is,  if  the  width  of  each  was  originally  i,  and  the  uncovered  slit  had 
to  be  narrowed  to  o%4,  the  intensity  of  the  light  transmitted  through  the 
screen  would  only  be  0-4  of  the  incident.  Vierordt  has  based  on  this  a 
method  of  quantitative  spectrum  analysis  ; thus  if  the  absorption  produced 
by  a definite  thickness  of  a solution  of  given  strength  is  known,  the  relative 
concentration  of  any  other  solution  of  the  same  substance  for  the  same 
thickness  may  be  determined. 

592.  Abnormal  or  anomalous  dispersion. — A remarkable  exception  to  the 
ordinary  law  of  dispersion  was  discovered  by  Christiansen,  and  subsequently 
confirmed  and  extended  by  Soret  and  Kundt— that  the  solutions  of  certain 
substances,  such  as  indigo  and  potassium  permanganate,  give  spectra  in  which 

the  order  of  the  colours  is  not 
the  same  as  in  the  prismatic 
spectrum.  Thus,  when  a hollow 
glass  prism  is  filled  with  an 
alcoholic  solution  of  fuchsine, 
the  order  of  the  colours  in  the 
spectrum  which  it  yields  is  as 
follows. 


Fig.  575 
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Violet  is  least  refracted, 

then  red  and  then  yellow,  which  is  most  refracted.  If  we  imagine  that  the 
central  green  of  an  ordinary  spectrum  is  removed,  and  then  the  position  of 
(hfi-est  is  “verted,  we  get  an  idea  of  the  abnormal  spectrum  of  fuchsine. 

This  will  be  seen  from  fig.  576,  in  which  I 'hXe'T  represents 

hofer’s  lines  in  the  anomalous  dispersion  of  fuchsine, 

deposition  in  the  normal  spectrum.  Kundt  examined  a great  number  of 
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substances  in  this  direction,  mostly  the  colours  derived  fiom  aniline,  and 
found  that  anomalous  dispersion  is  exhibited  by  all  substances  with  surface 
colour.  These  bodies  have  the  peculiarity  that  when  viewed  in  diffused 
light  they  exhibit  a colour  complementary  to  that  which  they  tiansmit. 
Thus  a thin  flake  of  fuchsine  appears  green  in  diffused,  but  red  in  trans- 
mitted light.  Metallic  gold  appears  green  in  transmitted  and  reddish  yellow 
by  reflected  light. 

The  substances  in  solution  are  examined  by  placing  them  in  hollow  glass 
prisms  ; if  the  solutions  are  weak,  the  abnormal  dispersion  of  the  substance 
is  concealed  by  that  of  the  solvent,  while  stronger  solutions  absorb  so  much 
light  as  to  be  almost  opaque,  and  prisms  of  very  small  refracting  angle  have 
to  be  used.  Soret  gets  rid  of  this  difficulty  by  immersing  the  prism  contain- 
ing the  solution  in  glass  vessels  with  parallel  sides  filled  with  the  solvent. 
The  dispersion  due  to  the  solvent  is  thereby  eliminated,  and  only  that  of  the 
substance  comes  into  play.  Cyanine  gives  a well-marked  abnormal  spec- 
trum, the  order  of  the  colours  being  the  following  : green,  light  blue,  dark 
blue,  a dark  space,  red,  and  traces  of  orange,  the  green  being  the  colour 
which  is  least  refracted.  Anomalous  dispersion  is  met  with  in  gases  which 
have  marked  absorption  bands  ; thus  in  iodine  for  red  light  n — i ’00205,  and 
for  violet  n = 1-00192. 

The  same  explanation  cannot  be  given  of  this  as  of  the  ordinary  colour 
of  bodies  (580),  but  the  phenomenon  must  be  ascribed  to  the  fact  that  the 
bodies  in  question  totally  reflect  light  of  certain  wave-lengths  (651)  at  almost 
all  incidences,  and  that  these  colours  are  reflected  on  the  surface.  Hence 
it  follows  that  the  colour  of  these  bodies  in  diffused  light  must  be  almost  com- 
plementary to  the  transmitted  light — a prevision  which  experiment  confirms. 

593.  Fluorescence. — Stokes  made  the  remarkable  discovery  that  in 
certain  circumstances  the  rays  of  light  are  capable  of  undergoing  a change 
of  refrangibility.  The  discovery  originated 
in  the  study  of  a phenomenon  observed  by 
Brewster,  and  by  Herschel,  that  some  varie- 
ties of  fluorspar,  and  also  the  solutions  of 
certain  substances,  when  looked  at  by  trans- 
mitted light  appear  colourless,  but  when 
viewed  in  reflected  light  present  a bluish 
appearance.  Stokes  has  found  that  this 
property,  which  he  calls  fluorescence  from 
having  been  observed  in  fluorspar,  is  charac- 
teristic of  a large  number  of  bodies. 

If  by  means  of  a lens  of  long  focus,  pre- 
ferably of  quartz,  a beam  of  the  sun’s  rays  is 
focused  on  a solution  of  quinine  sulphate 
contained  in  a glass  trough,  a beautiful  cerulean  blue  cone  of  light  (fig.  577) 
is  formed,  which  is  much  the  brightest  on  the  surface,  and  the  intensity  of 
which  rapidly  diminishes  as  it  penetrates  the  liquid. 

It  thus  appears  that  fluorescence  is  due  to  an  absorption  of  certain  rays  ; 
rays  of  light  which  have  passed  through  a sufficient  thickness  of  a fluorescent 
substance  lose  thereby  the  power  of  exciting  fluorescence  when  tney  are 
passed  through  a second  layer  of  the  same  substance  ; thus  a test  tube 
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containing  a fluorescent  liquid  is  brightly  luminous  when  exposed  to  the  sun’s 
rays,  but  loses  this  lustre  at  once  when  it  is  dipped  in  a trough  of  the  same 
liquid,  on  the  front  of  which  the  sun’s  rays  fall.  The  same  conclusion  also  is 
derived  from  a comparison  of  the  absorption  spectrum  of  a.fluorescent  sub- 
stance with  the  appearance  presented  by  this  substance  when  the  spectrum 
falls  on  it.  Where  the  fluorescence  begins  there  also  begins  the  absorption, 
and  to  a maximum  of  absorption  corresponds  a maximum  of  fluorescence. 

The  phenomenon  is  seen  when  a solution  of  quinine  sulphate,  contained 
in  a trough  with  parallel  sides,  is  placed  in  different  positions  in  the  solar 
spectrum.  No  change  is  observed  in  the  less  refrangible  paid  of  the  spectrum, 
but  from  a point  about  halfway  between  the  lines  G and  H (coloured  Plate)  to 
some  distance  beyond  the  extreme  range  of  the  violet,  rays  of  a beautiful 
sky-blue  colour  are  seen  to  proceed.  These  invisible  ultra-violet  rays  also 
become  visible  when  the  spectrum  is  allowed  to  fall  on  paper  impregnated 
with  a solution  of  œsculine  (a  substance  extracted  from  horse-chestnut),  an 
alcoholic  solution  of  stramonium,  or  a plate  of  canary  glass  (which  is  coloured 
by  means  of  a salt  of  uranium).  If  light  is  allowed  to  fall  on  paper  impreg- 
nated with  barium  platinomanganide,  a beautiful  green  fluorescence  is 
observed. 

If  a few  drops  of  a strong  solution  of fluoresceine  in  soda  fall  into  a large 
beaker  of  water  on  the  front  of  which  the  sun’s  rays  fall,  beautiful  fluorescent 
clouds  are  first  produced,  and  on  shaking  the  liquid  the  whole  vessel 
fluoresces  with  a bright  green  light. 

This  change  arises  from  a diminution  in  the  refrangibility  of  those  rays 
outside  the  violet,  which  are  ordinarily  too  refrangible  to  affect  the  eye. 

Glass  absorbs  many  of  these  more  refrangible  rays,  which  is  not  the  case 
nearly  to  the  same  extent  with  quartz.  When  a prism  and  trough  formed 
of  quartz  are  used,  and  the  spectrum  is  received  on  a sheet  of  paper  on  which 
a wash  of  solution  of  quinine  sulphate  has  been  made,  two  juxtaposed 
spectra  can  be  obtained.  That  which  is  on  the  part  coated  with  quinine 
sulphate  extends  beyond  the  line  H to  an  extent  equal  to  that  of  the  visible 
spectrum.  In  the  spectrum,  thus  made  visible,  dark  lines  may  be  seen 
analogous  to  those  in  the  ordinary  spectrum. 

The  phenomena  may  be  observed  without  the  use  of  a prism.  When  an 
aperture  in  a dark  room  is  closed  by  means  of  a piece  of  blue  glass,  and  the 
light  is  allowed  to  fall  upon  a piece  of  canaiy  glass,  it  instantly  appeals  self- 
luminous  from  the  emission  of  the  altered  rays.  If  a test  tube  is  half  filled 
with  a solution  of  quinine  sulphate,  and  on  it  is  poured  a freshly  pie- 
pared  solution  of  chlorophyl  in  ether,  the  two  layers  appear  colourless  and 
green  respectively  in  transmitted,  and  sky-blue  and  blood-ied  in  1 effected 
light. 

In  most  cases  it  is  the  violet  and  ultra-violet  rays  which  undeigo  an 
alteration  of  refrangibility,  but  the  phenomenon  is  not  confined  to  them.  A 
decoction  of  madder  in  alum  gives  yellow  and  violet  light  from  about  the 
line  D to  beyond  the  violet  ; an  alcoholic  solution  of  chlorophyl  gives  red 
light  from  the  line  B to  the  limit  of  the  spectrum.  In  these  cases  the 
yellow,  the  green,  and  the  blue  rays  experience  increase  of  refrangibility  ; 
the  change  produces  more  highly  refrangible  rays.  An  exception  to  this  iule 
is  met  with  in  the  case  of  Magdala  red.  If  on  a solution  of  this  substance 
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contained  in  a rectangular  glass  vessel  a solar  spectrum  is  allowed  to  fall, 
an  orange-yellow  fluorescence  is  found  even  in  the  red  part  of  the  spectrum. 

The  electric  light  gives  a very  remarkable  spectrum.  With  quartz 
apparatus  Stokes  obtained  a spectrum  six  or  eight  times  as  long  as  the 
ordinary  one.  Several  flames  of  no  great  illuminating  power  emit  very 
peculiar  light.  Characters  traced  on  paper  with  solution  of  stramonium, 
which  are  almost  invisible  in  daylight,  appear  instantaneously  when  illu- 
minated by  the  flame  of  burning  sulphur  or  of  carbon  bisulphide. 
Robinson  found  that  the  light  of  the  aurora  is  peculiarly  rich  in  rays  of  high 
refrangibility. 

594.  Chromatic  aberration. — The  various  lenses  hitherto  described 
possess  the  inconvenience  that,  when  at  a certain  distance  from  the 
eye,  they  give  images  with  coloured  edges.  This  defect,  which  is  most 
observable  in  condensing  lenses,  is  due  to  the  unequal  refrangibility  of  the 
simple  colours  (575),  and  is  called  chromatic  aberration. 

For  since  the  amount  by  which  a ray  is  bent  in  passing  through  a lens 
depends  upon  the  refractive  index  of  the  glass,  and  the  refractive  index 
depends  upon  the  refrangibility,  being  greatest  for  the  violet  and  least  for  the 
red  rays,  it  follows  that  a lens  has  a distinct  focus  for  each  colour.  In 
condensing  lenses,  for  example,  the  red  rays,  which  are  the  least  refrangible 
form  their  focus  at  a point  R 
on  the  axis  of  the  lens  (fig.  578)  ; 
while  the  violet  rays,  which  are 
most  refrangible,  coincide  in 
the  nearer  point  V.  The  foci 
of  the  orange,  yellow,  green, 
blue,  and  indigo  are  between 
these  points.  The  chromatic 
aberration  is  more  perceptible 
in  proportion  as  the  lenses  are 


more  convex,  and  as  the  point  at  which  the  rays  are  incident  is  farther  from 
the  axis  ; for  then  the  deviation,  and  therefore  the  dispersion,  are  increased. 

it  a pencil  of  rays  which  has  passed  through  a condensing  lens  is 
received  on  a screen  placed  at  mm  within  the  focal  distance,  a bright  central 

part  is  seen  with  a red  border;  if  it  is  placed  at  jj,  the  bright  centre  has 
a violet  border. 


The  inequality  in  the  refraction  of  the  blue  and  red  rays  may  be  demon- 
,r  a e /c  0s,n&’  a small  aperture,  half  with  red  and  half  with  blue  glass 
(*g.  579)  ; on  each  half  a black  arrow  is  painted,  and 
a lamp  is  placed  behind  it.  By  means  of  a lens  ot 
about  60  cm.  focus  an  image  is  formed  on  a screen 
at  a distance.  If  the  screen  is  placed  so  that  a sharp 
image  is  obtained  of  the  black  object  on  the  blue  ground 
the  outlines  of  the  other  are  confused.  To  get  a sharp 

image  of  the  arrow  on  the  red  ground  the  screen  must 
be  moved  farther  away. 

have9SrllffChr0matirSm'_By  combinin&  Pi'isms  which 

v refracting  angles  and  are  formed  of  substances  of  nn 

qual  dispersive  powers  (577),  white  light  may  be  refracted  without  being 
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dispersed.  The  same  result  is  obtained  by  combining  lenses  of  different 
substances,  the  curvatures  of  which  are  suitably  combined.  The  images  of 
objects  viewed  through  such  lenses  do  not  appear  colouied,  and  they  aie 
accordingly  called  achromatic  lenses  ; achromatism  being  the  term  applied 
to  the  phenomenon  of  the  refraction  of  light  without  dispersion. 

By  observing  the  phenomenon  of  the  dispersion  of  colours  in  prisms  of 
water,  of  oil  of  turpentine,  and  of  crown  glass,  Newton  was  led  to  suppose 
that  dispersion  was  proportional  to  refraction.  He  concluded  that  there 
could  be  no  refraction  without  dispersion,  and,  therefore,  that  achromatism 
was  impossible.  Almost  half  a century  elapsed  before  this  was  found  to  be 
incorrect.  Hall,  an  English  philosopher,  in  1733,  was  the  first  to  construct 
achromatic  lenses,  but  he  did  not  publish  his  discovery.  It  is  to  Dollond, 
an  optician  in  London,  that  we  owe  the  greatest  improvement  which  has 
been  made  in  optical  instruments.  He  showed  in  1757  that  by  combining 
two  lenses  of  suitable  curvatures — one  a double  convex  crown  glass  lens,  the 
other  a concavo-convex  lens  of  flint  glass  (fig.  581) — a ^ens  obtained 
which  is  virtually  achromatic. 

To  explain  this  result,  let  two  prisms,  BFC  and  CDF,  be  joined  and 
turned  in  a contrary  direction,  as  shown  in  fig.  580.  Let  us  suppose,  in  the 
first  case,  that  both  prisms  are  of  the  same  material,  but  that  the  lefiactmg 

angle  of  the  second,  CDF,  is  less  than  the 
refracting  angle  of  the  first  ; the  two  prisms 
will  produce  the  same  effect  as  a single  prism, 
BAF— that  is  to  say,  that  white  light  which 
traverses  it  will  be  not  only  refracted,  but  also 
decomposed.  If,  on  the  contrary,  the  first  prism 
BCF  were  of  crown  glass,  and  the  other  CFD 
of  flint  glass,  the  dispersion  might  be  destroyed 
without  destroying  the  refraction.  For,  as  flint 
glass  is  more  dispersive  than  crown,  and  as  the 
dispersion  produced  by  a prism  diminishes  with  its  refracting  angle,  it 
follows  that  by  suitably  lessening  the  refracting  angle  of  the  flint  glass  pxism 
CFD,  as  compared  with  the  refracting  angle  of  the  crown  glass  prism  bCb, 
the  dispersive  power  of  these  prisms  may  be  equalised  ; and  as,  fiom  then- 
position,  the  dispersion  takes  place  in  a contrary  direction,  it  is  neutralised 

that  is  lie  emergent  rays  EO  are  parallel,  and  therefore  give  white  light, 
that  ,s,  the  rati0  if  the  a„gles  BCF  and  CFD,  wind,  ,s 

suitable  for  the  parallelism  of  the  red  rays  and  violet  rays,  is  not 
so  for  the  intermediate  rays,  and,  consequently,  only  two  of  the 
rays  of  the  spectrum  can  be  exactly  combined,  and  the  achro- 
matism is  not  quite  perfect.  To  obtain  perfect  achromatism 
several  prisms  would  be  necessary,  of  unequally  dispei sue 
materials  and  with  their  angles  suitably  combined. 

The  refraction  is  not  destroyed  at  the  same  time  as  the  is- 
persion  ; that  could  only  happen  if  the  refracting  P°"’er  ° * 
body  varied  in  the  same  ratio  as  its  dispersive  power,  which  » 

not  the  case.  Consequently,  the  emergent  ray  EO  is  not 

incident  rav  and  there  is  a refraction  without  appreciable  decomposition. 

'^Achromatic  lenses  are  made  of  two  lenses  of  unequally  d, specs, ve 
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materials:  one,  A,  of  flint  glass,  is  a diverging  concavo-convex  (fig.  581); 
the  other,  B,  of  crown  glass,  is  double  convex,  and  one  of  its  faces  may  exactly 
coincide  with  the  concave  face  of  the  first.  As  with  prisms,  several  lenses 
would  be  necessary  to  obtain  perfect  achromatism;  but  for  optical  instruments 
two  are  sufficient,  their  curvatures  being  such  as  to  combine  not  the  extreme 
red  and  violet,  but  the  blue  and  orange  rays,  while  at  the  same  time  regard 
is  had  to  the  correction  for  spherical  aberration.  In  Abbe’s  apochromalic 
lenses  the  crown  glass  is  replaced  by  fluorspar,  and  thereby  the  chromatic  as 
well  as  the  spherical  aberration  is  still  further  reduced. 
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OPTICAL  INSTRUMENTS 

596.  The  different  kinds  of  optical  instruments.— By  the  teim 
instrument  is  meant  any  combination  of  lenses,  P^sms,  mirrors^  i . 

Optical  instruments  may  be  divided  into  ^r0sco7el  which  are  designed 
ends  they  are  intended  to  answer,  viz  1.  Microscopes  v arc  too 

to  obtain  a magnified  image  of  any  object  w rose  îea  Telescopes 

small  to  admit  of  its  being  seen  distinctly  by  the  naked  eye.  «. 
by  which  very  distant  objects,  whether  celestial  or  terrestnal,  may  De 
observed,  iii.  Instruments  designed  to  project  on  a screen  . d 

diminished  image  of  any  object  which  can  thereby  be 

rendered  visible  to  a crowd  of  spectators,  sue  1 lantern  the  solar 

the  camera  obscura,  photographic  apparatus , ie  vug  ’ 

microscope , the  photo-electric  microscope , &c. 

MICROSCOPES 

597.  The  simple  microscope. -The  simple  microscope,  or 
[s  merely  a convex  lens  of  short  focal  length,  y mean 

Draw  the  second- 
ary axes  AO  and 
BO,  and  also  from 
A and  B rays  paral- 
lel to  the  axis  of 
the  lens  FO.  Now 
these  rays,  on  pass- 
ing out  of  the 
lens,  tend  to  pass 
through  the  second 
principal  focus  F ; 
consequently  they 
are  divergent  with 

reference  to  the  secondary  axes,  and  thei_e^  ^rtual  foci  of  A and 

axes  in  A'  'and  B'  respectively  - These  ^^anTrect  and  magnified 

B respectively.  The  lens,  therefore,  pioduces  at  A 

virtual  image  of  the  object  AB. 
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The  position  and  magnitude  of  this  image  depend  on  the  distance  of  the 
object  from  the  focus.  Thus,  if  AB  is  moved  to  ab , nearer  the  lens,  the 
secondary  axes  will  contain  a greater  angle,  and  the  image  will  be  formed  at 
a'b',  and  will  be  much  smaller,  and  nearer  the  eye.  On  the  other  hand,  if 
the  object  is  moved  farther  from  the  lens,  the  angle  between  the  secondary 
axes  is  diminished,  and  their  intersection  with  the  prolongation  of  the 
refracted  rays  taking  place  beyond  A'B',  the  image  is  formed  farther  from 
the  lens,  and  is  larger. 

In  a simple  microscope  both  chromatic  aberration  and  spherical  aberra- 
tion increase  with  the  degree  of  magnification.  We  have  already  seen  that 
the  former  can  be  corrected 
by  using  achromatic  lenses 
(595),  and  the  latter  by  using 
stops,  which  allow  the  pass- 
age of  such  rays  only  as  are 
nearly  parallel  to  the  axis, 
the  spherical  aberration  of 
these  rays  being  nearly  inappreciable.  Spherical  aberration  may  be  still 
further  corrected  by  using  two  plano-convex  lenses,  instead  of  one  very  con- 
vergent lens.  When  this  is  done,  the  plane  face  of  each  lens  is  turned 
towards  the  object  (fig.  583).  Although  each  lens  is  less  convex  than  the 
simple  lens  which  together  they  replace, 
yet  their  joint  magnifying  power  is  as 
great,  and  with  a less  amount  of  spheri- 
cal aberration  (570),  since  the  first  lens 
diverts  towards  the  axis  the  rays  which  fall 
on  the  second  lens.  This  combination  of 
lenses  is  known  as  Wollaston's  doublet. 

There  are  many  forms  of  the  simple 
microscope.  One  of  the  best  is  that  re- 
presented in  fig.  584.  On  a horizontal 
support  E,  which  can  be  raised  and 
lowered  by  a rack  K and  pinion  D,  there 
is  a black  eyepiece  in , in  the  centre  of 
which  is  fitted  a small  convex  lens  or  a 
Wollaston’s  doublet.  Below  this  is  the 
stage  b,  which  is  fixed,  and  on  which  the 
object  is  placed  between  glass  plates.  In 
order  to  illuminate  the  object  powerfully, 
light  is  reflected  from  a concave  glass  mirror,  M,  so  that  the  reflected  rays 
fall  upon  the  object.  In  using  this  microscope  the  eye  is  placed  very  near  the 
lens,  which  is  lowered  or  raised  until  the  position  is  found  at  which  the  object 
appears  in  its  greatest  distinctness. 

598.  Conditions  of  distinctness  of  the  images.  — In  order  that  objects 
looked  at  through  a microscope  should  be  seen  with  distinctness,  they  must 
have  a strong  light  thrown  upon  them,  but  this  is  by  no  means  enough  It 
is  necessary  that  the  image  be  formed  at  a determinate  distance  from  the 
eye.  In  fact,  there  is  for  each  person  a distance  of  most  distinct  vision -a 
distance,  that  is  to  say,  at  which  an  object  must  be  placed  from  an  observer’s 
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eve  in  order  to  be  seen  with  greatest  distinctness.  'I  his  distance  is  different 
for  different  observers,  but  ordinarily  is  between  io  and  12  inches  It  is, 
therefore,  at  this  distance  from  the  eye  that  the  image  ought  to  be  formed. 
Moreover,  this  is  why  each  observer  has  to  focus  the  instrument  ; that  is,  to 
adapt  the  microscope  to  his  own  distance  of  most  distinct  vision.  Focusing 
is  effected  by  slightly  varying  the  distance  from  the  lens  to  the  object,  for  we 
have  seen  above  that  a slight  displacement  of  the  object  causes  a great  dis- 
placement of  the  image.  With  a common  magnifying  glass,  such  as  is  held 
in  the  hand,  the  adjustment  is  effected  by  merely  moving  it  nearer  to  or 
farther  from  the  object.  In  the  microscope  the  adjustment  is  effected  jy 
means  of  a rack  and  pinion,  which  in  the  case  of  the  instrument  shown 
in  fig  584  moves  the  eyepiece.  What  has  been  said  about  focusing  the 
microscope  applies  equally  to  telescopes.  In  the  latter  mstrument  he  ye- 
piece  is  generally  adjusted  with  respect  to  the  image  formed  at  the  focus  of 

^ In'respect^f  the  distinctness  of  the  image  the  general  rules  for  con.es 

le"T„5  order  to  lessen  dispersion,  lenses  have  been  constructed  °f  diam°"c‘> 
of  rub.  and  of  other  precious  stones,  which  for  a small  amount  of  d.spe  ston 

ha ve^a  great  degree  of  «tangibility.  A drop  of  water  or  of  Canada  balsam 
have  a g ear  g acts  ^ a nucroscope. 

m aratapte»«^  i an  object.-The  apparent  magnitude  or 

appimnt  diameter  of"a  body  is  the  angle  it  subtends  a,  the  eye  of  the 


Fig.  585 


Fig.  586 

observer.  Thus,  if  AB  is  the  object,  and 

the  apparent  magnitude  o J extremities  of  the  object, 

visual  rays  drawn  from  the  centre  o the^ instrumentS|  the  angles 
!n  the  case  of  objects  see» , measure  the  angles  do 

which  they  subtend  are  so  small  that  t such  angles  is 

not  differ  sensibly  from  their  tangents.  The 
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therefore  the  same  as  that  of  their  tangents.  Hence  we  deduce  the  two 
following  principles  : — 

i.  When  the  same  object  is  seen  at  unequal  distances , the  apparent  diameter 
varies  inversely  as  the  distance  from  the  observer's  eye. 

ii.  In  the  case  of  two  objects  seen  at  the  same  distance , the  ratio  of  the 
apparent  diameters  is  the  same  as  that  of  their  absolute  magnitudes. 

These  principles  may  be  proved  as  follows  : — i.  In  fig.  585,  let  AB  be  the 
object  in  its  first  position,  and  ab  the  same  object  in  its  second  position. 
For  the  sake  of  distinctness  these  are  represented  in  such  positions  that  the 
line.OC  passes  at  right  angles  through  their  middle  points  C and  c respec- 
tively. It  is,  however,  sufficient  that  ab  and  AB  should  be  the  bases  of 
isosceles  triangles  having  a common  vertex  at  O.  Now,  by  what  has  been 
said  above,  AB  is  virtually  an  arc  of  a circle  described  with  centre  O and 
radius  OC  ; likewise  ab  is  virtually  an  arc  of  a circle  whose  centre  is  O and 
radius  Oc.  Therefore, 


AOB  : aOb  = 


AB 

OC 


ab  _ 1 .1 

Oc~  OC  ' Oc 


Therefore,  AOB  varies  inversely  as  OC. 

11.  Let  AB  and  A'B'  be  two  objects  placed  at  the  same  perpendicular 
distance,  OC,  from  the  eye,  O,  of  the  observer  (fig.  586).  Then  they  are 
virtually  arcs  of  a circle  whose  centre  is  O and  radius  OC.  Therefore, 


AOB  : A'OB'=  AB  • 

OC  • OC 


AB  : A'B', 


a proportion  which  expresses  the  second  principle. 

600.  Measure  of  magnification.-In  the  simple  microscope  the  measure 

of  the  magnification  produced  is  the  ratio  of  the  apparent  diameter  of  the 
image  to  that  of  the 

object,  both  being  at 
the  distance  of  most 
distinct  vision.  The 
same  rule  holds  good 
for  other  microscopes. 

It  is,  however,  impor- 
tant to  obtain  an  ex- 
pression for  the  mag- 
nification depending 
on  data  that  are  of 
easier  determination. 

In  fig.  587,  let  AB 
be  the  object,  and  A'B'  F!e-  s87 

its  image  formed  at  the  distance  of  most  distinct  vision.  Let  a'b'  be  the 
projection  of  AB  on  A'Bf  Then  since  the  eye  is  very  „ear  the  *£  £ 

magnification  equals , „r  « . that  is,£|.  Bn,  since  the  triangies 

A OB'  and  AOB  are  similar,  A'B'  : AB  = DO  : CO  New  nn  • j- 
tance  of  most  distinct  vision,  and  CO  is  very  nearly  equal  to  FO^tl 
length  of  the  lens.  Therefore,  the  ntagniL,,™^  ‘.he  Sic  Æè 
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distance  of  most  distinct  vision  to  the  focal  length  of  the  lens.  Hence  we 
conclude  that  the  magnification  is  greater,  ist,  as  the  focal  length  of  the  lens 
is  smaller— in  other  words,  as  the  lens  is  more  convergent  ; 2ndly,  as  the 
observer’s  distance  of  most  distinct  vision  is  greater. 

A simpler  and  more  general  definition  of  the  measure  of  magnification 
may  be  stated  thus  : Let  a be  the  angular  magnitude  of  the  object  as  seen 
by  the  naked  eye,  £ the  angular  magnitude  of  the  image,  whether  real  or 
virtual,  actually  present  to  the  eye,  then  the  magnification  is  /3-a.  This 

rule  applies  to  telescopes.  , ... 

By  changing  the  lens  the  magnification  may  be  increased,  but  only  within 

certain  limits  if  we  wish  to  obtain  a distinct  image.  By  means  of  a simple 
microscope  distinct  magnification  may  be  obtained  up  to  120  diameters. 

The  magnification  we  have  here  considered  is  linear  magnification. 
Superficial  magnification  equals  the  square  of  the  linear  magnification  ; for 
instance,  the  former  will  be  1600  when  the  latter  is  40. 

601  Principle  of  the  compound  microscope.— The  compound  microscope 
in  its  'simplest  form  consists  of  two  convex  lenses  : one,  with  a short 
focus,  is  called  the  object-glass , or  objective,  because  it  is  turned  towards  the 
object  ; the  other  is  less  condensing,  and  is  called  the  power,  or  eyepiece, 

because  it  is  close  to  the  observer’s  eye. 

Fig  q88  represents  the  path  of  the  luminous  rays  and  the  formation  o 

the  image  in  the  simplest  form  of  a compound  microscope.  An  object  AB 
being  placed  very  near  the  principal  focus  F of  “ 1 " 


a little  farther  from  the  glass,  a real  image,  ab,  inverted  and  magnified, 
“ formS  on  the  other  side  of  the  object-glass  (567).  Now  the  d, stance 


ff  Mc“d  aNj8itrXcn?F-°  ^ xi? 

image  through  the  eyepiece,  this  glassproduc^  the 


/ 

N 

a aM 

î" 

s 

Fig.  588 


a simple  micro- 
scope, and  in- 
stead of  this 
image  ab,  an- 
other image, 
a'b ’,  is  seen, 
which  is  virtual, 
and  still  more 
magnified.  This 
second  image, 
although  erect 
as  regards  the 


r-  • • P 1 iva  vpfrren re  to  the  object.  It  may  thus  be  said  that  the 

compound  microscope  is  in  effect  a microscope  applied  not  .0  the 

object  but  .0  its  ^ compound  microscope 

ren^j”  ‘cgg^epresents  a perspective  view,  and  fig.  59»  a section,  of  a _ com- 
poundmicroscope.  The  body  of  the  microscope  consists  of  a senes  of 
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tubes,  DD',  H,  and  I ; in  H is  fitted  the  eyepiece  O,  and  in  the  lower  part 
of  DD',  the  object-glass  o.  The  tube  I moves  with  gentle  friction  in  the  tube 
DD',  which  in  turn  can  also  be  moved  in  a larger  tube  fixed  in  the  ring  E. 
This  latter  is  attached  to  a piece  BB',  which,  by  means  of  a very  fine  screw 
worked  by  the  milled  head  T,  can  be  moved  up  and  down  an  inner  rod, 
not  represented  in  the  figure.  The  whole  body  of  the  microscope  is  raised 
and  lowered  with  the  piece  BB',  so  that  it  can  be  placed  near  or  far 


Fig.  589 


from  the  object  to  be  examined.  Moreover,  all  the  pieces  of  the  apparatus 
rest  on  a horizontal  axis,  A,  with  which  they  turn  under  so  much  friction  as 
to  remain  fixed  in  any  position  in  which  they  may  be  placed. 

The  object  to  be  observed  is  placed  between  two  glass  plates  V on  a 
stag6  R.  This  is  perforated  in  the  centre,  so  that  light  can  be  thrown’ upon 
the  object  by  a concave  reflecting  glass  mirror,  M.  The  mirror  is  mounted 
on  a jointed  support  so  that  it  can  be  placed  in  any  position  whatever,  so 

R R 
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as  to  reflect  to  the  object  either  the  diffused  light  of  the  sky,  or  that  from  a 
candle  or  lamp.  Between  the  reflector  and  the  stage  is  a diaphragm  or  stop , 

K perforated  by  four  holes  of  different  sizes,  any  one  of  which  can  be  placed 
over  the  perforation  in  the  stage,  and  thus  the  light  falling  on  the  object  may 
be  regulated  ; the  light  can  be  further  regulated  by  raising,  by  a lever  n, 
the  diaphragm  K,  which  is  movable  in  a slide.  Above  the  diaphragm  is  a 
piece  m to  which  can  be  attached  either  a very  small  stop,  so  that  only 
very  little  light  can  reach  the  object,  or  a condensing  lens,  which  illuminates 
it  strongly,  or  an  oblique  prism,  represented  at  X.  The  rays  from  the 
mirror  undergo  two  total  reflections  in  this  prism,  and  emerge  by  a lenti- 
cular face  that  concentrates  them  on  the  object,  but  in  an  oblique  direction, 
which  in  some  microscopic  observations  is  an  advantage.  Objects  are 
generally  so  transparent  that  they  can  be  lighted  from  below  ; but  where, 
owing  to  their  opacity,  this  is  not  possible,  they  are  lighted  from  above  by 
means  of  a condensing  lens  mounted  on  a jointed  support,  and  so  placed 
that  they  receive  the  diffused  light  of  the  atmosphere. 

Fig  çqo  shows  the  arrangement  of  the  lenses  and  the  path  of  the  rays 
in  the^microscope.  At  o is  the  object-glass,  consisting  of  three  small  achro- 
matic lenses,  represented  on  a larger  scale  at  L on  the  right  of  the  figure. 
The  eyepiece  consists  of  two  lenses,  n and  O,  of  which  n is  called  the  field 
lens  and  O the  eye-lens.  The  object  being  placed  at  i,  a very  httlebeyond  the 
principal  focus  of  the  objective,  the  emerging  rays  fall  upon  the  field-lens  n 
and  are  brought  to  a focus  at  aa\  where  areal  and  magnified  image  of 
the  object  * is  formed.  The  image  is  close  to  the  focus  of  the  eye-lens  O 
but  a little  nearer  to  the  lens.  Hence,  on  looking  through  this,  which  acts 
as  a magnifier  (567),  we  see  at  AA'  a virtual  and  highly  magnified  image  of 

aa\  and  therefore  of  the  object.  . , , 

The  position  of  the  first  image,  aa',  is  such  that  its  image  is  seen  by  the 

observer  distinctly  and  without  effort.  This  result  is  obtained  m movmg. 
by  the  hand,  the  body  DH  of  the  microscope  in  the  larger  tube  fixed  to  the 
ring  E (fig-589),  until  a tolerably  distinct  image  is  obtained  ; then  turning  the 
milfed  head  T in  one  direction  or  the  other,  the  piece  BB  , and  with  it 
the  whole  microscope,  are  moved  until  the  image  AA  attains  its 
distinctness,  which  is  the  case  when  it  is  formed  at  the  distance  of  most 
distinct  vision  : a distance  which  can  always  be  ultimately  obtained, 
for  as  the  object-glass  approaches  or  recedes  from  the  object,  the  image 
S recedes  from  or  approaches  the  eyepiece,  and  at  the  same  time  the 

im  Thi^eration  is  called/^.  In  the  microscope,  where ^the  ■ d^amce 
from  the  object-glass  to  the  eyepiece  is  constant,  it  is  effecte  y S 

their  distance  from  the  object.  In  telescopes,  where  the  objecte  are  macc 
sible,  the  focusing  is  effected  by  varying  the  distance  between  the  eyepiece 

an^ScoSagene,a»y  possesses  numerous  eyepieces 

by  means  of  which  a great  range  of  magnifying  power  is  obtained  A 1 

magnifying  power  is  also  obtained  by  removing  one  01  two  of  the  lenses 

the  The  above  contains  the  essential  features  of  the  microscope  ; it  lis  made 
great  variety  of  forms,  which  differ  mainly  in  the  construction  of  the 


in  a 
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stand,  the  arrangement  of  the  lenses,  and  in  the  illumination.  For  descrip- 
tions of  these  the  student  is  referred  to  special  works  on  the  microscope. 

603.  Eyepieces. — The  eyepiece  described  in  the  last  paragraph  is  known 
as  Huyghens’  or  the  negative  eyepiece.  It  was  devised  by  Huyghens  to 
diminish  spherical  aberration,  and  was  designed  for  the  telescope.  It 
consists  of  two  plano-convex  lenses  made  of  the  same  glass  (fig.  591)  and 
placed  with  their  convex  sides  towards  the  object.  If  the  focal  length  of 
the  eye-lens  O'  is  f that  of  the  field-lens  is  3 f and  the  distance  between 
them  is  2 f The  bending  necessary  to  bring  the  rays  from  the  object  into 
the  eye  is  divided  equally  between  the  two  lenses,  and  thus  spherical 
aberration  is  diminished.  The  real  image,  A',  of  the  point  a is  formed 
halfway  between  the  two  lenses,  and  hence  if  any  cross  wires  or  micrometer 
scale  is  required  in  an  instrument  fitted  with  this  eyepiece  it  must  be 
placed  in  this  position.  It  happens  that  the  lenses  of  this  eyepiece  form  an 
achromatic  combination,  though  this  fact  was  unknown  to  its  inventor  ; it  was 
pointed  out  by  Boscovich.  The  arrangement  is  called  a negative  eyepiece 
because  it  cannot  be  used  as  a simple  magnifier  ; this  is  clear  from  fig.  591, 
which  shows  that  if  parallel  rays  enter  the  eye  they  must  proceed  from  a 
point  between  the  two  lenses,  and  hence  that  an  object  placed  anywhere 


outside  C could  not  be  seen  distinctly  by  an  eye  at  E.  The  negative  eye- 
piece was  first  applied  to  microscopes  by  Campani,  and  is  frequently 
known  by  his  name. 

The  positive  eyepiece,  or  Ramsden’s,  consists  of  two  plano-convex  lenses, 
of  equal  size  and  equal  focal  length,  placed  with  their  convex  sides  facing  each 
other.  The  distance  between  them  is  two-thirds  of  the  focal  length  of  either. 
This  eyepiece  does  not  satisfy  the  condition  of  achromatism,  though  it  is 
fairly  achromatic.  It  is  more  frequently  applied  to  telescopes  than  to 
microscopes. 

In  the  case  of  the  negative  eyepiece  the  rays  from  the  object-glass  of  the 
instrument,  whether  telescope  or  microscope,  must  converge  upon  the  field- 
lens,  and  thus  the  object  with  which  this  eyepiece  deals  is  a virtual  object 
In  the  case  of  the  positive  eyepiece,  however,  the  rays  from  the  object-glass 
must  come  to  a focus  before  they  reach  the  eyepiece,  and  thus  the  eyepiece 
deals  with  real  objects  or  real  images. 

604.  Field  of  view.  By  the  field  of  view  of  an  optical  instrument  are 
meant  all  those  points  which  are  visible  through  the  eyepiece.  The 
advantage  obtained  by  the  use  of  an  eyepiece  in  enlarging  the  field  of 
lew  will  be  readily  understood  by  an  inspection  of  fig.  591  As  before 
o ,»  the  object-glass,  C the  field-lens,  O'  the  eye- lens,  and  E the  eye 
placed  on  the  am  of  the  instrument.  Let  a be  a point  of  the  object  ;'if 
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we  suppose  the  field-lens  removed,  the  pencil  of  rays  from  « would  be 
brought  to  a focus  at  A,  and  none  of  them  would  fall  on  the  eye-lens  O , or 
pass  into  the  eye  E.  The  point  a is  therefore  beyond  the  field  of  view.  But 
when  the  field-glass  C is  interposed,  the  pencil  of  rays  is  brought  to  a focus 
at  A'  and  emerges  from  O'  into  the  eye.  Consequently,  a is  now  within 
the  field  of  view.  In  this  manner  the  substitution  of  an  eyepiece  for  a single 
eye-lens  enlarges  the  field  of  view. 

605.  Magnifying  power.  Micrometer.— The  magnifying  power  ofjmy 


bo  5.  iViagmiying  puwci.  ° ‘ 

optical  instrument  is  the  ratio  of  the  magnitude  of  the  image  to  the  mag- 
nitude of  the  object.  The  magnifying  power  in  a compound  microscope  is 
the  product  of  the  respective  magnifying  powers  of  the  object-glass  and  of 
the  eyepiece  ; that  is,  if  the  first  of  these  magnifies  20  times,  and  the  other 
10,  the  total  magnifying  power  is  200.  The  magnifying  power  depends  on 
the  greater  or  less  convexity  of  the  object-glass  and  of  the  eyepiece  as  we 
as  on  the  distance  between  these  two  glasses,  together  with  the  distance  of 
the  object  from  the  object-glass.  A magnifying  power  of  1500  and  even 
upwards  has  been  obtained  ; but  the  image  then  loses  in  sharpness  what  it 
trains  in  extent.  To  obtain  precise  and  well-illummated  images,  we  mus 
fimit  the  magnifying  power  to  500  to  600  diameters  which  gives  a superficia 
enlargement  250,000  to  360,000  times  that  of  the  object. 

The  magnifying  power  is  determined  experimentally  by  means  of  the 
glass  micrometer-,  this  is  a small  glass  plate  on  which  ^ “e“S  ° * 

diamond  a series  of  lines  is  drawn  at  a distance  from  each  other  of  * or  tott 
of  a millimetre.  The  micrometer  is  placed  in  front  of  the  object-glass,  an 
then  instead  of  viewing  directly  the  rays  emerging  from  the  eyepiece  O, 
they' are  received  on  a piece  of  glass  A (fig.  592),  inclined  at  an  angle  of  45  > 
Sr^placed  above  so  as  to  see  the  image  of  the  micrometer  lines 
and  eye  1 . Qn  a screen  E,  on  which  is  a scale  divided  into 

millimetres.  By  counting  the  number  of  divisions 
of  the  scale  corresponding  to  a certain  number  o 
lines  of  the  image,  the  magnifying  power  may  be 
deduced.  Thus,  if  the  image  occupies  a space  ot 
45  millimetres  on  the  scale  and  contains  15  lines 
of  the  micrometer,  the  distances  between  which 
shall  be  assumed  at  millimetre,  the  absolute 
magnitude  of  the  object  will  be  Lfn  millimetre  ; 
and  as  the  image  occupies  a space  of  45  milli- 
metres, the  magnification  will  be  the  quotient  o 
45  by  xVtt,  or  300.  The  eye  in  this  experiment 
ought  to  be  at  such  a distance  from  the  screen 
that  the  screen  is  distinctly  visible  : this  distance 


formed  by  reflection, 


varies  with  different  observers,  but  is  usually to  “ ^ ,nch“'  ^'"(fthe 
fying  power  of  the  of  brightness,  definition, 

ZZ  d He nestis  usual  to  have  several  eyepieces  with  each  nucroseope 

so  as  to  obtain  greater  definition  of  “these  are  lines  ruled 

Hubert's  lutes  at  e ^ticnt  y use  lines  are  at  a distance  of  „ Jau  of  an 

^“e  Sd'd^^oS  linSe  Jhe  middle  of  the  next  i in  the  fines,  the 
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lines  are  at  a distance  of  xsTTVinr  °f  an  inch.  Other  test  objects  are  the  scales 
of  certain  butterflies,  and  various  kinds  of  diatoms. 

When  once  the  magnifying  power  is  known,  the  absolute  magnitude  of 
objects  placed  under  the  microscope  is  easily  deduced.  For,  as  the  magni- 
fying power  is  the  quotient  of  the  size  of  the  image  by  the  size  of  the  object, 
it  follows  that  the  size  of  the  image  divided  by  the  magnifying  power  gives 
the  size  of  the  object  : in  this  manner  the  diameters  of  all  microscopic  objects 
are  determined. 


TELESCOPES 

606.  Astronomical  telescope. — The  astronomical  telescope  is  used  for 
observing  the  heavenly  bodies  : like  the  microscope,  it  consists  of  a convex  eye- 
piece and  convex  object-glass.  The  object-glass,  M (fig.  593),  forms  between 
the  eyepiece,  N,  and  its  principal  focus  an  inverted  image  of  the  heavenly 
body  ; and  this  eyepiece,  which  acts  as  a magnifying  glass,  then  gives  a 
virtual  and  highly  magnified  image,  a'b',  of  the  image  ab.  The  astronomical 
telescope  appears,  therefore,  analogous  to  the  microscope  ; but  the  two 


F‘g-  593 


instruments  differ  in  this  respect,  that  in  the  microscope,  the  object  being 
very  near  the  object-glass,  the  image  is  formed  much  beyond  the  principal 
focus,  and  is  greatly  magnified,  so  that  both  the  object-glass  and  the 
eyepiece  magnify  ; while  in  the  astronomical  telescope,  the  heavenly  body 
being  at  a great  distance,  the  incident  rays  are  parallel,  and  the  image 
formed  in  the  principal  focus  of  the  object-glass  is  much  smaller  than  the 
object.  There  is  no  magnification  except  by  the  eyepiece,  and  this  ought 
therefore,  to  be  of  very  short  focal  length. 

* '£•  .594  shows  an  astronomical  telescope  mounted  on  its  stand.  Above 
it  there  is  a small  telescope  which  is  called  the  finder.  Telescopes  with  a 
large  magnifying  power  are  not  convenient  for  finding  a star,  as  they  have 
but  a small  field  of  view  : the  position  of  the  star  is,  accordingly,  first  sought 
by  the  finder,  which  has  a much  larger  field  of  view — that  is,  takes  in  a 'far 
gieatei  extent  of  the  heavens  ; it  is  then  viewed  by  means  of  the  telescope. 

The  magnification  (600)  equals  (fig.  593)  ; that  is,  it  equals  gg 

and  therefore  is  approximately  equal  to  g , F being  the  focus  of  the  object- 


glass  M,  and  being  supposed  very  nearly  to  coincide  with  the  focus  of  the 
eyepiece  N ; hence  it  may  be  concluded  that  the  magnifying  power  is 
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greater  in  proportion  as  the  object-glass  is  less  convex,  and  the  eyepiece 

more  so.  . 

When  the  telescope  is  used  to  make  an  accurate  observation  of  the 

stars — for  example,  the  zenith  distance,  or  their  passage  over  the  meridian— 
a positive  (Ramsden’s)  eyepiece  is  used  and  a cross  wire  is  added.  11ns 
consists  of  two  very  fine  metal  wires  or  spider  threads  stretched  across  a 


Fig.  594 


circular  aperture  in  a small  metal  plate  (fig.  595),  their  intersection  being  on 
the  axis  or  me  of  collimation,  of  the  telescope.  The  cross  wires  are  focused 
bv  movhrn  the  evepiece  with  regard  to  them,  and  the  distant  object  is  then 
focused  by  moving  the  tube  (by  rack  and  pinion)  containing  the  eyepiece 
and  cross  wires  to  or  from  the  object-glass.  The  cross  wires  must  be 
situated  exactly  where  6a,  the  image  of  the  observed  object,  is  formed 

(fig6o?3  Terrestrial  telescope.— The  terrestrial  telescope  differs  from  the 
astronomical  telescope  in  producing  images  in  their  right  positions.  This 


Fig.  596 


effected  by  means  of  two  convex  lenses,  1' and  Q '^^“tïbéing 
ÎÜ2SÏZ  on^e  ÏÏ  “ d and  snlal,  W of  a 
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distant  object  AB  is  formed  at  ba.  The  lenses  P and  Q are  fixed  in  a tube 
which  slides  in  the  larger  tube  of  the  telescope,  their  distance  apart  being 
equal  to  the  sum  of  their  focal  lengths,  and  their  position  is  adjusted  so  that 
ba  is  at  the  principal  focus  of  P.  If  aO  is  a secondary  axis  of  this  lens,  all  rays 
from  a will,  after  refraction,  be  parallel  to  aO.  These  parallel  rays,  falling  on 
the  lens  Q,  converge  after  refraction  to  a'  on  the  secondary  axis  O a . It  is 
clear  from  the  figure  that  if  the  lenses  P and  Q are  exactly  alike,  the  effect  of 
their  interposition  will  be  to  invert  the  image  ba  without  altering  its  size,  a'b' 
is  magnified  by  the  eyepiece  in  the  ordinary  way.  If  the  telescope  is  provided 
with  cross  wires  they  must  be  fixed  in  the  plane  of  the  image  a b . 

In  order  to  determine  directly  the  magnifying  power  of  a telescope,  when 
this  is  not  great,  a divided  scale  at  a distance,  or  the  tiles  of  a house  may 
be  viewed  through  the  telescope  with  one  eye  and  directly  with  the  other. 
This  with  a little  practice  is  not  difficult.  It  is  thus  observed  how  many 
unmagnified  divisions  correspond  to  a single  magnified  one.  Thus  if  two 
seen  through  the  telescope  appear  like  seven,  the  magnifying  power  is  3T 
Reading  ordinary  printing  from  a distance  is  an  excellent  means  of  testing 
and  comparing  telescopes. 

The  excellence  of  a telescope  depends  also  on  the 
sharpness  of  the  images.  To  test  this,  various  circular 
and  angular  figures  are  painted  in  black  on  a white 
ground,  as  shown  in  fig.  597  in  about  ^ the  full  size. 

When  these  are  looked  at  through  the  telescope  at  a 
distance  of  80  or  100  paces,  they  should  appear  sharply 
defined,  perfectly  black,  without  distortion,  and  without 
coloured  edges.  The  penetration  or  penetrathig  power 
of  a telescope,  by  which  stars  are  seen  which  are  not  visible  to  the  naked 
eye,  depends  mainly  on  the  aperture  of  the  object-glass.  Even  with  the 
strongest  magnification  the  fixed  stars  appear  as  luminous  points  without 
apparent  diameter. 

608.  Galileo’s  telescope. — Galileo's  telescope  is  the  simplest  of  all  tele- 
scopes, for  it  consists  of  only  two  lenses  ; namely,  an  object-glass,  M,  and  a 
diverging  or  double  con- 
cave eyepiece,  R (fig.  598), 
and  it  gives  at  once  an 
erect  image.  Opera- 
glasses  are  constructed  on 
this  principle. 

If  the  object  is  repre- 
sented by  the  right  line 
AB,  a real  but  inverted  and  smaller  image  would  be  formed  at  ba  ; but 
these  rays,  falling  on  the  concave  lens  R,  are  bent  away  from  the  principal 
axis  and  diverge. 

The  case  in  which  a pencil  of  converging  rays  falls  upon  a concave  lens  has 
already  been  considered  (569).  If  the  middle  point  of  the  line  ba  coincides 
with  the  principal  focus  of  the  lens,  the  rays  from  A,  which  would  (but  for  the 
presence  of  R)  meet  at  «,  emerge  from  the  lens  as  a parallel  beam,  parallel 
to  the  secondary  axis  O' a.  But  if  ba  is  a little  nearer  to  the  lens  than  its 
principal  focus,  the  emergent  rays  are  slightly  divergent,  and  appear  to  an 


Fig.  598 


• ♦ 

Fig-  597 


6i6 


On  Light  [608- 

eye  placed  close  to  R to  come  from  a'  ; similarly  for  the  point  b.  Thus  the 
eye  sees  an  erect  and  magnified  image  at  a'b',  which  appears  nearer  because 
it  is  seen  under  an  angle,  a'O'b',  greater  than  the  angle,  AOB,  under  which 
the  object  is  seen. 

The  magnifying  power  is  equal  to  the  ratio  of  the  angle  a'O'b'  to  the 
angle  AOB,  and  is  usually  from  2 to  4. 

The  distance  of  the  eyepiece  R from  the  image  ab  is  very  nearly  equal 
to  the  focal  length  of  this  eyepiece  ; it  follows,  therefore,  that  the  distance 
between  the  two  lenses  is  the  difference  between  their  focal  lengths  ; hence 


Galileo’s  telescope  is  very  short  and  portable.  It  has  the  advantage  of  show- 
ing objects  in  their  right  position  ; and,  further,  as  it  has  only  two  lenses  1 
absorbs  very  little  light  : in  consequence,  however,  of  the  diveigence  of  the 
emergent  rays,  it  has  only  a small  field  of  view,  and  in  using  it  the  eye  must 
be  placed  very  near  the  eyepiece.  The  eyepiece  can  be  moved  to  or  from 
the  object-glass,  so  that  the  image  a'b1  is  always  formed  at  the  distance  of 

d'Sl The  opera-glass  is  usually  double,  so  as  to  produce  an  image  in  each  eye, 

bv  which  greater  brightness  is  attained. 

Tn  the  binocular  field-glass  each  tube  is  in  efiect  an  astrononucal 
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telescope,  the  eyepiece  being',  not  a concave  lens  as  in  the  opera-glass,  but  a 
combination  of  two  convex  lenses  forming  a positive  eyepiece  (603).  In 
Zeiss’s  field-glass  (fig.  598A)  the  effect  of  increased  length,  and  therefore 
increased  magnifying  power,  is  obtained  by  the  use  of  right-angled  glass 
prisms.  A pencil  of  light  entering  the  object-glass  (Ol)  does  not  pass 
direct  to  the  eyepiece,  but  falls  normally  on  the  hypotenuse  face  of  a right- 
angled  prism,  undergoes  two  total  internal  reflections,  and  emei'ges  parallel 
and  opposite  to  its  original  direction.  The  rays  are  again  twice  reflected  by 
another  right-angled  prism,  fixed  laterally  near  the  object-glass,  and  finally 
pass  into  the  eyepiece  (O c).  The  effective  length  of  the  telescope  is  thus 
nearly  three  times  the  actual  length.  A disadvantage  of  this  type  of 
telescope  is  the  absorption  of  light  by  the  glass  prisms. 

Some  attribute  the  invention  of  telescopes  to  Roger  Bacon  in  the 
thirteenth  century  ; others  to  J.  B.  Porta  at  the  end  of  the  sixteenth  ; others, 
again,  to  a Dutchman,  Jacques  Metius,  who,  in  1609,  accidentally  found  that 
by  combining  two  glasses,  one  concave  and  the  other  convex,  distant  objects 
appeared  nearer  and  much  larger.  Galileo’s  was  the  first  telescope  directed 
towards  the  heavens.  By  its  means  Galileo  discovered  the  mountains  of  the 
moon,  Jupiter’s  satellites,  and  the  spots  on  the  sun. 

609.  Reflecting  telescopes. — 

The  telescopes  previously  described 
are  refracting  ox  dioptric  telescopes. 

It  is,  however,  only  in  recent  times 
that  it  has  been  possible  to  construct 
achromatic  lenses  of  large  size  ; be- 
fore this  a concave  metallic  mirror 
was  used  instead  of  the  object-glass. 

Telescopes  of  this  kind  are  called 
reflecting  or  catoptric  telescopes. 

The  principal  forms  are  those 
devised  by  Gregory,  Newton,  Her- 
schel,  and  Cassegrain. 

610  The  Gregorian  telescope. 

Fig-  599  is  a representation  of 
Gregory’s  telescope  ; it  is  mounted 
on  a stand,  about  which  it  is 
movable,  and  can  be  inclined 
at  any  angle.  This  mode  of 
mounting  is  optional  ; it  may 
be  equatorially  mounted.  Fig.  600 
gives  a longitudinal  section.  It 


cons,  ts  of  a long  brass  tube  closed  atone  end  by  a concave  metallic  mirror 
M,  which  is  perforated  in  the  centre  by  a round  aperture  through  which 
rays  reach  the  eye.  There  is  a second  concave  metal  mirror,  N,  near  he  end 
of  the  tube  : ,t  «somewhat  larger  than  the  central  apertire  “n  theW 
nun,  and  its  radius  of  curvature  is  much  smaller  than  that  of  the  large 

Z’Z  „T7  T “f  both  mirrors  the  axis  of  ,t  “be 

As  the  centre  of  curvature  of  the  large  mirror  u n „ ^ ; 

focus  at  ab,  rays  such  as  SA  emitted  from  a heavenly  ’body  Ire  reflected 
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from  the  mirror  M,  and  form  at  ab  an  inverted  and  very  small  image 
of  the  heavenly  body.  The  distance  of  the  mirrors  is  so  arranged  that 
the  position  of  this  image  is  between  the  centre,  o , and  the  focus,/,  of  the 
small  mirror  ; hence  the  rays,  after  being  reflected  a second  time  from  the 
mirror  N,  form  at  a'b'  a magnified  and  inverted  image  of  ab,  and  therefore 
in  the  true  position  of  the  heavenly  body.  1 his  image  is  viewed  tluough  an 
eyepiece,  P,  which  may  be  either  simple  or  compound,  its  object  being  to 
magnify  the  image  again,  so  that  it  is  seen  at  a"b". 

As  the  objects  viewed  are  not  always  at  the  same  distance,  the  focus  ot 
the  large  mirror,  and  therefore  that  of  the  small  one,  vary  in  position  ; 


Fig.  600 


and  as  the  distance  of  distinct  vision  is  not  the  same  with  all  eyes,  the 
image  a"b"  ought  to  be  formed  at  different  distances.  The  required  adjust- 
ments may  be  obtained  by  bringing  the  smali  mirror  nearer  to  or  farther  from 
the  larger  one  ; this  is  effected  by  means  of  a nulled  head,  ( g.  599)> 
which  turns  a rod,  and  this  by  a screw  moves  a piece  to  which  the  mirroi  is 

61 1.  The  Newtonian  telescope.— This  instrument  does  not  differ  much 
from  that  of  Gregory;  the  large  mirror  is  not  perforated,  and  there  is  a 
s3l  ,"ane  mirnfr  inclined  a,  an  angle  of  45"  towards  an  eyeptece  placed 

in  me, aille  mirrors  cansed  telescope,  of 

Gregorian  and  Newtonian  construction  to  fall  into  disuse  Of  me  Irotw 
pup,  the  m-ocess  of  silvering  glass  mirrors  has  been  carried  to  a high  state 
of  perfection  and  Foucault  applied  these  mirrors  to  Newtonian  telescopes 
witrgreT  success.  His  first  mirror  was  only  4 inches  ,n  diameter bu 
he  successively  constructed  mirrors  of  8,  12,  and  13  inches,  and  at 
of  his  death  had  completed  one  of  32  inches  m diameter.  eauatoriai 

Fio-  602  represents  a Newtonian  telescope  mounted  on  an  equato 

forrn'of  Ne^oniatTmlescc^3' After  undergoin^a6  total  Reflection  from 

and  magnifying  from  50  to  800  tunes  according  to  the  sue 

m"  In'" reflectors  the  mirror  acts  as  object-glass,  but there 
chromatic  aberration.  The  spherical  aberration  ,s  conec.ed  by  the 
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given  to  the  reflector,  which  is  paraboloidal,  but  slightly  modified  by  trial  to 
suit  the  eyepiece  fitted  to  the  telescope. 

The  mirror  when  once  polished  is  immersed  in  a silvering  liquid,  which 
consists  essentially  of  ammoniacal  solution  of  silver  nitrate,  to  which  some 


reducing  agent  is  added.  When  a polished  glass  surface  is  immersed  in 
this  solution,  silver  is  deposited  on  the  surface  in  the  form  of  a brilliant 
metallic  layer,  which  adheres  so  firmly  that  it  can  be  polished  with  rouge 


Fig.  602 


in  the  usual  manner.  These  new  telescopes  with  glass  mirrors  have  the 
advantage  over  the  old  ones  that  they  give  purer  images  ; they  weigh  less 

dhimpf6  “îî  Sh°rter’  thClr  f°Cal  dlstance  beinS  011 1 >'  about  six  times  the 
ciiameter  of  the  mirror. 
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These  details  known,  the  whole  apparatus  remains  to  be  described.  The 
body  of  the  telescope  (fig.  602)  consists  of  an  octagonal  wooden  tube.  The  end 
G is  open  ; the  mirror  is  at  the  other  end.  At  a certain  distance  from  this 
end  two  axles  are  fixed,  which  rest  on  bearings  supported  by  two  wooden 
uprights,  A and  B.  These  are  themselves  fixed  to  a table,  PQ,  which  turns 
on  a fixed  plate,  RS,  placed  exactly  parallel  to  the  Equator.  On  the  circum- 
ference of  the  turning-table  there  is  a brass  circle  divided  into  360  degrees  , 
and  beneath  it,  but  also  fixed  to  the  turning-table,  there  is  a circular  toothed 
wheel,  in  which  an  endless  screw,  V,  works.  By  moving  this  in  either 
direction  by  means  of  the  handle  m,  the  table  PQ,  and  with  it  the  telescope, 
can  be  turned.  A vernier,  .r,  fixed  to  the  plate  RS,  gives  fractions  of  a 
degree.  On  the  axis  of  the  motion  of  the  telescope  there  is  a graduated 
circle,  O,  which  serves  to  measure  the  declination  of  the  star,  that  is,  its 
angular  distance  from  the  Equator  ; while  the  degrees  traced  round  the  plate 
RS  serve  to  measure  the  right  ascension,  that  is,  the  angle  which  the 
declination  circle  of  the  star  makes  with  the  declination  circle  passing  throug 

the  first  point  of  Aries.  . , 

In  order  to  fix  the  telescope  in  declination,  a brass  plate,  E,  is  fixed 
to  the  upright  ; it  is  provided  with  a clamp,  in  which  the  limb  O works,  and 
which  can  be  screwed  tight  by  means  of  a screw  with  a milled  head  r. 
On  the  side  of  the  apparatus  is  the  eyepiece  o,  which  is  mounted  on  a 
sliding  copper  plate,  on  which  there  is  also  the  small  prism  m represented 
in  section  in  fig.  601.  To  bring  the  image  to  the  right  place,  this  plate  mai 
be  moved  by  means  of  a rack  and  a milled  head  a.  The  handle  « serves  to 
clamp  or  unclamp  the  screw  V.  The  drawing  is  one  taken  from  a telescope 
the  mirror  of  which  is  only  inches  in  diameter,  and  which  gives  a magm 

^T^e°Herschelian  telescope. — Sir  W.  Herschel's  telescope,  which  was 
for  long  the  most  celebrated  instrument  of  modern  times,  was  constituted 
on  a method  differing  from  those  described.  The  mirror  was  so  mclme 
(fig.  603)  that  the  image  of  the  star  was  formed  at  ab  on  the  side  of 

telescope  near  the  eye- 
piece o ; hence  it  is 
termed  the  front-view 
telescope.  As  the  rays 
in  this  telescope  undergo 
only  a single  reflection, 
the  loss  of  light  is  less 
than  in  either  of  the 
preceding  cases,  and 

bh4h“geThe  t^ng  power  is  ,he  quotient  of  the  focal  length  of  the 

mirror  by  the  focal  length  of  the  eyepiece.  feet  in 

Herschel’s  great  telescope  was  constructed  in  7 9»  ‘ { f u ht 

length,  the  great  mirror  was  So  inches  m s^en,or  io 

ma^fy1n7;“  "ad  W*h"“ 

al,eHePrsdiel's  telescope  has  been  exceeded  by  one  constructed  by  the 


Fig.  603 


Camera  Obscura 
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late  Earl  of  Rosse.  This  magnificent  instrument  has  a focal  length  of 
53  feet,  the  diameter  of  the  speculum  being  6 feet.  It  is  at  present  used 
as  a Newtonian  telescope,  but  it  can  also  be  arranged  as  a front- view 
telescope. 

613.  Notable  telescopes. — The  largest  refracting  telescope  ever  con- 
structed was  erected  in  the  Paris  Exhibition  of  1900.  Its  object-glass, 
which  was  made  specially  for  photographic  work,  has  a diameter  of  125  cm., 
or  49-2  inches,  and  a focal  length  of  57  metres.  It  is  an  achromatic  com- 
bination of  two  lenses,  a convex  lens  of  ground  glass  weighing  220  kilo- 
grammes, and  a concave  lens  of  flint  glass  weighing  360  kilogrammes. 
The  telescope  tube  is  of  steel  2 millimetres  thick,  and  weighs  21,000 
kilogrammes. 

The  instrument  is  not  intended  to  be  pointed  at  the  sun  or  other  heavenly 
body,  but  to  be  permanently  fixed,  with  its  axis  horizontal,  and  the  light 
to  be  examined  is  transmitted  down  the  tube  by  a plane  silvered  glass 
reflector,  called  a heliostat  (543),  which  is  arranged  by  means  of  clock- 
work to  follow  the  sun’s  motion.  The  diameter  of  the  object-glasses  of 
other  large  telescopes,  and  the  observatories  which  possess  them,  are  given 
below  : — 


inches 


Yerkes  . . . .40 

Lick 36 

Pulkowa  . . . .30 

Nice  . . * . . 29  9 

Paris 289 

Greenwich ....  28x1 
Vienna  . . . . 2 7 

Washington  . . .26 


inches 

Leander,  M’Cormick  Obser- 


vatory,  Virginia 

. 26 

Greenwich  . 

. 26 

Newall’s,  Cambridge  . 

• 25 

Cape  of  Good  Hope  . 

. 24 

Harvard 

. 24 

Princeton,  N.J.,  U.S.  . 

• 23 

Mount  Etna 

. 21 

Large  reflecting  telescopes  are  not  numerous.  The  following  is  a list  of 
the  largest,  with  the  diameters  of  their  reflectors  : — 


Lord  Rosse 
Dr.  Common 
Melbourne 
Paris  . 


ft.  in. 
6 O 

Meudon  . 

ft.  in. 

• 3 3 

S 0 

Crossley  (Lick) 

• 3 0 

4 O 

South  Kensington  . 

- 3 0 

4 0 

Greenwich 

. 2 6 

INSTRUMENTS  FOR  FORMING  PICTURES  OF  OBJECTS 


614.  Camera  obscura.— The  camera  obscura  (dark  chamber)  is,  as  its 
name  implies,  a closed  space  impervious  to  light.  The  principle  ’of  this 

XaakUB'Sa:dn!tTedl,yKfi\604'  The  ^ar«e™ 

object  AB,  and  entering  by  the  aperture  O on  one  side,  form  on  the  side 
opposite  an  image  of  the  object  ba  in  its  natural  colours,  but  of  reduced 
dimensions,  and  in  an  inverted  position.  See  also  article  5 1 5 

1 orta,  a Neapolitan  physician,  the  inventor  of  this  instrument  found  that 
by  xmg  a double  convex  lens  in  the  aperture,  and  receiving Te  image  a 

hite  screen,  the  image  was  much  brighter  and  more  definite. 
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615.  Camera  lucida. — The  camera  lucida  is  a small  instrument  depend- 
ing on  internal  reflection,  and  serves  for  taking  an  outline  of  any  object.  It 
was  invented  by  Wollaston  in  1804.  It  consists  of  a small  four-sided  glass 
prism,  of  which  fig.  605  gives  a section  perpendicular  to  the  edges.  A is  a 
right  angle,  and  C an  angle  of  135°  5 other  angles,  B and  D,  are  67^  . 
The  prism  rests  on  a stand,  on  which  it  can  be  raised  or  lowered,  and  turned 
1 • more  or  less  about 

an  axis  parallel  to 
the  prismatic  edges. 
When  the  face  AB 
is  turned  towards 
the  object,  the  rays 
from  the  object  fall 
nearly  perpendicu- 
lar on  this  face,  pass 
into  the  prism  with- 


Fig.  604 


out  any  appreciable  refraction,  and  are  totally  reflected  from  BC,  since  the 
angle  anL  is  67A0,  which  is  greater  than  the  critical  angle  The  rays  aie 
again  totally  reflected  from  0,  and  emerge  near  the  summit,  D,  in  a direction 
almost  perpendicular  to  the  face  DA,  so  that  the  eye  which  receives  the  rays 
sees  at  U an  image  of  the  object  L.  If  the  outlines  of  the  image  are  traced 
with  a pencil,  a very  correct  design  is  obtained  ; but  unfortunately  there  is 

a great  difficulty  in  seeing  both  the  image  and  the  po,«  rf  the  ptm,,^ 

object  give  an  image 
which  is  farther 
from  the  eye  than 
the  pencil.  This  is 
corrected  by  placing 
between  the  eye  and 
prism  a lens,  I,  which 
gives  to  the  rays  from 
the  pencil  and  those 
from  the  object  the 
same  divergence. 

5^  Æ divided  = 

preferab1'  r ,hconf 

WoUaston,  inasmuch  as  it  allows  the  eye  to  change 

siderable  extent  without  ceasing  to  see  the  g having  one  of  the 

same  time.  It  constats  of  a right-angled 

facesenclosing  the  right  angle  turned  t0'«K " * vm.  The 

while  the  other  is  perpend icular  .0  an  '”c  ^“^S^'are  totally 

rays  LI  proceeding  from ^hejbje^^  ^ ^ d?ectionP  KH.  They  are 

thenpartiaUy  reflected  from’  the  glass  plate  ,««  at  H «itam  “ 

t'a.  S tesi  ^ ^ 
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to  the  paper,  and  thus  the  outline  of  the  picture  may  be  traced  with  great 
exactness. 

616.  Magic  lantern. — This  is  an  apparatus  by  which  a magnified  image 
of  small  objects  may  be  projected  on  a white  screen  in  a dark  room.  A typical 
form  is  the  sciopti- 
con  (fig.  607).  The 
box  containing  the 
source  of  light,  one 
side  of  which  is 
shown  removed,  is 
constructed  of  sheet 
iron  ; e is  the  flame 
of  a lamp  V,  with 
two  long  flat  wicks, 
fed  by  petroleum 
from  the  reservoir  B. 

The  box  is  airtight, 
and  the  chimney  F 

producing  a good  Fig-  607 

draught,  the  air  is 


Fig.  608 


compelled  to  pass  through  the  wicks,  by  which  smoke  and  smell  are  avoided, 
and  a flame  of  high  illuminating  power  is  produced. 

The  ends  of  the  box  are  closed  by  glass  plates  / and  ir  G is  a hinged 
door,  and  on  its  inside  is  a concave  mirror  ; o and  o,  are  two  plano-convex 
lenses  ; p a spring  clamp,  in  which  is 
placed  the  transparent  picture.  The 
sliding  piece  supports  the  lens  tube,  in 
which  are  two  achromatic  lenses  a and  6, 
the  fine  adjustment  of  which  is  effected  --- 
by  the  screw  S. 

The  condensing  lenses  o,  o,  serve  to 
illuminate  strongly  the  object  depicted  on 
the  slide  which  is  placed  in  p , and  a real, 
inverted  and  magnified  image  of  the 
object  is  produced  on  a screen  by  the  lens 
system  ab  To  erect  this  image  a right-angled  prism,  P (fig.  608)  is  fixed 
in  fiont  of  the  lens  tube,  with  its  hypotenuse  horizontal.  The  parallel  rays 

anrtTrT  lfle  PnSnJ  arG  mverted  in  consequence  of  refraction  at  the  sides 
nd  total  reflection  from  the  hypotenuse  surface,  so  that  an  upright  position 

Th'  '---Æ 

The  apparatus  can  be  used  for  projecting  on  a screen  not  only  horizontal 
imageS,  such  as  those  of  magnetic  curves,  but  also  simple  physical  experiments 

E i"o 

are  produced  on  exactly  the  same  part  E of  a screen  FC  if  b°Ul  P,ct“res 
object-glasses  of  both  lanterns  can  be  closed  by  toothed  so 
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Fig.  609 


Fig.  610 


The  magnifying  power  of  the  t 

distance  of  the  lens  fiom  the  image  y object,  the  image 

image  is  100  or  1000  times  farther  from  dre  ^ ’short  focus 

will  be  100  or  1000  times  as  larg^  Jd ed  the  screen  is  sufficiently  large, 
can  produce  a very  large  ima^e,  P icroscope  is  a magic  lantern  iflumi- 

617.  Solar  miCr0sC°pe.^hesoW“^  P agnified  images  of 

nated  by  the  surfs  rays  wlncl^se, ee  ^ g ^ ; fig  6l , «presents  it  fitted 
very  small  objects.  .ives  the  internai  details, 

in  the  shutter  of  a room,  and  g.  ë d outside  the  room,  and 

The  sun’s  rays  fall  on  a plane  m , V ce  tQ  a second  lens,  o 

are  reflected  towards  a condensing ^ focus  The  object  to  be 
(fig.  612),  by  which  trey  ade  ^°nlaced  between  two  glass  plates,  which,  by 
magnified  is  at  this  poi  , P position  between  two  metal  plates, 

means  of  a spring,  *,  are  kept  “ near  the  focus  of  a system 
m.  The  object  thus  strongly  ^lummated  ’ at  a suitable  distance 
of  three  condensing  lenses,  *,  whicl  P distance  of  the  lenses  * 

an  inverted  and  greatly  magnified  mage  aù. • Q and  D 

and  x from  the  object .is  regulated  y œntinuaUy  varying,  the  position  of 
As  the  direction  of  the  suns  ligi  changed,  so  that  the  reflection  is 

the  mirror  outside  the  s"^brXscoPe.  The  most  exact 
always  in  the  direction  of  ke  ^1S  [ ^ ( );  but  as  this  instrument 

^ “ A’  — * 

a fixed  slide. 
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The  solar  microscope  labours  under  the  objection  of  concentrating  great 
heat  on  the  object,  which  soon  alters  it.  This  is  partially  obviated  by  inter- 
posing a layer  of  a saturated  solution  of  alum,  which,  being  a powerfully 
athermanous  substance  (439),  cuts  off  a considerable  portion  of  the  heat. 

The  magnifying  power  of  the  solar  microscope  may  be  deduced  experi- 
mentally by  substituting  for  the  object  a glass  plate  marked  with  lines  at  a 


Fig.  611 


distance  of  or  rthr  °f  a millimetre  apart.  By  measuring  the  distance 
between  two  of  these  lines  on  the  image,  we  may  calculate  the  magnifying 
power.  According  to  the  magnifying  power  which  it  is  desired  to  obtain, 
the  objective  x (fig.  612)  is  formed  of  one,  two,  or  three  lenses,  which  are  all 
achromatic. 


618.  Photo-electric  microscope.-This  is  in  effect  a solar  microscope 
which  is  illuminated  by  the  electric  light  instead  of  by  the  sun’s  rays  The 

its  i,ere  : ",c  ■ 


s s 
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Fig.  613  represents  the  arrangement  devised  by  Duboscq.  A soldi 
microscope  ABD,  identical  with  that  already  described,  is  fixed  on  the 
outside  of  a brass  box.  In  the  interior  are  two  carbon  points  which  do 
not  quite  touch,  the  space  between  them  being  exactly  on  the  axis  of  the 

^ When  the  current  from  a battery  or  dynamo  passes,  a luminous  arc  is 
formed  between  the  two  ends  of  the  carbons,  which  gives  a most  brilliant 
light  By  a condensing  lens  in  B the  light  is  concentrated,  and  powmfuhy 
illuminates  the  objects  to  be  projected,  and  the  same  effects  are  p.oduced 


Fig.  613 


with  the  ordinary  solar  microscope  l^ifiedm.d  ^erted^age 
object  placed  between  two  Pates  of  glassy  P^.^  ag  a univerSal^- 
The  part  of  the  aPParatas  M mfcroscope  can  be  replaced  by  the  head- 
genic  or  projection  appa?  a . DOiYOrama  the  megascope,  by  polarising 

pieces  of  the  phantasmagoria,  adapted  for  exhibiting 

apparatus,  See.,  and  m t us  m Instead  of  the  electric  light,  we 

optical  phenomena  to  a large  ^xyhydrogen  or  Drummond's  light,  which 

iïXïïX  incite  f m«  produced  by  - - 

busrion  of  hydrogen  or  of  coal  gas  m oxygen  gas. 
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619.  Lighthouse  lenses. — Lenses  of  large  dimensions  are  very  difficult 
of  construction  ; they  further  produce  considerable  spherical  aberration, 
and  their  thickness 
causes  the  loss  of 
much  light.  In 
order  to  avoid 
these  incon- 
veniences, echelon 
lenses  have  been 
constructed.  They 
consist  of  a plano- 
convex lens,  C 
(figs.  6r4  and  615), 
surrounded  by  a 
series  of  annular 
and  concentric 
segments,  A,  B, 
each  of  which  has 
a plane  face  on 
the  same  side  as 
the  plane  face  of 
the  central  lens, 
while  the  face  on 
the  other  side  has 
such  a curvature 
that  the  foci  of  the 
different  segments 
coincide  in  the 
same  point.  These 
rings  form,  to- 
gether with  the 
central  lens,  a 
single  lens,  a sec- 
tion of  which  is  represented  in  fig.  615.  The  drawing  was  made  from  a lens 
of  about  2 feet  in  diameter,  the  segments  of  which  are  formed  of  a single 
piece  of  glass  ; but,  with  larger  lenses,  each  segment  is  likewise  formed  of 
several  pieces. 


Fig.  614 


Behind  the  lens  there  is  a support  fixed  by  three  rods,  on  which  a body 
can  be  placed  and  submitted  to  the  sun’s  rays.  As  the  centre  of  the  support 
coincides  with  the  focus  of  the  lens,  the  substances  placed  there  are  melted 
and  volatilised  by  the  high  temperature  produced.  Gold,  platinum,  and 
quartz  are  melted. 

Formerly,  parabolic  mirrors  were  used  in  sending  the  light  of  beacons 
and  lighthouses  to  great  distances,  but  they  have  been  supplanted  by  the  use 
of  lenses  of  the  above  construction.  In  most  cases  oil  is  used  in  a lamp  of 
special  construction.  The  light  is  placed  at  the  principal  focus  of  the  lens 
so  that  the  emergent  rays  form  a parallel  beam  which  loses  intensity  only 
by  absorption  in  the  atmosphere,  and  can  be  seen  at  a distance  of  about 
torty  miles.  In  order  that  all  points  of  the  horizon  may  be  successively 
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...  • alW,  tllP  lpns  is  continually  moved  round  the  lamp  by  clockwork 

I Se  of  wh»  varies"  with  different  lighthouses.  Hence,  a, 
the  same  place  the  light  alternately  appears  and  disappears  after  equa 
, f . ■ These  alternations  serve  to  distinguish  lighthouses  from 
3,1  By  means,  too,  of  the  number  of  times  the  light 
ILSetl  t rg“en  “me,  aid  by  ihe  colour  of  the  light  sailors  are 
disitaguish  the  lighthouses  from  one  another,  and  so  to  know 

the  Of  late  years  the  use  of  the  electric  light  has  to  a large  extent  been  sub- 
stituted for  that  of  oil  lamps.  A description  of  the  apparatus  will  >e  g" 
in  a subsequent  chapter. 


photography 

6oo  Photography  is  the  art  of  producing  permanent  images  of  objects (by 
to  the  alchemists  of  the  sixteenth  century,  no  real  Avance  c“  ^ ^ 

STT„0  nr  Seebeck  observed,  when  projecting  the  solar  spectrum  on 

SveT  " ot  ««urtH 

colours  was  produced  in  their  relative  lotions  a metal 

parts  of  the  film.  The  layer  of  bitumen  had  to  be  veiyt^  This  ^ 

first  process  by  which i photograp  for  portraying  living  objects, 

rd  IT  w2  till  S that  - ™ ^b^ 

“Srri  Ike  fier  - modem 

^°Irf Daguerre’s  process,  ft.  “Lvinït™  ^ 

copper  plate  covered  with  51  Y“’,  ,eT”  si|ver  js  made  sensitive  to  light 
chemically  clean  and  highly  P0,lijh  ' tiu  a th;„  film  of  iodide  of  silver 

by  exposing  it  to  the  action  of  îodin  < 1 ’ increased  if,  after  the  iodine 

1SY formed.  The  sensitiveness  is  off  from  bromide  of 

has  acted  for  some  time,  it  is  exposed  ^ ^ forraed.  The  plate  is  then 

lime  ; by  this  method  a brormochde  6l6  and  6i7.  No  change  on 

K^VSW’vï^  ■=>*— In  order  “ revoal  ,hc  ac,i0'' 
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of  light  it  is  submitted  to  the  action  of  mercury  vapour.  The  mercury  is  con- 
tained in  an  iron  vessel  and  raised  to  a temperature  of  about  50°  C.  If  the 
exposure  has  been  correctly  adjusted  a brilliant  image  in  all  its  details  soon 
appears.  Where  light  has  acted  there  the  mercury  vapour  condenses,  but  no 
such  condensation  takes  place  on  the  unexposed  portions.  The  surface  of  the 
plate  is  still  covered  with  bromiodide  of  silver,  which  must  be  dissolved  away. 
This  is  done  by  flooding  the  surface  with  a solution  of  hyposulphite  of  soda. 
This  property  of  hypo- 
sulphite of  soda  of  dissolv- 
ing the  silver  haloids  was 
discovered  by  Herschel  in 
1821.  The  image  on  the 
plates  consists  partly  of  a 
silver  amalgam  correspond- 
ing to  the  high  lights  and 
of  bright  metallic  silver  in 
the  shadows.  In  some 
cases  the  image  was  gilded 
by  flooding  the  plate  with  a 
warm  solution  of  hypo- 
sulphite of  gold  and  sodium, 
which  was  deposited  more 
on  the  shadows  than  on  the 
amalgam,  and  then  washing'  with  distilled  water  so  that  no  deposit  of  lime 
salts  should  be  left  after  the  water  had  evaporated. 

Fox  Talbot  introduced  his  calotype  process,  which  for  portraiture  had  an 
advantage  over  that  of  Daguerre,  in  that  after  one  sitting  a number  of  copies 
could  be  obtained  from  the  result,  while  in  the  case  of  the  daguerreotype  a 
flesh  sitting  was  necessary  for  each  copy  required.  The  daguerreotype  is 


true  to  nature  as  regards  light  and  shade,  but  the  calotype  is  reversed  ie 
the  h.gh  lights  are  opaque  to  transmitted  light  and  the  shadows  translucent. 
Advantage  was  taken  of  this  in  order  to  multiply  copies,  since,  if  a piece  of 
paper  sensitive  to  light  was  placed  under  the  negative  and  then  exposed  to 
light,  the  silver  image  would  stop  light  in  proportion  to  its  amount  present 
and  the  translucent  parts  would  allow  it  to  pass  on  ; thus  the  half  tones  and 
shadows  would  be  produced  in  the  copies.  The  paper  may  be  made  more 
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transparent  by  being  impregnated  with  wax,  the  excess  being  removed  by 
placing  it  between  two  sheets  of  blotting  paper,  and  passing  a hot  .ron  over 

thC  Calotype  paper  can  be  prepared  by  brushing  over  the  surface  of  close- 
grained  and  smooth  paper  iodide  of  silver  dissolved  in  a strong  solution  of 
iodide  of  potassium,  and,  after  the  solution  has  soaked  mto  the  paper,  floating 
the  paper  on  water.  Iodide  of  silver  is  only  sparingly  soluble  in  a weak 
solution  of  iodide  of  potassium,  so  that  by  floating  the  paper  on  water  a large 
quantity  of  iodide  of  silver  is  precipitated  in  the  pores  of  the  paper,  and 
the  same  time  the  iodide  of  potassium  is  removed.  T aper  thus  prepared  can 
be  kept  for  any  length  of  time  and  is  not  affected  by  exposure  to  light.  In 
order  to  render  it  sensitive  the  surface  must  be  brushed  over  with  a solution 
of  nitrate  of  silver,  gallic  acid,  and  acetic  acid.  After  the  paper  has  been 
exposed  to  light  a more  concentrated  solution  of  the  same  reagents  brings 
about  a deposition  of  silver  on  the  parts  exposed.  The  fixing  agent 

hyPrcamerlÏsm!ply  a dark  box  with  a lens  at  one  end,  and  a piece  ot 

ground  glass  fitted  in  a frame,  running  in  grooves,  at  the  other. 

fens  mount  is  usually  provided  with  a rack  and  pmion  for  the  final  focusing 

The  camera  is  placed  in  front  of  the  object  to  be  depicted,  and  the  back  o 

le  earner  with  its  ground  glass,  moved  to  or  from  the  lens  till  the  image 

is  in  fair  focus  then  the  rack  and  pinion  is  used  for  the  minute  adjustment. 

When  thfimage  is  properly  situated  on  the  ground  glass  and  the  ecus, ng 

rnn-mleted  the  frame  is  removed  and  a dark  slide  is  introduced  in  its  place. 

ThePsensitive  surface  of  the  plate  is  made  to  occupy  the  same  position  as 

tWround  surface  of  the  glass,  otherwise  the  resulting  picture  will  not  be 
the  ground  surface  8 & frame  with  a hinged  door  at  the  back,  and 

inside  there  are  carriers  to  take  different  sized  plates.  The  dark  slide  when 
^hrcamerTcan  be  opened  towards  the  lens,  so  that  when  the  cap  ,s 

removed  only  the  light  which  passes  through  Üie  lens  and  forms  the  image 

, ,,  f1  mate  The  time  of  exposure  in  any  case  depends  on  the 
brilliancynof  the  image,  the  opening  in  the  lens,  the  speed  of  the  plate,  and 

other  conditions  which  experience  only  can  decid^  ^ ^ ^ the 

use6o7coUod^TaSon  of  pyroxylin  in  alcohol 

!°85oX  was  S 1 1!  ^ firs  t S to  s e 'c  oil  o d ion'  ^ p r a c ti  c a 1 1 y . Iodides  soluble  in  alcohol 

Kidded  to 

— "Ses  is  left  o«  It  » SS 

of  nitrate  of  silver,  30  grams  to  the  ounce,  and  lett  1 found 

minutes,  so  that  by  double ■ decomposition  iodide 

in  the  pores  of  the  film  ; at  the  of  and  returned 

and  placed  in  the  daik  slide.  horizontal  surface  a solution  of 

to  the  dark  room  the  operator  pours  ^ The  reducers 

some  reducer  together  with  acetic  , ^ate  poth  these  substances  will 

used  were  pyrogallic  acid  and  eu  P ' the  nasCent  state  becomes 

Str  oSf  Ihe  film  Which  have  been  exposed  to  light. 
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The  iodide  of  silver  in  the  film  does  not,  by  the  action  of  the  developer, 
become  reduced  to  the  metallic  state,  it  simply  determines  the  position 
where  the  silver  shall  be  deposited  ; this  kind  of  development  is  usually 
called  physical  development,  in  order  to  distinguish  it  from  the  other  kind  in 
which  the  image  is  formed  entirely  by  silver,  reduced  by  the  developer  from 
the  salt  of  silver  impressed  by  light.  The  sensitising  of  the  plate  and  the 
development  must  naturally  take  place  in  a room  illuminated  by  non- 
actinic  light.  As  iodide  of  silver  is  not  affected  by  yellow  or  orange  light 
either  of  these  can  be  used.  Fixation  is  best  effected  by  cyanide  of 
potassium. 

The  wet  collodion  process  was  much  improved  later  by  the  use  of  both 
iodide  and  bromide  of  silver  in  the  film,  and  with  pure  chemicals  and  a recently 
made  neutral  bath  instantaneous  pictures  of  moving  objects  could  be  easily 
taken.  One  great  drawback  of  the  process  was  the  bulk  and  weight  that 
had  to  be  carried  to  the  spot  where  it  was  necessary  to  take  a picture, 
but  at  the  same  time  one  was  certain  of  having  obtained  what  one  desired 
before  departing  from  the  scene. 

Bolton  and  Sayce,  in  1864,  found  that  it  was  not  necessary  to  sensitise 
each  plate  separately,  but  that,  if  the  requisite  quantity  of  nitrate  of  silver 
was  added,  dissolved  in  alcohol,  to  the  collodion,  finely  divided  haloid  salts  of 
silver  could  therein  be  formed,  and  that  the  plates  could  then  be  coated.  After 
coating,  all  that  remained  to  be  done  was  to  wash  out  the  soluble  salts  due 
to  double  decomposition  and  dry  the  plates.  These  could  then  be  placed 
in  dark  slides,  and  thus  tent,  baths,  &c.,  were  no  longer  required  in  the 
field.  Increase  in  speed  was  obtained  by  omitting  entirely  the  iodide  of 
silver,  so  that  the  film  consisted  simply  of  dry  pyroxylin  and  silver  bromide. 

Plates  thus  prepared  are  much  slower  than  wet  collodion  plates. 

622.  Gelatine  emulsions.  Dry  plates.  Orthochromatic  plates.— The 
greatest  advance  is  due  to  Dr.  Maddox,  who,  in  1871,  substituted  gelatine 
for  collodion  ; by  this  slight  change  enormous  increase  in  speed  was 
obtained.  When  silver  nitrate  is  added  to  a solution  of  gelatine  in  water 
containing  a soluble  bromide,  silver  bromide  is  formed  throughout  the  liquid 
in  a very  finely  divided  state,  and  does  not  subside  even  after  long  standing. 
This  emulsion  can  be  made  in  gallons  at  a time.  Bennett  showed  that 
duration  of  exposure  could  be  diminished  if  after  the  addition  of  the  nitrate 
of  silver  to  the  liquefied  gelatine  and  bromide  the  emulsion  was  kept  in  the 
liquid  state  for  eight  or  ten  days,  but  he  noticed  at  the  same  time  that 
although  speed  was  obtained  the  gelatine  began  to  deteriorate,  and  that  fre- 
quently during  development  the  whole  film  would  leave  the  glass  plate.  Bolton 
showed,  some  time  after,  that  improved  results  could  be  obtained  by  omitting 
the  bulk  of  the  gelatine  in  the  early  stages  and  boiling  the  emulsion  for  about 
thirty  minutes,  and  that  when  the  emulsion  had  ripened  to  the  proper  state 
and  had  cooled  to  about  350  C.,  the  proper  amount  of  gelatine  could 
be  added  without  impairing  the  speed,  and  that  the  gelatine  set  and 
did  not  frill  during  the  subsequent  operations.  After  the  gelatine  has  set 
it  is  then  subdivided,  and  washed  in  running  water  till  all  soluble  salts 
are  removed.  During  the  emulsification  an  excess  of  soluble  bromide  is 
necessary.  After  the  washing  the  emulsion  is  liquefied  and  plates  coated. 

Enormous  quantities  of  plates  are  thus  prepared  annually,  and  under 
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proper  conditions  there  is  no  reason  why  they  should  not  remain  good 
for  an  indefinite  time.  It  is  only  when  the  ripening  has  been  earned  to 
an  extreme  by  the  present  methods  of  preparation,  that  the  emulsion  on 
the  plate  changes.  In  some  cases  the  plates  get  slower  and  have  a tendency 
to  fog  when  developed.  In  other  cases  just  the  reverse  happens.  Ihe 
ultimate  speed  obtained  seems  to  be  connected  in  some  way  with  the  quality 
of  the  gelatine,  but  as  gelatine  is  such  an  uncertain  and  complex  body  it  is 

not  astonishing  that  this  should  happen. 

Wet  collodion  is  seldom  used  now  for  portraiture  or  -views.  Even  after 
the  introduction  of  gelatine,  wet  collodion  was  generally  employed  for 
photo-mechanical  processes,  but  at  the  present  time  slow  gelatine  plates  are 
used,  and  the  results  are  quite  as  satisfactory  as  with  wet  collodion,  ihe 
great  difficulty,  at  first,  was  to  prepare  such  an  emulsion  hat  plates  made 
from  it  would  be  free  from  fog  or  stain  in  those  portions  which  ought  to  be 

PG1  The^serfstd veness  of  a wet  plate  does  not  extend  beyond  the  blue  and 
consequently  the  dark  room  could  be  lighted  with  yellow  or  orange  light 
In  the  case  of  ordinary  gelatine  plates  it  extends  down  to  the  green,  and 
if  exposed  long  enough  even  lower,  so  that  it  soon  became  necessary  to 
change  the  orange  glass  for  ruby  in  order  to  prevent  the  plates  being  light 

fogged  idg7gn|b^el°^“^  collodio-bromide  sensitive  to  the  red  and  the 

mf,In  188^ Vogdlnd  Waterhouse  found  that  gelatine  plates  could  be  made 
sensitive  to  rays  of  lower  refrangibility  than  green  by  associating  with  the 
emulsion  during  its  preparation,  or  by  bathing  the  finished  plate  in,  a solution 
amtaiming  a trace  of  erythrosin.  Plates  thus  prepared  ate  sensitive  to 
q ti,e  ip'  lines  By  the  use  of  cyanme  the  sensitnene 

^msÊÊmm 

salts  m the  case  of  the  cal  >P  • .J  ,. , f :iver  ;n  order  to  depict 

actually  used  glass  as  the  support  foi  iodul  ^ ^ ^ ^ abandoned. 

heavenly  bodies,  but  this  sa  was  process,  but  it  is 

Glass  was  almost  always  used  in  connect  on  with  the  wet  pro.  ^ ^ 

heavy  and  brittle,  and  for  a ong  time  -a . a SUpp0rt  for  gelatine 

,889  Eastman  introduced  transparent  cell'd  PI  By  these  means 

emulsion,  and  devised  at  the  same  time  ^ fif  exposures  without 
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has  now  given  way  to  ‘ daylight-spools  ’ ; these  consist  of  a length  of  cellu- 
loid coated  with  emulsion,  and  attached  to  a backing  of  black  paper,  which 
is  10  or  12  inches  longer  at  each  end  than  the  film  itself.  This  can  then 
be  wound  on  a kind  of  bobbin,  and  light  cannot  obtain  access  to  the 
film  as  it  is  wrapped  round  closely  by  the  excess  of  black  paper.  These 
can  be  fitted  in  the  camera  in  broad  daylight,  and  when  the  back  of  the 
camera  is  closed  the  excess  of  paper  is  wound  on  an  empty  spool  ; as  each 
length  is  exposed  it  is  wound  on  this  same  spool.  The  transfer  of  the  right 
length  from  one  spool  to  the  other  is  ascertained  by  a figure  becoming 
visible  through  a circular  hole  in  the  back  of  the  camera,  the  opening  being 
covered  with  red  glass.  When  the  whole  length  of  the  film  has  been  ex- 
posed, the  excess  of  black  paper  at  the  end  is  wound  over  all  ; this  keeps 
out  light,  and  the  spool  can  be  removed  and  replaced  by  another. 

622B.  Developers. — After  the  gelatine  emulsion  has  been  exposed  to  the 
light  which  has  traversed  the  lens,  no  change  is  visible  on  the  plate,  but  if 
certain  solutions  are  applied,  called  developers,  metallic  silver  is  produced 
where  the  light  acted,  and  the  unexposed  bromide  of  silver  remains  as  before. 
In  the  early  days  of  the  development  of  gelatine  plates  pyrogallic  acid  was 
the  main  reducer.  A solution  of  pyrogallic  acid  by  itself  will  not  develop, 
but  if  a small  quantity  of  alkali,  such  as  ammonia,  is  added,  it  acts  very 
energetically,  and  in  a short  time  will  reduce  to  the  metallic  state  not  only 
the  exposed  salt,  but  also  the  unexposed  ; in  order  to  prevent  this  a 
restrainer  is  used,  bromide  of  potassium.  Under  the  action  of  these  three 
substances  pyro,  ammonia,  and  a soluble  bromide,  in  correct  proportions 
and  with  a properly  exposed  plate,  within  a certain  time,  only  the  exposed 
bromide  is  reduced  to  the  metallic  state.  In  France,  for  many  years, 
ferrous  oxalate  was  the  favourite  developer.  Recently  many  new  developers 
have  been  introduced,  and  these  are  usually  employed  with  carbonate  of 
soda  or  potash,  and  with  the  addition  of  sulphite  of  soda  which  retards 
the  oxidation  of  the  reducing  agent. 

When  development  is  completed  the  plate  is  fixecl  in  a strong  solution 
of  hyposulphite  of  soda,  and  then  washed  in  ordinary  water  so  as  to  remove 
all  traces  of  soluble  salts.  When  dry  a negative,  as  it  is  usually  called,  is 
the  result. 

623.  Photographic  printing.— Negatives  obtained  by  any  of  the  methods 
can  be  used  foi  the  production  of  an  indefinite  number  of  positives.  By 
printing  nothing  is  taken  from  the  negative,  it  simply  serves  as  a kind  of 
screen  which  allows  different  amounts  of  light  to  pass  through,  depending 
on  the  thickness  of  the  deposits  of  silver.  Those  portions  of  the  negative 
which  correspond  to  the  highest  lights  in  nature  stop  all  light,  so  that°when 
paper  sensitive  to  light  is  placed  in  contact  with  the  film  the  change  there  is 
a minimum  ; at  those  parts,  on  the  contrary,  where  there  is  no  deposit  of 
silver,  corresponding  to  the  shadows  in  the  original,  the  light  will  pass  through 
and  produce  the  maximum  effect  ; intermediate  tones  are  represented  by 
intermediate  shades,  and  so  the  half  tones  are  produced. 

Prints  were  first  produced  on  paper  which  had  been  coated  with  a dilute 
solution  of  albumen  to  which  a certain  amount  of  common  salt  had  been 
added.  When  the  coat  of  albumen  was  dry  the  paper  was  floated  on  a 
solution  of  nitrate  of  silver  ; by  double  decomposition  chloride  of  silver  wag 
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formed,  also  an  obscure  body  somewhat  of  the  nature  of  albuminate  of  silver 
The  dry  paper  has,  therefore,  on  its  surface  nitrate  of  sdver,  chloride  o 
silver  and  albuminate  of  silver.  Chloride  of  silver  in  the  presence  of  nitrate 
when' exposed  to  light  does  not  produce  a pleasant  colour,  but  when  organic 
matter  is  present  a much  more  satisfactory  colour  is  obtained.  The  albumen, 
therefore,  serves  a threefold  purpose  : (a)  it  keeps  the  picture  on  the  surface 
of  the  paper,  (b)  supplies  the  organic  salt  of  silver,  and  (c)  produces  a glaze. 
The  dilute  solution  was  soon  replaced  by  pure  albumen  undiluted,  and  in 
some  cases  the  paper  was  double  albumenised,  the  object  being  to  obtain 
as  great  a glaze  as  possible.  If  pictures  thus  produced  are  simply  fixed  in  hypo- 
sulphite of  soda  the  resulting  colour  is  a foxy  red  ; in  order,  therefore,  that 
a more  agreeable  tone  may  be  produced,  the  print  is  first  washed  and  then 
transferred  to  a solution  of  chloride  of  gold,  to  which  is  added  some  salt 
sodium  (acetate,  tungstate,  carbonate,  &c.),  which  is  easily  decomposed 
the  acid  set  free  from  the  chloride  of  gold,  again  washed,  and  then  fixed  and 
washed.  However  great  the  care  with  which  albumen  prints  have  been 
prepared  they  all  seem  to  fade  in  the  course  of  years.  There  is  always  left 
fn  the  paper  a minute  trace  of  silver  which  seems  to  start  the  destruction  of 

thC  Of  late  years  gelatine  has  taken  the  place  of  albumen,  and  in  this  case  also 
its  use  is  to  keep  the  image  on  the  surface.  The  organic  salt  of  silver  asso- 
ciated with  the  chloride  varies  : in  some  cases  it  is  citrate,  m others  tartra  e 
or  acetate  In  the  gelatino-chloride  papers  there  is  no  free  nitrate  of  silver. 
Thï  paper  keeps  good  for  a much  greater  length  of  time  than  did  the 
Sensitised  albunfenifed  paper.  It  is  toned  and  fixed  ,n  much  the  same  way 
as  the  naner  it  displaced.  Prints  produced  on  this  paper  ought  to  last  m 
good  condition  for  many  years  if  they  have  been  properly  fixed  and  washed, 
as  there  is  no  silver  in  the  paper  excepting  that  which  constitutes  the  imag  . 

Mungo  Ponton,  in  ,839,  announced  to  the  Royal  Scott, sh  Soctety  of  Am 
that  bichromate  of  potassium  might  be  used  to  sensitise  papei.  This 
covery  is  the  basis  ftf  many  photo-mechanical  processes,  and  also  of  t 
C , y„  nrocess  If  paper  is  coated  with  gelatine  or  albumen  and  bi- 
chromate of  potassium  and  then  dried,  on  exposure  to  light  a feeble  image  is 
oroduced  buF  the  most  important  change  is  that,  at  the  parts  where  the  light 
has  acted  the  gelatine  or  albumen  becomes  insoluble  in  water  cold  or  va  , 

;r;™  "t  î^«ve  «ill  remain,  bu,  the  be 

there  is  no  depost  » “ creates!  there  will  be  no  action,  and  under 
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negative,  as  soon  as  the  gelatine  saturated  with  water  was  raised  to 
such  a temperature  as  to  dissolve  it,  the  half  tones  will  float  off  the  paper 
and  leave  only  the  deepest  shadows.  To  avoid  this  the  printed  tissue  is 
soaked  in  cold  water  and  then  squeegeed  to  a temporary  support,  which  may 
be  paper  coated  with  a thin  film  of  wax  and  rosin.  When  it  is  firmly  adherent 
to  this  support  development  can  take  place  as  in  the  ordinary  way.  As 
soon  as  the  gelatine  begins  to  dissolve  in  the  warm  water  the  paper  backing 
comes  away,  and  by  gently  washing  the  gelatine  on  the  temporary  support 
all  soluble  gelatine  will  go  into  solution,  while  those  parts  which  were  exposed 
to  light  in  the  presence  of  the  bichromate  will  remain  attached  to  the 
support.  Such  a picture  will  naturally  be  laterally  transposed.  In  order  to 
obtain  a correct  view  paper  coated  with  insoluble  gelatine  is  attached  to  it 
by  bringing  both  into  contact  under  water,  removing  the  excess  of  water, 
and  then  allowing  both  to  dry.  When  dry  the  two  pieces  of  paper  can  be 
separated  from  each  other,  and  the  film  will  be  found  on  this  gelatinised 
paper,  and  so  rectified  as  regards  right  and  left. 

Pigments  of  any  colour,  not  affected  by  bichromate,  can  be  used  in  con- 
junction with  the  gelatine.  Pictures  thus  produced  are  reckoned  among  the 
most  permanent  ; the  paper  may  change,  but  if  carbon  or  ferric  oxide  is  the 
pigment  the  picture  itself  will  not  alter  in  colour.  Of  all  the  different  paper 
processes,  that  in  which  platinum  in  a finely  divided  state  forms  the  image 
must  be  the  most  permanent.  The  image  is  formed  in  the  body  of  the 
paper  just  below  the  surface,  and,  since  it  consists  of  platinum  black,  there 
is  nothing  in  prints  produced  by  this  method  to  alter.  In  the  carbon 
process  the  image  might  skin  off,  but  the  platinum  powder  cannot  come  out 
of  the  paper. 

Paper  is  made  sensitive  by  being  coated  with  ferric  oxalate  and  potas- 
sium-chloroplatinite  and  then  dried  ; it  is  of  a lemon  colour  ; on  exposure  to 
light  it  changes  to  a light  lavender  colour,  so  that  the  impression  is  very 
weak.  The  action  of  light  on  the  ferric  oxalate  is  to  reduce  it  to  the  state 
of  ferrous  oxalate.  Although  the  platinum  salt  is  side  by  side  with  the 
ferrous  oxalate  no  reduction  takes  place.  In  order  to  reduce  the  platinum 
salt  to  the  metallic  state,  the  ferrous  oxalate  and  the  platinum  salt  must 
come  into  contact  in  solution.  Water  will  not  do  this,  but  a solution  of 
oxalate  of  potassium  dissolves  the  ferrous  oxalate,  so  that  as  soon  as  the  print 
is  immersed  in  a solution  of  oxalate  of  potassium,  the  reduction  takes 
place  and  the  picture  is  produced.  After  the  image  has  been  developed  to 
the  depth  required,  it  is  at  once  plunged  into  dilute  hydrochloric  acid.  The 
acid  arrests  further  development  and  at  the  same  time  dissolves  out  the 
salts  of  iron.  The  prints  have  to  be  soaked  for  about  five  minutes  in  three 
or  four  changes  of  dilute  acid,  and  then  washed  so  as  to  remove  the  acid  and 
the  soluble  salts  of  iron.  By  slight  modifications  in  the  preparation  of  the 
paper  the  developer  can  be  used  hot  or  cold,  but  in  both  cases  the  result  is 
the  same,  namely,  the  production  of  platinum  black. 

When  prints  have  to  be  made  by  artificial  light  or  by  enlargement  a 
thin  layer  of  slow  gelatino-bromide  emulsion  is  spread  on  fine  textured 
paper.  After  the  exposure,  development  is  carried  out  in  exactly  the  same 
manner  as  for  a negative  ; but  here  it  is  important  that  a non-staining 
developer  should  be  used  ; the  required  result  is  generally  secured  by 
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increasing  slightly  the  quantity  of  sulphite  in  the  developer,  or  by  dispensing 
with  the  organic  developers  and  using  ferrous  oxalate  dissolved  in  potassium 
oxalate,  the  same  coloured  image,  namely  black,  is  obtained. 

624.  Photography  in  colour.— If  a piece  of  ordinary  gelatino-chlonde 
paper,  or  albuminisecl  paper,  is  exposed  to  white  light  till  a moderate  tint 
is  obtained,  and  then  taken  into  a dark  room  and  a bright  spectrum  projected 
on  it,  the  paper  prints,  but  the  colour  is  different  under  the  action  of  the 
coloured  rays  from  what  it  would  have  been  had  white  light  been  allowed 
to  continue  its  action.  Where  the  red  end  of  the  spectrum  acts  the  sensitive 
body  is  changed  from  its  original  tint  to  a brick  red,  and  the  other  parts 
give  a rough  representation  of  the  colours  of  the  spectrum.  These  colours, 

however,  disappear  when  the  papei  is  fixed. 

Becquerel  studied  this  same  method  of  producing  coloured  pictures, 
but  instead  of  paper  used  silvered  copper  sensitised  as  below.  loug  is 
results  were  better  in  the  sense  that  the  colours  were  a nearer  approach 
to  the  originals,  yet  they  suffered  from  the  same  defect  that  they  could  not 
be  fixed  ; but  if  kept  in  the  dark  and  viewed  only  by  candle-light,  or  very 

feeble  white  light,  they  lasted  for  a long  time. 

The  method  adopted  by  Becquerel  to  prepare  his  sensitive  surface  was 
to  attach  a silvered  copper  plate  to  the  negative  pole  of  a battery  of  two  or 
three  cells,  a carbon  or  platinum  plate  being  connected  with  the  P°S1  ive  P^e, 
These  were  then  immersed  in  a solution  of  common  salt  as  electrode  and 
the  current  allowed  to  pass  till  the  blue  of  the  third  01'der  ‘JPP^^  °n  h 
silvered  surface,  due  to  the  formation  of  a thin  film  of  chloride  (o 
chloride)  of  silver.  The  plate  was  then  washed,  dried,  and  iaised  to 
moderately  high  temperature  ; it  was  then  exposed  to  the  coloured  rays  to 
be  reproduced!  and  the  picture  was  then  finished.  All  attempts  to  fix  the 
colours  failed,  as  when  any  fixing  agent  was  applied  the  colours  disappeare  , 
and  their  places  were  taken  by  a thin  film  of  grey  silvei. 

The  most  successful  reproductions  of  coloured 
graphy  are  t„ose  by  «he  Lippnrann  £- 

plate  shall  be  transparent,  sensitive  to  all 
the  colours  and  in  optical  contact  with  a 
reflecting  surface.  The  emulsion  is  of 
special  preparation,  so  that  it  is  sensitive 
and  yet  transparent.  The  sensitive  surface 
is  in  contact  with  mercury  as  a reflector. 
The  original  form  of  cell  by  means  of  which 
he  made  his  first  exposure  is  shown  in 
fig.  618.  A frame  somewhat  larger  than 
the  image  to  be  produced  has  clamped  on 
opposite  sides  two  glass  plates,  one  ordinary 
glass,  the  other  covered  with  the  specia 
emulsion,  the  dry,  sensitive  surface  being 
inwards.  These  are  clamped  togethei  so  as 
to  be  mercury  tight.  Just  before  exposure 

*S5:çi“.rÆ;  ».  ,»•  - 
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backed  is  exposed  to  the  direct  action  of  the  light.  Fig.  619  represents  the 
arrangement  used  by  Lippmann  for  the  production  of  the  spectrum  of  the 
electric  light.  R is  the  electric  lamp,  L,  L,,  L2  lenses,  O a narrow  slit,  and  P a 
direct  vision  compound  prism  to  disperse  the  light  and  produce  the  spectrum 
at  G.  E is  the  cell  with  plate  as  above  described.  The  plate  after  exposure 
is  developed  and  fixed.  When  dry  the  colours  of  the  original  are  visible  by 
viewing  the  plate  held  at  a certain  angle.  In  order  to  get  rid  of  reflection  from 
the  front  surfaces  of  the  film  and  glass,  a thin  prism  is  cemented  to  the  film  side 
of  the  picture.  In  that  way  the  light  reflected  from  the  layers  of  the  silver 
image  only  enters  the  eye.  The  colours  are  produced  by  interference  and  not 
by  a pigment,  and  it  is  for  this  reason  that  they  are  visible  in  a certain  direction 
only.  Such  a slide  as  above  described  could  only  be  used  in  a laboratory, 
so  in  order  to  use  the  plates  to  photograph  views,  &c.,  some  other  form  had 


to  be  devised  ; fig.  620  represents  a section  of  one  form.  The  ordinary  dark 
slide  is  provided  with  a square  inner  frame,  B,  perfectly  flat,  on  which  rests 
the  back  of  the  plate  G ; the  back  of  the  slide  is  also  plane,  and  has  glued  all 
lound  leather,  H,  about  ^ of  an  inch  thick  ; by  means  of  spring  clamps 
this  leather  is  squeezed  tightly  in  contact  with  the  sensitive  surface  of  the 
plate  Mercury  is  contained  in  an  iron  bottle  or  india-rubber  ball  N 
provided  with  a stopcock  T ; a tube  connects  the  reservoir  of  mercury  to 
the  slide,  so  that  when  the  lap  is  turned  the  space  y 

between  the  back  of  the  slide  and  the  face  of  the 
plate  can  be  filled  with  mercury.  This  is  done 
just  before  the  exposure  is  to  be  made  ; after  the 
exposure  the  mercury  can  be  returned  to  the 
reservoir. 

In  attempting  an  explanation  of  the  production 
of  the  thin  laminae  of  silver  reduced  at  any  point 
m the  film,  we  must  anticipate,  and  refer  to  what 
is  said  about  the  colours  of  thin  plates  (664).  Let 
us  deal  in  the  first  instance  with  monochromatic 
light,  red  for  instance.  When  light  of  this  colour 
which  has  a definite  wave-length,  falls  on  the  sen- 
sitive film  it  passes  through  it  and  finally  reaches 
the  surface  of  the  mercury,  by  which  it  is  reflected. 

1 lie  incident  and  reflected  rays  within  the  film  m i 

r°rn™K  » --«r  U.  f 
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, • r Where  increased  illumination  results,  i.e.  the  crests  of  the 

this  medium.  Where  mue.  , > . wi,ere  on  the  contrary, 

waves,  there  on  development  silver  «duccd  by  the 

the  waves . interfere,  no  light  action  results andne . suver  ,illvcr  thc; 

developer.  The  net  result  .s  ™ ^distances  exactly 

gelatine  film,  when  diy,  sepaia  . the  incident  and  reflected 

equal  to  the  distance  between  the  com  de»ces of  the  made  ^ 

rays.  When  this  same  film  is  placed  at  such  “ !^j£ement  tak6es  place 
upon  it,  the  whole  of  the  colours  ate  1 > laminæ  within  certain  limits 

only  in  the  red,  and  the  larger  tie  n'-’  thick,  and  the 

the  more  vivid  the  red.  Assuming  ^ such  a film  t4o 

wave-length  of  red  light  °'°°°69  111  ’»  What  is  said  of  red  light 

laminæ,  each  reflecting  red  light  the  difference  being  only  m 

holds  equally  well  for  all  other  ca.se  of  two  or  more 

the  distance  between  the  layers  of  • different  sets  of  waves 

colours  falling  on  the  same  spot,  we  ^aU  have 
interfering  and  reproducing  the  original  colours. 
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CHAPTER  VI 

THE  EYE  CONSIDERED  AS  AN  OPTICAL  INSTRUMENT 

625.  Structure  of  the  human  eye. — The  eye  is  placed  in  a bony  cavity 
called  the  orbit  ; it  is  maintained  in  its  position  by  the  muscles  which  serve 
to  move  it,  by  the  optic  nerve,  the  conjunctiva,  and  the  eyelids. 

Fig.  621  represents  a transverse  section  of  the  eye  from  back  to  front. 
The  general  shape  is  that  of  a sphere,  or,  more  strictly  speaking,  it  consists 
of  the  segments  of  two  spheres  of  unequal  size,  of  which  the  anterior  is  much 
the  smaller  and  constitutes  the  cornea , while  the  posterior,  forming  the  chief 
envelope  of  the  eyeball,  receives  the  name 
of  the  sclerotic.  The  eye  is  composed  of 
the  following  parts  : the  cornea , the  scle- 
rotic, the  iris,  the  pupil , the  aqueous 
humour , the  crystalline , the  vitreous  body , 
the  hyaloid  membrane , the  choroid. , the 
retina , and  the  optic  nerve. 

Cornea. — The  cornea,  D,  is  a trans- 
parent circular  tunic  forming  the  anterior 
segment  of  the  eye.  It  is  nothing  more 
than  a continuation  of  the  sclerotic  for- 
wards, and  is  formed  by  the  fibres  of  the 
latter  becoming  more  systematically  ar- 
ranged and  rendered  quite  transparent. 

Its  front  surface  is  lined  throughout  by  the 
conjunctiva.  This  is  a soft  membrane  F'g-  621 

which  not  only  covers  the  cornea,  but,  passing  in  a loose  fold  to  the  circum- 
ference of  the  orbit,  is  reflected  over  the  under  surface  of  the  lids,  thus  com- 
pletely closing  in  the  cavity  of  the  eyeball,  and  yet  being  so  loose  that  the 
eye  can  roll  freely  in  its  socket.  The  two  surfaces  of  the  cornea  are  so 
nearly  parallel  that  optically  they  may  be  considered  as  a single  surface. 

Sclerotic.—  This  (fig.  621,  E)  is  a strong  tough  tunic  enveloping  the  whole 
of  the  eye  behind  the  cornea.  At  its  back  part  it  is  reflected  over  the  optic 
nerve,  forming  a sheath  for  it  as  far  as  the  apex  of  the  orbit.  The  chief 

f fderotl^  are  to  maintain  the  shape  of  the  organ,  and  to 
protect  it  nom  injury  and  pressure. 

Ins.— The  ins,  bb,  is  an  annular  opaque  diaphragm,  placed  between  the 
inea  and  the  crystalline  lens.  It  constitutes  the  coloured  part  of  the  eye 

nnt  mPerf0ratf  by  an  a!frtUre  Called  the^>  which  in  man  is  circular’ 

Ld  eTonaated  ’ ^ ^ r°SC  helon?në  t0  ^ genus  Fells,  it  is  narrow 

and  elongated  ,n  a vertical  direction  ; in  the  ruminants  it  is  elongated  in  a 
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transverse  direction.  It  contains  a large  number  of  muscular  fibres,  which 
are  disposed  partly  as  a narrow  ring  close  to  the  pupil,  called  vhiisf  lane  ter 
iridis  and  partly  in  the  form  of  fibres  radiating  from  the  circumference  t 
the  sphincter,  called  the  dilatator  iridis.  Thus,  as  the  one  or  the  other  set 
of  fibres  is  stimulated,  the  pupil  is  able  to  contract  or  dilate.  [he  d™ter 
of  the  pupil  is  constantly  varying,  the  variation  ranging  from  * to  * of  an 
°nch  but  these  limits  may  be  exceeded.  In  total  darkness  the  pupil  ts 
enlarged  to  its  utmost  limits,  but  it  contracts  instantly  in  a bright  light.  1 he 

movements  of  the  iris  are  involuntaiy.  . , , 

It  appears  from  this  description  that  the  iris  is  a screen  with  a variable 
aperture,  whose  function  is  to  regulate  the  quantity  of  light  which  penetrates 
into  the  eye  ; for  the  size  of  the  pupil  diminishes  as  the  intensity  of  l.gh 
increases  The  iris  serves  also  to  correct  the  spherical  aberration  as 
‘ " events  'the  marginal  rays  from  passing  through  the  edges  o the  crystalline 
fens  It  thus  plays  the  same  part  with  reference  to  the  eye  that  a stop  does 

in  optical  instruments  (57°)-  . , anci  the 

Aqueous  humour.- Between  the  posterior  part  of  th«  cor^a  and 

r f ti-ip  rrvstalline  there  is  a transparent  liquid  called  the  aqueo 

root  of  the  ^tahme  the  e P humoor  is  called  the  anteri„ 

™%~Ullin,  lens- This  (fig.  6c,  A)  is  a double 
The  structure  of  the  lens  can  be  best  seen  hyTmi.ing 

nucleus  of  the  same  material  These 1™'“*  ™ "““"sis,  entirely 
are  united  togethei  by  a kind  o cen  . r ^ refracting  power 

fmes^orphotograplric  purposes  b,  cementing  two  diverging  meniscus  crown 

lenses  to  an  intermediate  biconvex  "‘"'  "j"5;  ; in  is  faed  a firm 

To  the  anterior  surface  of  the  eapsulj  near  «s  ™ Qr  tJ 

transparent  membiane,  kno'v  / f f th  hyaloid  membrane, 

Zinn,  ce,  which  is  attached  behind  to  the  bout : ot  > an 

and  indirectly  to  the  cibary  muscle  ».  convex  than  it 

rid’o^",ïidaS  relaxation  pW>  an  important  par.  in  the  adapta- 

frcZcaififsTthe  paifof  the  hall  of  the  eye,  C,  behind  the  lens.  I he 
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vitreous  humour  is  surrounded  by  the  hyaloid  membrane , kk,  which  lines  the 
posterior  face  of  the  crystalline  capsule,  and  also  the  inner  face  of  another 
membrane  called  the  retina. 

Retina.  Optic  nerve. — The  retina,  i,  is  the  name  given  to  a layer  of 
specially  modified  cells  which  receives  the  impression  of  light.  It  is  really 
nothing  more  than  the  terminal  fibres  of  the  optic  nerve,  altered  in  such  a 
way  as  to  be  sensitive  to  the  waves  of  light.  Each  optic  nerve  which 
conveys  to  the  mind  the  impression  produced  by  light  arises  from  three 
centres  in  the  brain,  and  the  fibres,  becoming  collected  into  a thick  cord, 
pass  forward  along  the  base  of  the  brain.  Here  each  cord,  after  forming  a 
junction  with  its  fellow  of  the  opposite  side,  again  separates,  and,  passing 
through  a hole  at  the  back  of  each  socket,  reaches  and  enters  the  eyeball,  in- 
side which  it  expands  into  a cup-shaped  network  of  nerves  called  the  retina. 
The  nerve  fibres  themselves  are  not  sensitive  to  light,  but  are  only  stimu- 
lated by  it  indirectly  through  the  intervention  of  certain  specially  adapted 
cells.  Ihe  fibres  of  the  optic  nerve,  when  they  spread  out  to  form  the  inner 
layer  of  the  retina,  after  running  a shorter  or  longer  distance  turn  abruptly 
outward,  and  each  fibre  becomes  connected  with  a larger  ganglion  cell, 
which  again  is  connected  by  other  processes  with  smaller  cells  ; and  each 
group  of  these  finally  ends  in  either  a peculiarly  shaped  cylinder  called  a 
rod,  or  a thicker  flask-shaped  structure  called  a cone.  All  are  ranged  per- 
pendicular to  the  surface  of  the  retina,  closely  packed  together,  so  as  to 
form  a regular  mosaic  layer  when  viewed  from  the  outside.  In  the  retina  is 
a îemaikable  spot,  p,  which  is  situated  in  the  axis  of  vision  a little  to  the 
outside  of  the  place  where  the  optic  nerve  enters  the  eyeball.  From  its 
colour  it  is  called  the  macula  lutea  ox  yellow  spot.  The  retina  is  here  some- 
what thick,  but  in  the  middle  of  the  yellow  spot  is  found  a depression,  the 
fovea  ce?iiralis , where  the  retina  is  reduced  to  those  elements  alone  which 
are  absolutely  necessary  for  exact  vision.  This  fovea,  or  pit  of  the  retina,  is 
of  great  importance  for  vision,  since  it  is  the  spot  where  the  most  exact 
discrimination  of  distance  is  made.  Only  those  parts  of  the  retinal  image 
which  fall  on  the  yellow  spot  are  sharp,  all  the  rest  are  more  inaccurate  the 
nearer  they  fall  to  the  limits  of  the  retina.  The  field  of  view  of  the  eye  is 
like  a drawing,  the  centre  of  which  is  done  with  great  accuracy  and  delicacy 
while  the  surrounding  part  is  only  roughly  sketched.  Where  the  optic  nerve 
enters  there  are  no  rods  or  cones  ; this  part  of  the  retina,  therefore,  is  in- 
sensitive to  light,  and  is  called  the  punctum  cæcum  or  blind  spot  When 
examined  in  the  living  subject  by  means  of  the  ophthalmoscope  it  appears 
as  a slightly  oval  pinkish  disc  crossed  by  numerous  blood-vessels 

The  only  property  of  the  retina  and  optic  nerve  is  that  of  receiving  and 
transmitting  to  the  brain  the  impression  of  objects.  These  organs  have 
been  cut  and  pricked  without  causing  any  pain  to  the  animals  submitted  to 
these  experiments  ; but  there  is  reason  to  believe  that  irritation  of  the  ootic 
nerve  causes  the  sensation  of  a flash  of  light.  F 

Choroid.- The  choroid,  ^ shown  by  a thick  black  line  in  the  figure  is  a 
membrane  between  the  retina  and  the  sclerotic.  It  is  highly  vascular  and 
supplies  the  nourishment  necessary  for  the  chemical  and  physiological’pro- 

threndCs0ofelh  m vision.  On  its  inner  surface,  and  in  close  contact  with 

ends  of  the  rods  and  cones,  is  a layer  of  densely  black  pigment  cells 
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“StSTl IcI^tnsparent  media  of  the  eye.-The  refram 
live  indices  from  air  into  the  transparent  parts  of  the  eye vein  ' 

=£&»  - 

water  as  a standard  : ^g 

Water 


Aqueous  humour 
Vitreous  humour  . 

Cornea  . 

External  coating  of  the  lens 
Centre  of  the  lens  . 

Mean  refraction  of  the  lens 


1-3365 

1-3365 

1-3365 

1-3930 

1-4541 

i-437i 


From  this  it  will  be  noticed  that  the  refractive  indices  of  all  the  media 

excepting  the  lens  are  the  same..  . oarts  of  the  human  eye.— 

627.  Curvatures  and  dimensions  °f  various  parts 
According  to  the  latest  tables  of  Von  Helmholtz  (1S88),  these  • 

Radios  of  curvature  of  the  cornea^  ^ ^ crystalline  ; 

posterior  surface  „ » ' 

Distance  from  apex  of  the  cornea  .0  the  anterior  surface  of  the  lens 

; posterior  „ r> 

Thickness  of  the  crystalline  lens 


min. 

7-83 

10-00 

6-oo 

3-60 

7*20 

3-60 


Fig.  622 


,,  „ r-.-wctnlline  is  the  condensing  lens,  and  the 
the  pupil  is  the  apftrtwe,  th  > is  forme'd.  Hence  the  effect  is  the 

retina  is  the  screen  on  which  S in  front  of  a double  convex  lens 

same  as  when  the  image  of  an  object  l < bc  an  object  placed 

is  formed  at  its  conjugate  focus.  Let  AB  (tig.  1 
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before  the  eye,  and  let  us  consider  the  rays  emitted  from  any  point  of  the 
object  A.  Of  all  these  rays,  those  which  are  directed  towards  the  pupil  are 
the  only  ones  which  penetrate  the  eye,  and  are  operative  in  producing  vision. 
These  rays,  on  passing  into  the  cornea,  experience  a first  refraction 
which  brings  them  near  the  secondary  axis  A a drawn  through  the  optic 
centre  of  the  crystalline  ; they  then  traverse  the  crystalline,  which  again 
refracts  them  like  a double  convex  lens,  and,  having  experienced  a final 
refraction  by  the  vitreous  humour,  they  meet  in  a point  a,  and  form  the 
image  of  the  point  A.  The  rays  issuing  from  the  point  B form  in  like 
manner  an  image  of  it  at  the  point  b,  so  that  a very  small  real  and  inverted 
image  is  formed  exactly  on  the  retina,  provided  the  eye  is  in  its  normal 
condition. 

629.  Inversion  of  images. — In  order  to  show  that  the  images  formed 
on  the  retina  are  really  inverted,  the  eye  of  an  albino  or  any  animal  with 
pink  eyes  may  be  taken  ; this  has  the  advantage  that,  as  the  choroid  is 
destitute  of  pigment,  light  can  traverse  it  without  loss.  This  is  then  deprived 
at  its  posterior  part  of  the  cellular  tissue  surrounding  it,  and  fixed  in  a hole 
in  the  shutter  of  a dark  room  ; by  means  of  a lens  it  may  be  seen  that  the 
inverted  images  of  external  objects  are  depicted  on  the  retina. 

The  inversion  of  images  in  the  eye  has  greatly  occupied  both  physicists 
and  physiologists,  and  many  theories  have  been  proposed  to  explain  how  it 
is  that  we  do  not  see  inverted  images  of  objects.  The  chief  difficulty  seems 
to  have  arisen  from  the  conception  of  the  mind  or  brain  as  something 
behind  the  eye,  looking  into  it,  and  seeing  the  image  upon  the  retina  ; 
whereas  really  this  image  simply  causes  a stimulation  of  the  optic  nerve, 
which  produces  some  molecular  change  in  some  part  of  the  brain  ; and  it  is 
only  of  this  change,  and  not  of  the  image  as  such,  that  we  have  any  conscious- 
ness. The  mind  has  thus  no  direct  cognisance  of  the  image  upon  the  retina, 
oi  of  the  relative  positions  of  its  parts,  and,  sight  being  supplemented  by 
touch  in  innumerable  cases,  it  learns  from  the  first  to  associate  the  sensations 
brought  about  by  the  stimulation  of  the  retina  (although  due  to  an  inverted 
image)  with  the  correct  position  of  the  object  as  taught  by  touch. 

630.  Optic  axis,  optic  angle,  visual  angle. — The  principal  optic  axis  of 
an  eye  is  the  axis  of  its  figure  ; that  is  to  say,  the  straight  line  in  reference  to 


which  it  is  symmetrical.  In  a well-shaped  eye  it  is  the  straight  line  passing 
tlnough  the  centre  of  the  pupil  and  of  the  crystalline.  The  lines  Aa 

iif;  ^e  secondary  axes.  The  eye  sees  objects  most  distinctly  in’ the 
direction  of  the  principal  optic  axis,  since  rays  of  light  following  this  direc- 
tion impinge  upon  the  yellow  spot  where  vision  is  most  acute. 
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The  o0c  angle  is  the  angle  BAC  (fig.  6 23)  formed  between  the  prim 
cinal  untie  axis  of  the  two  eyes  when  they  are  directed  towatds 
same  point  This  angle  is  smaller  in  proportion  as  the  objects  are  more 

‘1,S  The  visual  angle  is  the  angle  AOB  (fig.  624)  under  which  an  object : is : seen  ; 
that  is  to  say,  the  angle  formed  by  the  secondary  axes  drawn  from  the  op« 

talline  to  the  oppo- 
site extremities  of 
the  object.  For 
the  same  distance, 
this  angle  increases 
Fig-  624  with  the  magnitude 

of  the  obiect  and  for  the  same  object  it  decreases  as  the  distance  increases, 

£ is  the  Jcase  when  the  object  passes  from  AB  to  A'B'.  I, 

that  objects  appear  smaller  in  proportion  as  they  are  more  dis  ant  fo 

the  secondary  axes,  AO,  BO,  cross  in  the  centre  of  the  c^stal^n J 

of  the  image  projected  on  the  retina  depends  on  the  size  of  the  visua 

Estimation  of  the  distance  and  size  of  ohjects.-The  estimation 
of  distance  and  of  size  depends  on  numerous  ctrcmnstances  : these  are 

Slar^ 

perspective,  that  is,  a more  or  less  vaporous  medium  which  enshrouds  th 
distant  objects,  and  thereby  not  only  diminishes  *e  sharpness^of  h^  ^ 
lines,  but  also  softens  the  contrast  between  light  and  shad  , 

’’“when  te'rize  of  an  object  is  known,  as  the  figure  of  a man,  the  heigh, 
relatively  to  that  of  objects  which  surround  it. 

the  Arirrrettimation  of  near  objects,  the  muscular  senses  of  accom- 
modation  (634)  and  convergence  (635)  P^y  a 

is  well  known  that  people  who  lose  the  si  hi  ^nd_  Tbis  any  olte 

difficulty  in  estimating  the  distance  o o J ' d tben  attempting  to 

can  prove  for  himself  by  covering  up  one  of  tee g . and  . he  ^ 

thread  a needle.  The  explanation  of  this  • £ binocular 

one  eye  is  destroyed  or  covered  up  «S  to  be  ca,led 

vision  there  is  no  optic  angle,  an  lei  esb jHting  the  distance  of  near 

" e rZZ&EZ  objects  due  ,0  binocular  vision,  and 
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the  muscular  sense  of  convergence.  When  only  one  eye  is  used  both  these 
factors  are  wanting.  Nevertheless,  it  is  only  by  long  custom  that  we  can 
establish  a relation  between  our  distance  from  the  objects  and  the  corre- 
sponding motion  of  the  eyes.  It  is  a curious  fact  that  persons  born  blind, 
whose  sight  has  been  restored  by  the  operation  for  cataract,  imagine  at 
first  that  all  objects  are  at  the  same  distance  away. 

Vertical  distances  are  estimated  too  low  compared  with  horizontal  ones  ; 
on  high  mountains  and  over  large  surfaces  of  water,  distances  are  estimated 
too  low  owing  to  the  want  of  intervening  objects.  Practice  and  experience 
have  great  influence  on  our  correct  estimation  of  magnitude  and  distance. 
As  we  ascend  mountains  much  less  frequently  than  we  walk  on  the  level,  we 
err  more  easily  in  estimating  a height  than  in  judging  a horizontal  distance. 
A room  filled  with  furniture  appears  larger  than  an  empty  room  of  the  same 
size. 

We  cannot  recognise  the  true  form  of  an  object  if,  with  moderate  illu- 
mination, the  visual  angle  is  less  than  half  a minute.  A white  square,  a 
metre  in  the  side,  appears  at  a distance  of  about  five  miles  under  this  angle 
as  a bright  spot  which  can  scarcely  be  distinguished  from  a circle  of  the  same 
size. 


A very  bright  object,  however,  such  as  an  incandescent  platinum  wire, 
is  seen  in  a dark  ground  under  an  angle  of  2 seconds.  So,  too,  a small  dark 
object  is  seen  against  a bright  ground  ; thus  a hair  held  against  the  sky  can 
be  seen  at  a distance  of  1 or  2 metres. 

632.  Scheiner’s  experiment.— If  we  look  at  a small  object  placed  either 
withm  or  beyond  the  point  on  which  the  eye  is  focused,  through  a number 
of  minute  openings  in  a diaphragm,  arranged  so  close  together  that  they 
fall  within  the  circumference  of  the  pupil,  the  object  appears  multiple, 
each  object  furnishing  a separate  retinal  image.  This  forms  what  is  known 
as  Schemer's  experiment.  It  may  be  made  as  follows  : By  means  of  a 
sewing  needle,  two  small  holes  are  pricked  in  a piece  of  cardboard,  not  more 
than  T\  of  an  inch  apart,  i.e.  less  than  the  diameter  of  the  pupil  The  card 
is  held  before  one  eye  with  the  holes  horizontally  in  front  of  the  pupil,  and 
with  the  other  hand  a needle  is  held  at  ordinary  reading  distance  in  the  line 
of  vision;  If  the  eye  is  fixed  on  the  needle  itself,  it  appears  single  and 
cleaily  defined  ; as  soon,  however,  as  we  look  at  a more  distant  object,  the 
needle  appears  double,  and  at  the  same  time  blurred.  If  we  block  out  the 
right-hand  hole,  the  left-hand  image  disappears,  and  vice  -versa. 

If  we  now  fix  the  eye  on  an  object  nearer  than  the  needle,  the  latter 
again  appears  double  and  blurred,  and  blocking  either  hole  causes  the  image 

simddedT  'if0  J0..Vanish-  The  explanation  of  these  phenomena  maybe 
simplified  by  the  following  diagram.  J 

thPLet  nB  o a 6«S  'f  the  tW0  holes  in  the  card  cc>  0 a luminous  point  in 
ca  d LtHFM  pencils  of  rays  passing  through  the  apertures  in  the 
card.  Let  H,  E,  M represent  the  position  of  a hypermetropic,  normal  and 

the  ïaVseyOAS OR,V  yV  TÎT  **  n0rmaI  eyc  E is  accommodated  for  O, 
ic  rays  OA,  OB  meet  at  the  point  E,  and  the  needle  appears  shard  v 

aZS  .he'’'  “ P°im  bc>'on<1'  or'  amomts 

to  Up  g’  \[ll  c cye  15  hypermetropic,  the  retina  may  be  considered 

to  he  no  longer  at  E,  but  m front  at  H,  and  the  rays  OA/;  not  onty  do  not 
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focus  at  a but  do  not  meet  the  rays  OB/  ; hence  the  him, nous 
“To  wm  be  seen^t  two  points,  end  the  points 

c blurred.  More- 

over, the  rays 
passing  through 
the  right-hand 
hole  A will  cut 
the  retina  at  p, 
and  will  appear 
to  the  mind  on 
the  reverse  side, 
i.e.  on  the  left  ; 
therefore  block- 
ing the  right- 

hand  hole  ^ tTpol"he 

eye'hf  n O.'ofwhat  amounts  to 

re,inTahy,bde  rd  httrad°  case  ' blocking  oufthe  rigLhand 

seen  doubled  and  bluirect , y Stampfer  constructed 

hole  A will  cause  the  right-hand  image  l = tube  containing  two 

an  optometer  based  on  this  principle.  He  employed  at  ^ ^ a Jng,e 

diaphragms,  one  furnished  witr  wo  si  P is ’moved  to  or  from  the 

eye  umiTt'"m  if  s«"n  sfngS  This  distance  from  the  eye  is  the  measure  | 

ÏS-Î2SS '— ** 

such  as  print,  it  is  from  io  to  i-  distance  away  are 

“ « a *■ 

taken  as  a unit.  Such  under  an  angle  of  6'  ; if,  for 

quadrangular  etters  wh“th5h  at  a distance  of  6 metres.  Thesharpness 

“ff  ^“XraVognisefthese  letters  a.  a distance  of  6 metres  ,s 
L said  ,0  be  | and  in  like  manner,  if  the  letters  can  only  be  distinct,,  see 

when  they  subtend  an  angle  of  9'  ./,  or  , S',  the  sharpness  of  vision  would 

. \r — ^ ^ nnci  respectively. 

be  indicated  by  the  equation  V_g,  -,  a l8 

634.  Accommodation.— By  this  ^^^^t^ardifferent'd^ances'from^it. 

in  the  eye  to  fit  it  for  see'^  ^ '"^rits  parts  immovable,  it  is  evident  that 
If  the  eye  is  supposed  fixe  ‘ P would  fall  exactly  upon  the 

^^eS^«^-fou,d  be  distinctly  seen  being 


A ccommodation 
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dependent  on  the  refractive  indices  of  the  media  and  the  curvatures  of  the 
refractive  surfaces  of  the  eye.  The  image  of  any  point  nearer  the  eye  than 
this  distance  would  fall  behind  the  retina  ; the  image  of  any  more  distant 
point  would  be  formed  in  front  of  it. 

Experience,  however,  shows  us  that  a normal  eye  can  see  distinct  images 
of  objects  at  very  different  distances.  We  can,  for  example,  see  a distant 
tree  through  a window,  and  also  a scratch  on  the  pane,  though  not  both  dis- 
tinctly at  the  same  moment  ; for  when  the  eye  is  arranged  to  see  one  clearly, 
the  image  of  the  other  does  not  fall  accurately  upon  the  retina.  An  eye 
completely  at  rest  seems  adapted  for  seeing  distant  objects  ; the  sense  of 
effort  is  greater  in  a normal  eye  when  a near  object  is  looked  at,  after  a 
distant  one,  than  in  the  reverse  case  ; and  in  paralysis  of  the  nerves  govern- 
ing the  accommodating  apparatus,  the  eye  is  persistently  adapted  for  distant 
sight.  There  must,  therefore,  be  some  mechanism  in  the  eye  by  which  it 
can  be  voluntarily  altered,  so  that  the  more  divergent  rays  proceeding  from 
near  objects  shall  come  to  a focus  upon  the  retina.  There  are  several  con- 
ceivable methods  by  which  this  might  be  effected  ; it  is  actually  brought 
about  by  a drawing  forwards  of  the  crystalline  lens  and  a greater  convexity 
of  its  front  surface. 

This  is  shown  by  the  following  experiment  : — If  a candle  is  placed  on 
one  side  of  the  eye  of  a person  looking  at  a distant  object,  and  his  eye  is 
observed  from  the  other  side,  three  distinct  images  of  the  flame  will  be 
seen  : the  first,  virtual  and  erect,  is  reflected  from  the  anterior  surface  of 
the  cornea  ; the  next,  erect  and  less  bright,  is  reflected  from  the  anterior 
surface  of  the  lens  ; the  third,  inverted  and  brilliant,  is  due  to  the  posterior 
surface  of  the  lens.  If  now  the  person  looks  at  a near  object,  no  change 
is  observed  in  the  first  and  third  images,  but  the  second  image  becomes 
smaller  and  approaches  the  first  ; which  shows  that  the  anterior  surface 
of  the  crystalline  lens  becomes  more  convex  and  approaches  the  cornea. 
In  place  of  the  candle,  Von  Helmholtz  throws  light  through  two  holes  in  the 
screen  upon  the  eye,  and  observes  the  distance  on  the  eye  between  the  two 
shining  points,  instead  of  the  size  of  the  flame  of  the  candle. 

This  change  in  the  lens  is  effected  chiefly  by  means  of  a circular  muscle 
(ciliaiy  muscle),  the  contraction  of  which  relaxes  the  suspensory  ligament, 
and  so  allows  the  front  surface  of  the  lens  to  assume  more  or  less  of  that 
greater  convexity  which  it  would  normally  exhibit  were  it  not  for  the  drag 
exercised  upon  it  by  the  ligament.  Certain  other  less  important  changes 
occur,  tending  to  make  the  lens  more  convex  and  to  push  it  forwards,  which 
cannot,  howevei,  be  explained  without  entering  into  minute  anatomical 
details.  When  the  eye  is  accommodated  for  near  vision,  the  pupil  contracts 
and  so  partially  remedies  the  greater  spherical  aberration. 


The  range  of  accommodation,  called  by  Bonders  ' , is  measured  by  first 

A 

of  all  determining  the  greatest  distance,  R,  at  which  a person  can  see  dis- 
tinctly. In  this  case  the  ciliary  muscle  is  in  a state  of  rest,  that  is  the 
accommodation  is  relaxed  to  the  utmost.  The  shortest  distance,  P,  is  observed 
at  which  the  person  can  see  distinctly.  In  this  case  the  ciliary  muscle  is 
contracted  to  its  utmost  power,  that  is,  the  accommodation  has  arrived  at 
its  maximum.  The  total  accommodation  power  which  an  eye  can  bring  into 
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plav  is  therefore  represented  by  the  difference  between  the  refraction  of  the 
eye  when  at  rest,  and  when  it  is  at  the  maximum  effort  of  accommodation  ; 

then  _ 1 _ 1 

A " P ’ R 

Here  each  of  the  three  terms  represents  a lens  expressed  by  the  inverse  of 
its  focal  distance. 

By  the  dioptric  method  (644)  this  formula  is  simplified,  and  becomes 

a=p-r, 

where  a is  the  number  of  diopters  represented  by  the  range  of  accommoda- 
tion-  é - the  number  represented  by  the  eye  when  accommodated  to  its 
maximum,  and  r=the  number  of  diopters  when  relaxed  to  see  the  punctum 
remotum  ; in  other  words,  « is  the  difference  between  th s powers  of  the  eye 

when  viewing  near  and  distant  objects.  . . • 

635  Binocular  vision.— A single  eye  sees  most  distinctly  any  point 
situated  on  its  optical  axis,  and  less  distinctly  other  points  also,  towards 
which  it  is  not  directly  looking,  but  which  are  still  within  its  circle  of  vision. 

It  is  able  to  judge  of  the  direction  of  any  such  point,  but  unable  by  itself 
to  estimate  ^distance.  Of  the  distance  of  an  object  it  may,  indeed,  learn 
to  judge  by  such  criteria  as  loss  of  colour,  indistinctness  of  outhne,  deciease 
In  magnitude,  &c.  ; but  if  the  object  is  near,  the  single  eye  is  not  infallible, 

PV611  with  these  cuds.  . . • 

When  the  two  eyes  are  directed  upon  a single  point,  we  then  gam  the 

power  of  judging  of  its  distance  as  compared  with  that  of  any  othei  poin  , 
^ we  seem  to  gain  by  the  sense  of  greater  or  less  effort  required  m 
causing  the  optical  axes  to  converge  upon  the  one  point  01  upon  the  o . 
Now  J solid  object  maybe  regarded  as  composed  of  points  winch  a at 
different  distances  from  the  eye.  Hence,  in  looking  at  such  an  object  the 
axes  of  the  two  eyes  are  rapidly  and  insensibly  varying  them  angle  of  ^ 
vergence,  and  we  as  rapidly  are  gaining  experience  of  bie^  ffe.ence  i 
distance  of  the  various  points  of  which  the  object  is  composed,  or,  in  other 
wolds,  an  assurance  of  its  solidity.  Such  kind  of  assurance  is  necessarily 

^^^tT^eoseope.-Let  any  solid  object,  such  as 
a small  bos,  be  supposed  ,o  be  held  a.  some  short  d.stanc*  m front  oftfm 

ever  point  of  it  they 
are  fixed,  they  will 
see  that  point  the 
most  distinctly,  and 
other  points  more  or 
less  clearly.  But  it 
is  evident  that,  as  the 
two  eyes  see  from 
different  points  of 
view,  there  will  be 
formed  in  the  right 


Fig.  627 
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in  relief.  If,  therefore,  we  delineate  the  object,  first  as  seen  by  the  right 
eye,  and  then  as  seen  by  the  left,  and  afterwards  present  these  dissimilar 
pictures  again  to  the  eyes,  taking  care  to  present  to  each  eye  that  picture 
which  was  drawn  from  its  own  point  of  view,  there  would  seem  to  be  no  reason 
why  we  should  not  see  a representation  of  the  object,  as  we  saw  the  object 
itself,  in  relief.  Experiment  confirms  the  supposi-  Q 

tion.  If  the  object  held  before  the  eyes  was  a 
truncated  pyramid,  r and  / (fig.  626)  would  repre- 
sent its  principal  lines,  as  seen  by  the  right  and  left 
eyes  respectively.  If  a card  is  held  between  the 
figures,  and  they  are  steadily  looked  at,  r by  the 
right  eye,  and  / simultaneously  by  the  left,  for  a 
few  seconds,  there  will  be  seen  a single  picture 
having  the  unmistakable  appearance  of  relief.  Even 
without  a card  interposed,  the  eye,  by  a little  prac- 
tice, may  soon  be  taught  so  to  combine  the  two  as 
to  form  this  solid  picture.  Three  pictures  will  in 
that  case  be  seen,  the  central  one  being  solid,  and 
the  two  outside  ones  plane.  Fig.  627  will  explain 
this.  Let  r and  / be  any  two  corresponding  points, 
say  the  points  marked  by  a large  dot  in  the  figures 
drawn  above  ; R and  L the  positions  of  the  right  and  left'  eyes  ; then  the 
light  eye  sees  the  point  r in  the  direction  Rc>,  and  the  left  eye  the  point  / in 
the  direction  Lo,  and  accordingly  each  by  itself  judging  only  by  the  direc- 
tion, they  together  see  these  two  points  as  one,  and  imagine  it  to  be  situated 
at  o.  But  the  right  eye,  though  looking  in  the  direction  Rr,  also  receives 
an  image  of  / on  another  part  of  the  retina,  and  the  left  eye  in  the  same  way 
an  image  of  r,  and  thus  three  images  are  seen.  A card,  however,  placed 
in  the  position  marked  by  the  dotted  line  will,  of  course,  cut  off  the  two  side 
pictures.  To  assist  the  eye  in  combining  such  pairs  of  dissimilar  pictures 
both  mirrors  and  lenses  have  been  made  use  of,  and  the  instruments  in 
which  either  of  these  are  adapted  to  this  end  are  called  stereoscopes. 

637.  The  reflecting  stereoscope.— In  the  reflecting  stereoscope  plane 
mirrors  are  used  to  change  the  apparent  position  of  the  pictures,  so  that  they 
are  both  seen  in  the  same  direction,  and  their  combination  by  the  eye  is 
thus  rendered  easy  and  almost  inevi- 
table.  If  ab , ab  (fig.  628)  are  two 
plane  mirrors  inclined  to  each  other 
at  an  angle  of  90°,  the  two  arrows,  x,y, 
would  both  be  seen  by  the  eyes  situ- 
ated at  R and  L in  the  position  marked 
by  the  dotted  arrow.  If,  instead  of 
the  arrows,  we  now  substitute  such  a 
pair  of  dissimilar  pictures  as  we  have 
spoken  of  above,  of  the  same  solid 
object,  it  is  evident  that,  if  the  margins 
of  the  pictures  coincide,  other  corre- 
sponding points  of  the  pictures  will  not.  The  eves  im,,,»,  « 1 , . , 

e««,  soon  Wng  sucl,  points  int0 


A 
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appear  to  recede  or  advance,  as  they  are  farther  apart  or  nearer  together 
than  any  two  corresponding  points  (the  right-hand  corner,  for  mstance)  of  the 
margins  when  the  pictures  are  placed  side  by  side,  as 
■*=.'  in  the  diagram,  fig.  628.  It  will  be  plain,  also,  on 

considering  the  position  for  the  arrows  in  fig.  628, 
y that  to  adapt  such  figures  as  those  in  fig.  627  for  use 
in  a reflecting  stereoscope  one  of  them  must  be  re- 
versed, or  drawn  as  it  would  be  seen  through  the 
paper  if  held  up  to  the  light. 

638.  The  refracting  stereoscope.— Since  the  rays 
passing  through  a convex  lens  are  bent  always 
towards  the  thicker  part  of  the  lens,  any  segment 
of  such  a lens  may  be  readily  adapted  to  change  the 
apparent  position  of  any  object  seen  through  it. 
Thus,  if  (fig.  629)  two  segments  be  cut  from  a double 
Fig.  629  convex  lens,  and  placed  with  their  edges  together, 

the  arrows,  x,y,  would  both  be  seen  in  the  position  of  the  dotted  arrow  by 

thei7wcasubsdtuteLfor  the  arrows  two  dissimilar  pictures  of  the ^ame  solid 
object  or  the  same  landscape,  we  shall  then,  if  a diaphragm , ^ is  placed 
between  the  lenses  to  prevent  the  pictures  being  seen  crosswise  by  the  e>  , 

ssîSspSSÎ 

' combined  by  an  almost  insensible  effort  of  the 1 ey^ 
Any  pair  of  corresponding  points  which  are  fai  the 
apart  than  any  other  pair  will  then  be  seen  farther 
/ 1 back  in  the  picture,  just  as  any  point  in  the  background 

/ 1 of  a landscape  would  be  found  (if  we  came  to  compa, 

• two  pictures  of  the  landscape,  one  drawn  by  the  right 
eye  and  the  other  by  the  left)  to  be  represented  by 
two  points  farther  apart  from  each  other  than  two 
others  which  represented  a point  in  the  foreground. 

It  will  be  instructive  to  notice  that  there  is  also  a 
second  point  on  this  side  of  the  paper  at  which,  if  a 
person  look  steadily,  the  diagrams  m fig.  630  wül 
Fig.  630  combine,  and  form  quite  a different  ^eoscopic  p - 

ture.  Instead  of  a solid  pyramid  a hollow  pyramidal  box  wfl  then  be^. 
The  point  may  easily  be  found  ^ cxpen^  ^ °nd  see  only  then- 

images  will  also  be  seen.  "e  W t use  a diaphragm  of  paper  held 

central  stereoscopic  combination,  w scmare  hole  in  it.  This  paper 

parallel  to  the  plane  of  the .f^niav  conceal  ‘the  right-hand  figure  from 

screen  must  be  so  adjusted  that  it  • - - ri„ht  eye,  while  the  central 

the  left  eye,  and  the  left-hand  fiffu  the  bQle_  It  will  be  plain  from 

stereoscopic  picture  may  be  seen  g be  directed, 

the  diagram  (fig.  63°)  that  * is  the  point ^mh  thejy  ^ ^ formed  by 

and  at  which  they  will  imagin  p dotted  line  shows  the  posi- 

rsïr££ 1 a ïïs  sâ  « -- — - 
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constructed,  which  will  thus  give  us,  with  the  ordinary  stereoscopic  slides,  a 
reversed  picture  ; for  instance,  if  the  subject  is  a landscape,  the  foreground 
will  retire  and  the  background  come  forward. 

When  the  two  retinas  view  simultaneously  two  different  colours,  the  im- 
pression produced  is  that  of  a single  mi^ed  tint.  The  power,  however,  of 
combining  the  two  tints  into  a single  one  varies  in  different  individuals, 
and  in  some  is  extremely  weak.  If  two  white  discs  at  the  base  of  the  stereo- 
scope are  illuminated  by  two  pencils  of  complementary  colours,  and  if  each 
coloured  disc  is  looked  at  with  one  eye,  a single  white  one  is  seen,  showing 
that  the  sensation  of  white  light  may  arise  from  two  complementary  and 
simultaneous  chromatic  impressions  on  each  of  the  two  retinas. 

Dove  found  that  if  a piece  of  printing  and  a copy  are  viewed  in  the  stereo- 
scope, a difference  in  the  distance  of  the  words,  which  is  not  apparent  to  the 
naked  eye,  causes  them  to  stand  out  from  the  plane  of  the  paper. 

639.  Persistence  of  impressions  on  the  retina.  — When  an  ignited  piece 
of  charcoal  is  rapidly  rotated,  we  cannot  distinguish  it  ; the  appearance  of 
a circle  of  fire  is  produced  ; similarly,  rain,  in  falling  drops,  appears  in  the 
air  like  a series  of  liquid  threads.  In  a rapidly  rotating  toothed  wheel  the 
individual  teeth  cannot  be  seen.  But  if,  during  darkness,  the  wheel  is 
suddenly  illuminated,  as  by  the  electric  spark,  the  individual  parts  may  be 
clearly  made  out.  The  following  experiment  is  a further  illustration  of  this 
property  A series  of  equal  sectors  are  traced  on  a disc  of  glass,  and  they 
are  alternately  blackened  ; in  the  centre  there  is  a pivot,  on  which  a second 
disc  is  fixed  of  the  same  dimensions  as  the  first,  but  completely  blackened 
with  the  exception  of  a single  sector  ; then  placing  the  apparatus  between  a 
window  and  the  eye,  the  second  disc  is  made  to  rotate.  If  the  movement 
is  slow,  all  the  transparent  sectors  are  seen,  but  only  one  at  a time  ; by  a 
more  rapid  rotation  we  see  simultaneously  two,  three,  or  a greater  number. 
These  various  appearances  are  due  to  the  fact  that  the  impression  of  these 
images  on  the  retina  remains  for  some  time  after  the  object  which  has 
produced  them  has  disappeared  or  become  displaced.  The  duration  of  the 
persistence  varies  with  the  sensitiveness  of  the  retina  and  the  intensity  of 
light. 

Plateau  investigated  the  duration  of  the  impression  by  numerous  similar 
methods,  and  has  found  that  it  is,  on  the  average,  half  a second.  Among 
many  curious  instances  of  these  phenomena,  the  following  is  one  of  the  most 
remarkable.  If,  after  having  looked  at  a brightly  illuminated  window,  the 
eyes  are  suddenly  closed,  the  image  remains  for  a few  instants— that  is,  a 
sashwork  is  seen  consisting  of  luminous  panes  surrounded  by  dark  frames  ; 
after  a few  seconds  the  colours  become  interchanged,  the  same  framework 
is  now  seen,  but  the  frames  are  now  bright,  and  the  glasses  are  perfectly 
black  ; this  new  appearance  may  again  revert  to  the  former  one. 

The  impression  of  colours  remains  as  well  as  that  of  the  form  of  objects  • 
for  if  circles  divided  into  sectors  are  painted  in  different  colours,  they  become 
confounded,  and  give  the  sensation  of  the  colour  which  would  result  from 
their  mixture.  Yellow  and  red  give  orange  ; blue  and  red  violet  ; the  seven 
colours  of  the  spectrum  give  white,  as  shown  in  Newton’s  disc  (fia.  tco), 
fins  is  a convenient  method  of  studying  the  tints  produced  by  mixed  colours 

A great  number  of  pieces  of  apparatus  are  founded  on  the  persistence 


of  sensation  on  the  retina  : such  are  the  thaumatrope , the  p/ienakistoscope , 
Faraday's  wheel , the  haleidophone,  and  the  zoetrope 

The' zoetrope,  or  of  life,  is  very  convenient  for  representing  a number 

of  vibratory  motions.  It  consists  of  an  open  cylinder  which  can  Ire  rotated 
about  its  vertical  axis,  with  a number  of  vertical  slits  at  the  top.  If  the 
successive  positions  of  a vibrating  pendulum,  for  instance,  are  drawn  on  a 
narrow  strip  of  paper,  equal  in  length  to  the  circumference  and  this  is 
placed  inside  the  cylinder,  when  the  wheel  is  rapidly  rotated,  we  see  on 
looking  through  the  slits  the  pendulum  as  if  it  were  steadily  vibrating. 

In  the  kinematograph  a rapid  succession  of  photographs  of  moving  objects 
are  taken,  and  successively  projected  in  the  same  order  on  a scieen  which 
allows  a certain  fixed  short  time  of  exposure  to  each  pictuie  before  the  next 
picture  appears.  In  this  way  the  most  interesting  and  varied  phenomena 

are  vividly  reproduced  with  lifelike  accuracy. 

640  Accidental  images.-When  a coloured  object  placed  upon  a black 
ground  is  steadily  looked  at  for  some  time,  the  eye  is  soon  tired,  and  the 
intensity  of  the  colour  is  enfeebled  ; if  now  the  eyes  are  directed  towards  a 
white  sheet  or  to  the  ceiling,  an  image  will  be  seen  of  the  same  shape  as 
the  object,  but  of  the  complementary  colour  (581)  ; that  is,  such  a one  as 
united'  to  that  of  the  object  would  form  white.  For  a green  object  the  image 
will  be  red  ; if  the  object  is  yellow  the  image  will  be  violet. 

Accidental  colours  are  of  longer  duration  in  proportion  as  the  object  has 
been  more  brilliantly  illuminated,  and  has  been  longer  looked  at.  Mena 
lighted  candle  has  been  looked  at  for  some  time,  and  the  eyes  are  turned 
towards  a dark  part  of  the  room,  the  appearance  of  the  flame  lemains,  but  it 
gradually  changes  colour  ; it  is  first  yellow  then 

To  red  from  red  through  violet  to  greenish  blue,  which  is  giadually  leebler 
“ ft  disappears.  If  the  eye  which  has  been  looking  at  the  light  is  turned 
l l whhe  wall  the  colours  follow  almost  the  opposite  direction  : there 
fi  n £ on  a white  ground,  which  gradually  changes  into  blue 

Is  fhen  successively  green  and  yellow,  and  ultimately  cannot  be  dis.mgu.shed 

fr°  The'reton  rflwfphenomenon  is  to  be  sought  in  the  fact  that  the  subse- 
r 11  1 t tjie  retina  is  not  of  equal  duration  foi  all  colours,  and 
quent  actio  s intensity  of  the  subsequent  action  does  not  follow  the 

that  the  decrease mn  he  Kill p,  ?he  durations  of  the  after-image 

^Ei— i "Ihite.  yellow,  red,  and  blue,  on,  o =9,o  o8, 

^liai^Irradiation-— This  1s‘a  phenomenon  in  vtrtue  of  which  white  objects, 
or  of  a very  bright  colour,  when  seerr  on  *£ 

Irradiation  is  due  to  the  fact  that  the  nnpiess  I ^ ^ tQ 

rst-^edly^Tmalela,  the  du, a, ion  of  the  impression  does 


-642] 


The  Eye  is  not  Achromatic 


653 


Fig.  631 


illuminated  crescent  seeming  to  extend  beyond  the  darker  portion  of  the 
disc,  and  hold  it  in  its  grasp. 

Plateau  found  that  irradiation  differs  very  much  in  different  people,  and 
even  in  the  same  person  it  differs  on  different  days.  He 
also  found  that  irradiation  increases  with  the  lustre  of 
the  object,  and  the  length  of  time  during  which  it  is 
viewed.  It  manifests  itself  at  all  distances  ; diverging 
lenses  increase  and  condensing  lenses  diminish  it. 

Accidental  haloes  are  the  colours  which,  instead  of 
succeeding  the  impression  of  an  object  like  accidental 
colours,  appear  round  the  object  itself  when  it  is  looked 
at  fixedly.  The  impression  of  the  halo  is  the  opposite  to 
that  of  the  object  : if  the  object  is  bright  the  halo  is  dark, 
and  vice  vci-sa.  These  appearances  are  best  produced  as 
follows  : — A white  surface,  such  as  a sheet  of  paper,  is 
illuminated  by  coloured  light,  and  a narrow  opaque  body  held  so  as  to  cut 
off  some  of  the  coloured  rays.  In  this  manner  a narrow  shadow  is  obtained 
which  is  illuminated  by  the  surrounding  white  daylight,  and  appears  com- 
plementary to  the  coloured  ground.  If  red  glass  is  used,  the  shadow 
appears  green,  and  blue  when  a yellow  glass  is  used. 

The  contrast  of  colours  is  a reciprocal  action  exerted  between  two  adja- 
cent colours,  in  virtue  of  which  to  each  one  is  added  the  complementary 
colour  of  the  other.  Chevreul  found  that  when  red  and  yellow  colours  are 
adjacent,  red  acquires  a violet  and  yellow  an  orange  tint.  If  the  experiment 
is  made  with  red  and  blue,  the  former  acquires  a yellow  and  the  latter  a 
green  tint  ; with  yellow  and  blue,  yellow  passes  to  orange,  and  blue  towards 
indigo  ; if  a narrow  strip  of  grey  paper 
is  laid  on  a sheet  of  light  green  paper,  it 
appears  reddish,  if  laid  on  blue  paper  it 
seems  yellow,  and  so  on  for  a vast  number 

! of  combinations  ; in  all  cases  the  colour 
is  complementary  to  the  colour  of  the 
base.  The  importance  of  this  phenomenon 
in  its  application  to  the  manufacture  of 
coloured  cloths,  carpets,  curtains,  &c., 
may  be  readily  conceived. 

The  contrast  may  be  conveniently  ex- 
amined by  means  of  the  apparatus  shown 
in  fig.  632  in  about  ^ scale.  It  consists 

of  a thin  vertical  board,  AB,  painted  white,  and  the  base,  DC,  painted 
black  ; thereon  are  painted  circles  about  if  of  an  inch  in  diameter  black  and 
wlnte  respectively.  A sheet  of  coloured  glass  is  inclined  at  ^n  ang^ol  4S° 
if  now  the  eye  is  so  situated  that  the  image  of  the  white  circle  on  DC  reflected 

ion  ATWr^  SUrfaCE  of  the  &lass  piate  is  looked  at  in  front  of  the  circle 
mi  AB,  t,he  image  aPPears  of  a colour  complementary  to  that  of  the  class 
Thf  w‘th  a green  plate  a red  spot  is  seen  on  a green  ground  g 

642.  The  eye  is  not  achromatic.-It  had  long  been  supposed  that  the 
lurnan  eye  was  perfectly  achromatic  ; but  this  is  clearly  impossible  as  all 
.1.=  refractions  arc  made  Che  s„me  way,  via  towards  the  a^sTmoyeok,  the 


Fig.  632 


experiments  of  Wollaston,  of  Young  of  Fraunhofer,  and  of  Müller  ha.e  | 
shown  that  it  was  n°t  true  m any  ^°^cS^.tw0  lenses,  a very  fine  wire 

Fraunhofer  showed  that  l /,  , nbiect-elass  is  seen  distinctly 

placed  inside  the  instrument  in  t re  oc  s ]nated  with  red  light  ; but 

through  the  eyepiece,  when  the  telescop  is  in  the  same  position. 

i?„;reiS;rsebey,.rwhe^  I 

s - - d”  * ‘ 

chromatic  aberration  in  the  eye.  „round  found  that  the  image 

Müller,  on  looking  at  a white  disc  ‘ thedistance  of  the  disc,  that  is, 

is  sharp  when  the  eye  is  accommoda  t ^ found  ^ [{  the  image  is 

when  the  image  forms  on  the  îeti  , appears  surrounded  by  a 

formed  in  front  of  or  behind  the  of  one  eye  (the  other 

very  narrow  blue  edge.  If  a fingei  only  one  half 

being  closed)  in  sudr  a manner  as  is  then  directed  to  any 

of  the  pupil,  and,  of  course,  o iq  y,  he  shutter  of  a darkened  room, 

mtstlrof  white' paper  ona'black  ground,  this  line  of  light  will  appear  as 

a ffi  these  expert.  **  the  «£££*£& 
matic  as  long  as  the  image  is  receive  1 ^ of  ^ apparent 

accommodated  to  the  distance  of  1 bj  ^ ^ been  attributed  to 

achromatism  cannot  be  exactly  state  . th°oughthe  pupillary  aperture, 

the  tenuity  of  the  luminous  beam  refraLible  rays,  meeting  the  surfaces  of 
and  to  the  fact  that  these  unequa  y i&;nr;dence  are  very  little  refracted, 

the  media  of  the  eye  almost  at  the  (594)-  . 

from  which  it  follows  that  the  chromatic  abe  ^ by  the 

Spherical  aberration,  as  we  h^e  a'  a ^a  m ’which  stops  the  margina 
(625)  The  iris  is,  in  point  of  fact,  a P » the  axis.  Spherical 

rays  and  allows  only  those  to  pass  wMch  ^ n index  of  the 

aberration  is  also  diminished,  by  th t to*  that  t ^ 
crystalline  lens  decreases  from  the  cen  ^ ^ 1 Ametropia.  Myopia 

643.  Short  sight  and  long  sig  • • __The  most  usual  deviations 

and  hypermetropia.  Astigmatism.  ^ hypermetropic  presbyopic 

from  normal  refraction  of  the  eye  the  inability  to  see  objects 

and  astigmatism.  Myopic  or  sho  t ^ sight , distance.  The  usual 

clearly  defined  beyond  a varia  e J length  of  the  eyeball  along  the 

cause  of  myopia  is  an  abnormal  ^ fQCUS  of  the  dioptric  system 

axis  of  vision,  so  that  the  images  orx  the  retina  indistinct 

of  the  eye  for  parallel  rays,  the  y verging  (concave)  glasses,  which  m 
It  may  be  remedied ; by  ^ ^tommon  axis,  throw  the  focus  farthei 
making  the  rays  deviate  fr°®  tb®  d on  the  retina. 

back,  and  cause  the  image  to  . • completely  relaxed,  can  se 

An  eye  which,  when  «he  -“m^WfOn^  co 
distant  objects  distinctly  said  t0*  be  emmetropic.  AH  deviation 

sharply  focused  on  the  retir  , j tbe  term  ametropia. 

— 1 °biœts’ seden,a’7  OCCUpat,0nS’  ' 
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stooping  position  while  studying,  in  fact  anything  which  tends  to  congest 
the  eyes,  and  cause  an  unequal  strain  on  the  muscles  of  convergence,  may 
produce  short  sight.  It  is  common  in  the  case  of  young  people,  and  when 
once  acquired,  tends  to  become  hereditary  ; hence  the  percentage  of  myopes 
is  continually  on  the  increase  in  countries  where  education  is  becoming  more 
advanced. 

Hypermetropia , or  long  sight,  is  the  contrary  of  short  sight.  The  eye  is 
abnormally  short  along  the  axis  of  vision,  so  that  the  retina  lies  in  front  of 
the  focus  of  the  dioptric  system  of  the  eye  for  parallel  rays,  thereby  rendering- 
objects  on  the  retina  indistinct  unless  the  rays  are  rendered  more  convergent 
by  exerting  the  muscles  of  accommodation.  Hence  the  ciliary  muscle  can 
never  be  relaxed  without  the  image  becoming  blurred,  even  when  looking  at 
distant  objects.  When  regarding  near  objects,  however,  the  accommodation 
has  to  be  brought  into  play,  not  from  a position  of  rest,  but  from  the  state  of 
contraction  of  the  ciliary  muscle,  which  was  necessary  to  see  distant  objects 
clearly.  Owing  to  this  increased  strain  of  accommodation,  the  eye  becomes 
easily  fatigued  when  regarding  near  objects,  which  thus  become  blurred. 
Hypeimetropia  is  corrected  by  means  of  converging  (convex)  lenses. 
These  glasses  converge  the  rays  before  their  entrance  into  the  eye,  and 
therefore,  if  the  converging  power  is  properly  chosen,  the  image  will  be 
formed  exactly  on  the  retina. 


On  applying  a few  drops  of  solution  of  atropine  to  the  eye,  the  amount  of 
hypermetropia  will  be  found  to  be  considerably  increased.  This  additional 
1 nci ease  is  termed  latent  hypermetropia  in  contradistinction  to  the  amount 
o hypermetropia  discovered  before  the  atropine  was  applied,  or  manifest 
hypermetropia.  J 

Presbyopia.  As  we  grow  older,  the  ranee  of  accommodation—;,,  „tw 


five  years  of  life  after  forty. 


"-10  iuunu  uiai  me  iauure  ot  accommo- 
a convex  lens  of  one  diopter  for  every 


Astigmatism.  We  have  hitherto  considered  the  diopt 
portions  of  true  spheres.  Should,  however,  one  of  the  surface 


ric  surfaces  as 
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on  a cylindrical  surface  in  which  one  of  the  axes  only  is  a plane  ; a curve  of 
such  a radius  being  chosen  as  will  enable  the  two  linear  foci  to  unite  on  the 

same  plane.  _ , , , 

644.  Eye-glasses.  Spectacles.— The  glasses  commonly  used  by  short- 

or  long-sighted  persons  are  known  under  the  general  name  of  eye-glasses  or 
spectacles.  Generally  speaking,  numbers  are  engraved  on  the  trial  glasses 
which  express  their  focal  length  in  inches  or  their  power  in  diopters. 
This  latter  term  is  applied  to  the  standard  glasses  adopted  by  the 
Ophthalmologies  Congress  at  Heidelberg,  and  now  the  only  standard 
officially  recognised  throughout  Europe  and  America.  1 his  standaid  is  the 
refractive  power  of  a lens  having  a focal  length  of  a metre  (39  37  inches), 
and  is  represented  by  the  letter  D.  Here  the  refractive  power  is  the  inverse 

of  the  focal  length,  i.e.  D-^and  F-£.  Hence,  to  find  the  number  ot 

diopters  which  represent  the  focal  length  in  inches,  we  must  divide  3937  by 
that  focal  distance  ; and,  conversely,  to  find  the  focal  length  in  'nches  co.  rm 
sponding  to  a given  number  of  diopters,  we  have  only  to  divide  39  37  by  this 
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in  front  of  the  focus,  it  would  be  necessary,  in  order  that  the  image  should 
fall  on  the  retina,  that  the  parallel  incident  rays  coming  from  infinity  should 
be  made  to  converge  by  means  of  a convex  lens,  for  convergent  rays  do  not 
exist  in  natuie.  The  punctum  remotum  in  this  case  is  therefore  negative,  i.e. 
it  is  situated  behind  the  retina  (F,  fig.  634).  The  defect  is,  therefore,  measured 
by  a convex  lens  whose  focus  coincides  with  the  punctum  remotum.  Parallel 


Fig.  634 


rays  proceeding  from  infinity  will  then  enter  the  eye  as  if  they  came  alonsr 
the  path  of  rays  which  converge  to  the  p.r.-in  other  words,  distant  objects 
will  appear  sharply  defined  on  the  retina.  J 

= /o“oPP°!Vne  P-1;  be,SitUatf  ,I25  mm-  behind  the  eye,  the  hypermetropia 
re.  8D,  and  a lens  of  that  refractive  power  will  correct  the  error 
ut  as  the  spectacles  are  placed  about  13  mm.  in  front  of  the  eye  the 
correcting  lens  will  need  to  have  a focal  length  of  125  + 13  = 138  mm  ’or  a 

power  of  about  7D.  In  lower  degrees  of  hypermetropia  the  distance  of  the 
lens  from  the  eye  may  be  disregarded. 

645.  Diplopia.  Diplopia  is  an  affection  of  the  eye  which  causes  ohWic 
o be  seen  double  ; that  is,  that  two  images  are  seen  Ltead  of  one  ûsïïv 
the  two  .mages  are  almost  entirely  superposed,  and  one  of  them  is  3 
.e  distinct  than  the  other.  Diplopia  is  usually  due  to  a want  of  power  in 

oS^“7U!cles’ but  il  “ •*  Æ 

tf'tr  V,  Cll‘iOUS 

defect  !s  that  of  red  blindness.  Dalton  suffered  from  t^d^fea'andV'''5 
the  fact  that  he  very  carefully  described  it  the  defect  w , ’ 

Daltonism.  Persons  so  affected  are  unable  to  distinguish  C ^ 
shades  of  red  and  green,  being  blind  for  two  ^culaf^^l^*^ 
aie  complementary.  Green  or  bluish  green  and  red  E ? T Wh'Ch 
only  in  shade,  but  not  in  colour.  Thus  red  cherries  on T 1601  Vary 

distinguishable  only  by  their  form  and  shade  If  such  a 1 ^ tree  a‘e 
with  the  spectroscope  the  red  end  is  found  to  be  'S  exam,ned 

and  the  whole  spectrum  appears  to  consist  of  t v 0‘  CSS  shortened, 
yellow  and  blue.  In  many  cases  the^  twn  r!  dist,nct  colours  only, 

band  of  greyish  colour.  °U1S  a'e  seParated  by  a neutral 

Blue  yellow  blindness , or  violet  blindness , as  it  is  nllod  i 
an  exceedingly  rare  phenomenon.  . It  is  characteris'd  byl^  “ 

u u 
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distinguish  blue  and  its  shades  from  yellow,  but  red  and  green,- with  ail l thrir 
shades  are  clearly  defined.  In  this  form  the  spectrum  is  shortened  at  the 
vtlet  end  Green  blindness  has  also  been  described,  but  as  in  colour  bhnd- 
ness  the  complementary  colours  are  always  defective,  it  is  difficult  to  dis- 
Wuish  such  cases  from  red  blindness,  and  what  appears  to  be  green  blind- 
nesgs  bv  one  test  may  be  considered  to  be  red  blindness  by  another. 

Total  colour  blindness.- Lastly,  cases  have  been  occasionally  met  with 

been  proposed  for  the  qualitative  and  guanttta- 

«.  give  the  patient  a standard  skein  of 

wool  of  a particular  tint,  green,  rose,  or  ^bundle  of 

with  others  which  appear  to  11m  which’ can  be  rotated  in  front  of 

signed  for^ the  examination  ofjhe  eye^and  g^Jor 

Helmholtz  It  consists . • dlg  of  JJich  is  a small  hole  about  a 

metal,  M (figs.  635,  636),  length  of  the  reflector  is  from  8 to 

t Of  “in“‘wS,  is  held  in  front  of  the  eye  of 

'“'Cat  nse  of  the  ophthalnroscope.  the  patient  is  placed  in  a dark  roonr, 

put  beside  him, 
E.  The  screen 
serves  to  shade 
the  light  from 
his  head,  and 
keep  it  in  dark- 
11  ess.  The 
observer,  A, 
holding  in  one 
hand  the  re- 
flector, em- 
ploys it  to  con- 
centrate the 
light  of  the 
lamp  near  the 

Fig.  635  eye,  B,  of  the 

ligS  upland  its 

structure  can  be  clearly  discerned. 
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Fig.  636  shows  how  the  image  of  the  back  of  the  eye  is  produced,  which 
the  observer,  A,  sees  on  looking  through  the  hole  in  the  reflector.  Let  ab 
be  the  part  of  the  retina  on  which  the  light  is  concentrated,  pencils  of  rays 
proceeding  fiom  ab  would  form  an  inverted  and  aerial  image  of  ab  at  a'b'. 
1 hese  pencils,  however,  on  leaving  the  eye,  pass  through  the  lens  o,  and 
thus  the  image  a b"  is  in  fact  formed,  inverted,  but  distinct,  and  in  a position 
fit  for  vision. 


Modern  ophthalmoscopes  are  now  usually  provided  with  either  one  or 
more  discs  of  metal  carrying  a complete  series  of  convex  and  concave 
lenses,  or  with  a similar  series  of  lenses  forming  a chain  of  discs  fitted  in 
the  body  of  the  instrument.  These  lenses  are  so  arranged  that  the  observer 
by  rotating  a small  wheel  can  bring  a lens  of  any  focal  length  he  pleases 
behind  the  aperture  of  the  mirror.  This  mirror  is  usually  of  a much  shorter 
ocal  length  than  in  the  instrument  previously  described,  and  is  tilted  at  an 
angle  so  that  its  plane  is  not  parallel  to  the  lenses  behind  the  mirror.  In 
consequence  of  this,  the  ophthalmoscope  can  be  held  almost  touching  the 
patients  eye,  while  the  light  can  still  be  reflected  into  the  eye  from  the 
mnror.  In  this  form  of  ophthalmoscope  the  lens  0 is  dispensed  with,  and 
y placmg  behind  the  mirror  the  lens  which  corrects  the  sum  (or  difference) 
of  the  refractive  errors  of  the  patient’s  and  the  observer’s  eye,  the  observed 
eye  is  rendered  emmetropic  for  the  pencils  of  light  which  reach  it.  In  this  case 
he  rays  of  light  from  the  lamp  are  reflected  from  the  mirror  directly  on  the 
back  of  the  patient  s eye,  and  proceeding  from  ab,  are  converged  by  die  lens 
p aced  behind  the  mirror  m such  a manner  that  they  form  an  erect  image 
enlarged  about  twenty  times,  while  in  the  former  indirect  method  the  Imafe 
is  inverted  and  enlarged  only  about  four  or  five  times.  By  a simple  contrivance 
in  the  form  of  a swivel  carrying  the  two  kinds  of  mirrors,  either  can  be  at 
once  rotated  m front  of  the  aperture,  and  thus  the  same  instrument  can  be 
employed  for  both  methods  of  examination.  The  direct  method 
described  affords  a ready  means  of  estimating  the  refraction  of  the  patient’s 
eye,  01,  m other  words,  of  ascertaining  at  once  the  focal  leno-th  -x  ,1  1 
necessary  to  enable  the  patient  to  see  distant  objects.  To  find  this  all  that 
is  necessary  ,s  that  the  observer  should  previously  ascertain  tlîe  1 Ï J 
number  of  diopters  necessary  to  correct  his  eye  for  distant  vi  • 

accustom  himself  to  relax  his  accommodation  to 

instrument.  On  the  patient's  mrt  thi=  ,-„i.  . „•  U 6 * . hen  usin&  the 
eye  of  both  persons  being  adjusted  for  dis^nn^  obiTct^  lnseijsibly-  The 

**  - °f  « Sts 

U U 2 


66o 


On  Light 


[647- 


retinæ  of  both  the  eyes,  and  no  correcting  lens  would  be  needed.  Should 
the  observer’s  eye  be  at  fault,  the  lens  which  will  correct  it  for  parallel  rays 
will  enable  him  to  see  the  details  of  the  patient’s  retina.  Should  both  e>es 

want  correcting,  then  the  number  of  diopters  which Zerv^eTe  will 
add  to  or  subtract  from  the  number  which  correct  the  observer's  eye  w u 
h chcate  the  error  in  the  patient’s  eye.  By  thus  correcting  for  the  vessels  m 
rerina  which  run  in  every  direction,  both  the  axts  and  the  amount  of 
astigmatism  present  may  be  readily  ascertained. 
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CHAPTER  VII 

SOURCES  OF  LIGHT.  PHOSPHORESCENCE 

648.  Various  sources  of  light. — The  various  sources  of  light  are  the 
sun,  the  stars,  heat,  chemical  combination,  phosphorescence,  electricity,  and 
meteoric  phenomena.  The  last  two  sources  will  be  treated  under  the  articles 
Electricity  and  Meteorology. 

The  origin  of  the  light  emitted  by  the  sun  and  by  the  stars  is  unknown  ; the 
sun  is  the  chief  source  ; its  temperature  is  estimated  at  hundreds  of  thousands 
of  degrees.  The  ignited  envelope  by  which  the  sun  is  surrounded  is  gaseous, 
because  the  light  of  the  sun,  like  that  emitted  from  all  gaseous  bodies,  gives 
no  trace  of  polarisation  in  the  polarising  telescope  (chap.  viii.). 

Terrestrial  bodies  become  sources  of  light  when  they  are  raised  to  a 
sufficiently  high  temperature  ; according  to  Draper  all  bodies  begin  to  glow 
with  a red  heat  at  525°  or  according  to  more  recent  observers  at  about 
490°  C.  ; the  light  is  brighter  as  the  temperature  is  higher,  and  at  1170°  a 
body  is  white-hot. 

The  luminous  effects  witnessed  in  many  chemical  combinations  are  due 
to  the  high  temperatures  produced.  Ordinary  luminous  flames  are  essentially 
gases  containing  solids  heated  to  incandescence. 

649.  Phosphorescence. — Certain  bodies  have  the  property  of  becoming 
luminous  in  the  dark  without  any  considerable  rise  of  temperature.  This 
phenomenon,  which  is  well  seen  in  phosphorus,  is  for  this  reason  known  as 
phosphorescence.  Here  it  is  undoubtedly  due  to  a slow  oxidation,  for  it 
ceases  in  spaces  where  no  oxygen  is  present.  Phosphorescence  is  also  ex- 
hibited under  certain  conditions  by  decaying  animal  and  vegetable  matter. 
This  is  also  due  to  slow  oxidation. 

Phosphorescence  is  observed  in  living  animals,  of  which  the  best  known 
case  is  that  of  the  glowworm  ; here  it  is  very  intense,  and  the  brightness 
seems  to  depend  on  the  will.  Its  light  consists  of  a continuous  spectrum 
from  C to  near  H,  and  is  particularly  rich  in  blue  and  green  rays.  In  tropical 
climates  the  sea  is  often  covered  with  a bright  phosphorescent  light  due  to 
myriads  of  small  luminous  infusoria  {Noctihica  miliaris ). 

Langley  showed  that  in  ordinary  oil  or  gas  flames  more  than  99  per  cent 
of  the  total  energy  is  expended  as  heat,  and  is  lost  as  regards  light  • and  in 
sources  at  a high  temperature,  such  as  the  arc  and  incandescent'  electric 
lights,  the  proportion  although  less  is  still  considerable.  The  light  of  the  fire- 
fly ( Pyrophorus  noctilucus ),  which  is  found  abundantly  in  Cuba  when  ex 
am.ned  by  the  spectroscope  and  bolometer  is  found  to  be  devoid  of  red  and 
infra-red  rays,  that  is,  to  contain  only  luminous  rays.  It  thus  represents  an 
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economical  form  of  light.  As  the  more  refrangible  rays  are  those  which 
affect  the  eye,  it  is  desirable  to  obtain  as  much  energy  in  this  form  as  pos- 
sible, and  it  is  in  this  direction  that  improvement  in  artificial  illumination  is 
to  be  looked  for.  At  present,  to  use  the  striking  comparison  of  Sir  Oliver 
Lodge,  we  are  in  the  position  of  an  organist  who,  in  order  to  produce  a few 
very  high  notes  of  the  organ,  has  to  turn  on  the  whole  of  the  register. 

Phosphorescence  by  rise  of  temperature.  This  is  best  seen  in  certain 
species  of  diamonds,  and  particularly  in  chlorophane , a variety  of  fluorspar, 
which,  when  heated  to  300°  or  400°,  suddenly  becomes  luminous,  emitting  a 
oreenish-blue  light  which  lasts  for  several  days. 

Hagenbach  examined  the  spectrum  of  phosphorescent  fluorspar,  and 
found  that  it  consisted  of  only  nine  bands  : four  blue,  two  green,  two  yellow, 
and  one  orange.  As  the  relative  intensities  of  these  bands  are  continually 
changing,  it  is  easy  to  understand  the  different  colours  presented  by  different 

specimens  of  this  mineral.  . 

Phosphorescence  by  mechatiical  effects,  such  as  friction,  percussion,  cleavage, 
&c.  ; for  example,  when  two  crystals  of  quartz  are  rubbed  against  each  other 
in  darkness,  when  a lump  of  sugar  is  broken,  or  when  a plate  of  mica  is 
cleft.  To  this  category  belongs  also  the  disengagement  of  light  when 

arsenious  acid  crystallises.  . , . , 

Phosphorescence  by  electricity , like  that  which  results  from  the  friction  of 

mercury  against  the  glass  in  a baiometiic  tube. 

6qo  Phosphorescence  by  insolation.— A large  number  of  substances, 
after  having  been  exposed  to  the  direct  action  of  sunlight,  or  even  of  the 
diffused  light  of  the  atmosphere,  emit  in  darkness  a phosphorescence  ie 
colour  and  intensity  of  which  depend  on  the  nature  and  physical  condition 

of  these  sl^gtanfiCresSt'  obseryed  in  j6o4  in  Bolognese  phosphorus  (barium 

sulphide),  but  it  also  exists  in  a great  number  of  substances  Calcium  an 
strontium  sulphides  are  those  which  present  it  in  the  highest  degree. 
They  must  be  prepared  in  the  dry  way  and  at  high  temperatures.  W ien 
we/prepared,  after  being  exposed  to  the  light,  they  are  luminous  for  sever* 
hours  in  darkness  But  as  this  phosphorescence  takes  place  in  a vacuum  a 
well'  as)  n ^ gaseous  medium,  it  cannot  be  attributed  to  a chetai  act, on 
but  rather  to  a temporary  modification  which  the  body  undergoes  from  the 
action  of  light.  A phosphorescent  calcium  sulphide  is  prepared  for  mdustna 
rmrnnqps  and  is  known  as  Bcilmauis  luminous  paint. 

P Tf  e?  “e  substances  above  named,  the  best  phosphorescents  are  he 
following  in  the  order  in  which  they  are  placed  : a large  number  of  diamonds 
(especiafly  yellow  ones),  and  most  specimens  of  flnorspar  ; then  amgmnte 
calcareous  concretions,  chalk,  apatite,  heavy  spar  deed  ca oum  n st  ate 
and  dried  calcium  chloride,  calcium  cyan.de,  a large  number  of* 

^“bÆ 
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a little  beyond  ; while  the  light  emitted  by  phosphorescent  bodies  generally 
corresponds  to  rays  of  a smaller  refrangibility,  that  is,  of  greater  wave-length, 
than  those  of  the  light  received  by  them  and  giving  rise  to  the  action. 

The  tint  which  phosphorescent  bodies  assume  is  very  variable,  and  even 
in  the  same  body  it  changes  with  the  manner  in  which  it  is  prepared.  In 
strontium  compounds  green  and  blue  tints  predominate  ; and  orange,  yellow, 
and  green  tints  in  the  barium  sulphides. 

The  duration  of  phosphorescence  varies  also  in  different  bodies.  In 
calcium  and  strontium  sulphides,  phosphorescence  lasts  as  long  as  thirty 
hours  : with  other  substances  it  does  not  exceed  a few  seconds,  or  even  a 
fraction  of  a second. 

The  colour  emitted  by  an  artificial  phosphorescent  ahers  with  the  tem- 
perature during  insolation.  Thus  with  strontium  sulphide  the  light  is  dark 
violet  at  - 20°  C.,  bright  blue  at  + 40°,  bluish-green  at  70°,  greenish-yellow 
at  ioo°,  and  reddish-yellow  of  feeble  luminosity  at  200°  C. 

When  a phosphorescent  body  has  been  heated  the  light  emitted  is  brighter, 
but  the  greater  the  emission  of  light  the  shorter  is  the  duration  of  the  phos- 
phorescence. Heat,  therefore,  produces  a more  rapid  radiation  of  the  light. 

Phosphoroscope.  In  experimenting  with  bodies  whose  phosphorescence 
lasts  a few  minutes  or  even  a few  seconds,  it  is  simply  necessary  to  expose 
them  to  solar  or  diffused  light  for  a short  time,  and  then  place  them  in  dark- 
ness : their  luminosity  is  very  apparent,  especially  if  care  has  been  taken  to 
close  the  eyes  previously  for  a few  moments.  But  in  the  case  of  bodies  whose 
phosphorescence  lasts  only  a very  short  time,  this  method  is  inadequate. 
Becquerel  invented  an  ingenious  apparatus,  the  phosphoroscope , by  which 
bodies  can  be  viewed  immediately  after  being  exposed  to  light  : the  interval 
which  separates  the  insolation  and  observation  can  be  made  as  small  as 
possible,  and  can  be  measured  with  great  precision. 

This  apparatus  consists  of  a closed  cylindrical  box,  AB  (fig.  637),  of 
blackened  metal  ; on  the  ends  are  two  apertures  opposite  each  other  which 
have  the  form  of  a ciicular  sector.  One  only  of  these,  0 , is  seen  in  the 
figure.  The  box  is  fixed,  but  it  is  traversed  in  the  centre  by  a movable  axis, 
to  which  are  fixed  two  circular  screens,  MM  and  PP,  of  blackened  metal’ 
(fig.  638).  Each  of  these  screens  is  perforated  by  four  apertures  of  the 
same  shape  as  those  in  the  box  • but  while  the  latter  correspond  to  each 
other,  the  apertures  of  the  screens  alternate,  so  that  the  open  parts  of  the 
one  coi  respond  to  the  closed  parts  of  the  other.  The  two  screens,  as  already 
mentioned,  are  placed  in  the  box,  and  fixed  to  the  axis,  which  by  means 
of  a train  of  wheels,  worked  by  a handle,  can  be  made  to  turn  with  any 
velocity.  3 


In  order  to  investigate  the  phosphorescence  of  any  body  by  means  of 
this  instrument,  the  body  is  placed  on  a stirrup  interposed  between  the  two 
rotating  screens.  The  light  cannot  pass  simultaneously  through  the 
opposite  apertures  of  the  sides  A and  B,  because  one  of  the  closed  parts  of 
? scieen  MM>  or  of  the  screen  PP,  is  always  between  them.  So  that  when 
a body,  a,  is  illuminated  by  light  from  the  other  side  of  the  apparatus  it 
could  not  be  seen  by  an  observer  looking  at  the  aperture,  *,  for  then  it  would 
be  masked  by  the  screen  PP.  Accordingly,  when  an  observer  saw  the  body 
’ U WOuld  not  be  >Huminated,  as  the  light  would  be  intercepted  by  the  closed 
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parts  of  a screen  MM.  The  body  a would  alternately  appear  and  disappear  ; 
it  would  disappear  during  the  time  of  its  being  illuminated,  and  appear  when 
it  was  no  longer  so.  The  time  which  elapses  between  the  appearance  and 
disappearance  depends  on  the  velocity  of  rotation  of  the  screens.  Suppose, 


Fig.  637 


for  instance  that  they  made  1 50™  ’^four  appearances  and 

screens  is  effected  m tstj  . T4pnre  the  length  of  time  elapsing 

LtE”  ST  for  STi-  - » or  * or . 
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observer  being  on  that  side  on  w sc  i su],stance  a and,  the  screens  being 
electric  light  is  allowed  to  a upo  ■ appèars  luminous  in  a con- 

made  to  insolation  and  observation  is  less 

rn°“hemSofof  .t  Phosphorescence  of  the  body.  By  espe ents  ol 
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this  kind,  Becquerel  found  that  substances  which  usually  are  not  phosphor- 
escent appear  soin  the  phosphoroscope  ; such,  for  instance,  as  Iceland  spar. 
Uranium  compounds  present  the  most  brilliant  appearance  in  this  apparatus  ; 
they  emit  a very  bright  luminosity  when  the  observer  can  view  them  0^03  or 
o'oq  of  a second  after  insolation.  But  a large  number  of  bodies  produce  no 
effect  in  the  phosphoroscope  ; for  instance,  quartz,  sulphur,  phosphorus, 
metals,  and  liquids. 
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CHAPTER  VIII 

DOUBLE  REFRACTION.  INTERFERENCE.  POLARISATION 

651.  The  undulatory  theory  of  light. — It  has  been  already  stated  (5 10)  that 
the  phenomenon  of  light  is  ascribed  to  waves  or  undulations  propagated 
through  an  exceedingly  rare  medium  called  the  luminiferous  ether,  which  is 
supposed  to  pervade  all  space,  and  to  exist  between  the  molecules  of  the 
ordinary  forms  of  matter.  It  is  held,  in  short,  that  light  is  due  to  undulations 
of  the  ether,  just  as  sound  is  due  to  undulations  propagated  through  the  air. 
In  the  latter  case,  the  undulations  cause  the  drum  of  the  ear  to  vibrate  anc 
produce  the  sensation  of  sound.  In  the  former  case,  the  undulations  cause 
points  of  the  retina  to  vibrate  and  produce  the  sensation  of  light.  The  two 
cases  differ  in  this,  that  in  the  case  of  sound  there  is  independent  evidence 
of  the  existence  and  vibration  of  the  medium  (air)  which  propagates  the 
undulation  ; whereas  in  the  case  of  light  the  existence  of  the  medium  and 
its  vibrations  is  assumed , because  that  supposition  connects  and  explains  in 
the  most  complete  manner  a long  series  of  very  various  phenomena.  I ere 
is  however,  no  independent  evidence  of  the  existence  of  the  luminiferous  ether. 

The  analogy  between  the  phenomena  of  sound  and  light  is  very  close  , 
thus,  the  intensity  of  a sound  is  greater  as  the  amplitude  of  the  vibration  of 
each  particle  of  the  air  is  greater,  and  the  intensity  of  light 15  freater  a"  th^ 
amplitude  of  the  vibration  of  each  particle  of  the  ether  is  greater  Again,  a 
sound  is  more  acute  as  the  length  of  each  undulation  producing  the  sound  is 
less  or  what  comes  to  the  same  thing,  according  as  the  number  of  vibrations 
per  second  is  greater.  In  like  manner,  the  colour  of  light  ,s  different  accord- 
ing to  the  length  of  the  undulation  producing  the  light  : a led  light  is  due 
a comparatively  long  undulation,  and  corresponds  to  a deep  sound,  while  a 
violet  hght  is  due  to  a short  undulation,  and  corresponds  to  an  acute  sound. 
V ° Although  the  wave-length  cannot  be  observed  directly,  ye. « » 
interred  from  certain  phenomena  with  great  exactness  The  following 
gives  the  lengths,  in  inches  and  millimetres,  of  the  ondulât, ons  corresponding 
to  the  light  at  the  principal  dark  lines  of  the  spectium  .- 

Wave- 


Dark  line 

A . 
B . 
C . 
D . 
E . 
F . 
G . 
H . 


length  in 
inches 

0‘0000299 
0-000027I 
0'0000258 
0-0000232 
0-0000207 
0-0000I91 
0'0000l69 
o-ooooi  59 


Wave- 
length in 
millimetres 
0-0007504 

0-0006874 

OOO06562 

0-0005897 

0-000527I 

0-0004862 
O OOO43 1 1 
0-0003969 
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It  will  be  remarked  that  the  limits  are  very  narrow  within  which  the 
lengths  of  the  undulations  of  the  ether  must  be  comprised,  if  they  are  to 
be  capable  of  producing  the  sensation  of  light.  In  this  respect  light  is  in 
marked  contrast  to  sound.  For  the  limits  are  very  wide  within  which  the 
lengths  of  the  undulations  of  the  air  may  be  comprised  when  they  produce 
the  sensation  of  sound  (244). 

The  colour  of  a body  is  due  to  the  power  it  has  of  absorbing  certain 
vibrations,  and  of  reflecting  others  ; and  the  body  appears  of  the  colour  pro- 
duced by  the  coexistence  of  the  reflected  vibrations.  A body  appears  white 
when  it  reflects  all  different  vibrations  in  the  proportion  in  which  they  are 
present  in  the  spectrum  ; it  appears  black  when  it  reflects  light  in  such 
small  quantities  as  not  to  affect  the  eye.  A red  body  is  one  which  has  the 
property  of  reflecting  in  predominant  strength  those  vibrations  which  pro- 
duce the  sensation  of  red.  This  is  seen  in  the  fact  that,  when  a piece  of  red 
paper  is  held  against  the  daylight,  and  the  reflected  light  is  caught  on  a 
white  wall,  this  also  appears  red.  A piece  of  red  paper  in  the  red  part  of 
the  spectrum  appears  of  a brighter  red,  and  a piece  of  blue  paper  held  in 
the  blue  part  appears  a brighter  blue  ; while  a red  paper  placed  in  the 
violet  or  blue  part  appears  almost  black.  In  the  last  case  the  red  paper 
can  only  reflect  red  rays,  while  it  extinguishes  the  blue  rays,  and  as  the  blue 
of  the  spectrum  is  almost  free  from  red,  so  little  is  reflected  that  the  paper 
appears  black. 

When  light  falls  upon  a transparent  body,  the  body  appears  colourless  if 
all  the  vibrations  are  transmitted  in  the  proportion  in.  which  they  exist  in  the 
spectrum.  But  if  some  of  the  vibrations  are  checked  or  extinguished,  the 
emeigent  light  will  be  of  the  colour  produced  by  the  coexistence  of  the  un- 
checked vibrations.  Thus,  when  a piece  of  blue  glass  is  held  before  the  eye, 
the  vibrations  producing  red  and  yellow  are  extinguished,  and  the  colour  is 
due  to  the  emergent  vibrations  which  produce  blue  light. 

The  undulatory  theory  also  accounts  for  the  reflection  and  refraction  of 
light,  as  well  as  other  phenomena  which  are  yet  to  be  described.  The  ex- 
planation of  the  refraction  of  light  is  of  so  much  importance  that  we  shall 
devote  to  it  the  next  article. 


652.  Physical  explanation  of  single  refraction.— The  explanation  of 
this  phenomenon  by  means  of  the  undulatory  theory  of  light  presupposes 
that  of  the  mode  of  propagation  of  a plane  wave.  Now,  if  a disturbance 
originated  at  any  point  of  the  ether,  it  would  be  propagated  as  a spherical 
wave  in  all  directions  round  that  point  with  a uniform  velocity.  If,  instead 
of  a single  point,  we  consider  the  front  of  a plane  wave,  it  is  evident  that 
disturbances  originate  simultaneously  at  all  points  of  the  front,  and  that 
spherical  waves  proceed  from  each  point  with  the  same  uniform  velocity. 

onsequently  all  these  spheres  will  at  any  subsequent  instant  be  touched  bv 
a plane  parallel  to  the  original  plane.  The  disturbances  propagated  from 
he  points  in  the  first  position  of  the  wave  will  mutually  destroy  each  other 
except  in  the  tangent  plane  ; consequently  the  wave  advances  as  a plane 
Dhne’  ' SJl'^cessive  pos't,ons  bein£  the  successive  positions  of  the  tangent 

a snace  J inTt-m0V/S  ■“  anyj *edium  with  a ^locity  *,  it  will  describe 
space  vt  in  a time  t,  in  a direction  at  right  angles  to  the  wave- 
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In  any  given  moment  let  win  (fig.  639)  be  the  position  of  the  wave-front  of 
a beam  of  light,  which,  moving  through  any  medium,  meets  the  plane  surface 

AB  of  any  denser  refract- 
ing medium.  In  the  same 
moment  in  which  the 
wave-front  reaches  n,  m 
becomes  the  centre  of  a 
spherical  wave  system 
which  moves  inthesecond 
medium  ; and,  as  the  elas- 
ticity of  the  second  me- 
dium is  different  from 
that  of  the  first,  the  velo- 
cities of  propagation  of  the 
wave  in  the  two  media  will  be  different.  While  the  plane  wave  moves  from 
n to  K,  the  corresponding  wave  starting  from  rn  reaches  the  surface  o a 
sphere  the  radius  of  which  is  less  than  «K,  if  the  second  medium  is  denser 
than  the  first.  The  incident  wave  in  like  manner  reaches  m and  n simul- 
taneously, and  while  n'  moves  to  K,  m'  moves  to  o'  on  the  surface  of  a sphere, 
the  radius  of  which,  m'o',  is  to  mo  as  n’K  is  to  nK.  All  the  elementary 
waves  proceeding  from  points  intermediate  to  n and  K which  arise  from  the 
same  incident  wave,  touch  one  and  the  same  plane  Ko  0,  and  the  lefracted 
ray  proceeds  in  the  new  medium  perpendicular  to  this  tangent  plane. 

Now  nK  and  mo  are  proportional  to  the  velocities  of  light  m the  two 
media  respectively  ; let  inK  be  taken  as  unit  of  length,  then 
nK  = sin  mnK  and  mo  = sin  mKo. 

Now  mnK  is  the  angle  of  incidence  of  the  ray,  and  mKo  is  the  angle  of 
refraction,  and  nK  and  mo  are  proportional  to  the  velocities  of  ^ht  m 
two  media  respectively;  hence  we  see  that  these  velocities  are  to  each 
other  it,  the  same  ratio  as  the  sines  of  the  angles  of  incidence  and  refect, on^ 
a conclusion  which  agrees  with  the  results  of  direc  obsen.at.on  ( 5 1 7), 
forms  a beautiful  confirmation  of  the  truth  of  the  undulatoiy  theory. 

DOUBLE  REFRACTION 

6 Double  refraction.- It  has  been  already  stated  (545)  that  a larSe 
number  of  crystals  possess  the  property  of  double  refraction,  in  virtue 1 of 
whTch  a single  incident  ray  in  passing  through  any  one  of  them  is  divided 
So  two,  or6„»derg„es  HfuraUion,  whence  it  follows  that,  when  an  objec 
is  seen  through  one  of  these  crystals,  it  appears  double.  The  tact  ot  t 
existence  of  double  refraction  in  Iceland  spar  was  first  stated  by  Baith 
in  1669  but  the  law  of  double  refraction  was  first  enunctated  exactly  by 

Huyghens  in  his  treatise  on  light,  written  in  l678 

Crystals  which  possess  this  peculiarity  are  said  to  be  double-refr^hng^ 
It  is  found  to  a greater  or  less  extent  in  all  crystals  which  do  not  belong  to 

« ""SESt  n^x 

The  property  can,  however,  be  >mPaJed  to  tï  having  £een  heated,  in 
compressed,  or  when  they  are  cooled  quickly  alter  h 
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which  state  glass  is  said  to  be  unannealed.  Of  all  substances,  that  which 
possesses  it  most  remarkably  is  Iceland  spar  or  crystallised  calcium  carbonate. 
In  many  substances,  the  power  of  double  refraction  can  hardly  be  proved 
to  exist  directly  by  the  bifurcation  of  an  incident  ray  ; but  its  existence  is 
shown  indirectly  by  their  action  on  polarised  light  (677). 

Fresnel  explained  double  refraction  by  assuming  that  the  ether  in  double- 
refracting  bodies  is  not  equally  elastic  in  all  directions  ; from  which  it 
follows  that  the  vibrations,  in  certain  directions  at  right  angles  to  each 
other,  are  transmitted  with  unequal  velocities  ; these  directions  being  de- 
pendent on  the  constitution  of  the  crystal.  This  hypothesis  is  confirmed  by 
the  property  which  glass  acquires  of  becoming  double-refracting  by  pressure 
and  when  unannealed. 

654.  Uniaxial  crystals. — In  all  double-refracting  crystals  there  is  one 
direction,  and  in  some  a second  direction,  possessing  the  following  property  : — - 
When  a point  is  looked  at  through  the  crystal  in  this  particular  direction,  it 
does  not  appear  double.  The  lines  fixing  these  directions  are  called  optic 
axes  ; and  sometimes,  though  not  very  properly,  axes  of  double  refraction. 
A crystal  is  called  uniaxial  when  it  has  one  optic  axis  ; that  is  to  say,  when 
there  is  one  direction  within  the  crystal  along 
which  a ray  of  light  can  proceed  without 
bifurcation.  When  a crystal  has  two  such 
axes,  it  is  called  a biaxial  crystal. 

The  uniaxial  crystals  most  frequently 
used  in  optical  instruments  are  Iceland  spar, 
quartz,  and  tourmaline.  Iceland  spar  crystal- 
lises in  rhombohedra,  whose  faces  form  with 
each  other  angles  of  105°  5'  or  740  55'.  It 
has  eight  solid  angles  (see  fig.  640).  Of  these,  two,  situated  at  the  extremi- 
ties of  one  of  the  diagonals,  are  severally  contained  by  three  obtuse  angles. 
A line  drawn  within  one  of  these  two  angles  in  such  a manner  as  to  be 
equally  inclined  to  the  three  edges  containing  the  angle  is  called  the  axis  of 
the  crystal.  If  all  the  edges  of  the  crystal  were  equal,  the  axis  of  the  crystal 
would  coincide  with  the  diagonal,  ab. 

Brewster  showed  that  in  all  uniaxial  crystals  the  optic  axis  coincides  with 
the  axis  of  crystallisation. 

The  principal  plane  with  reference  to  a point  of  any  face  of  a crystal, 
whether  natural  or  artificial,  is  a plane  drawn  through  that  point  at  right 
angles  to  the  face  and  parallel  to  the  optic  axis.  If  in  fig.  640  we  suppose 
the  edges  of  the  rhombohedron  to  be  equal,  the  diagonal  plane  acbd  contains 
the  optic  axis  (ab),  and  is  at  right  angles  to  the  faces  aedf  and  chbg\  conse- 
quently it  is  parallel  to  the  principal  plane  at  any  point  of  either  of  those 
two  faces.  For  this  reason  acbd  is  often  called  the  principal  plane  with 
respect  to  those  faces  ; any  plane  parallel  to  this  is  also  a principal  plane. 

655.  Ordinary  and  extraordinary  ray.— One  of  the  two  rays  into  which  an 
incident  ray  is  divided  on  entering  a uniaxial  crystal  is  called  the  ordinary , 
and  the  other  the  extraordinary  ray.  The  ordinary  ray  follows  the  laws  of 
single  refraction  ; that  is,  with  respect  to  that  ray  the  sine  of  the  angle  of 
incidence  bears  a constant  ratio  to  the  sine  of  the  angle  of  refraction,  and 
the  plane  of  incidence  coincides  with  the  plane  of  refraction.  Except  in 


Fig.  640 
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particular  positions,  the  extraordinary  ray  follows  neither  of  these  laws.  The 
images  corresponding  to  the  ordinary  and  extraordinary  rays  are  called  the 
ordinary  and  extraordinary  images  respectively. 

If  a transparent  specimen  of  Iceland  spar  is  placed  over  a dot  of  ink, 
on  a sheet  of  white  paper,  two  images  will  be  seen.  One  of  them,  the 
ordinary  image,  will  seem  slightly  nearer  to  the  eye  than  the  other,  the  extra- 
ordinary image.  Suppose  the  spectator  to  view  the  dot  in  a direction  at 
right  angles  to  the  paper,  then,  if  the  crystal,  with  the  face  still  on  the  paper, 
is  turned  round,  the  ordinary  image  will  continue  fixed,  and  the  extraordinary 
image  will  describe  a circle  round  it,  the  line  joining  them  being  always  in 
the  direction  of  the  shorter  diagonal  of  the  face  of  the  crystal,  supposing  its 
edges  to  be  of  equal  length.  In  this  case  it  is  found  that  the  angle  between 

the  ordinary  and  extraordinary  ray  is  6°  12'. 

656.  The  laws  of  double  refraction  in  a uniaxial  crystal.— These  pheno- 
mena are  found  to  obey  the  following  laws 

i Whatever  be  the  plane  of  incidence,  the  ordinary  ray  always  obeys 
the  two  general  laws  of  single  refraction  (546).  The  refractive  index  for  the 
ordinary  ray  is  called  the  ordinary  refractive  index. 

ii.  In  every  section  perpendicular  to  the  optic  axis  the  extraordinary  ray 
also  follows  the  laws  of  single  refraction.  Consequently,  in  this  plane,  the 
extraordinary  ray  has  a constant  refractive  index,  which  is  called  the  extra- 
ordinary refractive  index. 

;;;  tn  nrincmal  section  the  extraordinary  ray  follows  the  second 
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658.  Double  refraction  in  biaxial  crystals. — A large  number  of  crystals, 
including  all  those  belonging  to  the  trimetric , the  monoclimc , and  the  tnchnic 
systems,  possess  two  optic  axes  ; in  other  words,  in  each  of  these  crystals 
there  are  two  directions  along  which  a ray  of  light  passes  without  bifurcation. 
A line  bisecting  the  acute  angle  between  the  optic  axes  is  called  the  medial 
line  ; one  that  bisects  the  obtuse  angle  is  called  the  supplementary  line. 
It  has  been  found  that  the  medial  and  supplementary  lines  and  a third  line 
at  right  angles  to  both  are  closely  related  to  the  fundamental  form  of  the 
crystal  to  which  the  optic  axes  belong.  The  acute  angle  between  the  optic 
axes  is  different  in  different  crystals.  The  following  table  gives  the  magnitude 
of  this  angle  in  the  case  of  certain  crystals  : — 


Nitre  . 

50  20' 

Mica  . 

• 45° 

O 

Strontianite 

. 6 56 

Sugar  . 

. 50 

O 

Arragonite  . 

. 18  18 

Selenite 

. 60 

O 

Anhydrite  . 

N) 

CO 

Epidote 

. 84 

19 

Heavy  spar 

• 37  42 

Iron  sulphate 

. 90 

O 

When  a ray  of  light  enters  a biaxial  crystal,  and  passes  in  any  direction 
not  coinciding  with  an  optic  axis,  it  bifurcates  ; in  this  case,  however, 
neither  ray  conforms  to  the  laws  of  single  refraction,  but  both  are  extra- 
ordinary rays.  To  this  general  statement  the  following  exception  must  be 
made  : — In  a section  of  a crystal  at  right  angles  to  the  medial  line  one  ray 
follows  the  laws  of  ordinary  refraction,  and  in  a section  at  right  angles  to 
the  supplementary  line  the  other  ray  follows  the  laws  of  ordinary  refraction. 

INTERFERENCE  AND  DIFFRACTION 

659-  Interference  of  light. — The  name  interference  is  given  to  the  re- 
ciprocal action  which  two  rays  of  light  exert  upon  each  other  when  they  are 
emitted  from  two  neighbouring  sources,  and  meet  each  other  under  a very 
small  angle.  This  action  may  be  observed  by  means  of  the  following  ex- 
periment : In  the  shutter  of  a dark  room  two  very  small  apertures  of  the 

same  diameter  are  made  close  to  each  other.  The  apertures  are  closed 
by  pieces  of  coloured  glass — red,  for  example — by  which  two  pencils  of 
homogeneous  light  are  introduced.  These  two  pencils  form  two  divergent 
luminous  cones  which  meet  at  a certain  distance  ; they  are  received  on  a 
white  sci  een  a little  beyond  the  place  at  which  they  meet,  and  in  the  segment 
common  to  the  two  discs  which  form  upon  this  screen  some  very  well-defined 
alternations  of  led  and  black  bands  are  seen.  If  one  of  the  two  apertures 
is  closed,  the  fringes  disappear,  and  are  replaced  by  an  almost  uniform  red 
lint.  From  the  fact  that  the  dark  fringes  disappear  when  one  of  the  beams 
is  inteicepted,  it  is  concluded  that  they  arise  from  the  interference  of  the  two 
pencils  which  cross  obliquely. 

This  experiment  was  first  made  by  Grimaldi,  but  was  modified  by 
' oung.  Grimaldi  had  drawn  from  it  the  conclusion  that  light  added  to  light 
may  produce  darkness.  The  full  importance  of  this  principle  remained  for 
a long  time  unrecognised,  until  these  inquiries  were  resumed  by  Young 
and  by  Fresnel,  of  whom  the  latter,  by  a modification  of  Grimaldi’s  experi- 
ment, rendered  it  an  experimentum  crucis  of  the  truth  of  the  undulatory 
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In  Grimaldi’s  experiment  diffraction  (660)  takes  place,  for  the  luminous 
rays  pass  by  the  edge  of  the  aperture.  In  the  following  experiment,  which  is 
due  to  Fresnel,  the  two  pencils  interfere  without  the  possibility  of  diffraction. 

Two  plane  mirrors,  AB  and  BC  (fig.  641),  of  metal,  are  arranged  close  to 
each  other,  so  as  to  form  a very  obtuse  angle,  ABC,  which  must  be  very  little 


less  than  180°  A pencil  of  monochromatic  light— red,  for  instance— which 
passes  into  the  dark  chamber,  is  brought  to  a focus,  F,  by  means  «fa  lens 
L.  On  diverging  from  F the  rays  fall  partly  on  AB,  and  partly  on  BC 
BA  is  produced  to  P and  FPF,  is  drawn  at  right  angles  to  AP,  and  if  1 f , is 
made  equal  to  PF,  then  the  rays  which  fall  on  AB  will,  after  reflection,  pro- 
ceed as  if  they  diverged  from  Fr  If  a similar  construction  is  made  for  the 
rays  falling  on  BC,  they  will  proceed  after  reflection  as  if  they  diverged  fiom 
F. . A little  consideration  will  show  that  F,  and  F2  are  very  near  each  other 
Suppose  the  reflected  rays  to  fall  on  a screen  SS,  placed  nearly  at  right 
angles  to  their  directions.  Every  point  of  the  screen  which  receives  ig  1 
from  both  pencils  is  illuminated  by  both  rays,  viz.  one  from  F„  the  other 

from  F„  • thus  the  point  H is  illuminated  by  two  rays,  as  also  aie  K an  . 

■2  1 Now  the  combined 

action  of  these  two 
pencils  is  to  form  a 
series  of  parallel 
bands  alternately 
red  and  black  on  the 
screen(fig.642).  They 
are  distributed  sym- 
metrically in  refer- 
ence to  one  of  them 
cc,  which  is  more 
brilliant  than  the 
Flg'  642  others,  and  which  is 

called  the  central  fringe.  This  is  the  fundamental  phenomenon  of  inter 
ference  ; and  that  it  results  from  the  joint  action  of  the  two  pencils  is  plain, 
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for  if  the  light  which  falls  upon  either  of  the  mirrors  is  cut  off,  the  dark 
bands  altogether  disappear. 

The  experiment  may  also  be  made  by  means  of  Ohm's  prism  or  the  bi  - 
prism, which  is  a prism  in  which  the  refracting  angle  is  very  nearly  1800. 

A very  simple  arrangement  of  a mirror  for  experiments  on  the  interference 
of  light  is  thus  constructed.  Four  small  wax  pellets,  a,  b , c,  d,  are  placed 
on  a small  block  of  wood,  and  on  this  two  strips  of 
plate  glass,  which  accurately  fit  along  the  line  be 
(fig.  643).  A larger  glass  plate  is  then  laid  on  this,  and 
the  finger  moved  with  gentle  pressure  along  this  line. 

In  this  way  the  two  mirrors  form  a very  slight  angle 
with  each  other,  and  give  in  sunlight  the  coloured 
fringes. 

The  above  remarkable  experiment  is  explained  in  the  most  satisfactory 
manner  by  the  undulatory  theory  of  light.  The  explanation  exactly  resembles 
that  already  given  of  the  formation  of  nodes  and  loops  by  the  combined  action 
of  two  aerial  waves  (262)  ; the  only  difference  being  that  in  that  case  the 
vibrating  particles  were  supposed  to  be  particles  of  air,  whereas  in  the  present 
case  the  vibrating  particles  are  supposed  to  be  those  of  the  luminiferous  ether. 
Consider  any  point  K (fig.  641)  on  the  screen,  and  first  let  us  suppose  the 
distance  of  K from  Fx  and  F„  to  be  equal.  Then  the  undulations  which 
reach  K will  always  be  in  the  same  phase , and  the  particle  of  ether  at  K 
will  vibrate  as  if  the  light  came  from  one  source  : the  amplitude  of  the 
vibration,  however,  will  be  increased  in  exactly  the  same  manner  as  happens 
at  a loop  or  ventral  point  ; consequently,  at  K the  intensity  of  the  light  will 
be  increased.  The  same  will  be  true  for  all  points  on  the  screen,  such  that 
the  difference  between  their  distances  from  the  two  images  equals  the  length 
of  one , two,  three , &c.,  undulations.  If,  on  the  other  hand,  the  distances  of  K 
from  Fj  and  F„  differ  by  the  length  of  half  an  undulation,  then  the  two  waves 
would  reach  K in  exactly  opposite  phases.  Consequently,  whatever  velocity 
would  be  communicated  at  any  instant  to  a particle  of  ether  by  the  one 
undulation,  an  exactly  equal  and  opposite  velocity  would  be  communicated 
by  the  other  undulation,  and  the  particle  would  be  permanently  at  rest,  or 
there  would  be  darkness  at  that  point  ; this  result  being  produced  in  a 
manner  precisely  resembling  the  formation  of  a nodal  point  already  explained. 
The  same  will  be  true  for  any  position  of  K which  is  such  that  the  difference 
between  its  distances  from  Fa  and  F2  is  equal  to  three  halves,  or  five  halves, 
or  seven  halves,  &c.,  of  an  undulation.  Accordingly,  there  will  be  on  the 

screen  a succession  of  alternations  of  light  and  dark  points,  or  rather  lines 

for  what  is  true  of  points  in  the  plane  of  the  paper  (fig.  642)  will  be  equally 
true  of  other  points  on  the  screen,  which  is  supposed  to  be  at  right  angles  to 
the  plane  of  the  paper.  Between  the  light  and  dark  lines  the  intensity  of  the 
light  will  vary,  increasing  gradually  from  darkness  to  its  greatest  intensity, 
and  then  decreasing  to  the  second  dark  line,  and  so  on. 

If  instead  of  red  light  any  other  coloured  light  were  used— for  example 
violet  light— an  exactly  similar  phenomenon  would  be  produced,  but  the  dis- 
tance from  one  dark  line  to  another  would  be  less  than  before.  If  white  light 
is  used,  each  separate  colour  tends  to  produce  a different  set  of  dark  lines 
Now  these  sets  being  superimposed  on  each  other  and  not  coinciding,  the 
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dark  lines  due  to  one  colour  are  illuminated  by  other  colours,  and  instead  of 
dark  lines  a succession  of  coloured  bands  is  produced  The  number  of 
coloured  bands  produced  by  white  light  is  much  smaller  than  the  number  of 
dark  lines  produced  by  a homogeneous  light  ; since  at  a small  distance  from 
the  middle  band  the  various  colours  are  completely  blended,  and  a uniform 

*66o. ^ Diff r action ' C an d fringes.-Diffraction  is  a modification  which  light 
undergoes  when  it  passes  the  edge  of  a body,  or  when  it  traverses  a smal 
aperture — a modification  in  virtue  of  which  the  luminous  rays  appear  to 

become  bent,  and  to  penetrate  into  the  shadow. 

This  phenomenon  may  be  observed  in  the  following  manner  : A beam 

of  sunlight  is  allowed  to  pass  through  a very  small  aperture  jnjheshuterof 
a dark  room,  where  it  is  received  on  a condensing  lens,  L (fig.  644.,  with  a 


Fig.  644 


short  focal  length.  A red  glass  is  placed  in  the  aperture  so  as  to  allow  only 
red  light  to  pass.  An  opaque  screen,  e,  with  a sharp  edge  a a razor, 
instance— is  placed  behind  the  lens  beyond  its  focus,  and  intercepts  one 
portion  of  the  luminous  cone,  while  the  other  is  projected  on  the  screen  6, , of 
P 1 - , o rpnresents  a front  view.  The  following  phenomena  are  now  seen  . 
Within  the  geometrical  shadow,  the  limit  of  which  is  represented  by  the  line 
S a faint  lfght  is  seen,  which  gradually  fades  in  proportion  as  h is  farther 

from  the  limits  of  the  shadow.  In  the  upper  part  of  the  scieen—which,  being 
fiom  the  limns  o expected  to  be  uniformly  illuminated-a  series  of 

°th  All  the  colours  of  the  spectrum  give  rise  to  the  same  phenomenon  but 
«s  a, . broader, r 

W'ÎetredSe  wlthwhi  e light,  which  is  composed  of  different  colours,  the 
Tat  spaces  of 'oil  tint  overlfp  the  light  spaces  of  another,  and  thus  a senes 

of  prismatic  colours  wall  ^ an  opaque  body  between  the  light  and 

*eegeomePtrical  shadow  there  is  a 

Ca«ncàLtS;r  SngXancl  are  much  narrower  and  more  numerous 
than  the  external  fringes. 
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When  a small  opaque  circular  disc  is  interposed,  white  light  being  used, 
its  shadow  on  the  screen  shows  in  the  middle  a bright  spot  surrounded  by  a 
series  of  coloured  concentric  rings  ; the  bright  spot  is  of  various  colours 
according  to  the  relative  positions  of  the  disc  and  screen.  The  haloes  some- 
times seen  round  the  sun  and  moon  belong  to  this  class  of  phenomena.  They 
are  clue,  as  Fraunhofer  showed,  to  the  diffraction  of  light  by  small  globules 
of  fog  in  the  atmosphere.  Fraunhofer  even  gave  a method  of  estimating 
the  mean  diameter  of  these  globules  from  the  dimensions  of  the  haloes. 

661.  Gratings.— Phenomena  of  diffraction  of  another  class  are  produced 
by  allowing  the  pencil  of  light  from  the  luminous  point  to  traverse  an  aper- 
ture in  the  form  of  a narrow  slit  in  an  opaque  screen.  The  diffracted  light 
may  be  received  on  a sheet 
of  white  paper,  but  the  images 
are  much  better  seen  through 
a small  telescope  placed  be- 
hind the  aperture.  If  the 
apertui'e  is  very  small,  the 
telescope  may  be  dispensed 
with,  and  the  figure  may  be 


Fig.  645 


viewed  by  placing  the  aper- 
ture before  the  eye.  If  now 
monochromatic  light  (583)— red,  for  instance— is  allowed  to  fall  through  such 
a narrow  slit,  a bright  band  of  red  light  is  seen,  and  right  and  left  of  it  a 
series  of  similar  bands  gradually  diminishing  in  brightness  and  separated  by 
dark  bands. 

The  breadth  of  these  bands  differs  with  the  nature  of  the  light,  being 
narrower  and  nearer  together  in  violet  than  in  green,  and  these  again  nar- 
rower and  nearer  than  in  red,  as  shown  in  fig.  645.  If  ordinary  white  light 
is  used,  then  the  colours  are  not  exactly 
superposed,  but  a series  of  equidistant 
spectra  is  formed  on  each  side  of  the 
bright  line,  with  their  violet  side  turned 
inwards. 

In  order  to  explain  this  let  us  refer 
to  fig.  646,  which  represents  the  formation 
of  the  first  dark  band.  When  light  is  in- 
cident on  the  slit,  AB,  the  particles  of 
ether  there,  which  we  will  represent  by  the 
dotted  lines,  will  be  set  in  vibration,  and 
each  point  will  become  the  centre  of  a 
new  series  of  oscillations.  Consider  now 
the  undulations  which  constitute  a ray 
proceeding  at  right  angles  to  the  plane  of 
the  slit  : all  such  undulations  will  form  a 
band  of  light  on  the  screen  MN.  Those 
which  are  not  parallel  but  proceed  at  equal 
inclinations,  and  meet  at  the  point  r,  will 
be  m the  same  phase  and  will  reinforce  each  other,  and  the  line  of  maximum 
brightness  will  be  at  r.  Consider,  however,  a pencil  of  rays  which  proceeds 
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from  the  slit  in  an  oblique  direction  and  which  meets  the  screen,  or  the 
retina,  in  the  point  s,  and  let  us  suppose  that  the  difference  between  the 
lengths  of  the  paths  of  the  undulations  proceeding  from  the  edges  b and  a 

that  is,  bs  and  ns— is  equal  to  the  length  of  an  undulation.  Make  sc  = sb 

and  join  ’be  ; then  ac  is  the  length  of  the  undulation. 

Let  us  suppose  that  the  whole  set  of  undulations  which  proceeds  from 
the  slit  ab  is  divided  at  d into  two  equal  groups  of  undulations.  Then  a 
little  consideration  will  show  that  at  any  part  of  the  path  there  will  be  a dif- 
ference of  phase  of  half  an  undulation  between  the  ray  from  the  margin  a, 
and  that  from  the  centre  d ; and  to  each  of  the  undulations  constituting  the 
group  on  the  left  there  will  be  a corresponding  one  among  the  groups  on  the 
right  which  just  differs  from  it  by  half  an  undulation  ; the  general  effect  will 
be  that  the  group  on  the  left  will  be  half  a wave-length  behind  the  group  on 
the  right,  and  the  two  arriving  at  the  screen  in  opposite  phases  neutralise 

each  other  and  produce  darkness.  . 

When  the  difference  between  the  paths  of  the  marginal  undulations  is 
equal  to  half  a wave-length,  a partial  destruction  of  light  takes  place  ; the 
luminous  intensity  corresponding  to  this  obliquity  is  a little  less  than  ha 
that  of  the  undiffracted  light.  If  the  marginal  distance  is  one  and  a half 
undulations,  we  can,  as  before,  conceive  the  whole  pencil  divided  into 
three  parts,  of  which  two  will  neutralise  each  other,  and  the  thud  only  ml 
be  effective.  There  will  be  a luminous  band,  but  one  of  less  intensity.  In 
like  manner  where  the  marginal  undulations  differ  by  two  whole  wave- 
lengths they  will  again  extinguish  each  other,  and  a dark  band  will  be  the 
result.  Thus  there  will  be  formed  a series  of  alternate  dark  and  bright 
bands  of  rapidly  diminishing  intensity.  In  general,  when  the  difference  o 
path  of  the  rays  proceeding  from  the  margin  of  the  slit  amounts  to  «wave- 
lengths,  „ being  any  whole  number,  we  have  a dark  band,  and  when 
amounts  to  «+  h wave-lengths,  a bright  band.  . .. 

The  phenomena  of  diffraction  produced  when  other  than  ^ 

are  used  are  often  of  great  beauty.  They  were  more  particularly  examined 
by  Schwerdt,  and  the  whole  of  the  phenomena  are  m exact  accoidance  with 
the  undulatory  theory,  though  the  explanation  is  in  many  cases  some\\  i 
intricate  The  theory  renders  it  possible  to  predict  the  appearance  wh  ch 
any  particular  aperture  will  produce,  just  as  astronomy  enables  ^s  ^ foretel 
the  motions  of  the  heavenly  bodies.  Some  of  the  simpler  forms  such 
sÎraïïh  Tnes  triangles,  squares-may  be  cut  out  of  tinfoil  pasted  on  g ass, 
and' apertures'  of  any  form  may  be  produced  with  great  accuracy  by  taking 
on^^s^^collodion^photograjdi  of  a sheet  of  paper  on  which  the  required 

S^a Lo^kin^th^ough"!^^' of  these  apertures  at  a luminous  point,  we  see 

it  surrounded  with  coloured  spectra  of  very  various  for!"5’ 

beau  y The  beautiful  colours  seen  on  looking  through  a bird  s feather  at 

a distant  soutce  of  light,  and  the  colours 

SdS ,be“au“  i r.oÆ  aie^a™  through 

brSt  SK  is  — d in  111  directions  by 

spectra. 
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662.  Diffraction  spectra. — The  most  important  of  these  figuies  aie  the 
gratings  proper , which  may  be  produced  by  arranging  a series  of  fine  wires 
parallel  to  each  other,  or  by  careful  ruling  on  a piece  of  smoked  glass,  01  by 
photographic  reduction.  Nobert  has  made  such  gratings  by  ruling  lines  on 
glass  with  a diamond,  in  which  there  are  12,000  lines  in  an  inch  in  breadth. 
The  late  Dr.  Stone  constructed  such  gratings  for  reflection,  by  ruling  lines 
on  plates  of  nickel  ; this  metal  has  the  advantage  of  hardness,  non-liability 
to  tarnish,  and  great  reflecting  power. 

If  a grating  is  used  instead  of  a single  slit,  as  above  described,  the 
phenomena  are  in  general  the  same,  though  of  greater  brilliancy.  With 
homogeneous  light  and  such  a grating,  there  is  seen,  on  each  side  of  the 
central  bright  line,  a series  of  sharply  defined  narrow  bands  and  lines  of 
light,  gradually  increasing  in  breadth  and  diminishing  in  intensity  as  then- 
distance  from  the  central  line  increases.  If  white  light  is  used  the  white 
band  is  seen  in  the  centre,  and  on  each  side  of  it  a sharply  defined  isolated 
spectrum  with  the  violet  edges  inwards.  Next  to  this,  and  separated  by  a 
dark  interval,  is  on  each  side  a somewhat  broader  but  similar  spectrum, 
and  then  follow  others  which  become  fainter  and  broader  and  overlap  each 
other.  The  brightness  and  sharpness  of  these  spectra  depend  on  the  close- 
ness of  the  lines,  and  on  the  opacity  of  the  intermediate  space.  In  those 
which  are  ruled  by  diamond  on  glass,  the  parts  scratched  represent  the 
opaque  parts. 

For  objective  representation  the  image  of  a slit  in  a dark  shutter,  through 
which  the  sunlight  enters,  is  focused  by  means  of  a convex  lens  on  a screen 
at  a distance,  and  then  a grating  is  placed  in  the  path  of  the  rays. 

The  spectra  produced  by  means  of  a grating  are  known  as  diffraction 
spectra.  Very  accurate  gratings  can  now  be  easily  and  cheaply  prepared 
by  means  of  photography,  and  their  use  for  scientific  purposes  is  extending. 

There  are  many  points  of  difference  between  these  spectra  and  those 
produced  by  the  prism,  and  for  scientific  work  the  former  are  preferable. 

A diffraction  spectrum  is  the  purer  the  greater  the  number  of  lines  in  the 
grating,  provided  they  are  equidistant.  To  obtain  the  maximum  brightness, 
the  opaque  intervals  should  be  as  opaque  and  the  transparent  ones  as  trans- 
parent as  possible.  The  spectra  are,  however,  not  more  than  ^ as  bright  as 
prismatic  spectra.  By  the  use  of  sensitive  photographic  dry  plates  (622), 
even  faint  lights  can  be  made  visible  and  this  objection  removed. 

On  the  other  hand,  in  diffraction  spectra,  the  colours  are  uniformly  dis- 
tributed in  their  true  order  and  extent  according  to  the  difference  in  their 
wave-lengths,  and  according  therefore  to  a property  which  is  inherent  in  the 
light  itself  ; while  in  prismatic  spectra  the  red  rays  are  concentrated,  and 
the  violet  ones  dispersed.  In  diffraction  spectra  the  centre  is  the  brightest 
part. 

Fig.  647  represents  a grating  spectrum,  together  with  an  equally  long 
spectrum  produced  by  a flint-glass  prism  ; the  upper  one  being  that  produced 
by  the  grating.  It  will  be  seen  that  D in  the  one  spectrum  is  in  almost  exactly 
the  same  position  as  F in  the  other. 

Diffraction  spectra  have,  moreover,  the  advantage  of  giving  a far  larger 
number  of  dark  lines,  and  of  giving  them  in  their  exact  relative  positions. 
Thus,  in  a particular  region  in  which  Angstrom  had  mapped  11S  lines, 
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Draper,  by  means  of  a diffraction  spectrum,  was  able  to  photograph  at  least 
293.  Diffraction  spectra  also  extend  farther  in  the  direction  of  the  ultra- 
violet, and  give  more  dark  lines  in  that  region. 


The  most  perfect  gratings  were  constructed  by  the  late  Professor  Rowland, 
of  Baltimore,  by  means  of  a machine  specially  planned  and  constructed  for 
the  purpose,  the  chief  feature  in  which  is  a practically  perfect  screw.  Using 
this  machine,  he  has  been  able  to  rule  gratings  with  as  many  as  43, 000  lines 
to  the  inch,  nor  does  this  represent  the  limit  of  the  power  of  the  machine. 
Gratings  with  14,000  or  28,000  lines  give,  however,  the  best  definition. 
Another  great  improvement  is  to  rule  the  gratings  on  curved  instead  o 
on  flat  surfaces  ; in  this  way  the  spectrum  can  be  formed  without  a tele- 
scope, which  is  a matter  of  great  importance,  as  telescopes  interfere  with 
a great  many  experiments.  The  spectroscope  is  thus  reduced  to  its  simplest 
form,  so  that  an  instrument  of  very  high  power  maybe  constructed  at  a sma 
cost. 

By  means  of  his  gratings  Professor  Rowland  was  able  to  resolve  lines 
in  the  spectrum  which  had  never  hitherto  been  separated. 

It  has  been  proposed  to  use  the  fine  quartz  threads  prepared  by  Mr. 


Fig.  647 


We  have  thus  the  similar  triangles  abc  and  rds,  in  which  ac  .be  rs 
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/fijr  6il6)  Now  fcmay  be  taken  equal  to  ab , the  width  of  the  slit,  which  can 

be* measured  directly  Ji.h  great  accuracy  by  means  of  a mtcrome.er  screw 

(1 1),  and  rd  is  the  distance  of  the  screen.  Hence 

rs  x ab 

ac  = 5—  • 

rd 


Now  *9  the  difference  between  « and  j*.  is  equal  to  the  length  of  an  undu- 
lation of  this  particular  colour.  In  one  experiment  with  red  light  the  width 
of  the  slit  ab  was  -375  mm.,  the  distance  rj  375  mm.,  and  the  distance  of  the 

screen  2-325  metres,  which  gave  000605  mm.  as  the  wave- 

length of  red  light.  Using  blue  light  the  distance  of  « was  found  to  be 

2'5  K^mf  ;hri:iSr0nhe  undulations,  we  can  easily  calculate  their 
number  in  a second,  «,  from  the  formula  » = J (226),  where  v is  the  velocity 


of  lio-ht.  Taking  this  at  3 x io10  cm./sec.  (518),  we  get  for  the  red  corre- 
sponding to  the  dark  line  B 436  billions  as  the  number  of  oscillations  in  a 

second,  and  for  the  H in  the  violet  757  billions.  . . 

If,  instead  of  a single  slit,  gratings  are  used,  we  have  the  possibility  ot 
more  accurate  results,  for  the  contrast  is  greater,  and  thus  the  distance  is 
more  easily  determined.  The  width  of  the  slit  is  easily  calculated  by  count- 
ing the  number  of  lines  in  a given  space. 

664.  Colours  of  thin  plates.  Newton’s  rings.— All  transparent  bodies, 
solids,  liquids,  or  gases,  when  in  sufficiently  fine  laminae,  appear  coloured 
with  very  bright  tints,  especially  by  reflection.  Crystals  which  cleave  easily, 
and  can  be  obtained  in  very  thin  plates,  such  as  mica  and  selenite,  show  this 
phenomenon,  which  is  also  well  seen  in  soap-bubbles  and  in  the  layers  of  air 
in  cracks  in  glass  and  in  crystals.  Steel,  in  being  tempered,  becomes  covered 
with  a very  thin  layer  of  oxide,  and  exhibits  the  colour  of  thin  plates,  which 
change  during  heating  as  the  oxide  changes  its  thickness.  A drop  of  oil 
spread  rapidly  over  a large  sheet  of  water  exhibits  all  the  colours  of  the 
spectrum  in  a constant  order.  A soap-bubble  appears  white  at  first,  but,  in 
proportion  as  it  is  blown  out,  brilliant  iridescent  colours  appeal,  extending 
from  the  top,  where  it  is  thinnest.  These  colours  are  arranged  in  horizontal 
zones  around  the  summit,  which  appears  black  when  theie  is  not  thickness 
enough  to  reflect  light,  and  the  bubble  then  suddenly  bursts. 

Newton,  who  first  studied  the  phenomena  of  the  coloured  rings  in  soap- 
bubbles,  wishing  to  investigate  the  relation  between  the  thickness  of  the 
thin  plate,  the  colour  of 
the  rings,  and  their  extent, 
produced  them  by  means 

of  a layer  of  air  interposed  \mmmmammemwmmMM 
between  two  glasses,  one 

plane  and  the  other  Fig 

slightly  convex  (fig.  648). 

The  two  surfaces  being  cleaned  and  exposed  to  ordinary  light  in  front  of 
a window,  so  as  to  reflect  light,  there  is  seen  at  the  point  of  contact  a black 
spot  surrounded  by  six  or  seven  coloured  rings,  the  tints  of  which  become 
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gradually  less  strong.  If  the  glasses  are  viewed  by  transmitted  light,  the 
centre  of  the  rings  is  white,  and  each  of  the  colours  is  exactly  complementary 
of  that  of  the  rings  by  reflection.  The  lens  and  the  glass  plate  are  usually 
arranged  in  a brass  mount,  which  by  means  of  three  screws  allows  the  pressure 
to  be  regulated. 

With  homogeneous  light,  red  for  example,  the  rings  are  successively 
black  and  red  ; the  diameters  of  corresponding  rings  are  less  as  the  colour 
is  more  refrangible  ; but  with  white  light  the  rings  are  of  the  different  colours 
of  the  spectrum,  which  arises  from  the  fact  that,  as  the  rings  of  the  different 
simple  colours  have  different  diameters,  they  are  not  exactly  superposed,  but 
are  more  or  less  separated. 


Fig.  649 


For  experiments  on  Newton’s  rings  the  apparatus  represented  in  fig.  6491s 
suited.  The  glasses,  N,  for  producing  the  rings  are  placed  on  the  sliding 
part  of  a dividing  machine.  A pencil  of  monochromatic  light  from  B,  made 
parallel  by  the  lens  L,  is  thrown  vertically  downwards  by  the  plate  G. 
Above  this  is  a totally  reflecting  prism,  P,  which  sends  the  rays  from  N 
towards  the  telescope  F. 

The  telescope  is  sighted  so  that  the  cross  wire  goes  through  the  centre  of 
the  first  ring  ; then  by  turning  the  screw  the  ten  innermost  bright  and  dark 
rings  are  successively  brought  in  position  ; the  respective  diameteis  aie 
then  very  easily  determined  by  reading  off  on  the  scale  the  conesponding 

divisions.  . „ 

It  is  usual  to  speak  of  the  successive  rings  as  the  first,  second,  third,  occ. 
By  the  first  ring  is  understood  that  of  least  diameter.  The  thickness  of  the 
layer  of  air  which  corresponds  to  any  particular  ring  is  obtained  as  follows 
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Let  GH  (fig.  650)  be  the  plane  glass  surface  on  which  is  laid  the  convex  glass 
lens  AEB,  the  radius,  R,  of  which  is  ME.  Let  DF  be  the  radius,  p,  of  any  given 
ring  ; FC  = DE,  or  e is  the  thickness  of 
the  layer  of  air  corresponding  to  this 
ring.  Now  from  a well-known  geo- 
metrical principle,  p-  = e x (2R  - e)  ; but 
since  e is  infinitesimally  small  in  com- 
parison with  2R,  the  formula  may  be 
written  p-  = ex  2R,  so  that  knowing  p 
and  R it  is  easy  to  calculate  e. 

Newton  found  that  the  thicknesses 
corresponding  to  the  successive  dark 
rings  are  proportional  to  the  numbers 

°>  2,  4,  6 , while  for  the  bright 

rings  the  thicknesses  were  proportional 

t0  L 3>  5 He  found  that  for 

the  first  bright  ring  the  thickness  was 
TTsWff  °f  an  inch,  when  the  light  used 
was  the  brightest  part  of  the  spectrum,  that  is,  the  part  on  the  confines  of 
the  orange  and  yellow  rays. 

If  the  focal  length  of  the  lens  is  from  three  to  four  yards,  the  rings  can 
be  seen  with  the  naked  eye  ; but  if  the  length  is  less,  the  rings  must  be  looked 
at  with  a lens. 


If  the  space  between  the  lens  and  the  plate  contains,  instead  of  air,  a 
liquid  of  greater  refrangibility,  the  rings  contract  owing  to  the  shorter  wave- 
length. 

665.  Explanation  of  Newton’s  rings.— Newton’s  rings,  and  all  pheno- 
mena of  thin  plates,  are  simple  cases  of  interference. 

In  fig.  651,  let  MNOP  represent  a thin  plate  of  a transparent  body,  on 
which  a pencil  of  parallel  rays  of  homogeneous  light,  ab,  impinges  ; this 
Partially  reflected  in  the  direction  be , and  partially  refracted  towards 
• But  the  refracted  ray  will  undergo  a second  reflection  at  the  surface  OP  • 
the  reflected  ray  will  emerge  at  e in  the  same  direction  as  the  pencil  of  light 
reflected  at  the  first  surface  ; and  consequently  the  two  pencils  be  and  ef 
will  augment  or  diminish  each  other’s  effect  according 
as  they  are  in  the  same  or  opposite  phases.  We  shall  r\\c  ,<■ 
thus  have  an  effect  produced  similar  to  that  of  the  \\  / 

fringes  described  in  article  659. 

POLARISATION  OF  LIGHT 

666.  Polarisation  by  double  refraction.  — It  has 

been  already  seen  that  when  a ray  of  light  passes 
through  a crystal  of  Iceland  spar  (655),  it  becomes 
divided  into  two  rays  of  equal  intensity  ; viz.  the 
ordinary  ray,  and  the  extraordinary  ray.  These  rays 
are  found  to  possess  other  peculiarities  which  are 

principal  plane.  T„e  phenomena  whict  are  Ïu"  dkfet  J may  he 


Fig.  651 
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described  as  follows  -.-Suppose  a ray  of  light  which  has  undergone  ordinary 
refraction  in  a crystal  of  Iceland  spar  to  be  allowed  to  pass  through  a second 
crystal  it  will  generally  be  divided  into  two  rays  ; namely,  one  ordinary,  and 
the  other  extraordinary,  but  of  unequal  intensities.  If  the  second  crystal  is 
turned  round  until  the  principal  planes  of  the  two  crystals  co.ncide-that  is, 
until  the  crystals  are  in  similar  or  in  opposite  pos.tions-then  the  extra- 
ordinary ray  disappears,  and  the  ordinary  ray  is  at  its  greatest  intensity  ; if 
the  second  crystal  is  turned  farther  round,  the  extraordinary  ray  reappears, 
and  increases  in  intensity  as  the  angle  increases,  while  the  ordinary  ray 
diminishes  in  intensity  until  the  principal  planes  are  at  right  angles  to j eac 
other  when  the  extraordinary  ray  is  at  its  greatest  intensity  and  the  ordinary 
ray  vanishes.  These  are  the  phenomena  produced  when  the  ray  which  ex 
perienced  ordinary  refraction  in  the  first  crystal  passes  through  the  second 
If  the  ray  which  has  experienced  extraordinary  refraction  in  the  first  crystal 
is  allowed  to  pass  through  the  second  crystal,  the  phenomena  are  similar  t 
those  above  described  ; but  when  the  principal  planes  coincide,  an  extra- 
ordinary ray  alone  emerges  from  the  second  crystal,  and  when  the  planes  are 

at  right  angles,  an  ordinary  ray  alone  emerges.  . 

¥hese  phenomena  may  also  be  thus  described  :-Let  0 and  E denote 
the  ordinary  and  extraordinary  rays  produced  by  the  first  crystal.  When 

O enters  the  second  crystal,  it  generally  gives  rlse  to  two  r^,  £ 

(Oo)  and  an  extraordinary  (O*),  of  unequal  intensities.  When  E enters  t 
Lrnnrl  rrvstal  it  likewise  gives  rise  to  two  rays,  viz.  an  ordinary  (Eo)  and 
extraordinary  (E<?)  of  unequal  intensities,  the  intensities  varying  with 

when  the°prmcipal  planes .are  pacaH.l  anfi 

E is  related  to  a plane  a.  right  angle,  to  a 

suggestion^of  ^^^^p^^^overy^o^p^iarfisation  by  Teflecthrn 

W to  the^ubject.  The  latter  discovery 

^^ôv^PolarUation'by1  reflection. — When  a ray  of  light,  at  (fig.  65s)  Ms 
on  a polished  unsilvered  glass  htchned  to g «^an  tu*  ^ 

35°  25',  so  that  *e.“"f  ■'  °thènplane  of  reflection!  If  it  were  transmitted 
reflected  ray  is  po a ,,,  wouId  pass  through  without  bifurcation, 

ordinary  reaction 

angles  to  the  plane  of  reflection  I intensities, 

according1  to^h^angîé^between  the  plan,  of  reflection  and  the  principal 


Fig.  652 
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plane  of  the  crystal.  The  peculiar  property  which  the  light  has  acquired 
by  reflection  at  the  surface  fghi  can  also  be  exhibited  as  follows  : — Let  the 
polarised  ray  be  be  received  at  c,  on  a second 
surface  of  unsilvered  glass,  at  the  same  angle, 
viz.  350  25'.  If  the  surfaces  are  parallel,  the 
ray  is  reflected  ; but  if  the  second  plate  is 
caused  to  turn  round  the  line  cb,  the  intensity 
of  the  reflected  ray  continually  diminishes,  and 
when  the  glass  surfaces  are  at  right  angles  to 
each  other,  no  light  is  reflected.  By  continuing 
to  turn  the  upper  mirror  the  intensity  of  the 
reflected  ray  gradually  increases,  and  attains  a 
maximum  value  when  the  surfaces  are  again 
parallel. 

The  above  statement  will  serve  to  describe 
the  phenomenon  of  polarisation  by  reflection 
so  far  as  the  principles  are  concerned  ; the 
apparatus  best  adapted  for  exhibiting  the  phe- 
nomenon will  be  described  farther  on. 

668.  Angle  of  polarisation. — The  polarising  angle  of  a substance  is  the 
angle  which  the  incident  ray  must  make  with  the  perpendicular  to  a plane 
polished  surface  of  that  substance  in  order  that  the  polarisation  may  be 
complete,  for  glass  this  angle  is  540  35',  and  if  in  the  preceding  experi- 
ment the  lower  mirror  were  inclined  at  any  other  angle  than  this,  the  light 
would  not  be  completely  polarised  in  any  position  ; this  would  be  shown  by 
its  being  partially  reflected  from  the  upper  surface  in  all  positions.  Such 
light  is  said  to  be  partially  polarised.  The  polarising  angle  for  water  is 
52°  45'  ; for  quartz,  570  32'  ; for  diamond,  68°  ; and  it  is  56°  30'  for  obsidian, 
a kind  of  volcanic  glass  which  is  often  used  in  these  experiments. 

Light  which  is  reflected  from  the  surface  of  water,  from  a slate  roof,  from 
a polished  table,  or  from  oil  paintings,  is  all  more  or  less  polarised.  The 
ordinary  light  of  the  atmosphere  is  frequently  polarised,  especially  in  the 
earlier  and  later  periods  of  the  day,  when  the  solar  rays  fall  obliquely  on 
the  atmosphere.  Almost  all  reflecting  surfaces  may  be  used  as  polarising 
minois.  Metal  surfaces  form,  however,  an  important  exception. 

Brewster  discovered  the  folio  wing  remark- 
ably simple  law  in  reference  to  the  polarising 
angle  : — 

The  polarising  angle  of  a substance  is 
that  angle  of  incidence  for  which  the  reflected 
polarised  ray  is  at  right  angles  to  the  refracted 
ray . 

thus,  in  fig.  653,  if  si  is  the  incident,  ir 
the  refracted,  and  if  the  reflected  ray,  the 
polarisation  is  most  complete  when  fi  is  at 
fight  angles  to  ir. 

deplane  of polarisation  is  the  plane  of  „ „„ 

reflectmn  in  which  the  light  becomes  polarised  ; it  coincides  with  the  plane 
ot  incidence,  and  therefore  contains  the  polarising  angle. 


Fig.  653 
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A simple  geometrical  consideration  will  show  that  the  above  law  may 
be  thus  expressed  -.—  The  tangent  of  the  angle  of  polarisation  of  a substance 
is  equal  to  its  refractive  index.  As  the  refractive  index  differs  with  the  dif- 
ferent colours,  it  follows  that  the  angle  of  polarisation  cannot  be  the  same 
for  all  colours.  This  explains  why  a ray  of  white  light  is  never  completely 

1 669  Polarisation  by  single  refraction.— When  an  unpolarised  pencil  of 

light  falls  upon  a glass  plate  placed  at  the  polarising  angle  one  part  is 
reflected  ; the  other  part  becomes  refracted  in  passing  through  the  glass 
and  the  transmitted  light  is  now  found  to  be  partially  polarised.  re  ig 
which  has  passed  through  one  plate,  and  whose  polarisation  is  very  feeble, 
is  transmitted  through  a second  plate  parallel  to  the  first,  the  effect* 
more  marked,  and  by  ten  or  twelve  plates  are  tolerably  complete  A bundle 
of  such  plates,  for  which  the  best  material  is  the  glass  used  for _ coven  g 
microscopic  objects,  fitted  in  a tube  at  the  polarising  angle,  is  freque  y 

used  for  examining  or  producing  polarised  light. 

If  a ray  of  light  falls  at  any  angle  on  a transparent  medium,  the  same 
holds  good  with  a slight  modification.  In  fact,  paid  of  the  light  is  reflected 
and  part  refracted,  and  both  are  found  to  be  partially  polarised  equal  quan- 
tities in  each  being  polarised,  and  their  planes  thfpolari£d 

an(rles  to  each  other.  It  is,  of  course,  to  be  understood  that  the  polarised 

portion  of  the  reflected  light  is  polarised  in  the  plane  of  reflection,  which  i 

likewise  the  plane  of  refraction.  . • .-i 

670  Polarising  instruments.-Every  instrument  for  investigating  the 

properties  of  polarised  light  consists  essentially  of  two  paits  one  fo 
polarising  the  lfght,  the  other  for  ascertaining  or  exhibiting  the  fact  of  the  light 
having  undergone  polarisation.  The  former  part  is  called  the  polariser,  the 
latter  "the  analyser.  Thus  in  art.  666  the  crystal  producing  the  first  refraction 
is  the  polariser,  that  producing  the  second  refraction  is  the 
art  667  the  mirror  at  which  the  first  reflection  takes  place  is  the  polanser 
that  at  whîch  the  second  reflection  takes  place  is  the  analyser.  Some  of 
the  most  convenient  means  of  producing 

and  it  may  be  remarked  that  any  instrument  that  can  be  used  as  a polariser 
ht  also  be  used  as  an  analyses.  The  experimenter  has,  therefore,  cons.oet- 

^ôy'l^Norremberjris'^apparatus.  The  simplest  'nst* 

light  is  that  invented  by  Norremberg.  It  may  be  used  p < & 

W which  snppori  a,,  mjsih 
vered  mirror,  *,  of  ordinary  glass,  movable  abouta  ^on^s.  Asmal, 
graduated  circle  indicates  the  angle  of  inclination  of  the  mm  ^ 

•"e ^“TetS'of  ^columns  fsT’gtUm.ed  plate,  ,,  in 
St  orcAniaf  di"r:  rotates  This  disc  in  ^are 

aperture,  supports  a mirroi  of  blac  - g ass,  m,  different  heights 

at  the  polarising  angle.  An  annula,  disc,  i,  can i be  nxe  ^ moved 

„„  the  columns  by  means  of  a screw  A ^ second  ring,  , y is 

around  the  axis.  It  supports  a black  scieen,  in  the  cent.c  o 

a circular  aperture. 


Tourmaline 
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When  the  mirror  n makes  with  the  vertical  an  angle  of  350  25',  which  is 
the  complement  of  the  polarising  angle  for  glass,  the  rays  of  light,  Sn, 
which  meet  the  mirror  at  this 
angle  become  polarised,  and 
are  reflected  in  the  direction  np 
towards  the  mirror  /,  which 
sends  them  in  the  direction  pnr. 

After  having  passed  through 
the  glass,  n , the  polarised  ray 
falls  upon  the  blackened  glass 
m under  an  angle  of  350  25', 
because  the  mirror  makes  ex- 
actly the  same  angle  with  the 
vertical.  But  if  the  disc,  o,  to 
which  the  mirror,  in , is  fixed, 
be  turned  horizontally,  the  in- 
tensity of  the  light  reflected 
from  the  upper  mirror  gradually 
diminishes,  and  totally  disap- 
pears when  it  has  been  moved 
through  90°  The  position  is 
that  represented  in  the  diagram  : 
the  plane  of  incidence  on  the 
upper  mirror  is  then  perpendi- 
cular to  the  plane  of  incidence, 

S np,  on  the  mirror,  n.  When  the 
upper  mirror  is  again  turned,  the 
intensity  of  the  light  increases 
until  it  has  passed  through  180°, 
when  it  again  reaches  a maxi- 


Fig-  654 


are  then  parallel.  The  same  phenomena  are  repeated  as  the  mirror,  m 
continues  to  be  turned  in  the  same  direction,  until  it  again  comes  into  its 
original  position  ; the  intensity  of  the  reflected  light  being  greatest  when  the 
murors  are  parallel,  and  being  reduced  to  zero  when  they  are  at  right  angles. 

the  mirror  in , is  at  a greater  or  less  angle  than  35°  25',  a certain  quantity 
of  light  is  reflected  in  all  positions  of  the  plane  of  incidence.  q Y 

672.  Tourmaline.  The  primary  form  of  this  crystal  is  a regular  hexa- 

?ndttsPonHr  °Urmahae’  “ fh'eady  stated>  is  a negative  uniaxial  crystal, 
and  its  optic  axis  coincides  with  the  axis  of  the  prism.  For  optical  purposes 

a plate  ,s  cut  from  ,t  parallel  to  the  axis.  When  a ray  of  ligFt  passes 

rough  such  a plate,  an  ordinary  ray  and  an  extraordinary  ray  are  produced 
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thus  transmitted  be  viewed  through  another  similar  plate  held  in  a parallel 
position,  little  change  will  be  observed,  excepting  that  the  intensity  of  the 
transmitted  light  will  be  about  equal  to  that  which  passes  through  a plate 
of  double  the  thickness  ; but  if  the  second  tourmaline  be  slowly  turned  the 
light  will  become  feebler,  and  will  ultimately  disappear  when  the  axes  of  the 

two  plates  are  at  right  angles.  . vprv  trans_ 

The  objections  to  the  use  of  the  tourmaline  are  that  it  ‘S  n«t  very  trans 

parent,  and  that  plates  of  considerable  thickness  must  be  used  if  the  polarisa- 
tion is  to  be  complete.  For  unless  the  ordinary  ray  is  completely  absorbed 
the  emergent  light  will  be  only  partially  polarised. 

Herapath  discovered  that  iodoquinine  sulphate  has  the  property 
polaS^ht  in  a remarkable  degree.  Unfortunately  it  is  a very  fragile 
substance,  and  difficult  to  obtain  in  large  crystals.  w, 

substance,  oubie^refracting  prism  of  Iceland  spar.  Double.image  prism. -When 

a raj  of  light  passes  through  an  ordinary  rhombohedron  of  Iceland  spar,  the 

orZary  and  "extraordinary  rays  «merge  parade!  » ^ So f to 

sequently  the  separation  of  the  rays  is  proportional  to  the  thickness  ot  tlie 
? T>..t  crvstal  is  cut  so  that  its  faces  are  inclined  to  each  other, 

composed  in  passing  through  the  prism,  and  the  rays _ wi 
be  coloured.  It  is  therefore  necessary  to  achromatize  (595) 
the  prism,  which  is  done  by  combining  it  with  a prism  of 
gdass  with  its  refracting  angle  turned  in  the  contrary  direc- 
tion (fig  656).  In  order  to  obtain  the  greatest  amount  of 
divergence^  the  prism  should  be  cut  with  its  refracting  edge 
r*B-  oarallel  to  the  optic  axis,  and  this  is  always  done. 

ordinary  ray  produced,  whose  1 ordinary  ray  alone  will  emerge, 

turned.  But  in  two  opposite  posjti  ^ ^ former  the  extraordinary  ray  will 
and  m two  otl^  at  "g  alone  emerges>  the  principal  plane 

alone  emerge.  When  the  ordina  y > and  parallel  to  its 

of  the  crystal— that  is,  ^ ^^Tpolariition  of  the 

“cans  oOhe  priant,  it  can  be 

pt^mcorS™c“dd  !;ke,dTema„„”et  described  is  caded  a 

■Prism-  . „ . The  Nicol’s  prism  is  one  of  the  most  valuable  means 

674-  Nlcolspnsrm-—T  ^lrMv  Lourless  it  polarises  light  completely, 
onelSm  of'polarised  light,  the  other  being  entirely 

r^It ^^constructed  from  a —dron 

laXse"'  shown  «g.  6Sy.  that  is,  aiong  the 


Fig.  656 
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plane  ab  (fig.  658).  The  two  halves  are  then  again  joined  in  the  same 
order  by  means  of  Canada  balsam. 

The  principle  of  the  Nicol’s  prism  is  this  : — The  refractive  index  of 
Canada  balsam,  1 '549,  is  less  than  the  ordinary  index  of  Iceland  spar,  1 '654, 


F!g-  «57  Fig.  658 


but  greater  than  its  extraordinary  index,  1-483.  Hence  when  a luminous  ray 
SC  (fig.  658)  enters  the  prism,  the  ordinary  ray  is  totally  reflected  on  the 
surface,  ab,  and  takes  the  direction  CdO,  by  which  it  is  refracted  out  of  the 
crystal,  while  the  extraordinary  ray,  Ce,  emerges  alone.  Since  the  Nicol’s 
prism  allows  only  the  extraordinary  ray  to  pass,  it  may  be  used  like  a 
tourmaline,  as  an  analyser  or  as  a polariser. 

. Foucault  replaced  the  layer  of  Canada  balsam  by  one  of  air,  the  two 
prisms  being  kept  together  by  the  mounting.  The  advantage  of  this  is  that 
the  section  ab  (fig.  658)  need  not  be  so  acute,  so  that  the  prism  becomes 
shorter,  and  therefore  cheaper. 

Nicol’s  prism  is  the  most  important  feature  of  most  polarising  apparatus, 
is  better  than  the  polarising  mirror  on  account  of  its  more  complete 

field^Tview  ^ ^ ^ advantage  over  tourmaline  of  giving  a colourless 

675.  Physical  theory  of  polarised  light.-The  explanation  of  the  dark 
bands  produced  by  the  interference  of  light  in  art.  659  resembles  that  of  the 
formation  of  nodes  and  loops  given  in  art.  278. 

• u m!gh^hence  he  supposed  that  the  vibrations  producing  light  are  quite 

fart'  ar  rdUC'nSrU"d-  But  this  is  ”»  the  case  7 T 

fact,  no  assumption  is  made  in  art.  659  as  to  the  direction  in  which  the 

^mg  particles  move,  and  accordingly  the  explanation  is  equally  tÎue 
^hether  the  particles  vibrate  in  the  direction  AB,  BA,  along  which  the 
disturbance  is  travelling,  or  at  right  angles  to  AB.  As  a mattef  of  fact  the 
former  is  the  case  with  the  vibrations  producing  sound,  the  latter  with  thp 
vibrations  producing  light.  In  other  words,  the  vibrations  producing  sound 
take  place  in  the  direction  of  propagation,  the  vibrations  producing  lfght  are 
transverse  to  the  direction  of  propagation.  g gnt  are 

This  assumption  as  to  the  direction  of  the  vibration  of  the  c 

iS  “ “»  “d  " Æh- 

2 

wave  corresponding  to  the  ray.  tne  llont  °‘  the 

spar,  it  becomes  dfced  «rhat^XSteT’  "i?  “ IœIand 

^ » * » **  brechanical  ÆÆïï 
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nossesses  unequal  elasticity  in  different  directions,  a plane  wave  produced 
bv  transversal  vibrations  entering  that  medium  will  give  rise  to  two  plane 
waves  moving  with  different  velocities  within  the  medium,  and  the  vibrations 
of  the  particles  in  front  of  these  waves  will  be  in  directions  parallel  respec- 
tively to  two  lines  at  right  angles  to  each  other.  If,  as  is  assumed  in  the 
undulatory  theory  of  light,  the  ether  exists  m a double-refractmg  crys tel  m 
such  a state  of  unequal  elasticity,  then  the  two  plane  waves  will  be  foimed 
as  above  described,  and  these,  having  different  velocities,  will  &ive  r'se 

T °r  u,7sSLsrsgss.<65^ 

phenomenon  o ' *ereal,  rectilinear,  and  in  directions 

perpendicular  to  each  other  in  the  rays  respectively, 

theory  accounts  for  the  fact  that  the  two  rays  are  both  polarised,  and 

— when  a ray  of  light  is  polarised  with 
respect  to  a given  plane,  the  vibrations  take  place  in  directions  within  or  per- 
pendicular that  plane.  Fresnel  was  of  the 

teases  regard  the  plane  of  polarisation  as  that  plane  in  which  the  vibrations 
take  place. 

COLOURS  PRODUCED  BY  THE  INTERFERENCE  OF  POLARISED  LIGHT 

676.  h-  of  - piSS 

InirSoS  of  interface  as  ordi^y  r^ 

“ Li  «*£  S" g.Te  of  the  brilliant  phenomena  of  colora- 

tion,  which  will  be  presently  descri oe  ^ interfere  with  each  other, 

^ “ “ if  they 
they  produce  no  coloured  fringe  when  the  rays  are  polarised 

rays  of  common  light  would  produce  them.  ^ V q{ 

in  planes  inclined  to  each  .orange,  the  fringes 

intermediate  brightness , „ o an(j  are  totally  obliterated 

gradually  decrease  in  brightness  from  o to  9°  > 

at  the  latter  angle.  nlanes  at  right  angles  to  each  other 

HI.  Two  rays  origmaHy  polar isedm  plane >atr/  pofarisation  without 

may  be  subsequently  brought  “^Æ&er^ce. 

acquiring  the  power  of  forming  f g by  ^ other,  and  afterwards 

V.  In  the  phenomena  of  interference  ced J-iy  > as  one 

S unknown  cause. 
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677.  Effect  produced  by  causing  a pencil  of  polarised  rays  to  traverse  a 
double-refracting  crystal.— The  following  important  experiment  may  be  made 
most  conveniently  by  Norremberg’s  apparatus  (fig.  654).  At  g (fig.  655) 
there  is  a Nicol’s  prism.  A plate  of  a double-refracting  crystal  cut  parallel 
to  its  axis  is  placed  on  the  disc  at  e.  In  the  first  place,  however,  suppose  the 
plate  of  the  crystal  to  be  removed.  Then,  since  the  Nicol’s  prism  allows 
only  the  extraordinary  ray  to  pass  when  it  is  turned  so  that  its  principal 
plane  coincides  with  the  plane  of  reflection,  no  light  will  be  transmitted  (674). 
Place  the  plate  of  doubly  refracting  crystal,  which  is  supposed  to  be  of 
moderate  thickness,  in  the  path  of  the  reflected  ray  at  e.  Light  is  now 
transmitted  through  the  NicoPs  prism.  On  turning  the  plate,  the  intensity 
of  the  transmitted  light  varies  ; it  reaches  its  maximum  when  the  principal 
plane  of  the  plate  is  inclined  at  an  angle  of  450  to  the  plane  of  reflection,  and 
disappears  when  these  planes  either  coincide  with  or  are  at  right  angles  to 
each  other.  The  light  in  this  case  is  white.  The  same  or  equivalent  phe- 
nomena are  produced  when  any  other  analyser  is  used.  Thus,  assume  the 
double-image  prism  to  be  used,  and  suppose  the  crystal  to  be  removed.  Then, 
generally,  two  rays  are  transmitted  ; but  if  the  principal  plane  of  the  analyser 
is  turned  in  the  plane  of  primitive  polarisation,  the  ordinary  ray  only  is  trans- 
mitted, and  then  when  turned  through  90°  the  extraordinary  ray  only  is  trans- 
mitted. . Let  the  analyser  be  turned  into  the  former  position,  then,  when  the 
plate  is  interposed,  both  ordinary  and  extraordinary  rays  are  seen,  and  when 
the  plate  is  slowly  rotated,  the  ordinary  and  extraordinary  rays  are  seen  to 
vary  in  intensity,  the  latter  vanishing  when  the  principal  plane  of  the 
polarising  plate  either  coincides  with,  or  is  at  right  angles  to,  the  plane  of 
primitive  polarisation. 


678.  Effect  produced  when  the  plate  of  crystal  is  very  thin.— In  order 
to  exhibit  this,  take  a thin  film  of  selejiite  or  mica  between  the  twentieth 
and  sixtieth  of  an  inch  thick,  and  interpose  it  as  in  the  last  article.  If  the 
thickness  of  the  film  is  uniform,  the  light  now  transmitted  through  the 
analyser  will  be  no  longer  white,  but  of  a uniform  tint  ; the  colour  of  the 
tint  being  different  for  different  thicknesses-for  instance,  red,  or  green,  or 
ue  or  yellow,  according  to  the  thickness  ; the  intensity  of  the  colour  de- 
pending on  the  inclination  of  the  principal  plane  of  the  film  to  the  plane  of 
reflection  being  greatest  when  the  angle  of  inclination  is  450.  Let  us  now 
suppose  the  crystalline  film  to  be  fixed  in  that  position  in  which  the  light  :s 
brightest,  and  suppose  its  colour  to  be  red.  Let  the  analyser  (the  Nmol’s 
pnsm)  be  turned  round,  the  colour  will  grow  fainter,  and  when  it  has  been 
turned  through  45°,  the  colour  disappears,  and  no  light  is  transmitted  on 
rning  it  further,  the  complementary  colour,  green,  makes  its  appearance 
andmcreases  imntens.tyuntfl  the  analyser  has  been  turned  through  go° 
after  which  the  intensity  diminishes  until  an  angle  of  i-e°  js  attaint  9i  ’ 

:"is  ““ 
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intensity  of  the  one  ray  in  a given  position,  the  other  ray  will  have  the  same 
when  the  analyser  has  been  turned  through  an  angle  of  90°.  Consequently, 
these  two  rays  give  simultaneously  the  appearances  which  are  successively 
presented  in  the  above  case  by  the  same  ray  at  an  interval  of  9°  • f n°w 
the  two  rays  are  allowed  to  overlap,  they  produce  white  light  ; thereby 

proving  their  colours  to  be  complementary. 

Instead  of  using  plates  of  different  thicknesses  to  produce  different  tints 
the  same  plate  may  be  employed  inclined  at  different  angles  to  the  polarised 
ray.  This  causes  the  ray  to  traverse  the  film  obliquely,  and,  in  fact,  amounts 

to  an  alteration  in  its  thickness.  . 

With  the  same  substance,  but  with  plates  of  increasing  thickness,  the 

tints  follow  the  laws  of  the  colours  of  Newton’s  rings  (665).  The  thickness 
of  the  plate  must,  however,  be  different  from  that  of  the  layer  of  air  in  the 
case  ofN  ewton’s  rings  to  produce  corresponding  colours.  Thus  corresponding 
colours  are  produced  by  a plate  of  mica  and  a layer  of  air  when  the  thickness 
of  the  former  is  about  400  times  that  of  the  latter.  In  the  case  of  selem 
the  thickness  is  about  230  times,  and  in  the  case  of  Iceland  spar  ab 

times  that  of  the  corresponding  layer  of  air. 

3 6^0  Explanation  of  the  phenomena  described  above.-The  phenomena 
described  in  the  last  articles  admit  of  complete  explanation  by  the  undula^ 
Z but  not  without  the  aid  of  abstruse  mathematical  calculations.  What 

follows  w 1 show  the  nature  of  the  explanation.  Let  us  suppose,  foi  con- 
follows  will  sno  Qf  a larised  ray  the  part,cles  of  ether  vibrate 

TthTplLneof  polarisation  (675),  and  that  the  analyser  is  a double-image 
prism  with  its  principal  plane  in  the  plane  of  primitive  polansat.on 

\&3g8!3SSSSES&$ 

take  the  plate  » P makeS  any  angle  (d)  with  the  plane 

m such  a manner  that  p 1 T f this  will  be  to  cause  the  vibrations 
of  primitive  polansa  10m  The^effect  ^ and  at  right  angles 

of  the  primitive  lay  t j ther(fby  giving  rise  to  an  ordinary  ray 

to  the  principal  plane  o y > however,  do  not  become  separated 

(O)  and  an  extraordmary  ay  (E)  winch,  hnwe  ^ ^ ^ a stag,e  p)i„e 

on  account  of  the  thinness  1 thev  are  unequally  retarded  in  pass- 

polarised  ray  on  leav.ng  the  p 'Sfeëm  nhasL  Since  neither 

ing  through  it,  and  consequen  y coincides  with  the  principal  plane 

of  the  planes  of  polarisation  of  0 “il!  again  be  resolved,  viz. 

of  the  analyser,  the  Vl|t|at!0l'l:,  t,'  i " t0  £„  and  Ee.  But  the  vibra- 
o gives  rise  to  phase,  give  rise  to  a single 

tions  composing  Oo  and  , =>  „ . e r\se  to  a single  extra- 

"dS  Thus  the6 interposition  of  the  plate  of  crystal  restores  the 

n"h?Ue  d to  be  either  oW- 

polarisation,  and  on  entering  the 

“SSSS- ïïïŒïï  ordinary  ray  is  suppressed 
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by  mechanical  means.  Consequently  only  le  will  pass  through  the  prism, 
and  that  for  all  values  of  6 except  o°  and  90°. 

A little  consideration  will  show  that  the  joint  intensities  of  all  the  rays 
existing  at  any  stage  of  the  above  transformations  must  continue  constant, 
but  that  the  intensities  of  the  individual  rays  will  depend  on  the  magnitude 
of  6 ; and  when  this  circumstance  is  examined  in  detail,  it  explains  the  fact 
that  le  increases  in  intensity  as  6 increases  from  o°  to  45 °,  and  then  decreases 
in  intensity  as  6 increases  from  450  to  90° 

In  regard  to  the  colour  of  the  rays  it  is  to  be  observed  that  the  formulae 
for  the  intensities  of  lo  and  le  contain  a term  depending  on  the  length  of  the 
wave  and  the  thickness  of  the  plate.  Consequently,  when  white  light  is  used 
the  relative  intensities  of  its  component  colours  are  changed,  and  therefore 
lo  and  le  will  each  have  a prevailing  tint,  which  will  be  different  for  different 
thicknesses  of  the  plate.  The  tints  will,  however,  be  complementary,  since 
the  joint  intensities  of  1 0 and  le  being  the  same  as  that  of  the  original  ray, 
they  will,  when  superimposed,  restore  all  the  components  of  that  ray  in 
their  original  intensities,  and  therefore  produce  white  light. 

680.  Coloured  rings  produced  by  polarised  light  in  traversing  double- 
refracting  films. — In  the  experiments  with  Norremberg’s  apparatus  which 
have  just  been  described  (679),  a pencil  of  parallel  rays  traverses  the  film 
of  crystal  perpendicularly  to  its  faces,  and  as  all  parts  of  the  film  act  in 
the  same  manner,  the  tint  is  everywhere  the  same.  But  when  the  inci- 
dent rays  traverse 

a\ 


the  plate  under  dif- 
ferent obliquities, 
which  comes  to 
the  same  thing  as 
if  they  traversed  Fl&-  659 

plates  differing  in  thickness,  coloured  rings  are  formed  similar  to  Newton’s 
rings. 

The  best  method  of  observing  these  new  phenomena  is  by  means  of  the 
tourmaline  pincette  or  tongs  (fig.  659).  This  is  a small  instrument  consisting 
of  two  tourmalines  cut  parallel  to  the  axis,  each  of  them  being  fitted  in  a 
copper  disc.  These  two  discs,  which  are  perforated  in  the  centre,  and 
blackened,  are  mounted  in  two  rings  of  silvered  copper,  which  is  coiled,  as 
shown  in  the  figure,  so  as  to  form  a spring,  and  press  together  the  tourma- 
lines. The  tourmalines  turn  with  the  disc,  and  may  be  so  arranged  that 
their  axes  are  either  perpendicular  or  parallel. 

The  crystal  to  be  experimented  upon,  being  fixed  in  the  centre  of  a cork 
disc,  is  placed  between  the  two  tourmalines,  and  the  pincette  is  held  before 
the  eye  so  as  to  view  diffused  light.  The  tourmaline  farthest  from  the  eye 
acts  as  polariser  and  the  other  as  analyser.  If  the  crystal  thus  viewed  is 
uniaxial,  and  cut  perpendicularly  to  the  axis,  and  a homogeneous  light- 
red,  for  instance— is  looked  at,  a series  of  alternately  dark  and  red  rings 
is  seen.  With  another  simple  colour  similar  rings  are  obtained,  but  their 
diameter  decreases  as  the  refrangibility  of  the  colour  increases.  On  the  other 
hand,  the  diameters  of  the  rings  diminish  when  the  thickness  of  the  plates 
increases,  and  beyond  a certain  thickness  no  more  rings  are  produced. 
If,  instead  of  illuminating  the  rings  by  homogeneous  light,  white  light  is 
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used,  then,  since  the  rings  of  the  different  colours  produced  have  not  the 
same  diameter,  they  are  partially  superposed,  and  produce  very  brilliant 

variegated  colours.  . . . 

The  position  of  the  crystal  has  no  influence  on  the  rings,  but  this  is  not 
the  case  with  the  relative  position  of  the  two  tourmalines,  h or  instance, 
in  experimenting  on  Iceland  spar  cut  perpendicular  to  the  axis,  and  from  1 to 
,o  millimetres  in  thickness,  when  the  axes  of  the  tourmalines  are  perpen- 
dicular, a beautiful  series  of  rings  is  seen,  brilliantly  coloured,  and  traversed 
by  a black  cross,  as  shown  in  fig.  I,  Plate  II.  If  the  axes  of  the  tourma- 
lines  are  parallel,  the  rings  have  tints  complementary  to  those  they  had 
at  first,  and  there  is  a white  cross  (fig.  2,  Plate  II.)  instead  of  a black 

In  order  to  understand  the  formation  of  these  rings  when  polarised  light 
traverses  double-refracting  films,  it  must  first  be  premised  that  these  films 
are  traversed  by  a converging  conical  pencil,  whose  summit  is  the  eye  of  t ie 
observer.  Hence  it  follows  that  the  virtual  thickness  of  the  film  which  the 
rays  traverse  increases  with  their  divergence  ; but  for  rays  of  the  same 
obfiquity  this  thickness  is  the  same  ; hence  there  result  different  degrees  of 
retardation  of  the  ordinary  with  respect  to  the  extraordinary  ray  at  different 
points  of  the  plate,  and  therefore  different  colours  are  Produced  at 
different  distances  from  the  axis,  but  the  same  colours  will  be  pioduced  at 
the  same  distance  from  the  axis,  and  consequently  the  colouis  are  arrange 
in  circles  round  the  axis.  The  arms  of  the  black  cross  are  parallel  to  the 
optic  axis  of  each  of  the  tourmalines,  and  are  due  to  an  absorption  of  the 
polarised  light  in  these  directions.  When  the  tourmalines  are  parallel  the 
vibrations  are  transmitted,  and  hence  the  white  cross.  . 

Analogous  effects  are  produced  with  all  uniaxial  crystals  ; for  instance, 
tourmaline,  emerald,  sapphire,  beryl,  mica,  pyromorphite,  and  potassium  ferro- 

Cya68diC‘  Rings  in  biaxial  crystals.-In  biaxial  crystals,  coloured  rings  are  also 
produced  but  their  form  is  more  complicated.  The  coloured  bands  inste 
of  being  circular  and  concentric,  have  the  form  of  curves,  with  two  centres  the 
p nfoarli  cvstem  corresponding  to  an  axis  of  the  crystal.  Figs.  4,  5,  and  , 
S ^ seen  when  a plate  of  either  cernssite,  tog*  or 

cu't  pelpentlicularly  to  the  medial  line  (6S8)  is  placed  between  he 
two  tourmalines,  the  piane  contaimng  the^a  tLTiÏtourmahnes  are 

crystal  without  uttering  the  his  been  turned  through  4S" 

changes  into  fig.  6,  Plate  1 .,  ,,  , th  same  coloured  curves  are 

mtï  - - "uh 

arrirjohn  Herschel,  who  measured  the  rings  produced  by  biaxial  crystals 
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referred  them  to  the  kind  of  curve  known  in  geometry  as  the  lemniscate , in 
strict  accordance  with  the  principles  of  the  undulatory  theory  of  light. 

The  observation  of  the  system  of  rings  which  plates  of  crystals  give  in 
polarised  light  presents  a means  of  distinguishing  between  optical  uniaxial 
and  optical  biaxial  crystals,  even  in  cases  in  which  no  conclusion  can  be 
drawn  as  to  the  system  in  which  a mineral  crystallises  from  mere  morpho- 
logical reasons.  In  this  way  the  optical  investigation  becomes  a valuable 
aid  in  mineralogy  ; as,  for  example,  in  the  case  of  mica,  of  which  there  are 
two  mineralogical  species,  the  uniaxial  and  the  biaxial. 

All  the  phenomena  which  have  been  described  are  only  obtained  by 
means  of  polarised  light.  Hence,  a double  refracting  film,  with  either  a 
Nicol’s  prism  or  a tourmaline  as  analyser,  maybe  used  to  distinguish  between 
polarised  and  unpolarised  light,  that  is,  as  a polariscope. 

682.  Colours  produced  by  compressed  or  by  unannealed  glass. — Ordinary 
glass  is  isotropic,  and  is  therefore  not  endowed  with  the  power  of  double 
refraction.  It  acquires  this  property,  however,  if  by  any  cause  its  elasticity 
becomes  more  modified  in  one  direction  than  in  another.  Glass  may 
become  anisotropic  by  being  strongly  compressed  in  a given  direction,  or 
curved,  or  tempered,  that  is  to  say,  cooled  after  having  been  heated.  If  the 
glass  is  then  traversed  by  a beam  of  polarised  light,  effects  of  colour  are 
obtained  which  are  entirely  analogous  to  those  described  in  the  case  of 
doubly  refracting  crystals.  They  are,  however,  susceptible  of  far  greater 
variety,  according  as  the  plates  of  glass  have  a circular,  square,  rectangular, 
or  triangular  shape,  and  according  to  the  degree  of  tension  of  their  particles. 


Fig.  660  Fig.  66 r Fig.  662 


F'g-  663  Fig.  664  Fig.  £65 


When  the  polariser  is  a mirror  of  black  glass,  on  which  the  light  of  the 
sky  is  incident,  and  the  analyser  is  a Nicol’s  prism,  and  a square  plate  of 
compressed  glass  is  placed  between  polariser  and  analyser,  the  appearances 
tepiesented  in  figs.  660,  66r,  663  are  successively  presented;  figs.  662 
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and  665  represent  the  appearances  produced  by  a circular  plate  under  the 
same  circumstances  ; and  fig.  664  that  produced  when  one  rectangular  plate 
is  superposed  on  another.  This  figure  also  varies  when,  the  system  of  plates 

is  turned.  . . 

In  consequence  of  being  rapidly  cooled,  glass  often  acquires  a strained 

condition.  Hence,  when  the  masses  of  glass,  more  especially  the  larger  ones 
from  which  lenses  are  made,  are  examined  by  polarised  light,  the  existence  of 
strains  may  be  revealed  which  would  render  it  useless  to  go  to  the  trouble 
and  expense  of  working  such  masses,  as  they  would  probably  break  in  the 
operation. 

ELLIPTIC,  CIRCULAR,  AND  ROTATORY  POLARISATION 

683.  Definition  of  elliptic  and  circular  polarisation— In  the  cases 
hitherto  considered,  the  particles  of  ether  composing  a polarised  ray  vibrate 
in  parallel  straight  lines  ; to  distinguish  this  case  from  those  we  are  now  to 
consider,  such  light  is  frequently  called  plane  polarised  light.  It  sometimes 
happens  that  the  particles  of  ether  describe  ellipses  about  their  positions  of 
rest,  the  planes  of  the  ellipses  being  perpendicular  to  the  direction  of  the 
ray.  If  the  axes  of  these  ellipses  are  unequal  and  parallel,  the  ray  is  sai 
to  be  elliptically  polarised.  In  this  case  the  particles  which  when  at  rest, 
occupied  a straight  line,  are,  when  in  motion,  arranged  in  a helix  round  the 
line  of  their  original  position  as  an  axis,  the  helix  changing  horn  mstaat 
instant.  If  the  axes  of  the  ellipses  are  equal,  they  become  circles,  and  t e 
light  is  said  to  be  circularly  polarised.  If  the  minor  axes  become  zero,  the 
ellipses  coincide  with  their  major  axes,  and  the  light  becomes plane  polarised. 
Consequently,  plane  polarised  light  and  circularly  polarised  light  are  pai- 

lictilar  cases  of  elliptically  polarised  light.  . 

684.  Theory  of  the  origin  of  elliptic  and  circular  polarisation. 

Let  us  in  the  first  place  consider  a simple  pendulum  (56)  vibrating  in  y 
plane,  the  arc  of  vibration  being  small.  Suppose  that  when  ^ its  «west 
position,  it  received  a blow  in  a direction  at  right  angles  to  the  dnection  of 
fts  motion,  such  as  would  make  it  vibrate  in  an  arc  at  right  angles  to  its 
arc  of  primitive  vibration,  it  follows  from  the  law  of  the  composjaon , rf 
velocities  that  the  joint  effect  will  be  to  make  it  vibrate  in  an  arc  mdmed  at  a 
certain  angle  to  the  arc  of  primitive  vibration,  the  magnitude  of  the  angle 
depending  on  the  magnitude  of  the  blow  (58).  If  the  blow  communicated 
a vPe"ocity  equal  to  that  with  which  the  body  is  already  moving , the  ang^ 
would  be  45°  Next  suppose  the  blow  to  communicate  an  eqlcb 
but  to  be  struck  when  the  body  is  at  its  highest  point  this  mil  cause 
particle  to  describe  a circle,  and  to  move  as  * corned  pe “n 
blow  is  struck  under  any  other  circumstances,  the  pai  1 

ellipse.  Now  as  the  two  blows  would  produce  separately  two  sun  pie  ubra 
tions  in  directions  at  right  angles  to  each  other,  we  may Jtate  the  ies 
arrived  at  as  follows  If  two  rectilinear  vibrations  a e supen^uced  on 

the  same  particle  in  directions  at  right  angles  t0  ea<J  “Scribe  a 
they  are  in  the  same  or  opposite  phases,  they  make  the  po 
rectilinear  vibration  in  a direction  inclined  at  a cert i un  ang!e  0 e'^  0 
the  original  vibrations.  2.  But  if  their  phases  differ  by  9°  « * ^ 
of  a vibration,  the  particle  will  describe  a cucle,  pio\i 


-685]  Fresnel’s  Rhomb  695 

are  equal.  3.  Under  other  circumstances  the  particle  will  describe  an 
ellipse. 

To  apply  this  to  the  case  of  polarised  light.  Suppose  two  rays  of  light 
polarised  in  perpendicular  planes  to  coincide,  any  particle  in  the  common 
path  of  the  rays  will  have  simultaneously  two  motions  in  directions  at  right 
angles  to  each  other.  Consequently — 1.  If  the  vibrations  are  in  the  same 
or  opposite  phases,  the  light  resulting  from  the  two  rays  is  plane  polarised. 
2.  If  the  rays  are  of  equal  intensity,  and  their  phases  differ  by  90°,  the  result- 
ing light  is  circularly  polarised.  3.  Under  other  circumstances  the  light  is 
elliptically  polarised. 

As  an  example,  if  reference  is  made  to  arts.  679  and  680,  it  will  be  seen 
that  the  rays  denoted  by  O and  E are  superimposed  in  the  manner  above 
described.  Consequently,  the  light  which  leaves  the  thin  double  refracting 
plate  is  elliptically  polarised.  If,  however,  the  principal  plane  of  the  thin 
plate  is  turned  so  as  to  make  an  angle  of  45 0 with  the  plane  of  primitive 
polarisation,  O and  E have  equal  intensities  ; and  if,  further,  the  plate  is 
made  of  a certain  thickness,  so  that  the  phases  of  O and  E may  differ  by 
90°,  or  by  a quarter  of  a vibration,  the  light  which  emerges  from  the  plate  is 
circularly  polarised.  This  method  may  be  employed  to  produce  circularly 
polarised  light. 

Circular  or  elliptic  polarisation  may  be  either  right-handed  or  left- 
handed , or  what  is  sometimes  called  dextrogyrate  and  lævogyrate.  If  the 
observer  looks  along  the  ray  in  the  direction  of  propagation,  from  polariser 
to  analyser,  then,  if  the  particles  move  in  the  same  direction  as  the  hands 
of  a watch  with  its  face  to  the  observer,  the  polarisation  is  right-handed. 

685.  Fresnel's  rhomb. — This  is  a means  of  obtaining  circularly  polarised 
light.  We  have  just  seen  (684)  that,  to  obtain  a ray  of  circularly  polarised 
light,  it  is  sufficient  to  decompose  a ray  of  plane  polarised  light  in  such 
a manner  as  to  produce  two  rays  of  light  of  equal  intensity  polarised  in 
planes  at  light  angles  to  each  other,  and  differing  in  their  paths  by  a quarter 
of  an  undulation.  Fresnel  effected  this  by  means 
of  a rhomb  which  has  received  his  name.  It  is 
made  of  glass  ; its  acute  angle  is  540,  and  its 
obtuse  126°.  If  a ray  (a,  fig.  666)  of  plane  polarised 
light  falls  perpendicularly  on  the  face  of  AB,  it  will 
undergo  two  total  internal  reflections  at  an  angle  of 
about  540,  one  at  E,  and  the  other  at  F,  and  will 
emerge  perpendicularly  from  the  face  CD. 

If  the  plane  ABCD  is  inclined  at  an  angle  of  450 
to  the  plane  of  polarisation,  the  polarised  ray  will  be 
divided  into  two  coincident  rays,  with'  their  planes 
of  polarisation  at  right  angles  to  each  other,  and  it 
appears  that  one  of  them  loses  exactly  a quarter  of 
an  undulation,  so  that  on  emerging  from  the  rhomb 

the  ray  is  circularly  polarised.  If  the  ray  emerging  as  above  from  Fresnel’s 
rhomb  is  examined,  it  will  be  found  to  differ  from  plane  polarised  light  in 
this,  that,  when  it  passes  through  a double-image  prism,  the  ordinary 
and  extraordinary  rays  are  of  equal  intensity  in  all  positions  of  the  prism 
Moreover,  it  differs  from  ordinary  light  in  this,  that,  if  it  pass  through  a 


Fig.  666 
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second  rhomb  placed  parallel  to  the  first,  a second  quarter  of  an  undulation 
will  be  lost,  so  that  the  parts  of  the  original  plane  polarised  ray  will  differ 
by  half  an  undulation,  and  the  emergent  ray  will  be  plane  polarised  ; more- 
over the  plane  of  polarisation  will  be  inclined  at  an  angle  of  450  to  ABCD, 
but  on  the  other  side  from  the  plane  of  primitive  polarisation. 

686.  Elliptic  polarisation.— In  addition  to  the  method  already  men- 
tioned (685),  elliptically  polarised  light  is  generally  obtained  whenever  plane 
polarised  light  suffers  reflection.  Polarised  light  reflected  from  metals 
becomes  elliptically  polarised,  the  degree  of  ellipticity  depending  on  the  direc- 
tion of  the  incident  ray,  and  of  its  plane  of  polarisation,  as  well  as  on  the  nature 
of  the  reflecting  substance.  When  reflected  from  silver,  the  polarisation  is 
almost  circular,  and  from  galena  almost  plane.  If  elliptically  polarised  light  be 
analysed  by  the  Nicol’s  prism,  it  never  vanishes,  though  at  alternate  positions 
it  becomes  fainter  ; it  is  thus  distinguished  from  plane  and  from  circulai 
polarised  light.  If  analysed  by  Iceland  spar,  neither  image  disappears,  but 
they  undergo  changes  in  intensity. 

Light  can  also  be  polarised  elliptically  in  Fresnel’s  rhomb.  If  the  angle 
between  the  planes  of  primitive  polarisation  and  of  incidence  be  any  other 
than  45°,  the  emergent  ray  is  elliptically  polarised. 

68 7.  Rotatory  polarisation. — Rock  crystal  or  quartz  possesses  a îemark- 
able  property  which  was  long  regarded  as  peculiar  to  itself  among  all 
crystals,  though  it  has  been  since  found  to  be  shared  by  tartaric  acid  and  its 
salts,  together  with  some  other  crystallised  bodies.  This  property  is  called 
rotatory  polarisation , and  may  be  described  as  follows  : Let  a ray  of 
homogeneous  light  be  polarised,  and  let  the  analyser,  say  a Nicol  s prism,  be 
turned  till  the  light  does  not  pass  through  it.  Take  a thin  section  of  a quartz 
crystal  cut  at  right  angles  to  its  axis,  and  place  it  between  the  polariser  and 
the  analyser  with  its  plane  at  right  angles  to  the  rays.  The  light  will  now 
pass  through  the  analyser.  The  phenomenon  is  not  the  same  as  that  pre- 
viously described  (677)  ; for,  if  the  rock  crystal  is  turned  round  its  axis  no 
effect  is  produced,  and  if  the  analyser  is  turned,  the  ray  is  found  to  b & plane 
holarised  in  a plane  inclined  at  a certain  angle  to  the  plane  ot  primitive 
polarisation.  If  the  light  is  red,  and  the  plate  1 millimetre  thick,  this  angle 
is  about  170  ; that  is,  if  the  analyser  is  turned  through  17  the  light  is  cut 
off  In  some  specimens  of  quartz  the  plane  of  polarisation  is  turned  to  t e 
right  hand,  in  others  to  the  left  hand.  Specimens  of  the  former -kind _aie 
said  to  be  right-handed,  those  of  the  latter  kind  left-handed  (684).  This 
difference  corresponds  to  a difference  m crystallographic  structure.  ie 
property  possessed  by  rock  crystal  of  turning  the  plane  of  polaiisat. 
through  a certain  angle  was  investigated  by  Biot,  who,  amongs  other 
results,  arrived  at  this  :-For  a given -colour,  the  angle  through  which  the 
plane  of  polarisation  is  turned  is  proportional  to  the  thickness  of  the  qua 1 ^ 

688.  Physical  explanation  of  rotatory  polarisation  -The  expiait  on 
of  the  phenomenon  described  in  the  last  article  is  as  follows  :-\\ .her a »> 
of  polarised  light  passes  along  the  axis  of  the  quartz  Çrysta  ’ * ^ 
two  rays  of  circularly  polarised  light  of  equal  miens,  y,  wl Ve 
the  crystal  with  different  velocities.  In  one  the  circular  p ola usa ion is  ngM 
handed,  in  the  other  left-handed  (684).  1 he  existence  > 

proved  by  Fresnel,  who  succeeded  in  separating  them.  On  emeigi  g 
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the  crystal  they  are  compounded  into  a plane  polarised  ray  ; but,  since  they 
move  with  unequal  velocities  within  the  crystal,  they  emerge  in  different 
phases,  and  consequently  the  plane  of  polarisation  will  not  coincide  with  the 
plane  of  primitive  polarisation.  This  can  be  readily  shown  by  reasoning 
similar  to  that  employed  in  art.  684.  The  same  reasoning  will  also  show 
that  the  plane  of  polarisation  will  be  turned  to  the  right  or  left,  according 
as  the  right-handed  or  left-handed  ray  moves  with  the  greater  velocity. 
Moreover,  the  amount  of  the  rotation  will  depend  on  the  amount  of  the 
retardation  of  the  ray  whose  velocity  is  least  ; that  is  to  say,  it  will  depend 
on  the  thickness  of  the  plate  of  quartz.  In  this  manner  the  phenomena  of 
rotatory  polarisation  can  be  completely  accounted  for. 

689-690.  Coloration  produced  by  rotatory  polarisation. — The  rotation  is 
different  with  different  colours  ; its  magnitude  depends  on  the  refrangibility, 
and  is  greatest  with  the  most  refrangible  rays.  In  the  case  of  red  light  a 
plate  1 millimetre  in  thickness  will  rotate  the  plane  170,  while  a plate  of  the 
same  thickness  will  rotate  it  440  in  the  case  of  violet  light.  Hence  with 
white  light  there  will,  in  each  position  of  the  analysing  Ni  col’s  prism,  be  a 
greater  or  less  quantity  of  each  colour  transmitted.  In  the  case  of  a right- 
handed  crystal,  when  the  Nicol’s  prism  is  turned  to  the  right,  the  colours 
will  successively  appear  from  the  less  refrangible  to  the  more  so— that  is, 
in  the  order  of  the  spectrum,  from  red  to  violet  ; with 
a left-handed  crystal  in  the  reverse  order.  Obviously 
in  turning  the  Nicol’s  prism  to  the  left,  the  reverse  of 
these  results  will  take  place. 

When  a quartz  plate  cut  perpendicularly  to  the 
axis,  and  traversed  by  a ray  of  polarised  light,  is 
looked  at  through  a doubly  refracting  prism,  two 
brilliantly  coloured  images  are  seen  of  which  the  tints  are  complementary  ; 
for  their  images  are  partially  superposed,  and  in  this  position  there  is  white 
light  (fig.  667).  When  the  prism  is  turned  from  left  to  right,  the  two 
images  change  colour  and  assume  successively  all  the  colours  of  the 
spectrum. 

This  will  be  understood  from  what  has  been  said  about  the  different 
rotation  for  different  colours.  Quartz  rotates  the  plane  of  polarisation  for 
red  1 70  for  each  millimetre,  and  for  violet  440  ; hence  from  the  great  difference 
of  these  two  angles,  when  the  polarised  light  which  has  traversed  the  quartz 
plate  emerges,  the  various  simple  colours  which  it  contains  are  polarised 
m different  planes.  Consequently,  when  the  rays  thus  transmitted  by  the 
quartz  pass  through  a double-refracting  prism,  they  are  each  decomposed 
into  two  others  polarised  at  right  angles  to  each  other  : the  various  simple 
colours  are  not  divided  in  the  same  proportion  between  the  ordinary  and 
extraordinary  rays  furnished  by  the  prism  ; the  two  images  are,  therefore 
coloured  ; but  since  those  which  are  wanting  in  one  occur  in  the  other  thé 
colours  of  the  images  are  perfectly  complementary. 

These  phenomena  of  coloration  may  be  well  seen  by  means  of  Norrem- 
berg  s apparatus  (figs  654,  655).  A quartz  plate,  .f,  cut  at  right  angles  to  the 
axis  and  fixed  in  a cork  disc,  is  placed  on  a screen,  ; the  mirror  n being  then 
so  inclined  that  a ray  of  polarised  light  passes  through  the  quartz,  the  latter 
is  viewed  through  a double-refracting  prism,  g ■ when  this  tube  is  turned,  the 


Fig.  667 
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complementary  images  furnished  by  the  passage  of  polarised  light  through 

the  quartz  are  seen.  , 

691.  Rotatory  power  of  liquids. — Biot  found  that  a great  numbei  oi 

liquids  and  solutions  possess  the  property  of  rotatory  polarisation.  He 
further  observed  that  the  deviation  of  the  plane  of  polarisation  can  revea 
differences  in  the  composition  of  bodies  where  none  is  exhibited  by  chemical 
analysis.  For  instance,  one  of  the  two  sugars  obtained  by  the  action  of  dilute 
acids  on  cane-sugar  deflects  the  plane  of  polarisation  to  the  right,  and  the 
other  to  the  left,  although  their  chemical  composition  is  the  same. 

The  rotatory  power  of  liquids  is  far  less  than  that  of  quartz.  In  con- 
centrated syrup  of  cane-sugar,  which  possesses  the  rotatory  power  in  the 
highest  degree,  the  power  is  & that-  of  quartz,  so  that  it  is  necessary  o 
operate  upon  columns  of  liquids  of  considerable  length-8  inches,  for 

Fig.  668  represents  an  apparatus  devised  by  Biot  for  measuring  the 
rotatory  power  of  liquids.  On  a metal  groove,  g,  fixed  to  a support,  r,  is  a 
brass  tabe,  d,  «centime., es  tog,  tinned  inside.  ,n  winch  » 

This  tube  is  closed 
at  each  end  by  glass 
plates  fastened  by 
screw  collars.  At 
in  is  a mirror  of 
black  glass,  inclined 
at  the  polarising 
angle  to  the  axis  of 
the  tubes  bit  and  a, 
so  that  the  ray  re- 
flected by  the  mirror 
m,  in  the  direction 
bda,  is  polarised. 
In  the  centre  of  the 
graduated  circle  //, 
inside  the  tube  a, 
and  at  right  angles 
to  the  axis  bda,  is  a 
double  - refracting 
achromatic  prism 
(673),  which  can  be 
turned  about  the 
axis  of  the  appa- 

, , 1-mi  ton  n The  latter  is  fixed  to  a limb  c,  on  which  is  a 

ratus  y mean  e nUmber  of  degrees  turned  through.  Lastly,  from  the 
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(690).  This  is  the  case  also  when  the  tube  d is  full  of  water  or  any  other 
inactive  liquid,  like  alcohol,  ether,  &c.,  which  shows  that  the-plane  of  polar- 
isation has  not  been  turned.  But  if  the  tube  is  filled  with  a solution  of  cane- 
sugar  or  any  other  active  liquid,  the  extraordinary  image  reappears,  and  to 
extinguish  it  the  limb  must  be  turned  to  a certain  extent  either  to  the  right 
or  to  the  left  of  zero,  according  as  the  liquid  is  right-handed  or  left-handed, 
showing  that  the  polarising  plane  has  been  turned  by  the  same  angle.  With 
solution  of  sugar-cane  the  rotation  takes  place  to  the  right  ; and  if  with  the 
same  solution  tubes  of  different  lengths  are  taken,  the  rotation  is  found  to 
increase  proportionately  to  the  length,  in  conformity  with  art.  68 7 ; further, 
with  the  same  tube,  but  with  solutions  of  various  strengths,  the  rotation 
increases  with  the  quantity  of  sugar  dissolved,  so  that  the  quantitative 
analysis  of  a solution  may  be  made  by  means  of  its  angle  of  rotation. 

In  this  experiment  homogeneous  light  must  be  used  ; for,  as  the  various 
tints  of  the  spectrum  are  rotated  to  different  extents,  white  light  is  decomposed 
in  traversing  an  active  liquid,  and  the  extraordinary  image  does  not  dis- 
appear completely  in  any  position  of  the  double-refracting  prism — it  simply 
changes  the  tint.  The  transition  tint  (692)  may,  however,  be  observed.  To 
avoid  this  inconvenience  a piece  of  red  glass  is  placed  in  the  tube  between 
the  eye  and  the  analyser,  which  only  allows  red  light  to  pass.  The  extra- 
ordinary image  disappears  in  that  case,  whenever  the  principal  section  of 
the  prism  coincides  with  the  plane  of  polarisation  of  the  red  ray. 

Since  for  a given  coloured  light  and  at  a given  temperature  the  rotation 
depends  upon  the  quantity  of  active  substance  present,  we  may  write 


where  l is  the  length  of  the  tube  (in  centimetres),  x the  number  of  grammes 
of  active  substance  per  cubic  centimetre  of  solution,  and  k a constant,  which 
is  called  the  specific  rotation  of  the  substance. 

692.  Soleil's  saccharimeter. — Soleil  constructed  an  apparatus  based 
upon  the  rotatory  power  of  liquids,  for  analysing  saccharine  substances, 
to  which  the  name  saccharimeter  is  applied.  Fig.  669  represents  the  sac- 
chaiimeter  fixed  horizontally,  and  fig'.  670  gives  a longitudinal  section. 

The  piinciple  of  this  instrument  is  not  that  of  observing  the  angle 
of  the  rotation  of  the  plane  of  polarisation,  as  in  Biot’s  apparatus,  but  that 
ot  compensation  ; that  is  to  say,  a second  active  substance  is  used,  acting  in 
the  opposite  diiection  to  that  analysed,  whose  thickness  can  be  altered  until 
the  conti ary  actions  of  the  two  substances  completely  neutralise  each  other. 
Instead  of  measuring  the  deviation  of  the  plane  of  polarisation,  the  thick- 
ness is  measured  which  the  plate  of  quartz  must  have  in  order  to  produce 
perfect  compensation. 

The  apparatus  consists  of  three  parts— a tube  containing  the  liquid  to  be 


analysed,  a polariser,  and  an  analyser. 

The  tube  in,  containing  the  liquid,  is  made  of  Conner,  tinned  m ti,» 
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image  prism  r,  which  serves  as  polariser  (670).  The  ordinal  y image 
alone  meets  the  eye,  the  extraordinary  image  being  projected  out  of  the  field 
of  vision  in  consequence  of  the  largeness  of  the  angle  which  the  ordinal  y 


Fig.  669 


makes  with  the  extraordinary  ray  This  polariser  is  s“ch  “ 

position  that  the  plane  of  polarisation  is  vertical,  and  passes  thiough 

aX' Emer'ina  nimUthe  double-image  prism,  the  polarised  ray  meets  a disc 
of  quartz-fcaUed  a bi-quartz,  formed  of  two  half-circles  of  the  same Thmkness 
but  of  opposite  rotations,  the  line  of  separation  being  vertical  and  in  the 
same  plane  as  the  axis  of  the  apparatus.  These  plates,  cut  perpendicu  > 
to  thePaxis  have  a thickness  of  3-65  millimetres,  corresponding  to  a rotation 
of  oo°  and’give  a rose-violet  tint,  called  the  tint  of  passage,  or  transition  tint 

r,iheT„s  f rf-2 

in  the  tube  *,  and  then  meets  a single  Pg'g  ° „,  Jch  destroys 

the  use  of  which  will  be  seen  present  ).  P . nHtes  with  the 

he  rotation  of  the  column  of  liquid,  consists  of  two  l™?  ^ "T,"  , 

same  rotation  either  to  the  right  or  the 

r.  =if  r - S-  -,  - 


Soleil' s Saccharirneter 
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thickness  of  which  can  be  varied  at  will.  Each  prism  is  fixed  to  a slide,  so 
as  to  move  either  way  without  disturbing  the  parallelism,  the  motion  being 
effected  by  means  of  a double  rackwork  and  pinion  turned  by  a milled  head, 
b (figs.  669,  670). 

\\  hen  these  plates  move  in  the  direction  indicated  by  the  arrows  (fig.  671) 
it  is  clear  that  the  sum  of  their  thicknesses  increases,  and  that  it  diminishes 
when  the  plates  are  moved  in  the  contrary  direction.  A scale  and  a vernier 


Fig.  671 


Fig.  672 


Fig.  673 


Fig.  670 


follow  the  plates  in  their  motion,  and  measure  the  thickness  of  the  compen 
sator.  This  scale,  represented  with  its  vernier  in  fig.  672,  has  two  divisions 
with  a common  zero,  one  from  left  to  right  for  right-handed  liquids  the 
other  from  right  to  left  for  left-handed.  4 ’ 

When  the  vernier  is  at  zero,  the  sum  of  the  thicknesses  of  the  plates  NN' 
is  exactly  equal  to  that  of  the  plate  z,  and  as  the  rotation  of  the  latter  is 
opposed  to  that  of  the  compensator,  the  effect  is  zero.  But  by  moving 
the  plates  of  the  compensator  in  one  or  the  other  direction  either  the  com° 

bright1  °r  qUartZ>  Z’  Prep°nderates’  and  there  is  a rotation  from  left 

Behind  the  compensator  is  a double-refracting  prism,  r (fig.  670)  serving- 
as  analyser  to  observe  the  polarised  ray  which  has  traversed  the  liquid and 
he  various  quartz  plates.  In  order  to  understand  more  easily  the  o ec"  of 
he  prism  , we  wiH  neglect  for  a moment  the  prisms  and  lenses  on  he 
left  of  the  drawing.  If  at  first  the  zero  of  the  vernier  zz  coincides  with  tW 
of  the  scale,  and  if  the  liquid  in  the  tube  is  inactive,  the  actions  of  the  ™ 
pensator,  and  of  the  plate  i,  neutralise  each  other  • and  the  licmid  lv  ' 
action,  the  two  halves  of  the  plate  7,  seen  through 
e same  tint  as  has  been  observed  above.  But  if  the  tube  fifierl  5 

active  liquid  be  replaced  by  one  full  of  solution  of  sugar  the  roMt  1 

this  solution  is  added  to  that  of  one  of  the  halves  (for  ™ at°7  power  of 
that  half  which  tends  to  turn  the  plane  of  pokrisibn  inf  ^ 9 (vit 
as  the  solution),  and  subtracted  from  ftat  of  Henr^  ,7"'°" 

halves  of  the  plate  q no  longer  show  the  same  tint  • the  half  u7nr 
IS  red,  while  the  half  b is  blue.  The  prisms  of  ill  ’ f lnstance, 

moved  by  turn, ng  the  milled  head  * eLr  to  S,  - 
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the  difference  of  action  of  the  compensator  and  of  the  plate  z compensates 
the  rotatory  power  of  the  solution,  which  takes  place  when  the  two  halves 
of  the  plate  a,  with  double  rotation,  revert  to  their  original  tint. 

The  direction  of  the  deviation  and  the  thickness  of  the  compensator  are 
measured  by  the  relative  displacement  of  the  scale  e and  of  the  vernier  v. 
Ten  of  the  divisions  on  the  scale  correspond  to  a difference  of  i ^ milhmetre 
in  the  thickness  of  the  compensator  ; and  as  the  vernier  gives  itself  tenths 
of  these  divisions,  it  therefore  measures  differences  of  ^ m the  thickness  o 

bSg  d S lv  d a„d? tL  solution  diluted  to  the  volume 

sugar-canciy  oeing  . prved  in  a tube  of  20  centimetres  in  length, 

“ndicated  by  tbe  vernier  read  oh,  when  tire  primitive  tin,  bas  been 

solution  of  sugai-can  y ’ lt  is  only  vaiid  when  the  sugar  is 

6-918  grains  '499  ...  L r or  some  other  left-handed  substance, 

not  mixed  with  uncrystaUis  bl  b which  is  right-handed,  must  be,  by 

In  that  into  uncrystallisable  sugar,  which  ,5 

left-handed  ^and^new  determination  is  made,  which,  together  with  the  first, 

gives  the  quantity  of  cry stalli sable  sugar.  placed  behind  the 

The  **  F0Mh' 

prism,  c,  forms  what  bole  ^ difference  in  the  coloration 


prism,  c,  forms  what  bomicau^  difference  in  the  coloration 

most  delicate  tint— that  by  wt  . Y distinguished— is  not  the  same 

of  the  two  halves  of  the  rotation  p a blossom  ; and 

for  all  eyes  ; for  most  people  it  which  the  eye  of 

it  is  important  either  to  produce  this  bn  ,01  . in  front  of  the 

the  observer  is  equally  sensitive  ^is^effectecl^  yp^  ^ then  a small 
prism,  c,  at  first  a quartz  plate,  0,  11  convex  lass>  g>  and  a double 

Galileo’s  telescope  consisting  o < removed  from  each  other 

concave  glass  /,  which  can  Observer.  Lastly,  there 

according  to  the  distan  • polariser  in  reference  to  the  quartz, 

is  a double-refracting  prism,  c,  ac*  8 P h the  latter  is  turned  either 
and  the  prism  a as  analyser  ; and  ben' , ' ^ and  the  plate  a, 

^ — de,ira,e  for  ,he 


experimenter.  f heat  like  those  of  light,  may 

6cn.  Polarisation  of  heat.— me  1 ay  ’ The  experiments  on 

hrst  made  by  Malus  and 
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Berard  in  1810  ; after  the  death  of  Malus  they  were  continued  by  the  latter 
philosopher. 

In  his  experiments,  the  heat  rays  reflected  from  one  mirror  were  re- 
ceived upon  a second,  just  as  in  Norremberg’s  apparatus  ; from  the  second 
they  fell  upon  a small  metallic  reflector,  which  concentrated  them  upon  the 
bulb  of  a differential  thermometer.  Berard  observed  that  heat  was  not 
reflected  when  the  plane  of  reflection  of  the  second  mirror  was  at  right  angles 
to  that  of  the  first.  As  this  phenomenon  is  the  same  as  that  presented  by 
light  under  the  same  circumstances,  Berard  concluded  that  the  heat  rays 
became  polarised  in  being  reflected. 

The  double  refraction  of  heat  may  be  shown  by  directing  the  sun’s 
rays  by  means  of  a heliostat  on  a prism  of  Iceland  spar,  and  investigating 
the  resultant  pencil  by  means  of  a bolometer  or  of  a thermopile,  which  must 
have  a sharp  narrow  edge.  In  this  case  also  there  are  an  ordinary  and  an 
extraordinary  ray,  which  follow  the  same  laws  as  those  of  light.  In  the 
optic  axis  of  the  calcspar,  heat  is  not  doubly  refracted.  A Nicol’s  prism 
can  be  used  for  the  polarisation  of  heat  as  well  as  for  that  of  light  : a 
polarised  ray  does  not  traverse  the  second  Nicol  if  the  plane  of  its  principal 
section  is  perpendicular  to  the  vibrations  of  the  ray.  The  phenomena  of 
the  polarisation  of  heat  may  also  be  studied  by  means  of  plates  of  tourmaline 
and  of  mica.  The  angle  of  polarisation  is  virtually  the  same  for  heat  as  for 
light.  In  all  these  experiments  the  prisms  must  be  very  near  each  other. 

The  diffraction,  and  therefore  the  interference,  of  rays  of  heat  has  been 
established  by  the  experiments  of  Knoblauch  and  others.  And  Forbes,  who 
repeated  Fresnel’s  experiment  with  a rhombohedron  of  rock  salt,  found  that 
by  two  total  internal  reflections,  heat  is  circularly  polarised,  just  as  is  the 
case  with  light. 
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BOOK  VIII 

ON  MAGNETISM 


CHAPTER  I 

PROPERTIES  OF  MAGNETS 

694  Natural  and  artificial  magnets.—  Magnets  are  substances  which 
have  the  property  of  attracting  iron,  and  the  term  magnetism  is  applied  to 
the  cause  of  this  attraction  and  to  the  resulting  phenomena. 

The  property  exists  in  a high  degree  in  an  ore  of  non  wh. eh  IS  know,  m 
chemistry  as  the  magnetic  iron  oxide.  Its  composition  is  represented  by 

theThiTminerai? which  is  also  called  lodestone , was  first  found  at  Magnesia, 
in  Asia  Minor,  the  name  magnet  being  derived  from  this  circumstance 
The  name  lodestone,  which  is  applied  to  this  natural  magnet  was  given  on 
account^  its  being  used  when  suspended  as  a guiding  or  lead, ng  stone  from 
the  Saxon  Icedan  to  lead  ; so  also  the  word  lodestar.  Lodestone  is  met  with 
in  the  older  geological  formations,  especially  in  Sweden  and  Norway,  w ere 
it  is  worked  as  an  iron  ore,  and  furnishes  the  best  quality  of  iron. 

A piece  of  steel  may,  by  suitable  means,  which  will  be  presently  described, 
have  th?s  property  of  «trading  iron  conferred  upon  it  ; ,t  then  becomes  an 
Zifdat  mind  Artificial  magnets  can  be  made  more  powerful  than 
° . j „„  thev  are  also  more  convenient,  they  will  be 

êxZiteTyTSd  to  in  describing  the  phenomena  of  magnetism^  They 
exclus  y . b magnet  is  a rectangular  strip  with  square 

may  be  w,  an  inch  broad,  and  an  eighth  of  an  inch 

ends,  say  e g , , maCTnet  when  its  ends  are  bent  round  towards 

‘each  otb magnetic  ne, He  is  a thin  strip  of  magnetised  steel  with  pointed 
ends  suspended  by  a string,  or  supported  on  a ptvot,  m such  a way  that 

rimait  ~ 

pended  by  a thread  and  a bar  magnet  is  approached  to  it,  the ,s 
two  ends,  and  is  totally  wanting  in  the  middle. 
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This  variation  may  also  be  seen  very  clearly  when  a bar  magnet 
placed  in  iron  filings  (fig.  674)  ; the  filings  cling  round  the  ends  of  the  bar 
in  feathery  tufts,  diminishing  in  amount  towards  the  middle,  where  there  are 
none.  That  part  of  the  surface  of  the  bar  which  is  free  from  filings  is 
called  the  neutral  line  or 

neutral  plane  ; and  the  

parts  near  the  ends  of  the 
bar  where  the  attraction 
is  greatest  are  called  the 
poles  (7 16).  Every  mag- 
net, whether  natural  or  FiS-  674 

artificial,  has  two  poles  and  a neutral  line.  The  experiment  of  the  iron  filings 
shows  that  the  two  ends  of  the  magnet  are  exactly  alike  in  their  action  on 
the  filings,  there  being  nothing  to  indicate  any  difference  between  them.  But 
a magnet,  suspended  by  a string  in  such  a way  that  it  can  move  in  a horizontal 
plane,  is  found  to  come  to  rest  after  some  oscillations  in  nearly  a north  and 
south  position,  one  particular  end  pointing  to  the  north.  We  must  therefore 
distinguish  one  end  of  a magnet  from  the  other.  The  end  which  points  to 
the  north  is  called  the  jiorth  or  red  pole , the  other  being  the  south  or  blue 
pole. 

696.  Reciprocal  action  of  two  poles. — When  a small  magnetic  needle, 
ab  (fig.  675),  is  suspended  by  a fine  thread,  and  the  north  pole,  A,  of 
another  needle  is  brought  near  its  north 
pole,  a,  repulsion  takes  place.  If,  on 
the  contrary,  A is  brought  near  the  south 
pole,  b,  of  the  movable  needle,  the  latter 
is  strongly  attracted.  It  may  be  shown 
in  the  same  manner  that  the  two  poles 
of  the  magnet  A are  also  different,  by 
successively  presenting  them  to  the  same 
pole,  a,  of  the  movable  needle.  In  one 
case  there  is  repulsion,  in  the  other 
attraction.  Hence  the  following  law 
may  be  enunciated  : — 

Poles  of  the  same  name  repel. , and 
poles  of  contrary  names  attract , one 
another. 

The  setting  of  a magnetic  needle 
north  and  south  would  be  intelligible  in  Fig-  675 

the  light  of  the  above  law,  if  there  were  in  the  northern  regionsjof  the  earth  a 
magnet  pole-a  blue  pole— attracting  the  red  end  of  the  needle  and  repelling 
the  blue  end,  and  in  the  southern  part  of  the  earth  a red  pole  attracting,  the 
3 ue  and  repelling  the  red  end  of  the  needle  ; in  other  words,  if  the  earth  were 
a natural  magnet  with  blue  polarity  in  the  Arctic  and  red  polarity  in  the 
Antarctic  regions,  and  we  know  that  the  earth  is  such  a magnet. 

Faraday  called  the  north  end  of  a magnet  the  marked  end,  and  dis- 
tmgmshed  u by  a transverse  notch,  the  other  end  being  the  unmarked* nd. 
Loid  Kelvin  calls  the  end  which  points  to  the  north  the  true  south  pole , and 
the  end  which  points  to  the  south  the  true  north  pole.  Such  nomenclature 
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is  liable  to  cause  confusion.  Sir  George  Airy  introduced  the  names  red  and 
blue  For  practical  purposes  Lord  Kelvin  has  adopted  these  names  ; he 
paints  the  magnets  which  are  used  for  the  correction  of  ship’s  compasses 
half  red  and  half  blue.  On  the  same  principle  the  earth’s  magnetism 
would  be  represented  by  a globe  painted  blue  in  the  northern  and  red 
in  the  southern  hemisphere.  We  shall  call  the  end  of  a magnet  which 
points  to  the  north  the  red  or  north  pole  indifferently,  except  when  we 
are  dealing  with  the  earth’s  magnetism,  in  which  case  blue  and  red  are 

preferable  terms.  , . . 

697.  Experiments  with  broken  magnets.— We  have  seen  that  the  two 

halves  of  a bar  magnet  have  opposite  polarities,  although  the  action  is  greates 
at  the  ends,  and  diminishes  to  zero  at  the  centre.  We  might  hence  expect 
that  if  a magnet  were  broken  in  two,  each  half  would  retain  the  magnetism 
it  possessed  in  the  unbroken  bar,  and  so  exhibit  polarity  of  one  kind  only. 
That  this  is  not  so,  but  that  each  of  the  broken  parts  possesses  all  the  p.o- 
perties  of  a complete  magnet,  is  evident  from  the  foliowing  expeiiment  A 
steel  knitting-needle  (fig.  676)  is  magnetised  by  rubbing  it  with  one : of  the  pc  le 
of  a magnet,  and  then,  the  existence  of  the  two  poles  A,  B,  and  of  the  neu 
line  N having  been  ascertained  by  means  of  iron  filings,  it  is  broken  in  the 
middle.  But  now,  on  presenting  successively  the  two  halves  to  a magne 
each  will  be  found  to  possess  two  opposite  poles  A,  B , and  A , B,  with  a neutra 
fine  N,  and  to  be  in  fact  a perfect  magnet.  If  these 

in  turn  into  two  halves,  each  will  be  a complete  magnet  AB  and  A B with  its 
two  poles  and  neutral  line,  and  so  on,  as  far  as  the  d.vs.on  can  be  com.nued. 

A"B'  from  near  the 
centre  is  just  as 
strong  as  the  piece 
AB"  near  the  end. 
If  the  magnetised 
knitting-needle  is 

elementary  particle  or  molecule  itse  . c , . • one  poie  of  a magnet 

1WS  Ore  length^!  whdrh  is  5o  .Une,  ils  diameter,  acts  as  an 

ï= =£ 

one  time  to  assume  the  exist  ^ , h and  to  imagine 

which  acts  repulsively  on  itself,  but  Jttmrts  the  0 ^ state  to  be 
each  molecule  of  the  magnetic _si  fluids  sQ  as  to  mutUally  neutralise 

surrounded  by  equal  quantities  separated  from  each  other  by 

each  other.  The  fluids  could  be  mo,  or  ess  separnt  ^ molecul, 

the  action  of  magnetising  forces,  but  weie  not 


Fig.  676 
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The  fluids  were  completely  separated  when  the  substance  was  magnetised  to 
saturation. 

Another  way  in  which  the  phenomena  may  be  regarded  is  to  suppose  every 
particle  of  a magnetic  substance  such  as  iron  to  be  intrinsically  a magnet 
having  a north  (or  red)  pole  at  one  end,  and  a south  (or  blue)  pole  at  the  other 
end.  In  the  unmagnetised  bar  these  molecular  magnets  have  their  axes 
pointing  in  directions  depending  on  their  mutual  actions,  and  the  bar  exhibits 
no  resultant  external  magnetic  effect,  since,  on  the  whole,  the  particles  point 
as  much  in  one  direction  as  in  another.  When,  however,  the  bar  is  subjected 
to  an  external  magnetic  force,  the  molecular  magnets  tend  to  be  twisted 
round  into  the  direction  of  magnetisation,  which  tendency  is  greater  the 
greater  the  applied  force.  If  the  applied  force  is  so  great  that  all  the  tiny 
magnets  have  their  axes  brought  completely  round  into  the  direction  of  the 
force,  the  bar  is  magnetised  to  saturation.  We  need  not  trouble  ourselves 
with  the  question  as  to  how  the  molecules  of  a magnetic  substance  become 
magnets.  We  have  only  to  suppose  that  the  magnetic  character  of  each 
molecule  is  an  inherent  and  permanent  property  of  the  substance,  like  its 
hardness,  or  opacity,  or  electric  conductivity. 

This  mode  of  regarding  what  takes  place  in  a magnetic  substance  when 
it  is  magnetised  may  be  illustrated  by  nearly  filling  a glass  tube  with  steel 
magnetised  filings,  obtained  by  filing  up  a steel  magnet.  The  tube  will  be 
found  to  behave  like  a rod  of  iron,  showing,  no  polarity.  But  if  the  particles 
are  shaken  while  being  subjected  to  a strong  magnetic  force,  if  for  instance 
the  tube,  held  vertically,  be  sharply  tapped  against  the  south  pole  of  a strong 
bar  magnet,  so  that  the  filings  are  more  or  less  free  to  move  at  the  moment 
when  they  are  acted  upon  by  a downward  magnetic  force,  it  will  be  found 
that  the  tube  has  become  a permanent  magnet,  with  a north  pole  at  the 
bottom  and  a south  pole  at  the  top.  The  effect  of  the  applied  force  has 
been  to 'draw  downwards  to  a greater  or  less  extent  the  north  poles  of  the 
filings.  But  on  shaking  the  tube,  or  turning  out  the  filings,  and  putting  them 
in  again  so  as  to  destroy  the  regularity,  every  trace  of  polarity  will  disappear. 
It  seems  theiefoie  that  the  polarity  at  each  end  of  a magnet  is  caused  by  the 
fact  that  the  resultant  action  on  a magnetic  body  is  strongest  near  the  ends 
and  does  not  arise  from  any  accumulation  of  magnetisms  at  the  ends. 
Rupture  of  the  glass  tube  may  be  guarded  against  by  placing  a piece  of 
cloth  on  the  bar  magnet. 

The  same  point  may  be  illustrated  by  the  following  experiment,  which  is 
due  to  the  late  Sir  W.  Grove: — In  a glass  tube  with  plate  glass  ends  is 
placed  water  in  which  is  diffused  magnetic  oxide  of  iron.  Round  the  out- 
side of  the  tube  is  coiled  some  insulated  wire.  When  the  tube  is  shaken 
the  liquid  appears  dark  and  muddy  by  transmitted  light,  but  becomes 
clearer  when  a current  of  electricity  is  passed  through  the  wire.  This  is 
due  to  the  fact  that  by  the  magnetising  action  of  the  current  the  mag- 
netic particles  set  with  their  longest  dimension  parallel  to  the  axis  of 
the  tube,  in  which  position  they  obstruct  the  passage  of  light  to  a less 
extent. 

The  ultimate  particles  of  a piece  of  iron  are  not  in  absolute  contact  with 
each  other  We  are  assured  of  this  by  the  fact  that  the  volume  of  an  iron 
rod  diminishes  when  its  temperature  falls.  Hence  the  ultimate  particles  have 
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a certain  freedom  of  motion.  Joule  showed  that  when  a bar  of  iron  is  mag- 
netised it  is  increased  in  length,  which  is  accounted  foi  by  supposing  that 
the  molecular  magnets  turn  round  with  their  magnetic  axes  in  the  direction 
of  magnetisation.  The  more  recent  experiments  of  Mr.  Shelford  Bidwell 
will  be  described  later  (906). 

699.  Magnetic  field.  Lines  of  force.  — The  space  round  a magnet 
through  which  it  exercises  its  property  of  attracting  or  repelling  a magnetic 
pole  is  called  the  magnetic  field  due  to  the  magnet.  The  magnetic  field  is 
pervaded  by  magnetic  force,  so  that  if  a magnetic  pole  is  placed  at  any 
point  in  it,  the  pole  begins  to  move  in  a definite  direction,  which  is  the 
direction  of  the  force  at  the  point.  A red  pole  would  move  in  one  direction, 
a blue  pole  in  the  opposite,  and  a small  compass  needle  would  set  so  as  to 
show  the  direction  of  the  line  of  force  at  the  point.  Thus,  if  a small  magnet 
about  an  inch  long  is  pivoted  on  a point  and  put  on  a table  on  which  a bar 
magnet  is  supported,  the  needle  and  magnet  being  m the  same  horizontal 
plane  the  needle  shows  the  direction  of  the  magnetic  force,  which  in  this  case 
is  due  jointly  to  the  bar  magnet  and  to  the  earth.  By  gradually  moving  the 
little  needle  in  the  direction  in  which  it  points,  a line  is  traced  which  indi- 
cates at  any  point  the  direction  of  the  resultant  magnetic  force.  If  we  repeat 
the  operation,  starting  at  some  fresh  point,  we  trace  another  line  of  magnetic 
force,  and  so  the  whole  field,  or  rather  the  horizontal  section  of  it  in  which 
the  exploring  needle  moves,  may.  be  mapped  out.  Near  the  poles  of  the 
bar  magnet  the  exploring  needle  points  directly  towards  the  pole  ; at  places 
equidistant  between  the  poles  it  lies  parallel  to  the  bar.  ihe  general 
appearance  of  the  lines  of  force,  as  thus  traced  is  shown  in  fig.  679.  The 
intensity  of  the  magnetic  force  is  greatest  near  the  poles,  and  diminishes  as 
the  distance  increases.  By  the  term  strength  of  a field  at  a faint  is  meant 

the  intensity  of  the  magnetic  force  at  that  point  . 

7oo  Magnetic  induction.-A  rod  of  iron  introduced  into  a magnetic 
field  at' once  becomes  a magnet,  and  is  said  to  be  magnetised  by  induction, 
fts  magnetism  being  induced  magnetism.  When  the  iron  is  removed  from 
the  field  as  a rule  the  induced  magnetism  disappear  and  the  îod  ceases  to 
have  any  magnetic  polarity.  The  amount  of  the  induced  magnetism  is 
greater  when  the  rod  is  parallel  to  the  lines  of  force  than  when  it  lies  across 
gem  and  is  greatest  when  it  is  in  contact  with  one  end,  say  the  north  pole, 
oî  the  bar  ■ the  rod,  if  not  too  large,  will  then  be  supported  by  the  magnet 
and  will  itself  be  a magnet,  as  may  be  tested  by  Mmgs,^ south 

north  pole  at  the 
bottom,  and  remain 
so  as  long  as  the 
contact  continues. 
This  rod  will  sup- 
port a second,  and 
that  a third,  and 
so  on  (fig.  677),  the 
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remain  under  the  influence  of  the  bar  ; when  removed  from  it  they  lose  all 
their  polarity. 

The  formation  of  the  tufts  of  iron  filings  which  become  attached  to  the 
poles  of  magnets  is  due  to  induction.  The  particles  in  contact  with  the 
magnet  are  converted  into  magnets  ; these  act  inductively  on  the  adjacent 
particles,  and  these  on  the  next,  and  so  on,  producing  a filamentary 
arrangement  of  filings.  The  bush-like  appearance  of  these  filaments  is  due 
to  the  repulsive  action  which  the  free  poles  exert  upon  each  other.  Any 
piece  of  magnetic  substance  like  iron,  while  being  attracted  by  a magnet,  is 
for  the  time  being  converted  into  a magnet.  Magnetic  action  can  only  take 
place  between  magnets,  not  between  a magnet  and  a piece  of  matter. 

Fig.  678  illustrates  the  effect  of  superposing  two  magnetic  fields.  A is 
the  north  pole  of  a bar  magnet  to  which  a piece  of  iron,  a key  for  example, 
is  attached,  being  rendered 
a magnet  by  induction,  with 
a south  pole  at  the  top. 

When  a second  similar  mag- 
net is  slid  over  the  first  with 
its  south  pole  B gradually 
approaching  the  north  pole 
A,  the  magnetism  induced 
in  the  key  is  weakened  and 
the  key  presently  falls.  Two 
magnets  placed  in  contact  with  opposite  poles  together  produce  practically 
no  external  field,  that  is,  iron  is  not  magnetised  in  their  neighbourhood. 

The  distribution  of  magnetic  force  in  the  field  due  to  a bar  magnet  may 
be  well  shown  by  means  of  iron  filings,  since  these  become  magnets  when 
introduced  into  the  field.  If  a stout  sheet  of  paper  stretched  on  a frame  is 
held  over  a bar  magnet,  and  then  some  very  fine  iron  filings  are  strewn  on 
the  paper,  on  tapping  the 
frame  the  filings  will  be 
found  to  arrange  them- 
selves in  thread-like 
curved  lines,  stretching 
from  pole  to  pole  (fig. 

679).  These  lines  form 
what  are  called  magnetic 
curves.  The  direction  of 
the  curve  at  any  point 
represents  the  direction 
of  magnetic  force  at  this 
point. 

To  renderthese  curves 
permanent,  the  paper  on 
which  they  are  formed 
should  be  waxed  ; if  then 
a hot  iron  plate  is  held  over  them,  the  wax  is  melted,  and  rises  by  capillary 
attraction  (132)  between  the  particles  of  filings,  and,  on  subsequent  cooling 
connects  them  together.  They  may  also  be  fixed  by  carefully  placing  on 
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them  a sheet  of  paper  coated  with  paste,  which  is  then  gently  pressed  and 
lifted  off:  it  should  be  quickly  dried  to  prevent  the  iron  from  rusting. 

These  curves  are  a graphic  representation  of  the  law  of  magnetic  attrac- 
tion and  repulsion  with  regard  to  distance  ; for  under  the  influence  of  the 
two  poles  of  the  magnet  each  particle  becomes  itself  a minute  magnet,  the 
poles  of  which  arrange  themselves  in  a position  dependent  on  the  resultant 
of  the  forces  exerted  upon  them  by  the  two  poles,  and  this  resultant  varies 
with  the  distance  of  the  two  poles  respectively.  A small  magnetic  needle 
placed  in  any  position  near  the  magnet  will  take  a direction  which  is 

tangent  to  the  curve  at  this  place.  . ., 

We  must  picture  to  ourselves  a permanent  magnet  as  having  permane  > 
associated  with  it  a definite  set  of  lines  of  force,  which  are  "0*  me  - y 
bound  up  with  the  fact  that  their  existence  is  revealed  by  iron  filings 
of  force  must  be  conceived  as  acting  like  stretched  elastic  thread J repetog 
each  other  in  a direction  at  right  angles  to  their  lengths.  An  illustration 

of  this  is  furnished  by  suspending  two  long  thin  ma&ne‘1S^ree^°“ 
threads  at  the  ends  ; when  these  are  brought  near  each  other,  with  like 
poles  opposite,  the  direction  of  the  lines  of  force  is  the  same  m each  and 
fhe  needles  repel  each  other.  In  fig.  680  the  magnetic  curves  represent 
he  direction  of  the  lines  of  force  in  the  field  due  .0  two  opposite  poles, 


Fig.  680 


Fig.  681 


while  fig.  681  represents  that  due  to  two  similar  poles,  both  figures  being 
taken  from  photographs  of  actual  fields.  tic  force>  is  used  in 

SrS,ich  we  speak  of  rags  of 

field  at  any  point  is  nsvevsely  to  the  lines  and  enclosing  the  point, 

through  a given  area  placed  > ^ the  pnes  0f  force  are  parallel 

A uniform  - ; practically  the  case  with  a small  portion 

and  uniformly  distributed.  1 1 f magnet,  or  between 

Of  the  field  at  a considerable  distance  f om  the  pole  o a 8 . „f  a 

the  poles  of  a horseshoe  magnet.  It  >s  also  tne 

long  magnetising  coil  (901)  except  tio„  jn  which  a red  pole  would 

The  direction  of  a line  of  foi  ce  is  t as  starting  at  the  north 

move  along  the  line  ; it  is  usua  to j spe a ■.  later  that  we  must 

pole  and  ending  at  the  south  pole.  It  will 
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regard  a line  of  force,  not  as  starting  at  one  point  and  ending  at  another, 
but  as  a continuous  line  running  through  the  substance  of  the  magnet. 
Fig.  679  shows  only  the  external  portions  of  the  lines,  but  each  of  these  has 
its  counterpart  in  the  steel  itself,  so  that  the  lines  run  in  the  magnet  from 
the  south  to  the  north  pole,  and  externally  from  the  north  to  the  south.  If 
the  bar  is  very  long  in  comparison  with  its  cross  section,  the  lines  emerge 
and  enter  at  the  ends  only  ; but  with  an  ordinary  bar  magnet  the  lines  escape 
before  they  reach  the  end,  as  is  indicated  by  the  smaller  curves  in  fig.  679- 
When  a bar  magnet  is  plunged  into  filings  none  of  them  cling  to  the  centre, 
because  no  lines  of  force  escape  there  ; where  lines  of  force  escape,  there 
filings  cling.  Hence  all  the  lines  associated  with  a magnet  pass  through 
the  middle  ; here  they  are  parallel,  but  they  diverge  towards  the  ends  and 
complete  the  magnetic  circuit  outside. 

701.  Magnetic  substances. — Iron  is  not  the  only  substance  which  is 
attracted  by  a magnet.  Nickel  and  cobalt  exhibit  the  same  property,  and, 
to  a less  degree,  manganese.  Faraday  showed  that  there  are  a great  many 
other  substances  which  are  also  magnetic  ; but  in  them  the  attraction  is  so 
feeble  that  special  means  must  be  employed  to  show  it.  Again,  there  are 
other  substances  which  are  repelled  instead  of  attracted  by  a magnet, 
bismuth  being  the  most  noteworthy  ; such  substances  are  said  to  be 
diamagnetic.  Thus,  as  regards  magnetic  properties,  all  substances  may  be 
put  into  one  of  three  classes  :■ — ■ 

1.  Ferromagnetic  substances,  or  those  which  are  strongly  acted  on  by  a 
magnet.  These  are  iron,  nickel,  cobalt,  and,  to.  a less  extent,  manganese,  at 
ordinary  temperatures  ; alloys  of  iron  with  carbon  (different  kinds  of  steel) 
and  other  substances,  and  salts  of  iron.  Some  alloys  of  iron  are  almost 
non-magnetic  and  should  be  put  into  class  2.  They  all  contain  manganese. 

2.  Paramagnetic  substances. — These  are  also  attracted  by  a magnet,  but 
so  slightly  that  the  action  cannot  be  observed  except  under  special  con- 
ditions. In  this  class  are  the  metals  platinum  and  aluminium,  many  salts, 
oxygen  and  ozone,  and  the  ferromagnetic  metals,  iron,  nickel,  and  cobalt, 
when  heated  above  their  critical  temperatures  (712). 

3.  Diamagnetic  substances,  or  those  which  are  repelled  by  the  pole  of  a 
magnet.  A rod  of  a diamagnetic  substance  tends  to  place  itself  at  right 
angles  to  the  lines  of  force  in  a magnetic  field,  as  a rod  of  iron  places  itself 
along  the  lines  of  force.  Among  diamagnetic  substances  are  bismuth,  phos- 
phorus, antimony,  water,  and  many  gases.  The  subject  of  Diamagnetism  is 
treated  in  Book  X.  Chapter  XIII. 

Magnetic  substances  have  no  action  on  each  other.  If  a rod  of  iron  is 
dipped  into  filings  none  of  them  adhere  ; but  if  the  rod  is  brought  near  to 
one  of  the  poles  of  a compass  needle  the  pole  is  attracted  and  the  needle 
deflected.  This  is  due  to  the  fact  that  when  the  rod  is  brought  into  the 
magnetic  field  of  the  needle  it  becomes  a magnet  by  induction.  The  end 
nearest  to  the  north  pole  of  the  needle  becomes  the  south  pole,  and  so 
attraction  ensues  ; but  the  magnetism  comes  and  goes  quite  freely  owing  to 
the  small  coercive  force  (702)  of  the  iron,  so  that  when  the  same  end  is  pre- 
sented to  the  south  pole  of  the  needle  it  becomes  a north  pole,  and  again  attrac- 
tion occurs.  If  the  iron  rod  had  been  a magnet,  either  end  of  it  would 
have  attracted  one  end  of  the  needle,  and  repelled  the  other.  Thus  the 
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phenomenon  of  repulsion  enables  us  to  determine  when  a rod  of  iron  or 
steel  has  or  has  not  any  permanent  magnetism.  But  this  is  sometimes 
misleading  ; for  instance,  if  a rod  of  iron  has  a certain  very  small  amount  of 
permanent  magnetism  it  may  repel  one  of  the  poles  of  a magnet  at  a certain 
distance,  but  attract  it  when  brought  nearer,  owing  to  the  induced  magnetism 
overpowering  the  small  amount  of  permanent  magnetism.  'I  he  best  way 
of  testing  a rod  of  magnetic  substance  for  a trace  of  permanent  magnetism 
is  to  place  it  at  right  angles  to  the  magnetic  meridian  (727),  so  that  its  end  is 
equidistant  from  the  two  poles  of  a small  sensitive  compass  needle.  Ijnder 
these  conditions  it  will  have  no  magnetism  induced  in  it  by  the  needle,  and 
therefore  if  it  is  free  from  permanent  magnetism  the  needle  will  not  be  de- 
flected. A deflection  of  the  needle  must  be  due  to  permanent  magnetism  in 
the  rod. 

702.  Coercive  force. — We  have  seen  from  the  above  experiments  that 
soft  iron  becomes  magnetised  under  the  influence  of  a magnet,  but  that  this 
magnetism  is  not  permanent,  and  ceases  when  the  magnet  is  removed. 
Steel  likewise  becomes  magnetised  when  near  to  a magnet  ; but  to  a much 
less  extent,  and  the  less  as  the  steel  is  more  highly  tempered.  Placed 
in  contact  with  a magnet,  a steel  bar  acquires  magnetic  properties  to  a 
slight  extent  only  ; to  make  the  magnetism  more  powerful  the  steel  must  be 
rubbed  with  one  of  the  poles.  But  the  greater  part  of  the  magnetism  thus 
evoked  in  steel  is  permanent,  and  does  not  disappear  when  the  inducing 

force  is  removed.  . , , 

These  different  effects  in  soft  iron  and  steel  are  ascribed  to  a kind  01 
resistance,  analogous  to  friction,  which  is  called  coercive  force  and  which, 
in  a magnetic  substance,  offers  a hindrance  to  the  rotation  of  the  molecular 
magnets,  but  which  also  prevents  their  return  to  their  former  positions  when 
once  moved.  In  steel  this  coercive  force  is  very  great  ; in  soft  iron  it  is 
very  small  or  almost  absent.  By  oxidation,  stretching,  pressure,  torsion,  or 
hammering,  a certain  amount  of  coercive  force  may  be  imparted  to  soft 
iron  ; and  by  heat  the  coercive  force  may  be  lessened,  as  will  be  aftei wards 

seen. 
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CHAPTER  II 

METHODS  OF  MAGNETISATION 

703.  Magnetisation. — There  are  various  methods  by  which  the  ferro- 
magnetic substances — iron,  steel,  nickel,  and  cobalt — may  be  converted  into 
magnets.  We  have  already  seen  that  a piece  of  iron  becomes  a magnet,  by 
induction,  when  brought  into  a magnetic  field,  and  that  the  amount  of 
magnetism  induced  is  greatest  (for  a given  position  in  the  field)  when  the 
iron  lies  along  the  lines  of  force.  But  the  magnetism  thus  produced  is  as  a 
rule  not  permanent.  The  principal  methods  of  converting  a bar  of  steel 
into  a permanent  magnet  are  (1)  those  known  by  the  technical  names  of 
single  touch , separate  touch , and  double  touch , and  (2)  those  in  which  an 
electric  current  is  employed. 

704.  Method  of  single  touch. — This  consists  in  moving  the  pole  of  a 
powerful  magnet  from  one  end  to  the  other  of  the  bar  to  be  magnetised,  and 
repeating  this  operation  several  times  always  in  the  same  direction.  The 
molecular  magnets  are  thus  gradually  rotated  throughout  all  the  length  of  the 
bar,  and  that  end  of  the  bar  which  was  touched  last  by  the  magnet  is  of 
opposite  polarity  to  the  end  of  the  magnet  by  which  it  has  been  touched. 
This  method  only  produces  a feeble  magnetic  power,  and  is,  accordingly, 
only  used  for  small  magnets. 

705.  Method  of  separate  touch.— This  method,  which  was  first  used 
by  Dr.  Knight  in  1745,  consists  in  placing  the  two  opposite  poles  of  two 
equally  strong  magnets  in  the  middle  of  the  bar  to  be  magnetised,  and  then 
moving  them  simultaneously  towards  the  opposite  ends  of  the  bar.  Each 
magnet  is  then  placed  in  its  original  position  and  the  operation  repeated. 
After  several  rubbings  on  both  faces  the  bar  is  magnetised. 


In  Knight’s  method  the  magnets  are  held  vertically.  Duhamel  improved 
the  method  by  inclining  the  magnets,  as  represented  in  fig.  682  ; and  still 
more  by  placing  the  bar  to  be  magnetised  on  the  opposite  poles  of  two  fixed 
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magnets,  the  action  of  which  strengthens  that  of  the  movable  magnets.  If 
all  the  magnets  are  arranged  in  the  magnetic  meridian  with  their  north 
poles  (A)  towards  the  north,  additional  advantage  is  gained  from  the 
inductive  action  of  the  earth’s  magnetism.  The  relative  position  of  the  poles 
of  the  magnets  is  indicated  in  the  figure.  This  method  produces  the  most 


regular  magnets. 

706.  Method  of  double  touch.— In  this  method,  which  was  invented  by 
Mitchell,  the  two  magnets  are  placed  with  their  opposite  poles  together  in 
the  middle  of  the  bar  to  be  magnetised.  But,  instead  of  being  moved  in 
opposite  directions  towards  the  two  ends,  as  in  the  method  of  separate  touch, 
they  are  kept  at  a fixed  distance  by  means  of  a piece  of  wood  placed  between 
them  (fig.  682),  and  are  simultaneously  moved  first  towards  one  end,  then 
from  this  to  the  other  end,  the  operation  being  repeated  several  times,  and 
finished  in  the  middle,  care  being  taken  that  each  half  of  the  bar  receives 
the  same  number  of  strokes. 

Epinus,  in  1758,  improved  this  method  by  supporting  the  bar  to  be  mag- 
netised, as  in  the  method  of  separate  touch,  on  the  opposite  poles  of  two 
powerful  magnets,  and  by  inclining  the  bars  at  an  angle  of  15  to  20  . In 
practice,  instead  of  two  bar  magnets,  it  is  usual  to  employ  a horseshoe 
magnet  which  has  its  poles  conveniently  close  together. 

Whichever  of  the  above  three  methods  is  employed,  it  will  be  found 
that,  after  five  or  six  rubbings  on  each  side,  the  bar  has  received  as  much 
magnetism  as  can  be  imparted  to  it  by  the  particular  method  employed. 
This  can  be  tested  by  placing  the  bar  on  a table  at  right  angles  to  the 
magnetic  meridian,  at  the  distance  of  about  40  or  50  cm.  from  a small  com- 
pass needle.  The  deflection  of  the  needle,  which  is  a measure  of  the 
magnetism  of  the  bar,  increases  with  the  number  of  rubbings  up  to  five  01 


six,  but  not  beyond. 

If  in  the  method  of  separate  or  double  touch  two  similar  poles  are  used, 
two  red  poles  for  example,  the  result  is  that  the  steel  bar  acquires  a blue 
pole  at  each  end  and  a red  pole  in  the  middle.  The  magnet  is  then  said  to 
have  consequent  poles. 

In  the  method  of  double  touch,  even  when  two  unlike  poles  are  used,  it 
often  happens  that  consequent  poles  are  developed.  Hence  this  method  is 
not  in  general  so  satisfactory  as  that  of  sepaiate  touch. 

non.  Magnetisation  by  electricity.— In  the  methods  of  touch  descn  re 
above,  the  bar  of  steel  was  magnetised  by  suitably  agitating  its  panicles 
when  it  was  in  the  field  of  the  magnet  or  magnets  employed,  and  the 
amount  of  induced  magnetism  was  limited  by  the  strength  of  these  magnets. 
If  stronger  magnets  are  used,  or  if  by  other  means  the  strength  of  the 
magnetic  field  surrounding  the  steel  is  increased  more  magnetism  may 
be  induced  A bar  of  steel  is  said  to  be  magnetised  to  saturation  when 
magnet  sm  cannot  be  increased  by  any  possible  means.  On  the  molecn  an 
magnet  theory  we  see  that  this  condt.ton  w.ll  be  reached 1 her  he 
molecules  are  turned  round  so  that  their  magnetic  axes  are  all  parallel  to  the 
direction  of  magnetisation,  that  is,  to  the  length  of  the  bai  . 

An  electric  current  supplies  us  with  the  most  sa  is  < y ■ 
applying  a magnetic  field.  A tube  made  of  brass  or  glass  01  other  no 
magnetic  material  is  wound  with  from  ten  to  twenty  turns  per  cm.  of  insulate 
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copper  wire,  the.  ends  of  which  terminate  in  binding  screws  as  represented 
at  A (fig.  966).  When  a current  from  a battery  passes  through  this  coil  a 
magnetic  field  is  produced  inside  and  all  round  it,  but  the  field  is  strongest 
in  the  hollow  of  the  tube  where  the  lines  of  force  are  parallel  to  the  length 
of  the  tube.  The  strength  of  the  field  depends  upon  two  things,  viz.  the 
number  of  turns  of  wire  in  the  coil  and  the  strength  of  the  electric  current, 
that  is,  upon  the  number  of  ampere-turns  ( 902 ).  Thus  for  a given  coil  we 
can,  by  increasing  the  current,  make  the  field  as  strong  as  we  wish. 

The  bar  of  steel  to  be  magnetised  is  placed  inside  the  coil,  and  on 
removal,  after  the  circuit  has  been  broken  and  completed  several  times,  is 
found  to  be  strongly  magnetised. 

708.  Magnetic  battery.— A magnetic  battery  consists  of  a number  of 
magnets  joined  together  by  their  similar  poles.  Sometimes  they  have  the 
form  of  a horseshoe,  and  sometimes  a rectilinear  form.  The  battery  repre- 
sented in  fig.  683  consists  of  five  superposed  steel  plates.  That  in  fig.  684 
consists  of  twelve  plates,  arranged  in  three  layers  of  four  each.  The 
horseshoe  form  is  best  adapted  for  supporting  a weight,  for  then  both  poles 
are  used  at  once.  In  both  the  bars  are  magnetised  separately,  and  then 
fixed  by  screws. 

The  force  of  a magnetic  battery  consisting  of  ?i  similar  plates  equally 
magnetised  is  not  n times  as  great  as  that  of  a single  one,  but  is  somewhat 
smaller.  These  magnets  mutually  en- 
feeble each  other  ; manifestly  because 
each  north  pole  evokes  south  mag- 
netism in  the  adjacent  north  pole,  and 
thereby  diminishes  some  of  its  north 
polarity.  At  the  same  time  the  strength 
is  greater  than  if  the  steel  is  in  one  co- 
herent mass  ; the  reason  doubtless  is  that 
thin  plates  of  steel  are  more  easily  mag- 
netised to  saturation  than  thick  ones,  as 
the  inducing  action  does  not  extend  deep. 

The  separate  plates  should  not  be  in 
contact,  as  the  enfeeblement  of  the  mag- 
netism is  thereby  less.  It  is  also  advisable 
to  connect  the  pieces  by  a mass  of  soft 
iron  as  shown  in  fig.  684.  The  magnetism 
of  a plate  which  has  formed  part  of 
such  a battery  will  be  found  to  be 
materially  less  than  it  was  originally. 

Thus  Jamin  found  that  six  equal  plates, 
which  separately  had  each  the  portative 
force  (710)  of  18  kilos.,  only  lifted  64  kilos, 
when  arranged  as  a battery,  instead  of  108  ; and  when  removed  from  the 
battery,  each  of  them  had  only  the  portative  force  9 to  10  kilos.  The  force 
is  increased  by  making  the  lateral  plates  1 or  2 centimetres  shorter  than  the 
one  in  the  middle  (fig.  683). 

709.  Armatures.  When  steel  bars  have  been  magnetised  by  any  of  the 
methods  described  above,  they  tend  gradually  to  lose  their  magnetism.  To 
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prevent  this,  armatures  or  keepers  are  used  ; these  are  pieces  of  soft  iron, 
AB,  AB  (fig.  685),  which  are  placed  in  contact  with  the  poles  of  a horse- 
shoe magnet,  or  with  the  opposite  poles  of  a pair  of  bar  magnets.  Acted  on 
inductively,  they  become  powerful  temporary  magnets,  possessing  opposite 
polarity  to  that  of  the  inducing  pole  ; they  thus  react  in  turn  on  the 
permanent  magnetism  of  the  bars,  preserving  and  even  increasing  it.  The 
lines  of  force  between  opposite  poles,  instead  of  spreading  out  in  air  in 
widely  extended  curves,  are  now  for  the  most  part  confined  to  the  soft  iron 
keepers,  and  there  is  comparatively  little  external  field.  Iron  is  more  per- 
meable to  lines  of  force  than  air  (721). 

A horseshoe  magnet  has 
a keeper  attached  to  it, 
which  is  usually  arranged 
so  as  to  support  a weight. 
The  keeper  becomes  magnet- 
ised under  the  influence  of  the 
two  poles,  and  adheres  with 
great  force  : the  weight  which 
it  can  support  being  more  than 
double  that  which  a single 
fpole  would  hold  (fig.  683). 


Fig.  684 
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respect  to  this  weight,  a singular  phenomenon  has  been  observed, 
contact  is  once  made,  and  the  keeper  is  charged  with  its 
maximum  weight,  any  further  addition  would  detach 
it  ; but  if  left  in  contact  for  a day,  an  additional 
weight  may  be  added  without  detaching  it,  and  by 
slightly  increasing  the  weight  every  day  it  may  ulti- 
mately be  brought  to  support  a far  greater  load  than 
it  would  originally.  But  if  contact  be  once  bioken, 
the  weight  it  can  now  support  does  not  much  exceed 
its  original  charge. 

It  is  advantageous  that  the  surface  of  the  magnet 
and  armatures  which  are  in  contact  should  not  be 
plane  but  very  slightly  cylindrical,  so  that  they  touch 
along  a line. 

In  providing  a natural  magnet  with  a keeper,  the 
line  joining  the  two  poles  may  first  be  approximately 
determined  by  means  of  iron  filings  ; it  may  also  be 
determined  by  bringing  it  near  a magnetic  needle,  and 
ascertaining  the  positions  in  which  its  action  is  greatest. 
Two  poles  of  soft  iron  (fig.  686),  each  terminating  in  a massive  shoe 1 are 
then  applied  to  the  faces  corresponding  to  the  poles  Under  he  influen 
of  the  natural  magnet,  these  plates  become  magnetised,  and  if  the  lett 
A and  B represent  the  position  of  the  poles  of  the  natural  magnet,  the  poles 

of  the  armature  are  a and  b.  ■ , t i.:ru 

710.  Portative  force. — The  portative  force  is  the  greatest  weight  *h>c 
a magnet  can  support.  It  can  be  determined  by  suspend, ng  to  the  k 
a vessel  to  which  shot  or  sand  or  water  is  gradually  added,  until  the  heepe 
fs  ^detached  (Bg.  683).  Hacker  found  that  the  porta., ve  force  of  a », mated 


Fig.  686 


-711]  Circumstances  zvhich  influence  the  Power  of  Magnets  717 

horseshoe  magnet,  which,  by  repeatedly  detaching  the  keeper,  had  become 
constant,  may  be  represented  by  the  empirical  formula 

P -apJ, 

in  which  P is  the  portative  force  of  the  magnet,  ft  its  own  weight,  and  a a 
coefficient  which  varies  with  the  nature  of  the  steel  and  the  mode  of  mag- 
netising. Hence  a magnet  which  weighs  1000  ounces  supports  only  25  times 
as  much  as  one  weighing  8 ounces  or  as  heavy,  and  25  such  bars 
would  support  as  much  as  a single  one  which  is  as  heavy  as  125  of  them. 
It  appears  immaterial  whether  the  section  of  the  bar  is  quadratic  or  circular, 
and  the  distance  of  the  legs  is  of  inconsiderable  moment  ; it  is  important, 
however,  that  the  magnet  be  suspended  vertically,  and  that  the  load  be 
exactly  in  the  middle.  In  Hacker’s  magnets  the  value  of  a was  10-33,  while 
in  Logemann’s  it  was  23.  By  arranging  together  several  thin  magnetised 
plates  Jamin  constructed  bar  magnets  which  supported  15  times  their  own 
weight. 

The  attraction  between  the  plane  pole  face  of  a magnet  and  an  iron 

R'-S 

armature  in  contact  with  it  may  be  shown  to  be  — r,  where  S is  the  area  of 

87T 

the  surfaces  in  contact  and  B the  magnetic  induction  (721),  that  is  the  number 
of  lines  of  force  per  square  centimetre  of  the  surfaces. 

In  the  case  of  a horseshoe  magnet  the  surface  S is  that  of  both  limbs. 

71 1.  Circumstances  which  influence  the  power  of  magnets. — All  bars 
do  not  attain  the  same  magnetic  state  under  the  same  magnetising  forces, 
for  their  coercive  force  varies.  Twisting  or  hammering  imparts  to  iron  01- 
steel  a considerable  coercive  force.  But  the  most  powerful  of  these  in- 
fluences is  the  operation  of  tempering  (93).  Coulomb  found  that  a steel  bar 
tempered  at  dull  redness,  and  magnetised  by  a given  field,  made  ten  oscilla- 
tions in  93  seconds.  The  same  bar  tempered  at  a cherry-red  heat,  and 
similarly  magnetised,  took  only  63  seconds  to  make  ten  oscillations. 

Hence  it  would  seem  that  the  harder  the  steel  the  greater  is  its  coercive 
force  ; it  undergoes  magnetisation  less  readily,  but  retains  it  more  effectually. 

It  appears,  however,  from  Jamin’s  experiments  that  no  general  rule  of  this 
kind  can  be  laid  down  ; for  each  specimen  of  steel  there  seems,  according 
to  the  proportion  of  carbon  which  it  contains,  to  be  a certain  degree  o&f 
tempering  which  is  most  favourable  for  the  development  of  permanent  mag- 
netisation. 0 

Very  hard  steel  bars  have  the  disadvantage  of  being  very  brittle,  and  in 
the  case  of  long  thin  bars  a hard  tempering  is  apt  to  produce  consequent 
poles  (706).  Compass  needles  are  usually  tempered  at  a blue  heat— that  is 
about  300°  C.  -by  which  a high  coercive  force  is  obtained  without  great 
fragility.  The  steel  rods  used  by  Lord  Kelvin  for  compass  correction  are 
made  as  hard  as  possible  ; before  being  magnetised  they  are  raised  to  a 
bright  red  heat  and  quenched  in  cold  water. 

The  hardness  of  steel,  and  the  proportion  of  carbon  which  it  contains 
exert  an  important  influence  on  the  degree  to  which  it  can  be  permanentlv 
magnetised.  For  the  same  degree  of  hardness,  the  retained  magnetism  in- 
creases with  the  proportion  of  carbon  in  the  steel.  Holtz  magnetised  plates 
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of  English  corset  steel  to  saturation  and  determined  their  magnetic  moment  ; 
they  were  then  placed  in  dilute  hydrochloric  acid,  by  which  the  iron  was  eaten 
away  and  the  magnetic  moment  determined  when  the  plate  had  been  mag- 
netised to  saturation  after  each  such  treatment.  It  was  thus  found  that,  with  a 
diminution  in  the  proportion  of  iron,  there  was  an  increase  in  the  magnetic 
moment  for  the  unit  of  weight.  Holtz  found,  however,  that  perfectly  pure 
iron  prepared  by  electrolysis  can  acquire  permanent  magnetism,  ferro- 
manganese, or  iron  alloyed  with  about  12  per  cent,  of  manganese,  is  quite 
destitute  of  magnetic  properties.  Hopkmson  showed  that  nickel  steel  con- 
taining 2s  per  cent,  of  nickel  and  a small  percentage  of  carbon  is  magnetic 
or  non-magnetic  at  ordinary  temperatures,  depending  on  its  previous  treat- 
ment. If  a specimen  of  magnetic  nickel  steel  is  raised  to  a sufficient  y ng  i 
temperature  it  loses  its  magnetic  susceptibility  (722),  and  does  not  regain 
it  on  cooling,  so  that  at  ordinary  temperatures  it  is  now 
It  recovers,  however,  its  capacity  for  being  magnetised  if  cooled  down  to 

"jamin  found  that  magnetisation  extends  deeper  in  a bar  than  has  been 
usually  supposed;  in  soft  and  annealed  steel  it  penetrates  deeply.  The 
depth  diminishes  with  the  hardness  of  the  steel  and  the  proportion  of  carbon 

!t  T^made  some  experiments  on  the  influence  of  solid  bars  as  against 
hollow  tubes  in  the  construction  of  permanent  steel  magnets.  The  latter  are 
to  be  preferred  ; they  are  decidedly  cheaper,  as  they  need  not  be  boied,  but 
may  be  beM  from  steel  plates.  A bar  and  a tube  of  the  same  steel,  125  mm. 
in  length  by  ! 3 mm.  diameter,  the  tube  being  1 75  mm.  thick,  were  magnetised 
to  saturation,  and  the  magnetic  moments  determined  by  the  method  of 
oscillation  (719),  the  tube  being  loaded  with  copper  to  make  its  moment  of 

inertia  the  same  as  that  of  the  solid  magnet  (89A).  The  magnetism  of  the 
inertia  me  same  as  r6  ; j.  The  tubes  also  retained  their  mag- 

netisation better  After  the  lapse  of  six  months  the  ratio  of  the  magnetism 
of  he  ube to  that  of  the  bar  was  as  27  : 1.  A magnetised  steel  tube  fi l ed 
with  a soft  iron  core  has  scarcely  any  directive  force.  Holtz  considers  that 

thejC^LaS^?^;,-When  a steel  bar  is  hammered  while  being 

“ reM"'ed  magn",sa,‘° 

in  the  opposite  direction  does  so. 
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712.  Effect  of  temperature. — Increase  of  temperature  always  produces  a 
diminution  of  the  magnetism  of  a steel  magnet.  If  the  changes  of  tempera- 
ture are  small — those  of  the  atmosphere,  for  instance — the  magnet  is  not 
permanently  altered.  Kuppfer  allowed  a magnet  to  oscillate,  in  the  earth’s 
field,  at  different  temperatures,  and  found  a definite  decrease  in  its  moment 
with  increased  temperature,  as  indicated  by  its  slower  oscillations.  In  the 
case  of  a magnet  2§  inches  in  length,  he  observed  that  with  an  increase 
of  each  degree  of  temperature  the  duration  of  800  oscillations  was  0-4  second 
longer.  If  n is  the  number  of  oscillations  at  zero,  and  zq  the  number  at  t, 

t*ien  n = nl(\-ct), 

where  c is  a constant  depending  in  each  case  on  the  magnet  used.  This 
formula  has  an  important  application  in  the  correction  of  the  observations 
of  magnetic  force  which  are  made  at  different  places  and  at  different 
temperatures,  and  which,  in  order  to  be  comparable,  must  first  be  reduced 
to  a uniform  temperature. 

When  a magnet  has  been  more  strongly  heated,  it  does  not  regain  its 
original  moment  (720)  on  cooling  to  its  original  temperature  ; and  when 
heated  to  bright  redness,  it  is  demagnetised.  This  was  first  shown  by 
Coulomb  ; it  is  the  most  satisfactory  method  of  demagnetising  a steel 
magnet.  The  magnet,  after  being  heated  to  bright  redness  (about  8oo°  C.), 
may  be  cooled  either  slowly  or  rapidly,  but  in  either  case  it  should  be  held 
in  such  a position  as  not  to  be  subjected  to  any  magnetic  force. 

Substances  which  are  ferromagnetic  at  ordinary  temperatures  lose  their 
magnetic  quality,  or  rather  become  paramagnetic  (701),  like  copper,  &c,  when 
their  temperature  is  sufficiently  raised.  Gilbert  showed  that  at  a red  heat 
iion  is  incapable  of  being  magnetised.  As  the  temperature  of  iron  is  raised 
the  susceptibility  slightly  increases,  but  falls  suddenly  to  zero  when  the  tern 
perature  reaches  790°.  The  point  at  which  this  sudden  loss  of  magnetic 
quality  occurs  is  called  the  critical  temperature  for  the  particular  metal.  The 
ci meal  temperature  0f  nickel,  is  350°  ; for  cobalt  it  is  above  a white  heat, 
t he  suddenness  with  which  iron  loses  its  magnetic  quality  depends  upon 
the  intensity  of  the  field.  In  a very  feeble  field  the  magnetic  susceptibility 
rises  to  a very  high  value  just  before  the  critical  temperature  is  reached 
and  then  falls  abruptly  to  zero.  ’ 

713.  Distribution  of  free  magnetism.— Coulomb  investigated  the  dis- 
tribution of  magnetic  force  by  placing  a large  magnet  in  a 
vertical  position  ; he  then  took  a small  magnetic  needle 
suspended  by  a cocoon  thread,  and  fixed  at  right  angles  to  a 
stout  copper  wire  so  as  to  retard  the  oscillations  (fig.  687)  • 
and  having  ascertained  the  number  of  its  oscillations  under 
the  influence  of  the  earth’s  magnetism  alone,  he  presented 
it  to  different  parts  of  the  magnet.  The  oscillations  were 
fewer  as  the  needle  was  nearer  the  middle  of  the  bar,  and 
when  they  had  reached  that  position  their  number  was 
the  same  as  under  the  influence  of  the  earth’s  magnetism 
alone  For  magnetised  bars  of  more  than  7 inches  in  Fig  6s7 
length  the  distribution  could  always  be  expressed  by  a curve  whose  abscissm 
were  the  distances  from  the  ends  of  the  magnet,  and  whose  ordinal 
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were  the  force  of  magnetism  at  these  points.  With  magnets  of  the  above 
dimensions  the  poles  are  at  the  same  distance  from  the  end  ; Coulomb 
found  the  distance  to  be  r6  inch  in  a bar  8 inches  long.  He  also  found 
that,  with  shorter  bars,  the  distance  of  the  poles  from  the  end  is  £ of  the 
length  ; thus  with  a bar  of  3 inches  it  would  be  half  an  inch.  these 
results  presuppose  that  the  other  dimensions  of  the  bar  are  very  small  as 
compared  with  its  length,  that  it  has  a regular  shape,  and  is  uniformly 
magnetised  When  these  conditions  are  not  fulfilled,  the  positions  of  the 
poles  can  only  be  determined  by  direct  trials  with  a magnetic  needle,  and 
even  then  different  results  will  be  found  as  the  magnetic  needle  is  at 
different  distances  from  the  bar  to  be  tested.  With  lozenge-shaped  magnets 
the  poles  are  nearer  the  middle.  Coulomb  found  that  these  lozenge-shaped 
bars  have  a greater  magnetic  moment  than  rectangular  bars  of  the  same 

weight,  thickness,  and  hardness.  . 

A short  magnet  is  defined  by  Coulomb  as  one  whose  length  is  less  than 

to  times  its  diameter.  . 

Kohlrausch  found  that  the  pole  of  a magnet,  as  far  as  its  action  at  a 

distance  is  concerned,  is  ^ of  its  length  from  the  end. 

Tamin  investigated  the  distribution  of  free  magnetism  in  magnets  by 
suspending  from  one  arm  of  a delicate  balance  a small  iron  ball,  and  then 
ascertaining  what  force,  applied  at  the  other  arm,  was  required  to  detac 
the  ball  when  placed  in  contact  with  various  parts  of  the  magnet  to  be 

'nV  7^4°  Mayer’s  floating  magnets.-The  reciprocal  action  of  magnetic 
poles  may  be  conveniently  illustrated  by  an  elegant  method  devised  by 
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Fig.  688 

Professor  A.  M.  Mayer.  Steel  sewing-needles  are  “ 

points  are  north  poles,  and  their  eyes,  which  are  thus 

ject  through  minute  cork  discs,  so  that  when  ^ maînef  Ts brought 

float  in  a vertical  position.  If  the  north  pole  of  a s ^ Sfand  take  up 
near  a number  of  these  floating  magnets,  *ey  M rat * ^ ^ 

definite  positions,  forming  figures  which  depend  1 

of  the  floating  magnets,  and  on  their  number.  Some  of  them  1 
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sented  in  fig.  688.  As  the  number  of  needles  increases,  various  arrangements 
are  possible  which  are  not  equally  stable,  the  letters  a , b,  and  c indicating  the 
decreasing  order  of  stability.  A slight  shock  often  causes  one  form  to  pass 
into  another  and  more  stable  form.  Professor  J.  J.  Thomson  has  made  use 
of  these  configurations  for  illustrating  his  theory  of  the  constitution  of  a 
chemical  atom. 

These  figures  not  only  illustrate  magnetic  actions,  but  suggest  an  image 
of  the  manner  in  which  alteration  of  molecular  groupings  may  give  rise  to 
physical  phenomena,  such  as  those  of  superfusion  (348). 

Such  floating  magnets  as  are  here  described  are  delicate  tests  of  mag- 
netisation, and  are  convenient  for  investigating  the  distribution  of  the  poles 
in  bodies  of  irregular  shape. 

715.  Professor  Ewing’s  experiments. — We  may  here  give  an  account 
of  Professor  Ewing’s  experiments  in  illustration  of  magnetic  properties,  which 
explain  them  without  requiring  any  other  assumption 
than  that  magnetism  is  a molecular  property,  each 
molecule  being  a perfect  magnet  with  a north  and 
south  pole. 

He  used  a number  of  small  magnets  made  of  steel 
wire  not  more  than  of  an  inch  in  diameter  and 
2 inches  long,  bent  in  the  middle  as  shown  in  fig.  689, 
so  as  to  bring  the  centre  of  gravity  below  the  point  of 
support,  which  was  a small  sewing-needle  fixed  in  a Fig.  6S9 

lead  base,  a small  depression  being  punched  in  the 
bend.  By  placing  a number  of  such  small  magnetic  needles  near  each 
other,  he  found  that  when  left  to  themselves  they  set  in  various  configura- 
tions, each  of  which  is  stable,  but  has  no  external  action.  If  one  part  of  such 
a system  is  disturbed,  a new  arrangement  is  established.  Each  separate 

magnet  takes  up  a position  of  stable  equilibrium,  after  oscillations  of  greater 
or  less  amplitude. 

If  now  any  given  configuration  is  submitted  to  the  action  of  a gradually 
increasing  magnetic  field,  produced  by  passing  a voltaic  current  through  a 
series  of  parallel  wires,  the  magnets  are  at  first  deflected  progressively  but 
if  the  current  is  stopped  these  magnets  revert  to  their  original  arrangement 
and  there  is  no  permanent  effect  on  the  system.  This  illustrates  the  case  of 
slight  temporary  magnetism. 

When,  however,  the  strength  of  the  field  is  further  increased,  a certain 
13 aeaChm  f WhlCh  equillbnum  Is  destroyed,  and  a fresh  configuration 
the  1Iiwhlcb  many  of  the  elernentary  magnets  are  in  the  direction  of 

u Fi10m  h’S  ge  any  increase  in  the  strength  of  the  field  only 
makes  the  observation  more  marked. 

On  gradually  weakening  the  field,  the  system  does  not  return  through 
the  same  stages  ; it  tends  towards  that  configuration  in  which  the  magnfts 

Sa.fr  ' “ the  ™8  illM's  '>“=  of  permaTS 

If  the  system  is  quite  homogeneous — that  is  if  thp  mr,i„-  1 

and  *■  s™Ps,  <i.«yTr  s:°;rs: 
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equally  and  at  the  same  time  ; the  magnetisation  is  prolonged,  and  die 
remanent  magnetism  is  also  more  stable.  This  represents  the  case  of 

^ The  action  of  heat  on  a magnetic  substance  may  be  explained  by  the 
supposition  that  it  acts  in  two  ways,  by  increasing  the  distance  of  the 
molecular  magnets  from  each  other,  and  by  setting  them  in  oscillation.  The 
first  cause  facilitates  the  action  of  the  field,  the  second  diminishes  the  mag- 
netic moment  : one  or  the  other  predominates,  according  to  the  strengt h 

°f  To  account  for  the  disappearance  of  magnetic  properties  at  the  critical 
temperature,  it  may  be  assumed  that  the  oscillations  gradually  increase  until 
they  change  into  a rotatory  motion  of  the  molecules. 
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CHAPTER  III 

LAWS  OF  MAGNETIC  ACTION 

716.  Poles  of  a magnet. — We  have  spoken  of  the  ends  of  a bar  magnet, 
where  its  attraction  for  iron  filings  appears  to  be  greatest,  as  the  poles  of  the 
magnet.  But  it  is  necessary  to  be  more  precise.  All  parts  of  a bar  magnet 
from  the  neutral  plane  to  one  end,  say  the  red  end,  repel  a red  pole,  the 
force  increasing  from  the  middle  to  the  end.  If  we  imagine  an  isolated 
red  pole  to  be  situated  at  a definite  distance  from  the  magnet,  and  draw 
lines  from  each  point  of  the  red  half  of  the  magnet  to  the  pole,  and  take 
lengths  along  these  lines  to  represent  the  magnitudes  of  the  several  forces, 
we  can  by  ordinary  mechanics  find  the  direction  of  the  resultant  of  these 
forces.  The  point  in  which  the  line  of  the  resultant  cuts  the  magnetic  axis 
of  the  bar  may  be  called  the  red  pole  of  the  magnet.  Similarly  for  the  blue 
pole.  But  it  is  found  that  the  position  of  the  poles  as  so  defined  is  not  constant  ; 
it  varies  with  varying  distance  of  the  pole  acted  upon,  being  nearer  the 
end  of  the  bar  as  the  point  in  question  approaches.  To  obviate  this  uncer- 
tainty it  is  usual  to  consider  the  pole  acted  upon  to  be  at  an  infinite  distance 
from  the  magnet.  The  lines  of  action  of  all  the  component  forces  are  then 
parallel,  and  the  centre  of  these  parallel  forces  is  defined  as  the  pole  of  the 
magnet. 

The  poles  of  an  ordinary  bar  magnet  may  be  taken  as  being  about  ^ of 
its  length  from  each  end.  The  poles  of  a long  steel  rod,  whose  length  is 
great  in  comparison  with  its  cross  section— for  example,  one  30  cm.  long 
and  1 mm.  in  diameter— may  be  regarded  as  being  at  the  ends.  If  such  a 
magnetised  wire  is  dipped  into  iron  filings,  the  filings  form  small  tufts  at 
the  ends  only.  The  magnetic  axis  of  a magnet  is  the  straight  line  which 
passes  through  its  two  poles. 

717.  Laws  of  magnetic  force. — Consider  two  long  thin  magnetised  steel 
wires  : we  may  regard  their  poles  as  points,  situated  at  their  extremities. 
The  two  red  poles  repel  each  other  with  a force  which  varies  inversely  as  the 
square  of  the  distance  between  them.  This  law  of  repulsion  between  two 
similar  poles  the  same  law  holds  in  the  case  of  attraction  between  two 
dissimilar  poles — was  proved  experimentally  by  Coulomb  by  two  methods  : 
(1)  that  of  the  torsion  balance,  (2)  that  of  oscillations. 

718.  The  torsion  balance.— This  apparatus  depends  on  the  principle 
that,  when  a wire  is  twisted  through  a certain  angle,  the  moment  of  the 
couple  resisting  torsion  is  proportional  to  the  angle  through  which  the  wire 
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has  been  twisted  (89).  It  consists  (tig.  690)  of  a glass  case  closed  by  a glass 
top,  with  an  aperture  m near  the  edge,  to  allow  the  introduction  of  a mag- 
net, A.  In  another  aperture  in  the 
centre  of  the  top  a glass  tube  fits, 
provided  at  its  upper  extremity 
with  a torsion  head.  This  consists 
of  two  circular  pieces  : one,  d,  which 
is  fixed,  is  divided  on  the  edge  into 
360°,  while  on  the  other,  e,  which  is 
movable,  there  is  a mark,  c,  to  in- 
dicate its  rotation.  D and  E re- 
present the  two  pieces  of  the  torsion 
head  on  a larger  scale.  On  E there 
are  two  uprights  connected  by  a 
horizontal  axis,  on  which  is  a very 
fine  silver  wire  supporting  a mag- 
netic needle,  ab.  On  the  side  of 
the  case  there  is  a graduated  scale, 
which  indicates  the  angle  of  the 
needle  ab,  and  hence  the  torsion  of 
the  wire. 

Fig.  690  When  the  mark  c of  the  disc  E 


is  at  zero  of  the  scale  D,  the  case  is  so  arranged  that  the  wire  supporting 
the  needle  and  the  zero  of  the  scale  in  the  case  are  in  the  magnetic  meridian. 
The  needle  is  then  removed  from  its  stirrup,  and  replaced  by  an  exactly 
similar  one  of  copper,  or  any  non-magnetic  substance  ; the  tube,  and  with  it 
the  pieces  D and  E,  are  then  turned  so  that  the  needle  stops  at  zero  of  the 
graduation.  The  magnetic  needle  ab,  being  now  replaced,  is  exactly  in  the 
magnetic  meridian,  and  the  wire  is  without  torsion. 

Before  introducing  the  magnet  A,  it  is  necessary  to  investigate  the  action 
of  the  earth’s  magnetism  on  the  needle  ab,  when  the  latter  is  removed  out  o 
the  magnetic  meridian.  This  will  vary  with  the  magnetic  moment  of  the 
needle  with  the  dimensions  and  nature  of  the  particular  wire  used  01 
suspension,  and  with  the  intensity  of  the  earth’s  magnetism  in  the  place  of 
observation.  Accordingly  the  piece  E is  turned  until  ab  makes  a certain 
angle  with  the  magnetic  meridian.  Coulomb  found  in  one  of  his  experiments 
that  E had  to  be  turned  36°  in  order  to  move  the  needle  through  1 ; that 
is  the  earth’s  magnetism  was  equal  to  a torsion  of  the  wire  corresponding 
to  23°  As  the  couple  of  torsion  is  proportional  to  the  angle  of  torsion,  when 
the  needle  is  deflected  from  the  meridian  by  2,  3 . . • degrees  the  directive 
action  of  the  earth’s  magnetism  is  equal  to  2,  3 . . . times  35  . 

The  action  of  the  earth’s  magnetism  having  been  determined,  the  magnet 
A is  placed  in  the  case  so  that  similar  poles  are  opposite  each  other.  In  one 
experiment  Coulomb  found  that  the  pole  a was  repelled  through  24  . Now 
the  force  which  tended  to  bring  the  needle  into  the  magnetic  meridian 
was  represented  by  240  + 24  x 35°  = 864,  of  which  the  part  24  was  due  to  he 
torsion  of  the  wire,  and  24  * 35°  was  the  equivalent  in  torsion  of  the  dnec tne 
force  of  the  earth’s  magnetism.  As  the  needle  was  in  equilibrium,  it  is  cle. 
that  the  repulsive  force  which  counterbalances  these  forces  must  be  equa 
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to  864°  The  torsion  head  was  then  turned  until  ab  made  an  angle  of  12°  To 
effect  this,  eight  complete  turns  of  the  disc,  E,  were  necessary.  The  total 
force  which  now  tended  to  bring  the  needle  into  the  magnetic  meridian  was 
composed  of  : xst,  the  120  of  torsion  by  which  the  needle  was  distant  from  its 
starting  point  ; 2nd,  of  S x 360°  = 2880°,  the  torsion  of  the  wire  ; and  3rd,  the 
force  of  the  earth’s  magnetism,  represented  by  a torsion  of  12  x 35°  Hence 
the  forces  of  torsion  which  balance  the  repulsive  forces  exerted  at  a distance 
of  240  and  of  12°  are — 


Now,  3312  is  very  nearly  four  times  864  ; hence  for  half  the  distance  the 
repulsive  force  is  four  times  as  great. 

In  the  above  calculation  several  assumptions  are  made  which  are  not 
strictly  justifiable.  In  the  first  place,  the  moment  of  the  earth’s  couple  on  the 
magnet  ab  is  proportional  not  to  the  deflection  but  to  the  sine  of  the 
deflection  (7 26).  The  difference  between  an  angle  and  its  sine  may  be 
neglected  when  the  angle  does  not  exceed  50  or  6°,  but  not  for  angles 
so  large  as  240.  Secondly,  the  distance  between  the  acting  poles  has  been 
measured  along  an  arc  instead  of  along  a chord  of  a circle  ; and  thirdly,  the 
action  between  the  poles  A and  a only  has  been  taken  into  account,  that 
between  A and  b being'  neglected. 

719.  Method  of  oscillations. — A magnetic  needle  oscillating  under 
the  influence  of  the  earth’s  magnetism  may  be  considered  as  a pendulum, 
and  the  laws  of  pendulum  motion  apply  to  it  (56).  The  method  of  oscilla- 
tions consists  in  causing  a magnetic  needle  to 
oscillate  first  under  the  influence  of  the  earth’s  s * 
magnetism  alone,  and  then  successively  under  the 
combined  influence  of  the  earth’s  magnetism  and 
of  a magnet  placed  at  unequal  distances. 

The  following  determination  by  Coulomb  will 
illustrate  the  use  of  the  method.  A magnetic  needle  i 

was  used  which  made  15  oscillations  in  a minute 

under  the  influence  of  the  earth’s  magnetism  alone.  _d 1 

A magnetic  bar  about  2 feet  long  was  then  placed  w 2J_i_ 

vertically  in  the  plane  of  the  magnetic  meridian,  . b 0 

so  that  its  north  pole  was  downwards  and  presented 

to  the  south  pole  b of  the  oscillating  needle  (fig.  691),  so  as  to  concur  in  its 
action  with  that  of  the  earth.  He  found  that  at  a distance  of  4 inches  the 
needle  made  41  oscillations  in  a minute,  and  at  a distance  of  8 inches 
24  oscillations.  Now,  from  the  laws  of  the  pendulum,  the  intensities  of 
the  forces  are  inversely  as  the  squares  of  the  times  of  oscillation.  Hence,  if 
we  call  H the  horizontal  force  of  the  earth’s  magnetism,  F,  the  force  due  to 
the  magnet  at  the  distance  of  4 inches,  Fa  at  the  distance  of  8 inches,  we  have 


eliminating  FI 


H : H + F,  = 152  : 4 12,  and 
H : H + F2=  153 : 242  ; 


: 243-  152  = 1456  : 351  = 4 : r nearly, 


or 
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In  other  words,  the  force  acting  at  4 inches  is  quadruple  that  which  acts  at 
double  the  distance. 

It  will  be  observed  that  the  influence  of  the  upper  pole  S in  modifying 
the  field  at  0 has  been  neglected,  and  therefore  we  can  only  expect  the  results 
to  agree  approximately  with  the  inverse  square  law  ; this  law,  indeed,  cannot 
be  said  to  be  strictly  proved  by  either  of  the  experimental  methods  employed 
by  Coulomb.  A more  satisfactory  proof  will  be  given  later  (725). 

The  attraction  or  repulsion  between  two  poles  at  a given  distance  apart 
depends  on  the  product  of  the  strengths  of  the  two  poles  ; for,  clearly,  if  either 
pole  is  doubled  or  trebled,  the  force  in  action  would  be  twice  or  thrice  as  great 
as  before,  but  if  one  were  doubled  while  the  other  was  trebled,  the  force  would 
be  increased  sixfold. 

Thus,  finally,  the  force  of  repulsion,  F,  between  two  similar  poles,  of 

1)1  lit 

strengths  mv  m.,,  whose  distance  apart  is  r,  varies  as  -Mr  or  we  maY  wnte 


m.vin 


if  the  units  are  properly  chosen. 


F = 

Suppose  the  force  to  be  measured  in  dynes  (63),  r in  centimetres,  and 
that  the  poles  are  equal  in  strength,  and  each  equal  to  m ; then 

o 

nr 


F (dynes); 


r~ 


Let  r=  1 cm.,  and  let  the  value  of  in  be  increased  or  diminished  until 
F is  exactly  equal  to  1 dyne  : then  1 =W|  , or;/z=  1 ; that  is,  the  pole  is  of  unit 

strength.  . 

720.  Unit  pole.  Magnetic  moment. — We  thus  have  a definition  ot  unit 
pole  ; it  is  a pole  of  such  strength  that  it  would  repel  another  pole  exactly 
like  itself  with  the  force  of  1 dyne  if  they  were  1 centimetre  apart.  A pole 
of  strength  in  would  repel  unit  pole  at  unit  distance  with  a force  of 

in  dynes.  . 

The  moment  of  a magnet  is  the  product  of  the  strength  of  either  pole  into 

the  distance  between  them.  If  M is  the  moment,  m the  strength  of  each 

pole,  and  / their  distance  apart, 

M = ml. 

As  a rule  we  cannot  determine  either  / or  in,  but  their  product  is  a readily 

measured  magnitude.  . . , , 

The  magnetic  intensity  at  any  point  in  a magnetic  field  is  equal  to  tne 

force  (in  dynes)  on  unit  pole.  , r „ 

We  can  picture  mentally  an  isolated  pole  by  thinking  of  one  end 
magnetised  steel  wire,  the  other  end  of  which  is  too  remote  to  be  considered. 
Lines  of  force  radiate  from  an  isolated  pole  (say  of  strength  m)  equally  in  all 
directions,  the  intensity  of  the  resulting  magnetic  field,  at  any  distance  ; 

from  the  pole,  being  % But  the  magnetic  intensity  at  a point  of  a magnetic 

field  is  also  defined  as  the  number  of  lines  which  pass  through  the  unit  of  area 
/ , Sq  cm.)  at  the  point  held  at  right  angles  to  the  field.  By  comparing  these 
two  modes  of  expressing  the  intensity  of  a magnetic  field  we  arrive  at  a 
expression  for  the  number  of  lines  of  force  which  radiate  from  a magnetic 
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pole.  For  suppose  an  isolated  pole,  ///,  to  be  tlie  centre  of  a sphere  of  i adius 
/•  (cm.),  and  N to  represent  the  total  number  of  radiating  lines.  Since  tie 
surface  of  the  sphere  is  4?r r-  (sq.  cm.)  and  the  lines  are  uniformly  distributed, 
the  number  per  square  centimetre,  or  intensity  of  magnetic  field  at  distance 

r-  N ; but  this  is  equal  to  m-  ; . •tN  = 47r;«.  '1  hus  there*  are  477  (=12  6) 

4 nr-  r- 

lines  of  force  proceeding'  from  each  unit  magnetic  pole. 

721.  Magnetic  permeability. — When  various  substances,  such  as  glass, 
wood,  cardboard,  or  copper,  are  brought  into  the  magnetic  field,  the  lines  of 
force  proceed  through  them  as  if  there  were  air  in  their  place.  But  if  a bar 
of  soft  iron  is  brought  into  the  field  the  lines  of  force  pass  through  it  in 
larger  quantities,  the  distribution  of  the  field  is  thereby  altered,  and  within  a 
certain  range  the  other  lines  are  deflected.  The  iron  attracts  them  as  it  were, 
causing  those  lines  in  the  neighbourhood  to  make  their  way  through  it  ; the 
iron  is  mor & permeable  to  lines  of  magnetic  force. 

This  may  be  illustrated  by  considering  the  case  of  a stream  of  water  with 
a steady  flow,  in  which  is  a quantity  of  river  weed,  which  offers  resistance  to 
the  flow  ; if  the  weed  is  removed  from  a certain  space  in  the  middle,  the 
resistance  which  it  offers  is  also  removed,  the  water  flows  more  easily  there, 
and  the  direction  of  the  lines  of  flow  in  the  neighbouring  parts  is  now 
deflected  towards  the  free  part. 

The  lines  of  force  thus  falling  on  a piece  of  soft  iron  converge  towards 
the  iron  and  emerge  at  the  other  end.  Where  the  lines  enter  is  a south  and 
where  they  emerge  a north  pole.  A magnetic  needle  free  to  move  and 
brought  near  the  magnet  takes  up  such  a position  that  the  lines  of  force 
have  undisturbed  course  through  it.  With  soft  iron  this  is  also  the  case  ; 
the  molecular  magnets  are  rotated,  so  that  they  offer  as  little  hindrance  as 
possible. 

If  a soft  iron  ring  is  placed  in  a magnetic  field,  its  plane  being  parallel  to 
the  field,  the  lines  of  force  make  their  way  through  the  iron  and  very  few 
enter  the  interior,  as  may  be  seen  by  means  of  iron  filings.  A massive  iron 
cylinder  acts  thus  as  a magnetic  screen , shielding  magnets  placed  in  the 
interior  against  the  action  of  the  magnetic  field. 

The  magnetic  permeability  of  a substance  is  defined  as  the  ratio  of  the 
number  of  lines  of  force  passing  through  a mass  of  it  to  the  number  which 
would  pass  through  the  same  volume  of  air  or  other  non-magnetic  material, 
the  magnetising  force  being  the  same  in  each  case.  It  is  denoted  by  the 
symbol  ju. 

If  H represents  the  strength  of  a magnetic  field,  that  is,  the  number  of 
lines  per  square  centimetre  of  cross  section,  and  B represents  the  number 
of  lines  per  square  centimetre  passing  through  a mass  of  iron  placed  in 
the  field,  B/H=/j.  = the  magnetic  permeability.  B is  called  the  magnetic 
induction,  or  flux-density. 

The  permeability  of  iron  is  not  a constant  quantity,  but  depends  upon  the 
quality  of  the  iron,  the  way  in  which  it  has  been  treated,  and  the  strength  of 
the  field.  For  soft  iron  the  permeability  may  be  as  high  as  3000,  and  foi- 
sted in  a strong  field  as  low  as  2.  The  permeability  of  air  and  other  non- 
magnetic materials  is  approximately  unity,  while  bismuth— a diamagnetic 
substance— has  a permeability  less  than  unity,  viz.  -99982.  An  alloy  of  iron 
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ancl  aluminium  containing  2\  per  cent,  of  aluminium  has,  according  to 
Barrett,  a higher  permeability  than  the  best  charcoal  iron. 

722.  Magnetic  susceptibility. — In  considering  the  permeability  of  a sub- 
stance our  attention  is  drawn  to  the  facility  with  which  lines  of  force  pass 
through  it  ; but  there  is  another  aspect  in  which  we  may  regard  the  effect  of 
the  field  on  the  magnetic  substance.  A piece  of  iron  in  the  magnetic  field 
becomes  a magnet,  with  a south  pole  at  the  end  where  the  lines  enter,  and  a 
north  pole  at  the  end  where  they  emerge,  and  has  a definite  magnetic 
moment.  The  magnetic  moment  acquired  per  unit  volume  is  called  the 
intensity  of  magnetisation , and  is  denoted  by  I.  If  M is  the  magnetic 

M 

moment,  and  V the  volume  of  the  iron  in  cubic  centimetres,  I = . 

If  the  iron  is  in  the  form  of  a rod  of  length  / and  cross  section  A,  and  if 
we  suppose  the  poles  to  be  situated  at  its  ends  and  to  have  each  a strength  m, 

then  M = ml,  and  V = /A,  or  I = from  which  it  is  seen  that  the  intensity  of 

magnetisation  is  equal  to  the  pole  strength  of  the  specimen  per  unit  of 
cross  section. 

It  is  clear  that  the  intensity  of  magnetisation  of  a magnetic  substance  in 
a magnetic  field  depends  upon  two  things,  viz.  the  nature  and  condition  of 
the  substance  and  the  strength  of  the  field.  So  we  may  write  I = kH,  wheie 
H is  the  field,  and  k a coefficient  depending  on  the  material,  and  called  the 
magnetic  susceptibility  of  the  substance. 

The  relation  between  p and  k,  the  coefficients  of  permeability  and 
susceptibility,  may  be  readily  found  as  follows  : — The  pole  strength  m pei 
square  centimetre  of  a rod  in  a magnetic  field  H is  I,  as  was  proved  abo\e, 
and  therefore  the  number  of  lines  of  force  proceeding  from  it  is  4ttI  (72°)- 
Hence  the  total  number  of  lines,  due  to  the  field  and  to  the  induced 
magnetism,  is  H + 471 1,  but  this  is  equal  to  B.  Hence 

B = H + 47rl  ; 

but  by  definition  B = pH  and  I =kH, 


.•.  p = 1 f 47TK- 

For  hard  steel  in  a strong  field,  for  which  p = 2,  k = — ■ approximately 
= -08  ; for  soft  steel  at  low  magnetising  force,  where  p may  be  2000, 
k=L999=i6o. 

7235  Magnetic  force  at  a point  in  a magnetic  field  due  to  a short  bar 
magnet.— We  shall  consider  two  cases  : (1)  when  the  point  is  on  the  axis 

produced  of  the  magnet, 
(2)  when  it  is  on  the  line 
drawn  perpendicular  to  the 
magnet  through  its  middle 
point.  In  each  case  it  is 
assumed  that  the  magnet 


N 


2I 


0 


Fig.  692 


is  small  compared  with  the  distance  of  the  point  from  it.  .,,, 

(,)  ‘ End  on' position  (fig.  692).- Let  SN  be  the  magnet  A its  middle 
point,  w the  strength  of  each  of  its  poles,  and  2/  the  distance  between  them 


-724]  Comparison  of  Moments  of  Magnets  729 

so  that  its  moment  = M = 2 Im.  Let  there  be  a reel  pole  of  strength  m'  at  O, 

and  let  AO  -r.  The  force  between  N and  O is  !n>" that  between  S and 

(r-ty 

O is  1Hn,! Hence,  the  force  on  pole  ni  at  O due  to  the  magnet  SN 
(/-+/)- 

4 rt  _ 2niMr 


mm 


mm 


F (r-tf  (; r+iy  mm  (P-Pf  {P-Pf 
The  direction  of  the  force  is  along  NO. 

If  P is  negligible  in  comparison  with  P,  F = - — , or  the  force  on 


2M 


With 


unit  pole  (i.e.  the  strength  or  intensity  of  the  field)  at  O is 

r ~ 

regard  to  the  suppression  of  P above,  let  us  take  the  case  in  which  2I-  8 cm. 
and  r =40  cm.,  then 
7'3=i6oo  and  /-  — 1 6 ; 
hence  in  neglecting  P 
we  are  making  an  error 
of  1 per  cent.  If  we 
desire  greater  accuracy 
the  complete  formula 
must  be  used. 

(2)  ‘ Broadside  on  ’ position  (fig.  693). — 

The  force  between  N and  O 


Fig.  693 


0 = 


mm 
P + P 
mm' 
PTP 


along  NO 


OS. 


These  have  a resultant  along  OT,  whose  magnitude  F' 


_ 2 mm 
~ P + P 
if  we  neglect  P. 


. cos  TOS  ^ 


2 mm 


m'  M 


P + P (P  + P)h  (P  + Pp  ; 


m'M 

.3  ! 


m H 


mF 


Hence  the  stiength  of  the  magnetic  field  at  0 is  —,  and  its  direction  is 

P 

parallel  to  the  length  of  the  magnet. 

Thus  the  field  due  to  a bar  magnet  varies  inversely  as  the  cube  of  the 
distance  from  the  centre  of  the  magnet,  and, 
for  a given  distance,  is  twice  as  great  along  the 
axis  as  at  right  angles  to  it. 

724.  Comparison  of  moments  of  magnets. — 

Let  M,  M,  represent  the  moments  of  the 
magnets  to  be  compared,  H the  earth’s  field, 
and  let  the  magnet  M be  placed  in  the  end 
on  position  with  regard  to  the  magnetic 
needle  AB,  length  /,  the  strength  of  each  of 
whose  poles  is  m.  The  needle  is  then  sub- 
jected to  two  magnetic  fields,  H due  to  the 

earth,  and  F^  = ^^  due  to  the  magnet,  and 
will  be  deflected  from  the  meridian  by  an  angle  6.  The  couple  due  to 
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H is  I I m x / sin  0 ; that  clue  to  F is  Ym*l  cos  0 = . ml  cos  0 ; since 

the  needle  is  in  equilibrium  these  couples  are  equal, 

F = H tan  6 

or,  ^ =^ri  tan  6 (0 

H 


Let  the  second  magnet,  of  moment  Mj,  be  similarly  placed  at  such  a 
distance  rx  as  to  produce  the  same  deflection  ; then 

Ml  = Iri3  tan  0, 

H * 1 

/.  M/M,  = ri/r13. 

If  the  magnets  are  placed  in  the  broadside  on  position  the  formula  (1) 
becomes 

— = r3  tan  0. 

H 


Or,  we  may  compare  the  moments  of  the  two  magnets  by  placing  them 
at  the  same  time  in  the  end  on  position  with  regard  to  a compass  needle,  one 
on  each  side,  at  such  distances  that  the  needle  undergoes  no  deflection. 
It  is  then  only  necessary  to  measure  the  distances  (r,  r,)  of  the  centres  of  the 
magnets  from  the  centre  of  the  needle,  and  M/M1  = ri/r13.  It  is  assumed 
that  the  lengths  of  the  magnets  to  be  compared  are  sufficiently  small  for  /- 

to  be  neglected  in  comparison  with  r 2. 

The  moments  of  two  magnets  may  also  be  compared  by  means  ot  tie 
torsion  balance  (718)  as  follows  Suspend  the  first  magnet  (M)  m t e 
balance  so  that  there  is  no  twist  in  the  wire,  and  turn  the  torsion  head  E 
(fig.  690)  through  such  an  angle  a that  the  needle  is  deflected  6 from  the 
meridian  ; the  torsion  in  the  wire  is  then  a- 6.  The  couple  due  to  the 
earth’s  magnetism  tending  to  turn  the  magnet  into  the  meridian  is  MH  sin  6 , 
the  torsional  couple  tending  to  twist  the  wire  in  the  opposite  direction  is 
proportional  to  the  angle  of  torsion,  and  may  be  written  k (a  - 6),  whereas 
a constant.  These  two  couples  are  equal  ; therefore  MH  sin  6 - k{a  0)- 
replace  the  magnet  M by  M„  and  let  a,  be  the  angle  through  which  the 
torsion  head  must  be  twisted  to  cause  the  same  deflection  (d)  as  before^ 
Then  M,Hsind  = /r(<x,  — d)  ; hence  M/M,  ^a-0)l(ax-O).  Or  the  tw 
magnets  may  be  suspended  when  connected  rigidly  together  with  the  centre 
Td  axis  of  one  over  the  centre  and  axis  of  the  other,  and  with  poles  fir 
acting  together  and  then  opposed.  It  will  be  seen  latei  (736)  how 
moment  of  a magnet  may  be  determined  in  absolute  measu"e. 

725.  Gauss’s  proof  of  the  inverse  square  law. -In  determ  nmg 
magnetic  force  due  to  a bar  magnet,  we  have  assumed  the  ^ 

between  two  magnetic  poles  varies  inversely  as  the  square : of  the  distance 
between  them.  Suppose  we  make  no  such  assumption, 
force  = where  n may  be  any  whole  or  fractional  number  ; if  we  then 

calculate  the  forces  due  to  the  magnet  in  the  ‘end  on  and  bioadsid 
positions  successively,  we  shall,  as  in  723,  find  01 
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Gauss's  Proof  of  the  Inverse  Square  Law 

F (end  on)  the  value 

and  for  F,  (broadside  on)  „ „ ~^~+\ 

thus  the  force  in  the  ‘end  on’  position  is  proved  to  be  v times  that  in  the 
‘ broadside  on  ’ position. 

Introducing  these  values  into  the  formulie  of  the  last  article,  we  obtain  : — 

jyj  ^n+i 

‘ end  on  ’ position  of  magnet  = . tan  6 

H n 

‘ broadside  on  ’ position  of  magnet  ^ - r"+1  tan  6i 

H 

. tan  Ô 

. . - =;t. 

tan  0, 

When  the  experiment  is  made,  it  is  found  that  tan  6 is  exactly  twice  tan  <9,  ; 
hence  n-  2,  and  the  law  offeree  between  two  magnetic  poles  is  that  of  the 
inverse  square  of  the  distance.  This  method  of  experimental  proof  admits 
of  much  greater  accuracy  than  that  of  the  torsion  balance  (718). 
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CHAPTER  IV 

TERRESTRIAL  MAGNETISM 


Fig.  695 


726.  Directive  action  of  the  earth  on  magnets.— When  a magnetic 
needle  is  suspended  by  a thread,  as  represented  in  fig.  675,  or  is  placed 
on  a pivot  on  which  it  can  oscillate  freely  (fig.  695),  it  ultimately  sets  in  a 

position  which  is  more  or  less  north  and 
south.  If  removed  from  this  position  it 
always  returns  to  it  after  making  a certain 
number  of  oscillations. 

Analogous  observations  have  been  made 
in  different  parts  of  the  globe,  and  from  these 
it  has  been  concluded  that  the  earth  itself  is 
a magnet,  whose  poles  are  very  near  the 
terrestrial  poles,  and  whose  neutral  line 
virtually  coincides  with  the  equator. 

Suppose  that  the  needle,  instead  o. 
being  constrained  by  the  mode  of  its  sus- 
pension to  move  only  in  a horizontal  plane, 
is  free  to  move  in  any  direction,  it  will  be 
found  to  take  an  inclined  position,  its  red  end  dipping  downwards  and  its 
axis  making  an  angle  of  about  67°  with  the  horizon.  The  earth  being  a 
magnet  is  surrounded,  like  any  other  magnet,  by  its  own  field  of  magnetic 
force.  The  lines  of  force  proceed  from  the  red  pole,  which  is  near  tie 
terrestrial  south  pole,  and  sweeping  round  reach  the  earth  again  at  the  blue 
oole  in  the  neighbourhood  of  the  north  terrestrial  pole. 

But,  as  in  the  case  of  a bar  magnet  the  lines  of  force  do  not  leave  an 
enter  the  bar  exclusively  at  the  ends,  but  to  a diminishing  extent  from  the 
ends  to  the  middle  ; so  with  the  earth.  A magnetic  needle 
freely  suspended  in  a magnetic  field  always  places  itself  along 
or  parallel  to  the  lines  of  force  in  the  field,  and  therefore  we 
may  conclude  that  the  lines  of  force  due  to  the  earth  s mag- 
netism are,  in  England,  inclined  to  the  horizontal  plane  a 
at  angle  of  about  67°  and  are  inclined  downwards,  since  it  is 
the  red  end  of  the  needle  which  dips.  In  fig.  696  let  ab  be  th 
direction  in  which  a compass  needle  lies,  and  ac  the  dnec  1 
which  the  needle  takes  when  it  is  free  to  move  in  the  plane 
of  the  magnetic  meridian;  then,  if  ac  repiesent  no 
the  direction  but  the  magnitude  of  the  earth’s  field,  it  is  clear,  from  t e 
parallelogram  of  forces,  that  ab  will  represent  the  horizontal  component, 
be  the  vertical  component,  of  the  field. 


Fig.  696 


Variations  in  Declination 
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If  the  experiment  described  above  is  made  at  different  parts  of  a 
room,  it  will  be  found  that  the  direction  of  the  needle  is  the  same  in  all 
cases  ; hence  the  lines  of  the  earth’s  force  are  at  the  same  place  parallel 
to  each  other,  and  the  field  is  a uniform  field.  Imagine  a room  filled  with 
wires  or  threads,  all  stretched  straight  and  parallel  to  the  axis  of  a freely 
suspended  magnetic  needle  and  uniformly  distributed,  so  that  there  are 
exactly  as  many,  per  unit  of  area  at  right  angles  to  them,  at  one  part  as  at 
another  ; such  an  arrangement  would  represent  the  local  field  of  the  earth’s 
magnetism.  And  as  we  may  resolve  a force  represented  by  ac  (fig.  696)  into 
a horizontal  force  ab  and  a vertical  force  be , so  we  may  consider  the  earth’s 
magnetic  field,  represented  by  uniformly  distributed  lines  parallel  to  ac,  as 
being  equivalent  to  two  fields,  one  horizontal  with  uniformly  distributed  lines 
parallel  to  ab,  the  other  vertical  with  uniformly  distributed  lines  parallel  to  be. 

In  most  cases  we  have  to  deal  only  with  compass  needles  and  the 
horizontal  field.  That  it  is  a uniform  field  is  shown  by  placing  a magnet 
horizontally  on  a cork  floating  in  water  : the  magnet  will  at  first  oscillate, 
and  then  gradually  settle  in  the  magnetic  meridian,  and  will  not  (provided 
that  no  iron  is  in  the  neighbourhood)  show  any  tendency  to  move  either 
towards  the  north  or  towards  the  south.  The  couple  acting  on  a needle 
deflected  through  an  angle  6 from  the  meridian  is  MH  sin  6,  which  is  often 
referred  to  as  the  terrestrial  magnetic  couple.  It  represents  the  twisting 
effect  on  the  needle  when  it  is  inclined  to  the  meridian  ; its  maximum  value 
is  MH,  when  the  needle  is  at  right  angles  to  the  meridian. 

If  the  horizontal  field  were  not  uniform,  the  forces  acting  at  A and  B 
(fig.  695)  would  not  be  equal  and  parallel,  and  consequently  would  have  a 
resultant  causing  the  needle  to  move  in  a definite  direction.  But  no  such 
motion  can  be  detected  ; hence  the  field  is  uniform. 

727.  Magnetic  elements.  Declination. — In  order-  to  specify  completely 
the  magnetic  state  at  any  point  of  the  earth’s  surface,  three  things  must  be 
known;  these  are— i.  Declination;  ii.  Inclination  or  Dip;  iii.  Force  or 
Intensity.  These  three  are  termed  the  magnetic  elements  of  the  place.  We 
shall  explain  them  in  the  order  in  which  they  stand. 

The  geographical  meridian  of  a place  is  the  imaginary  plane  passing 
through  this  place  and  through  the  two  terrestrial  poles,  and  the  meridian 
is  the  outline  of  this  plane  upon  the  surface  of  the  globe.  Similarly  the 
magnetic  meridian  of  a place  is  the  vertical  plane  passing  at  this  place 
through  the  two  poles  of  a compass  needle  in  equilibrium. 

In  general  the  magnetic  meridian  does  not  coincide  with  the  o-eo- 
graphical  meridian,  and  the  ang'le  which  the  magnetic  makes  with  the 
geographical  meridian— that,  is  to  say,  the  angle  which  the  direction  of 
the  needle  makes  with  the  geographical  meridian— is  called  the  declination  or 
vanation  of  the  magnetic  needle.  The  declination  is  said  to  be  cast  or  west 
according-  as  the  north  pole  of  the  needle  is  to  the  east  or  west  of  the 
geographical  meridian. 

728.  Variations  in  declination. -The  declination  of  the  magnetic  needle 
which  varies  in  different  places,  is  at  present  west  in  Europe  and  in  Africa’ 
but  east  in  Asia  and  in  the  greater  part  of  North  and  South  America  It 
shows  further  considerable  variations  even  in  the  same  place.  These  varia 
tions  aie  of  two  kinds  : some  are  regular,  and  are  either  secular,  annual  or 
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diurnal  ; others,  which  arc  irregular,  are  clue  to  what  are  called  magnetic 

Secular ^variations—  In  the  same  place  the  declination  varies  in  the 
course  of  time  and  the  needle  appears  to  make  oscillations  to  the  east  and 
west  of  the  meridian,  the  duration  of  which  extends  over  centuries.  ie 
declination  has  been  known  at  London  since  1580,  and  the  following  table 


Year 

1 

Declination  j 

Year 

Declination 

ii°  17'  E. 

4°  5' 
o° 

2°  30'  W. 
9°  4o' 
i3°  0' 

1 90  30 
23°  39' 

24°  36' 

1 24°  28' 

1815 

1820 

1831 

1865 

1871 

1880 

1883 

1896 

1901 

1904 

240  27'  w.  j 
24°  11' 

240  0' 

20°  34' 

1 9°  42' 

■8°  33' 

1 8°  15' 

1 6°  56' 

1 6°  24' 

160  15' 

1580 

1634 

1657 

1672 
1700 
1720 
1 760 
1790 
1800 
1806 

This  table  w^eriy^edinErtion^^^ttaînediri  l8<», 

TiOlâ'ZÎ  SS  Z needle  has  gradually  .ended  towards 

the  At  Paris  the  changes  have  been  similar  to  those  at  London.  In  1580  the 

At  I ans  me  cnaugc  j666  lt  was  at  zero; 

and”  the  ^“se  a.  present  being  a little  more  than 

5'  Yarmouth  and  Douer  «-^n  is  about  than  at  btmdon  , 

% ISS ' t&  3"  oh  and  at  Glasgow  and 

“"rXlflrrl—  ÏW  magnetic  elements  a,  Ke„ 
extending  over  thirty-nine  yearn  . 


Year 


1865 

1875 

1880 

1885 

1890 

1895 

1898 

1900 

1901 

19°4 


Declination 

20°  59' 
19°  4l' 

1 8°  59' 
18  ’ 26' 

170  51' 
17°  17' 
17°  !' 

1 6°  S3' 

1 6°  48' 

1 6°  37' 


Inclination 


68°  7' 
67°  48' 
67°  42' 
67°  38' 
67°  33' 
67°  24 
67°  17 
67°  n' 
6 7°  9' 
67°  1' 


Horizontal 

force 


0-1765 
0-1791 
0-1797 
o- 1 806 
0-1817 

0-1828 

0-1836 

0-1843 

0-1846 

0-1854 
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In  certain  parts  of  the  earth  the  magnetic  coincides  with  the  geographical 
meridian.  These  points  are  connected  by  an  irregularly  curved  imaginary 
line,  called  a line  of  no  variation  or  agonic  line.  Such  a line  cuts  the  east 
of  South  America,  and,  passing  east  of  the  West  Indies,  enters  North 
America  near  Cape  Hatteras,  and  traverses  Hudson’s  Bay  ; thence  it  passes 
through  the  Arctic  regions,  entering  the  Old  World  east  of  the  White  Sea, 
traverses  the  Caspian,  cuts  the  east  of  Arabia,  turns  then  towards  Australia, 
and  passes  across  the  Antarctic  circle,  to  complete  the  circuit. 

Isogonic  lines  are  lines  connecting  those  places  on  the  earth’s  surface  at 
which  the  declination  is  the  same. 

Maps  on  which  such  isogonic  lines  are  depicted  are  called  declination 
or  variation  maps  ; and  a comparison  of  these  in  various  years  is  well  fitted 
to  show  the  variation  which  this  magnetic  element  undergoes.  The  first  of 
the  kind  were  constructed  in  1700  by  Halley.  Plate  IV.  represents  a map 
on  Mercator’s  projection  giving'  these  lines  for  the  year  1900.  It  will  be  seen 
that  the  surface  of  the  globe  is  divided  by  these  lines  into  two  regions  : one, 
the  smaller,  in  which  the  variation  is  westerly,  as  indicated  by  the  continuous 
lines  ; the  other,  in  which  the  variation  is  easterly,  as  indicated  by  the  dotted 
lines.  There  is  also  a closed  agonic  line  in  the  East  of  Asia,  enclosing 
Japan  and  a portion  of  China.  Within  this  curve  the  declination  is  westerly. 
This  chart  is  useful  to  the  mariner  as  not  only  giving  him  the  declination 
in  any  place,  but  also  as  showing  him  the  places  on  the  globe  where  the 
declination  changes  most  rapidly.  Of  these  the  most  remarkable  are  the 
coast  of  Newfoundland,  the  Gulf  of  St.  Lawrence,  the  seaboard  of  North 
America,  and  the  English  Channel  and  its  approaches. 

729.  Annual  and  diurnal  variations. — Cassini  first  discovered  in  1780  that 
the  declination  is  subject  to  small  annual  variations.  At  Paris  and  London 
it  is  greatest  about  the  vernal  equinox,  diminishes  from  that  time  to  the 
summer  solstice,  and  met  eases  again  during'  the  nine  following'  months. 
It  does  not  exceed  from  15'  to  18',  and  it  varies  somewhat  at  different 
epochs. 

The  daily  variatiojis  were  first  discovered  by  Graham  in  1722.  In 
this  country  the  north  pole  moves  every  day  from  east  to  west  from  sun- 
rise until  one  or  two  o’clock  ; it  then  tends  towards  the  east,  and  at  about 
ten  o’clock  regains  its  original  position.  During  the  night  the  needle  is 
almost  stationary.  Thus  the  westerly  declination  is  greatest  during  the 
warmest  part  of  the  day. 

The  amount  of  the  daily  variation  depends  on  the  season  of  the  year 
ranging  from  25' in  summer  to  5'  or  less  in  winter.  The  mean  annual  value  of 
the  daily  range  varies  from  year  to  year,  oscillating  between  maximum  values 
which  occur  every  ten  and  a half  or  eleven  years.  Years  of  maximum  mean 
daily  variation  coincide  with  years  of  maximum  sunspot  area  (738)  The 
amplitude  of  the  daily  variation  decreases  from  the  poles  towards  the 
equator,  where  it  is  very  slight.  Near  the  equator  a line  may  be  drawn 
passing  through  places  where  there  is  no  daily  variation 

730.  Declination  compass.-The  declination  compass  is  an  instrument 
by  which  the  magnetic  declination  of  any  place  may  be  determined  when 
its  astronomical  meridian  is  known.  The  form  represented  in  fie  607 
consists  of  a brass  box,  AB,  in  the  bottom  of  which  is  a graduated  circle  M 
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In  the  centre  is  a pivot  on  which  oscillates  a very  light  lozenge-shaped 
magnetic  needle,  ab.  To  the  box  are  attached  two  uprights  supporting  a 
horizontal  axis,  X,  on  which  is  fixed  an  astronomical  telescope,  L, 
movable  in  a vertical  plane.  The  box  rests  on  a foot,  P,  about  which  it 

can  turn  in  a horizontal 
plane,  taking  with  it  the 
telescope.  A fixed  circle, 
QR,  which  is  called  the 
azimuth  circle , measures  the 
number  of  degrees  through 
which  the  telescope  has  been 
turned,  by  means  of  a vernier, 

V,  fixed  to  the  box.  The 
inclination  of  the  telescope, 
in  reference  to  the  horizon, 
may  be  measured  by  another 
vernier,  K,  which  moves  with 
the  axis  of  the  telescope,  and 
is  read  off  on  a fixed  gradu- 
ated arc,  x. 

The  first  thing  in  deter- 
mining the  declination  is  to 
adjust  the  compass  horizon- 
tally by  means  of  the  screws 
SS,  and  the  level  n.  The 
astronomical  meridian  is  then 
found,  either  by  an  observa- 
tion of  the  sun  at  noon  exactly, 
or  by  any  of  the  ready  methods 
known  to  astronomers.  The 
box  AB  is  then  turned  until 
the  telescope  is  in  the  plane  of  the  astronomical  meridian.  The  anglemade 
by  the  magnetic  needle  with  the  diameter  N,  which  corresponds  with  the 
zero  of  the^scale,  and  is  exactly  in  the  plane  of  the  telescope,  is  then  read i off 
on  the  graduated  limb,  and  this  is  east  or  west,  according  as  the  pole  « o 
the  needle  stops  at  the  east  or  west  of  the  diameter  N. 

Correction  of  errors.-These  indications  of  the  compass  are  only 
correct  when  the  magnetic  axis  of  the  needle— that  is,  the  right  line  passing 
, the  tw0  poles — coincides  with  its  axis  of  figure,  or  the  line  conne 

Sftwo  ends  This  is  not  usually  the  case,  and  a correction  must  there- 
fore be  jnade,  which  is  done  by  the  of  rcvoroiou.  For  1 bis  purpose 

the  needle  is  not  fixed  in  the  cap,  but  merely  rests  on  it,  so  that 
removed  and  its  position  reversed  ; thus  what  was  before  .he  tower  is^now 
the  upper  face.  The  mean  between  the  observations  made  in 

giV?«  WNSdte  "he"  astronomical  meridian,  at  the  axis  of  figure  of  the 
needed  »,»  ta  magnetic  axis  (fig.  6,8).  The  true  dedination  ,s  no. 
arc  No,  but  the  arc  Nr«,  which  is  greater.  I now  the  » d e . turned^  ^ 
line  inn  makes  the  same  angle  with  the  meridian  AS  , but 
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the  needle,  which  was  on  the  right  of  mn,  is  now  on  the  lett  (fig.  699),  so  that 
the  declination,  which  was  previously  too  small  by  a certain  amount,  is  now 
too  large  by  the  same 
amount.  Hence,  pro- 
vided the  error  be 
small,  the  true  declina- 
tion is  given  by  the 
mean  of  these  two  ob- 
servations. 

732.  Mariner’s  com- 
pass.— The  magnetic 
action  of  the  earth  has 
received  its  most  im- 
portant application  in 
the  mariner's  compass. 

This  is  a declination 
compass  used  in  guiding  the  course  of  a ship.  Fig.  700  represents  a view 
of  the  whole,  and  fig.  701  a vertical  section.  It  consists  of  a cylindrical  case, 
BB',  which  is  supported  on  gimbals  so  as  to  keep  the  compass  in  a horizontal 
position  in  spite  of  the  rolling  of  the  vessel.  These  are  two  concentric 


Fig.  698 


Fig.  699 


Fig.  700 


rings,  one  of  which,  attached  to  the  case  itself,  moves  about  the  axis  xd which 
plays  in  the  outer  ring  AB,  and  this  moves  in  the  supports  PQ,  about  the 
axis  mn,  at  right  angles  to  the  first. 

In  the  bottom  of  the  box  is  a pivot,  on  which  is  placed,  by  means  of  an 
agate  cap,  a magnetic  bar,  ab,  which  is  the  needle  of  the  compass.  On  this 
is  fixed  a disc  of  mica,  called  the  compass  card,  a little  larger  than  the  length 
of  the  needle,  on  which  is  traced  a star  or  rose , with  thirty-two  branches 
making  the  eight  points  or  rhumbs  of  the  wind,  the  demi-rhumbs  and  thé 
quarters.  The  branch  ending  in  a small  star,  and  called  N,  corresponds  to 
the  magnetic  axis  of  the  bar  ab,  which  is  underneath  the  disc 

There  are  several  objections  to  the  compass  just  described,  of  which  one 
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is  that  the  magnet  ah  must  be  pierced  at  the  centre  for  fitting  the  agate  cap, 
and  that  its  magnetic  character  is  thereby  altered.  Another  objection  is  the 
uncertainty  as  to  the  direction  of  the  magnetic  axis  of  the  magnet.  Errors 
from  these  causes  may  be  avoided  by  using  two  magnets  instead  of  one. 
They  are  rectangular  in  form,  and  are  attached  at  right  angles  to  the  card, 
parallel  to  each  other,  and  equidistant  from  the  centre. 

The  box  or  bowl  in  which  the  compass  card  is  supported  is  made  oi 
copper,  to  produce  electrodynamic  damping  of  the  needle  or  needles  (963). 

In  Lord  Kelvin’s  compass,  the  card  and  its  attachments  are  made  as 
light  as  possible,  to  diminish  the  friction  at  the  pivot  and  so  render  the 
compass  more  sensitive.  The  card  consists  of  a thin  aluminium  circular 
rim  with  silk  strings  extending  radially  from  it  to  a small  aluminium  disc 
at  the  centre,  to  which  is  fitted  an  agate  or  sapphire  cap.  A thin  paper 
annulus  is  gummed  to  the  strings,  and  on  this  are  marked  the  points  of  the 
compass.  The  pivot  on  which  the  cap  rests  is  made  of  platinum-iridium,  to 
ensure  hardness  and  freedom  from  oxidation.  There  are  eight  magnets,  of 
the  thickness  of  a knitting-needle,  and  of  lengths  ranging  from  8 cm.  to  5 cm., 
placed  symmetrically  on  each  side  of  the  centre  and  connected  together 
by  silk  strings  ; they  are  supported  from  the  aluminium  ring  by  silk  strings, 
and  lie  in  a plane  about  3 cm.  below  the  card. 

The  weight  of  card  magnets  and  all,  is  not  more  than  180  grains,  or 
1 1 a grammes.  Since  the  needles  are  some  way  below  the  point  of  suspension 
the  card  remains  horizontal  even  when  the  earth’s  vertical  force  [i.e.  the 
tendency  of  the  needles  to  dip)  is  considerable.  The  peiiod  of  vibration  of 
the  card  is  greater  than  in  the  older  form  of  compass  card  ; but,  owing  to  the 
comparative  absence  of  friction,  the  needles  always  point  in  the  diiection  of 
the  horizontal  field. 

The  bowl  of  Lord  Kelvin’s  compass  has  a compartment  at  its  base 
partially  filled  with  a viscous  liquid  {eg.  castor  oil),  to  prevent  oscillations. 

The  prismatic  compass  is  greatly  used  for  surveying,  more  especially 
for  military  purposes  ; it  differs  from  the  mariner’s  compass  mainly  in  its 
dimensions,  and  in  the  way  in  which  obser- 
vations are  made.  It  consists  of  a shallow 
metal  box  about  2 1-  inches  in  diameter 
(fig.  702)  ; the  needle,  which  is  fixed  below  the 
compass  card,  plays  on  a pivot  much  as  in 


fig.  701.  On  the  left  of  fig.  702  is  seen  a metal  frame  across  which  is 
stretched  a horse-hair,  forming  a sight-vane.  Exactly  opposite  this  is  a 
right-angled  prism  P enclosed  in  a metal  case,  with  an  eyehole  and  a slit 

ns  represented  nt  tlie  side  of  tlie  figure.  .,111  • n a 

When  an  observation  is  to  be  made,  the  compass  is  held  horizontally,  and 
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so  that  the  slit  in  the  prism,  the  hair  of  the  sight-vane,  and  the  distant  object 
are  seen  to  be  in  the  same  line  ; the  observer,  looking  through  the  eyehole, 
notes  the  angle  which  the  needle  makes  ; a similar  observation  is  made 
with  another  object,  and  thus  the  angle  between  them,  or  their  bearing , is 
given. 

The  sight-vane  moves  on  a hinge,  and  can  be  turned  down,  when  it 
presses  a spring  which  lifts  the  magnet  from  the  pivot  and  keeps  it  rigid, 
so  that  the  compass  can  be  transported  in  any  position. 

As  the  image  is  seen  through  the  convex  face  of  the  prism  it  is  magnified, 
and  as  it  is  seen  by  reflection  it  is  reversed,  hence  in  order  that  the  figures 
may  be  read  correctly  they  must  be  reversed  on  the  card  ; the  reflection 
being  total  there  is  little  loss  of  light. 

733.  Inclination  or  dip.  Magnetic  equator. — If  the  needle  is  so  arranged 
that  it  can  move  freely  in  a vertical  plane  about  a horizontal  axis,  it  will  be 
seen  that,  although  the  centre  of  gravity  of  the  needle  lies  in  the  axis  of 
suspension,  the  north  pole  in  our  hemisphere  dips  downwards.  In  the 
southern  hemisphere  the  south  pole  is  inclined  downwards. 

The  angle  which  the  magnetic  needle  makes  with  the  horizon,  when  the 
vertical  plane  in  which  it  moves  coincides  with  the  magnetic  meridian,  is 
called  the  inclination  or  dip  of  the  needle.  In  any  other  plane  than  the 
magnetic  meridian  the  inclination  increases , and  is  90°  in  a plane  at  right 
angles  to  the  magnetic  meridian.  For  the  magnetic  inclination  represents 
the  direction  of  the  total  magnetic  force,  which  may  be  resolved  into  two 
forces,  one  acting  horizontally  and  the  other  vertically.  When  the  needle 
can  only  move  in  a plane  at  right  angles  to  the  magnetic  meridian,  the 
horizontal  component  can  only  act  in  the  direction  of  the  axis  of  suspen- 
sion, and  therefore  cannot  affect  the  needle,  which  is  then  solely  influenced 
by  the  vertical  component,  and  consequently  stands  vertical. 

The  value  of  the  dip,  like  that  of  the  declination,  differs  in  different 
localities.  It  is  greatest  in  the  polar  regions,  and  decreases  with  the  latitude 
to  the  equator,  where  it  is  approximately  zero.  In  London  at  the  present  time 
(1905)  the  dip  is  66°  56'.  In  the  southern  hemisphere  the  inclination  is  again 
seen,  but  in  a. contrary  direction  ; that  is,  the  south  pole  of  a needle  dips 
below  the  horizontal  line. 

The  magnetic  poles  of  the  earth  are  those  places  in  which  the  dipping- 
needle  stands  vertical,  that  is,  where  the  dip  is  90°.  In  1831  the  first  of 
these,  the  magnetic  north  pole,  was  found  by  Sir  James  Ross  in  96°  43' 
west  longitude  and  70°  north  latitude.  The  same  observer  found  in  the 
South  Sea,  in  76°  south  latitude  and  1680  east  longitude,  that  the  inclination 
was  88°  37'.  From  this  and  other  observations,  it  has  been  calculated  that 
the  position  of  the  magnetic  south  pole  was  at  that  time  in  about  1 C40  east 
longitude  and  7 5*°  south  latitude.  The  line  of  no  declination  (agonic  line' 
passes  through  these  poles,  and  the  lines  of  equal  declination  (isogonic 
lines)  converge  towards  them. 

The  magnetic  equator,  or  aclinic  line , is  the  line  which  joins  all  those 
places  on  the  earth  where  there  is  no  dip  : that  is,  all  those  in  which  the 
dipping-needle  is  horizontal.  It  is  a somewhat  sinuous  line,  not  differing 
much  from  a great  circle  inclined  to  the  equator  at  an  angle  of  p°  and 
cutting  it  on  two  points  nearly  opposite  each  other— one  in  the  Atlantic  and 
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one  in  the  Pacific  (see  Plate  V.).  These  points  appear  to  be  gradually 
moving  their  position,  and  travelling  from  east  to  west. 

Lines  connecting  places  in  which  the  dip  is  the  same  are  called  isoclinic 
lines.  They  have  a certain  analogy  and  parallelism  with  the  parallels  of 
latitude,  and  the  term  magnetic  latitude  is  sometimes  used  to  denote  positions 
on  the  earth  with  reference  to  the  magnetic  equator.  Plate  V.  is  an  inclina- 
tion map  for  the  year  1900,  the  construction  of  which  is  quite  analogous  to 
that  of  the  map  of  declination. 

The  inclination  is  subject  to  secular  variations,  like  the  declination,  as  is 
readily  seen  from  a comparison  of  maps  of  inclination  for  different  epochs. 
At  Paris,  in  1671,  the  inclination  was  750  ; since  then jt  has  been  continually 
decreasing  : in  1835  it  was  67°  24'  ; in  1849,  67°  ; in  1859,  66°  16'  ; in  1869, 
65°  43'  ; in  1879,  65°  32'  ; in  1883,  65°  17'  ; in  1891,65°  n';  in  1893,  65°  8' ; 
in  1895,  65°  5'  ; in  1896,  65°  2'  ; in  1897,  65°  1'  ; and  in  1901,  64°  54'. 

The  following  table  gives  the  secular  changes  in  the  inclination  at  London, 
from  which  it  will  be  seen  that  since  1723,  in  which  it  was  at  its  maximum, 
it  has  continually  diminished  by  an  average  of  something  more  than  thiee 
minutes  in  each  year 


Year 

Inclination 

Year 

Inclination  i 

1576 

1600 

1676 

1723 

1773 

1780 

1790 

1800 

l82I 

1828 

1838 

710  50' 
72° 

73°  3o' 
74°  42' 
72°  19' 
720  8' 
7 1°  33' 
70°  35' 
70°  31' 
69°  47' 
69°  17' 

1854 

1859 

1874 

1876 

1878 

1880 

1883 

1896 

1901 

1904 

68°  31' 

6S°  2 1 ' 

67°  43' 

67°  39' 

67°  36' 

67°  35' 

67°  31' 

67°  10' 

67°  7' 

66°  57'  ; 

734.  Inclination  compass. — An  inclination  compass,  or  dip  circle,  is  an 
instrument  for  measuring  the  magnetic  inclination  or  dip.  One  form,  repre- 
sented in  fig.  703,  though  not  best  adapted  for  the  most  accurate  measuie- 
ments,  is  well  suited  for  illustrating  the  principle.  It  consists  of  a graduated 
horizontal  brass  circle  m,  supported  on  three  legs,  provided  with  levelling 
screws.  Above  this  circle  there  is  a plate  A,  movable  about  a vertica 
axis  and  supporting,  by  means  of  two  columns,  a second  graduated  circle  M, 
which  measures  the  inclination.  The  axle  of  the  needle  rests  on  agate 

plates  on  a frame  r.  . . _ 

To  observe  the  inclination,  we  must  first  determine  the  magnetic  meridian, 

which  is  effected  by  turning  the  plate  A on  the  circle  m until  the  needle  is 
vertical,  for  in  that  case  it  is  in  a plane  at  right  angles  to  the  magnetic 
meridian  (733)-  'The  plate  A is  then  turned  90  on  the  circle  m by  ' 
the  vertical  circle  M is  brought  into  the  magnetic  meridian.  I he  an  e 
dca,  which  the  magnetic  needle  makes  with  the  horizontal  diameter,  is  tne 

angle  of  inclination. 
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There  are  here  several  sources  of  error,  which  must  be  allowed  for.  The 


most  important  are  these  : — i.  The  magnetic  axis  of  the  needle  may  not 
coincide  with  its  axis  of  figure  ; hence  an  error  which  is  corrected  by 
reversing  the  needle  on  its  bearings,  ii.  The  centre  of  gravity  of  the  needle 
may  not  coincide  with  the  axis  of  suspension,  and  then  the  angle  dca  is  too 
great  or  too  small,  according  as 
the  centre  of  gravity  is  below  or 
above  the  centre  of  suspension  ; 
for  in  the  first  case  the  action  of 
gravity  is  in  the  same  direction 
as  that  of  the  magnetic  force, 
and  in  the  second  it  is  in  the 
opposite  direction.  To  correct 
this  error,  the  poles  of  the  needle 
must  be  reversed  by  remag- 
netising it  in  such  a way  that 
what  was  a north  is  now  made 
a south  pole.  The  inclination 
is  now  redetermined,  and  the 
mean  taken  of  the  results  ob- 
tained in  the  two  groups  of 
operations,  iii.  The  line  of 
zeros  may  not  be  horizontal. 

To  correct  the  error  that  would 
arise  from  this  cause,  the  posi- 
tion of  the  needle  is  observed 
when  the  circle  M is  facing  east, 
and  also  when  it  is  facing 
west. 

The  Kew  dip  circle  is  in  principle  like  the  instrument  just  described, 
but  is  moie  elaborate.  The  needle  is  3 inches  long  and  turns  about 
an  axle,  consisting  of  a fine  steel  cylinder,  resting  on  agate  edges.  The 
\eitical  ciicle  is  enclosed  in  a glass  box,  and  the  positions  of  the  ends  of  the 
needles  are  observed  by  means  of  microscopes. 

735-  Force  of  the  earth’s  magnetism. —If  a magnetic  needle  is  deflected 

from  its  position  of  equilibrium  and  left  to  itself,  it  will  perform  oscilla- 
tions, which  follow  laws  analogous  to  those  of  the  pendulum  (56).  If  the 
magnet  is  removed  to  another  place,  and  caused  to  oscillate,  a different 
frequency  of  oscillation  will  be  observed  ; and  the  earth’s  magnetic  forces 
m the  two  places  will  be  respectively  proportional  to  the  squares  of  the 
number  of  oscillations  in  the  same  time. 

If  at  M the  number  of  oscillations  in  a minute  had  been  25=//  and  at 
another  place  M',  24  = 7/,  we  should  have  (see  art.  719)— 


Fig.  703 


Force  of  the  earth’s  magnetism  at  M n2  62K 
Force  of  the  earth’s  magnetism  at  M'  ~ n}  = 576  = 1 'o!^' 


ïfnfSihftîe?rCe  °Qf  the™gnetism  at  the  second  place  is  taken  as  unity, 
that  of  the  first  is  ro85.  If  the  magnetic  condition  of  the  needle  had  not 
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changed  in  the  interval  between  the  two  observations,  this  method  would 
give  the  relation  of  the  forces  at  the  two  places. 

In  these  determinations  of  the  force,  it  would  be  necessary  to  observe 
the  oscillations  of  the  dip  needle,  which  are  produced  by  the  total  force 
of  the  earth’s  magnetism.  These,  however,  are  difficult  to  obtain  with 
accuracy,  and  therefore  those  of  the  declination  needle  are  usually  taken. 
The  force  which  makes  the  declination  needle  oscillate  is  only  a portion 
of  the  total  magnetic  force,  and  is  smaller  in  proportion  as  the  inclination 
is  greater.  If  a line  ac  = T (fig.  704)  represent  the  total  force  at  the  place  M, 
the  angle  i the  inclination,  then  the  horizontal  component  H = ab  = 1'  cos  i. 
Hence,  if  n and  n'  represent  the  number  of  vibrations,  in  a given  time,  of  a 
declination  needle  at  the  two  places,  at  which  the  total  forces  are  T I 
respectively,  we  shall  have — 


T cos  i 
T' cos  1 


_ ; hence  4-  = 

/2  9 'T*' 


n~  cos  i' 
nn  cos  i 


That  is  to  say,  having  observed  in  two  different  places  the 
number  of  oscillations,  n and  n\  that  the  same  needle  makes 
in  the  same  time,  the  ratio  of  the  magnetic  forces  in  the  two 
places  will  be  found  by  multiplying  the  ratio  of  the  square  of 
the  number  of  oscillations  by  the  inverse  ratio  of  the  cosines  of 


Fig.  7°4 


the  angle  of  dip. 

Plate  VI.  is  a chart  representing  the  distribution  of  hori- 
zontal force  over  the  earth’s  surface.  The  lines  of  equal  horizontal  force  aie 
somewhat  irregular,  especially  in  the  neighbourhood  of  the  equator  and  in 
extreme  latitudes.  The  horizontal  force  diminishes  as  we  proceed  from  the 
equator  either  northwards  or  southwards.  If  its  value  in  the  south  o 
England  is  taken  as  unity,  its  maximum  value  (2-1)  occurs  in  Borneo,  and 
there  is  another  maximum  (1-9)  on  the  west  side  of  Panama.  At  the  Cape 
of  Good  Hope  the  horizontal  force  is  nearly  the  same  as  in  England,  its 
change  with  place  is  most  rapid  in  the  region  of  Australia.  When  the 
an  ole  of  dip,  i,  is  known,  the  total  force  T,  or  the  vertical  force  Z,  in  any  place, 
may  be  obtained  from  the  values  in  the  chart  by  the  formula  T = H sec  * ; 

and  Z = PI  tan  z.  . ■ 1 

The  total  force  is  least  near  the  magnetic  equator,  and,  increasing  wit 

the  latitude,  is  greatest  near,  but  not  quite  at,  the  magnetic  poles  ; the  places 
of  maximum  intensity  are  named  the  magnetic  fact  There  are  two 
magnetic  foci  in  the  northern  hemisphere,  called  respectively  Üre  Amène 

focus  and  the  Siberian  focus.  The  American  focus  15  Æs 

longitude  940  W.  ; the  Siberian  focus  in  66  north  latitude  and  1 15  east  Ion 
tudf  There  ai’e  probably  also  two  foci  in  the  southern  hemisphere 
which  are  near  to  the  south  magnetic  pole  and  not  far  from 1 each  y _ 
The  lines  connecting  places  of  equal  total  foice  J h 

lines  They  are  not  parallel  to  the  magnetic  equator,  but  seem  to  a 

.L7a“e  direction  as  the  isothermal  lines  Accordmg i.o  Kuppfet. 

1 24'Xconds  vibrated  nrore”  s-A 


LINES  OF  EQUAL  HORIZONTAL  FORCE,  1900. 
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doubt  as  to  the  accuracy  of  these  observations,  owing  to  uncertainty  as  to 
the  correction  for  temperature. 

The  intensity  varies  in  the  same  place  with  the  time  of  day  : it  attains  its 
maximum  between  4 and  5 in  the  afternoon,  and  is  at  its  minimum  between 
10  and  1 1 in  the  morning. 

It  is  probable,  though  it  has  not  yet  been  ascertained  with  certainty,  that 
the  force  undergoes  secular  variations.  From  measurements  made  at  Kew 
it  appears  that  on  the  whole  the  total  force  experiences  a very  slight  annual 
increase. 

736.  Determination  of  the  horizontal  force  in  absolute  measure. — The 

relative  values  of  the  earth’s  horizontal  magnetic  force  at  two  places  may  be 
determined,  as  we  have  seen,  by  causing  a compass  needle,  whose  moment 
is  assumed  to  remain  constant,  to  vibrate  at  the  two  places  and  talcing  the 
ratio  of  the  squares  of  the  number  of  vibrations  in  a given  time.  The  chart 
(Plate  VI.)  shows  the  distribution  of  horizontal  force  on  the  earth’s  surface 
for  the  year  1900,  the  force  at  London  being  taken  as  unity.  But  it  is 
possible  to  determine  the  horizontal  force  in  absolute  measure — that  is,  in 
terms  of  the  fundamental  units  of  length,  mass,  and  time — without  referring  to 
its  value  at  any  particular  place,  and  without  assuming  the  constancy  of  the 
moment  of  any  particular  magnet.  For  this  purpose  two  experiments  are 
necessary  : (1)  the  vibration  experiment,  (2)  the  deflection  experiment. 

Vibration  experiment. — When  a bar  magnet,  suspended  by  a thread 
without  torsion,  and  free  to  oscillate  in  a horizontal  plane,  is  deflected  from 
its  position  of  equilibrium  and  then  left  to  itself,  it  vibrates  about  this  posi- 
tion, making  oscillations  which,  if  small,  are  isochronous  like  those  of  the 
pendulum.  The  frequency  of  these  oscillations  depends  on  the  mass  and 
dimensions  of  the  bar,  on  its  magnetic  moment,  and  on  the  intensity  of  the 
earth’s  magnetism  in  the  place  of  observation.  The  period,  t,  is  given 

by  the  formula  t-ir  , where  I is  the  moment  of  inertia  (89A)  of  the 

magnet,  M its  magnetic  moment,  and  FI  the  horizontal  force  of  the  earth’s 
magnetism.  Hence 

HM  = 47rJI. 


The  moment  of  inertia  of  a magnet  may  be  determined  from  its  mass 
and  linear  dimensions  if  the  magnet  is  homogeneous  in  structure  and  of  a 
îegulai  geometrical  shape  ; or  it  may  be  determined  experimentally  by  first 
observing  the  time  of  oscillation  of  the  magnet  under  the  influence  of  the 
earth’s  magnetism,  and  then  the  time  when  it  has  been  loaded  with  a mass 
the  moment  of  inertia  of  which  is  known,  and  which  does  not  alter  the 
magnetic  moment  of  the  bar. 

Now  the  value  of  HM  depends  on  the  nature  of  the  bar,  and  on  the 
force  of  the  earth’s  magnetism  in  the  place  in  question.  If  the  magnetism 
of  the  bar  were  increased  or  diminished,  or  if  the  same  bar  were  removed 
to  a different  locality,  the  product  would  have  a different  value.  We  must 
therefore  find  some  independent  relation  between  FI  and  M,  whereby  M,  the 

magnetic  moment  of  the  bar,  may  be  got  rid  of,  and  an  absolute  value  be 
obtained  for  H. 
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Such  a relation  may  be  obtained  from  the  deflection  which  the  bar 
magnet  produces  in  a magnetic  needle. 

Deflection  experiment. — Place  the  magnet,  whose  time  of  vibration  has 
been  determined,  in  the  ‘end  on’  position  (723)  with  regard  to  a small 
compass  needle,  and  note  the  deflection  6.  It  has  been  shown  that  with  this 


arrangement 


M 

H 


tan  6 , where  r is  the  distance  between  the  centre  of 


the  magnet  and  the  centre  of  the  needle.  The  needle  is  usually  provided 
with  a mirror,  and  the  lamp  and  scale  arrangement  described  in  art.  532  is 
used.  The  value  of  tan  6 is  easily  calculated  from  the  observed  deflection 
of  the  spot  of  light  on  the  scale,  and  the  distance  of  the  scale  from  the 
needle.  It  is  not  necessary  to  know  either  the  magnetic  moment  or  any 
other  property  of  the  needle  employed. 

In  the  two  equations  which  have  now  been  obtained,  viz. 


MH  = Iff! 
t- 


and 


M 

H 


|r3  tan  6, 


the  only  unknown  quantities  are  M and  H.  I has  been  evaluated  once  for 
all,  t has  been  determined  in  seconds,  tan  6 calculated  from  the  observed 
deflection,  and  r measured  in  centimetres.  Ihus  M and  H are  separately 
determined  in  absolute  C.G.S.  units  : 

H = HT  / 21 

t \t  D tan  0 

and  M = ^ fl  27 3 1 tan  ê. 


Thus  the  same  operations  which  determine  H determine  M also  in 

absolute  measure.  . . 

The  total  force  is  determined  in  absolute  measure  when  the  dip,  1 , is 

known,  from  the  formula  T = — — , 

The  value  of  H at  Greenwich  for  the  year  1905  is  0-185,  that  is,  the  hoi i- 
zontal  magnetic  field  at  Greenwich  is  such  that  a free  unit  magnetic  (red) 
pole  submitted  to  its  action,  would  begin  to  move  in  a horizontal  noithei  > 
direction,  and  at  the  end  of  one  second  would  have  acquired  a velocity 
of  -185  cm.  per  second.  The  total  force  at  the  same  place  is  -4 77- 
British  units-namely,  the  foot,  grain,  second-are  employed,  the  unit  of  force 
is  that  which  by  acting  for  a second  on  a gram  gives  to  it  a velocity  of  a foo 
per  second,  and  the  unit  magnetic  pole  is  such  that  if  placed  one  foot  fi 0111 
another  equal  pole  it  repels  it  with  a force  equal  to  the  unit  just  defined 
To  convert  the  value  of  H,  when  expressed  in  centimetres,  grammes  and 
seconds,  into  the  equivalent  value  referred  to  British  units,  we  must  multiply 
by  21-69.  In  like  manner,  to  convert  magnetic  forces  referred  to  Bntis 
units  into  the  corresponding  values  expressed  in  centimeties,  gi amines,  an 


seconds,  we  must  multiply  by  0-0461  = 
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737.  Dimensions  of  magnetic  magnitudes. — The  dimensions  of  force, 
momentum,  energy,  &c.,  in  terms  of  length  L,  time  T,  and  mass  M,  were 
given  in  art.  63.  From  these  we  can  readily  deduce  the  dimensions  of 

magnetic  magnitudes.  From  Coulomb’s  law  we  have  F = , where  F is  the 


force  between  two  magnetic  poles,  each  of  strength  in.  Now  the  dimensions 
of  F are  .-.  the  dimensions  of  magnetic  pole,  m,  are,^/ 


ML 

-T-2 


. V or 


_1  8 
M2  L2 

T ’ 


Again,  the  magnetic  force  at  a point  in  a magnetic  field  was  defined  (720) 
as  the  force  on  the  unit  pole  at  that  point.  Hence, 


magnetic 


force  = 


mechanical  force 
pole 


and  its  dimensions  are 


ML  T 1 , _j 

x J 5 = M2  L 2T  ' 
1 M2 


Let  N be  the  number  of  lines  of  force  passing  through  an  area  A,  LI  the 
number  per  square  centimetre  of  that  area,  then  N = AH.  Lienee, 


dimensions  of  magnetic  flux  = L8  x 


M2  L ’ 


M2  L8 

T ' 


See  also  art.  1000. 


738.  Magnetic  observatories. — During  the  last  few  years  great  attention 
has  been  devoted  to  the  observation  of  the  magnetic  elements,  and  observa- 
tories  for  this  purpose  have  been  fitted  up  in  different  parts  of  the  globe. 
These  observations  have  led  to  the  discovery  that  the  magnetism  of  the  earth 
is  in  a state  of  constant  fluctuation,  like  the  waves  of  the  sea  or  the  pressure 
of  the  atmosphere.  In  studying  the  variations  of  the  declination,  &c.,  the 
mean  of  a great  number  of  observations  must  be  taken,  so  as  to  eliminate 
irregular  disturbances  and  bring  out  the  general  laws. 

The  principle  on  which  magnetic  observations  are  automatically  recorded 
is  as  follows  : — Suppose  that  in  a dark  room  a bar  magnet  is  suspended 
horizontally,  and  at  its  centre  is  a small  mirror;  suppose  further  that  a lamp 
sends  a ray  of  light  to  this  mirror,  the  inclination  of  which  is  such  that  the  ray 
is  reflected,  and  is  received  on  a horizontal  drum  placed  underneath  the  lamp. 
1 he  axis  of  the  drum  is  at  right  angles  to  the  axis  of  the  magnet  ; it  is  covered 
with  sensitive  photographic  paper,  and  is  rotated  uniformly  by  clockwork. 
If  now  the  magnet  is  quite  stationary,  as  the  drum  rotates,  the  reflected 
spot  of  light  will  trace  a straight  line  on  the  paper  with  which  the  revolving- 
drum  is  covered.  But  if,  as  is  always  the  case,  the  position  of  the  magnet 
varies  during  the  twenty-four  hours,  the  effect  will  be  to  trace  a sinuous  line 
on  the  papei . These  lines  can  afterwards  be  fixed  by  ordinary  photographic 
methods.  If  we  know  the  distance  of  the  mirror  from  the  drum,  and  the 
length  of  the  paper  band  which  comes  under  the  influence  of  the  spot  of  light 
in  a given  time— twenty-four  hours,  for  instance— the  angular  deflection  at 
any  given  moment  may  be  deduced  by  a simple  calculation  (532). 
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The  observations  made  in  the  English  magnetic  observatories  were 
reduced  by  Sabine,  and  revealed  some  curious  facts  in  reference  to  mag- 
netic storms  and  the  daily  range  of  magnetic  declination.  He  found 
that  the  latter  exhibits  a certain  periodicity,  and  attains  its  greatest  value 
about  every  ten  years.  Independently  of  this,  Schwabe,  who  for  many  years 
studied  the  subject,  found  that  the  spots  on  the  sun,  seen  on  looking  at 
it  through  a coloured  glass,  vary  in  their  number,  size,  and  frequency, 
but  attain  their  maximum  about  every  ten  or  eleven  years.  Now  Sabine 
established  the  interesting  fact  that  the  period  of  their  greatest  frequency 
coincides  with  the  period  of  greatest  mean  daily  range  of  declination. 
Another  phenomenon  is  the  simultaneous  occurrence  of  magnetic  pertur- 
bations in  very  distant  countries.  Thus  Sabine  mentioned  a magnetic 
disturbance  which  was  felt  simultaneously  at  Toronto,  the  Cape,  Prague, 
and  Van  Diemen’s  Land.  Such  simultaneous  perturbations  have  received 
the  name  of  magnetic  storms.  Other  remarkable  connections  between 
the  sun  and  terrestrial  magnetism  have  been  observed  ; one,  especially, 
of  recent  occurrence  has  attracted  considerable  attention.  It  was  the  flight 
of  a large  luminous  mass  across  a vast  sunspot,  while  a simultaneous 
perturbation  of  the  magnetic  needle  was  observed  in  the  obsei  vatoiy  at  Lew  ; 
subsequent  examination  of  magnetic  observations  in  vaiious  paits  of  the 
world  showed  that  within  a few  hours  one  of  the  most  violent  magnetic 
storms  ever  known  had  prevailed. 

It  seems,  however,  that  these  accidental  variations  in  the  declination 
cannot  be  due  to  changes  in  any  direct  action  of  a possible  magnetic 
condition  of  either  the  sun  or  the  moon.  For  it  can  be  shown  that  if  the 
magnetisation  of  the  latter  were  as  powerful  as  that  of  the  earth,  the 
deflection  which  it  could  produce  would  not  amount  to  the  ^th  of  a second, 
a quantity  which  cannot  be  measured.  In  order  to  produce  a variation  of 
10'  such  as  is  frequently  met  with,  the  magnetisation  of  the  sun  or  of 
the  moon  must  be  12,000  times  that  of  the  earth  ; in  other  words,  a moie 
powerful  degree  of  magnetisation  than  that  of  powerfully  magnetised  stee 

bai  Magnetic  storms  are  nearly  always  accompanied  by  the  exhibition  of  the 
aurora  borealis  in  high  latitudes  ; that  this  is  not  universal  may  be  due 
to  the  fact  that  many  auroras  escape  notice.  The  converse  of  this  is  true, 
that  no  great  display  of  the  aurora  takes  place  without  a violent  magnetic 


storm.  . • 

The  occurrence  of  a magnetic  storm  is  also  almost  invariably  accom- 
panied by  the  flow  of  earth  currents  (920).  Such  currents,  which  have  of  en 
so  prejudicial  an  action  on  telegraph  lines,  are  continuously  recorded  at  the 
Greenwich  Observatory.  The  prevailing  direction  is  NE  and  . 

The  centre  or  focus  towards  which  the  rays  of  the  aurora  converge  es 
approximately  in  the  prolongation  of  the  direction  of  the  dipping-needle  a 
it  may  be  mentioned  in  this  connection  that  the  appearances  of  the  am 01  a 

borealis  have  the  same  periods  as  the  sunspots. 

739.  Magnetisation  by  the  action  of  the  earth.-The  action  of  he 
earth  on  magnetic  substances  resembles  that  of  a magnet,  and  hence  the 
terrestrial  magnetism  is  constantly  tending  to  produce  magnétisa  101 
iron  and  in  steel.  But  as  the  coercive  force  is  very  cons.derable  m the 
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latter  substance,  the  action  of  the  earth  is  inadequate  to  produce  more 
than  slight  magnetisation.  This  is  not  the  case  with  perfectly  soft  iron. 
When  a bar  of  this  metal  is  held  in  the  magnetic  meridian  parallel  to 
the  dip  needle,  the  bar  becomes  at  once  endowed  with  magnetic  polarity. 
The  lower  extremity  is  a north  pole,  and  if  the  north  pole  of  a small 
magnetic  needle  is  approached,  it  will  be  repelled.  This  magnetism  is  of 
course  only  temporary,  for  if  the  bar  is  turned  the  poles  are  inverted,  as  pure 
soft  iron  is  nearly  destitute  of  coercive  force. 

While  the  bar  is  still  vertical,  a certain  amount  of  coercive  force  may 
be  imparted  to  it  by  giving  it  several  smart  blows  with  a hammer,  and  the 
bar  retains  for  a time  the  magnetism  which  it  has  thus  obtained.  But  the 
coercive  force  thus  developed  is  very  small,  and  the  magnetism  disappears 
when  the  iron,  while  held  in  a position  in  which  no  new  magnetic  force 
acts  upon  it,  is  struck. 

If  a bar  of  soft  iron  is  twisted  while  held  vertically,  or,  better,  at  the 
angle  of  dip,  it  acquires  a feeble  permanent  or  subpermanent  magnetisation. 

It  is  this  magnetising  action  of  the  earth  which  develops  the  magnetism 
frequently  observed  in  steel  and  iron  instruments,  such  as  fire-irons,  rifles, 
lamp-posts,  railings,  gates,  lightning  conductors,  &c.,  which  remain  for  some 
time  in  a more  or  less  vertical  position.  They  become  magnetised  with  their 
north  pole  downwards,  just  as  if  placed  over  the  pole  of  a powerful  magnet. 
The  magnetism  of  native  black  iron  oxide  (694)  has  doubtless  been  pro- 
duced by  the  same  cause  ; the  very  different  magnetic  power  of  different 
specimens  being  partly  attributable  to  the  different  positions  of  the  veins  of 
ore  with  regard  to  the  line  of  dip.  The  ordinary  irons  of  commerce  are  not 
quite  pure,  and  possess  a feeble  coercive  force  ; hence  a feeble  magnetic 
polarity  is  generally  found  to  be  possessed  by  the  tools  in  a smith’s  shop. 
Cast  iron,  too,  has  usually  a great  coercive  force,  and  can  be  permanently 
magnetised.  The  turnings,  also,  of  wrought  iron  and  of  steel  produced  by 
the  powerful  lathes  of  our  ironworks  are  found  to  be  magnetised. 

740.  Deviation  of  the  compass  in  iron  ships. — The  magnetic  properties 
of  the  mild  steel  now  so  largely  used  in  the  construction  of  ships  are  similar 
to  those  of  soft  iron,  which  was  at  one  time  generally  employed.  The 
coercive  force  of  mild  steel  is  small  and  its  permeability  considerable. 
A vertical  plate  of  such  steel  placed  in  the  magnetic  meridian,  in  the 
northern  hemisphere,  will  become  magnetised,  by  the  inductive  action  of 
the  earth,  with  blue  polarity  in  the  upper  part  and  towards  the  south,  and 
with  red  polarity  in  the  lower  part  and  towards  the  north,  the  neutral  line 
being  at  right  angles  to  the  earth’s  total  force. 

Each  plate  which  enters  into  the  construction  of  an  iron  or  steel  ship 
is  subjected  to  much  mechanical  violence  in  the  processes  of  hammering, 
boring,  riveting,  &c.,  and  consequently  acquires  an  increased  coercive  force 
(7 02),  and  retains  the  induced  magnetism.  The  ship,  which  is  the  aggregate 
of  the  steel  and  iron  plates  and  masses  used  in  its  construction,  becomes  a 
huge  magnet,  and  its  magnetism  is  to  a considerable  extent  permanent.  The 
direction  of  its  polarity  depends  upon  its  position  in  building.  If  it  has  been 
built  head  north,  the  bow  will  have  red  and  the  stern  blue  magnetism— blue 
magnetism  always  predominating  in  the  upper  part  and  red  towards  the  keel, 
if  the  ship  has  been  built  in  the  northern  hemisphere. 
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Here,  then,  is  a cause  of  deviation  of  the  compass.  Let  us  suppose,  to 
take  an  example,  that  the  ship  has  a blue  pole  near  the  bow  and  a red  pole 
near  the  stern.  In  these  circumstances  there  will  be  no  error  of  the  compass 
when  the  ship  is  sailing  in  a northerly  (magnetic)  direction  ; but  if  she  turns 
eastwards  the  red  end  of  the  compass  needle  will  be  pulled  towards  the 
east,  and  the  error  will  increase  to  a maximum,  and  then  diminish  to  zero, 
as  the  ship’s  head  turns  from  north,  through  east,  to  south.  In  the  whole 
of  this  semicii-cle  the  error  is  easterly  ; in  the  remaining  semicircle  it  is 
westerly.  Hence,  the  error  of  the  compass  due  to  this  cause  is  called  semi- 
circular, since  it  changes  its  sign  in  each  semicircle. 

This  error  is  compensated  by  placing  hard  steel  magnets  in  the  binnacle 
under  the  compass  bowl,  in  such  number  and  at  such  distances  that  the  field 
they  produce  at  the  position  of  the  compass  needles  is  exactly  equal  and 
opposite  to  that  produced  by  the  permanent  magnetism  of  the  ship. 

Error  of  the  compass  is  brought  about  not  only  by  the  permanent 
magnetism  of  the  ship,  but  by  magnetism  temporarily  induced  in  vertical  or 
horizontal  masses  of  iron  or  steel  in  the  ship,  due  to  the  vertical  or  horizontal 
components  of  the  earth’s  magnetic  force. 

Consider,  first,  vertical  masses— the  sides  of  the  ship,  steel  ribs,  masts, 
funnels,  davits,  &c.— acted  on  by  the  vertical  component  Z (735)-  - 

Each  becomes  a magnet  with  blue  polarity  at  the  top  (in  the  northern 
hemisphere)  and  red  polarity  at  the  bottom.  The  effect  of  all  these  vertical 
magnets  on  the  compass  will  depend  upon  the  position  of  the  latter  in  the 
ship,  but  in  any  case  is  such  as  could  be  produced  by  a single  vertical  rod  of 
iron  suitably  placed.  Assuming  all  the  iron  of  the  ship  to  be  symmetrically 
placed  with  regard  to  the  central  vertical  fore-and-aft  plane  of  the  ship, 
the  resultant  vertical  rod  will  be  in  this  plane,  and  the  enoi  it  causes  will 
be  semicircular  in  character,  being  zero  at  N and  S and  a maximum 
near  the  east  and  west  points,  but  of  opposite  signs  in  the  east  and  west 

semicircles.  . 

The  error  due  to  this  cause  is  corrected  by  a vertical  bar  of  soft  iron 
called  a Flinders  bar—  placed  immediately  forward  of  or  immediately 
abaft  the  binnacle,  with  its  upper  or  lower  end  on  a level  with  the  needles 
of  the  compass,  and  of  such  length  as  to  produce  exact  compensation. 
Sometimes  the  length  of  the  Flinders  bar  is  fixed,  and  its  distance  from 
the  binnacle  variable.  In  the  Royal  Navy  the  Flinders  bar  is  fixed  in 
position,  but  its  length  may  be  varied  from  24  inches  downward. 

The  error  due  to  induction  in  vertical  iron  vanishes  at  the  magnetic 
equator,  where  Z,  the  vertical  component,  =0.  It  varies  with  the  tangent 
of  the  dip.  In  the  southern  hemisphere  the  sign  of  the  error  changes. 

Horizontal  masses  of  iron  acted  on  by  the  earth’s  horizontal  force  become 
temporarily  magnetised  with  red  polarity  towards  the  north  and  blue  towards 
the  south,  and  produce  an  effect  on  the  compass  which  a little  cmisideration 
will  show  to  be  a maximum  at  the  intercardinal  points  NE,  SE,  b , an 
NW,  and  to  vanish  at  the  cardinal  points  N,  E,  S,  W.  The  error  due  to 
this  cause  is  called  quadrantal , because  it  changes  sign  in  every  quadrant  : 
if  it  is  to  the  east  when  the  ship’s  head  is  in  the  NE  quadrant,  it  will  be  to 
the  west  in  the  SE  quadrant,  to  the  east  in  the  SW,  and  to  the  west  again  in 

the  NW. 
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The  error  due  to  this  cause  is  for  a given  ship  the  same  in  all  parts  of  the 
world,  for  although  the  induced  magnetism  increases  with  the  horizontal 
force,  the  tendency  of  the  compass  to  return  to  the  meridian  increases  in  the 
same  ratio.  Hence  the  error  is  constant,  and  if  compensated  by  suitably 
placed  masses  of  iron — generally  iron  spheres  attached  to  the  port  and 
starboard  sides  of  the  binnacle — at  any  one  place,  is  compensated  for  all 
parts  of  the  world. 

It  was  stated  above  that  the  magnetism  acquired  by  an  iron  or  steel  ship 
in  the  process  of  building  is  permanent.  This  is  not  strictly  correct,  for  a 
certain  proportion  of  it  is  generally  lost  during  the  first  voyage,  being  shaken 
out  by  the  buffeting  of  the  waves  and  the  vibration  of  the  engines.  The 
magnetism  which  remains  undergoes  very  little  subsequent  diminution,  and 
this  is  called  its  permanent  magnetism,  in  opposition  to  the  subpermanetit 
which  it  loses. 

Before  a ship  leaves  port  for  a long  voyage,  she  is  * swung  for  the  adjust- 
ment of  compasses.’  The  process  consists  in  observing  the  direction  of 
the  standard  compass  on  board,  as  the  ship’s  head  points  N,  NE,  E,  &c., 
and  comparing  it  with  that  of  an  undisturbed  compass  on  shore.  In  this 
way  the  error  of  the  compass  on  each  point  is  ascertained  and  a table  of 
errors  drawn.  By  analysis  of  this  table  the  navigating  officer  finds  out  how 
much  of  the  error  is  due  to  the  permanent  magnetism  of  the  ship  and  how 
much  to  temporary  induction  in  vertical  and  horizontal  iron.  The  several 
errors  are  compensated  (1)  by  permanent  magnets  in  the  binnacle,  (2)  by  a 
Flinders  bar,  and  (3)  by  the  port  and  starboard  iron  spheres. 
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BOOK  IX 

FRICTIONAL  ELECTRICITY 


CHAPTER  I 

FUNDAMENTAL  PRINCIPLES 

741.  Electricity.  Its  nature.— Electricity  is  a powerful  physical  agent 
which  manifests  itself  mainly  by  attraction  and  repulsion,  but  also  by 
luminous  and  heating  effects,  by  violent  shocks,  by  chemical  decomposition, 
and  many  other  phenomena.  It  is  evoked  in  bodies  by  a variety  of  causes, 
among  which  are  friction,  pressure,  chemical  action,  heat  and  magnetism. 

Thales  600  B.C.,  knew  that  when  amber  was  rubbed  with  silk  it  acquired 
the  property  of  attracting  light  bodies  ; and  from  the  Greek  word  (^«rpoQ 
for  this  substance  the  term  electricity  has  been  derived.  This  is  nearly  a 
the  knowledge  left  by  the  ancients  ; it  was  not  until  towards  the  end  of  the 
sixteenth  century  that  Dr.  Gilbert,  physician  to  Queen  Elizabeth,  showed 
that  this  property  was  not  limited  to  amber,  but  that  other  bodies,  such  as 
sulphur,  wax,  glass,  &c.,  also  possessed  it  in  a greater  or  less  degree 

742.  Development  of  electricity  by  friction.— When  a glass  îod,  or  a 
stick  of  sealing-wax  or  shellac,  is  held  in  the  hand,  and  is  rubbed  with  a 
piece  of  flannel  or  with  the  skin  of  a cat,  the  parts  rubbed  will  be  found  to 
have  the  property  of  attracting  light  bodies,  such  as  pieces  of  silk,  wool, 
feathers,  paper,  bran,  gold  leaf,  &c„  which,  after  remaining  a short  time  in 
contact,  are  again  repelled.  They  are  then  said  to  have  become  dednficd 
In  order  to  ascertain  whether  bodies  are  electrified  or  not,  instruments 
called  electroscopes  are  used.  The  simplest  of  these,  the  ekcti  ic  pendidum 
(fig.  705),  consists  of  a pith  ball  attached  by  means  of  a sflk  thread  to  a 
glass  support.  When  an  electrified  body  is  brought  near  the  pith  ball,  the 
fatter  is  instantly  attracted,  but  after  momentary  contact  is  again  repelled 

(fi8Asoîid  body  may  also  be  electrified  by  friction  with  a liquid  or  with  a 
gas.  In  the  Torricellian  vacuum  a movement  of  the  mercuiy  agai 
sides  of  the  glass  produces  a disengagement  of  electric  light « 
the  dark  ; a tube  exhausted  of  air,  but  containing  a few  drops  of  mercuo, 
becomes  also  luminous  when  agitated  in  the  claik. 

If  a quantity  of  mercury  in  a dry  glass  vessel  is  connected  with  a gold 
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leaf  electroscope  (748)  by  a wire,  and  a dry  glass  rod  be  immersed  in  it,  no  indi- 
cations are  observed  during  the  immersion,  but  on  smartly  withdrawing  the 
rod,  the  leaves  increasingly  diverge,  attaining  their  maximum  when  the  rod 
leaves  the  mercury. 

Some  substances,  particularly  metals,  do  not  seem  capable  of  receiving 
the  electric  excitement.  When  a rod  of  metal  is  held  in  the  hand,  and 


rubbed  with  silk  or  flannel,  no  electric  effects  are  produced  in  it  ; and  bodies 
were  divided  by  Gilbert  into  idioelectrics , or  those  which  become  electrified 
by  friction  ; and  anelec tries,  or  those  which  do  not  possess  this  property. 
These  distinctions  no  longer  obtain  in  any  absolute  sense  ; under  appropriate 
conditions,  all  bodies  may  be  electrified  by  friction  (743). 

743-  Conductors  and  nonconductors.— When  a dry  glass  rod,  rubbed  at 
one  end,  is  brought  near  an  electroscope,  it  will  be  seen  that  that  part  only  is 
electrified  which  has  been  rubbed  ; the  other  end  produces  neither  attraction 
nor  repulsion.  The  same  is  the  case  with  a rod  of  shellac  or  of  sealing-wax. 
In  these  bodies  electricity  does  not  pass  from  one  part  to  another— they  do 
not  conduct  electricity.  Experiment  shows  that  when  a metal  has  received 
electricity  in  any  of  its  parts  the  electricity  instantly  spreads  over  its  entire 
surface.  Metals  are  hence  said  to  be  good  conductors  of  electricity. 

Bodies  have,  accordingly,  been  divided  into  conductors  and  nonconductors 
or  insulators  This  distinction  is  not  absolute,  and  we  may  advantageously 
consider  bodies  as  offering  a resistance  to  the  passage  of  electricity  which 
varies  with  the  nature  of  the  substance.  Those  bodies  which  offer  little 
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We  are  to  consider  that  between  conductors  and  nonconductors  there  is  a 
quantitative  and  not  a qualitative  difference  ; there  is  no  conductor  so  good 
but  that  it  offers  some  resistance  to  the  passage  of  electricity,  nor  is  there  any 
substance  which  insulates  so  completely  but  that  it  allows  some  electricity 
to  pass.  The  transition  from  conductors  to  nonconductors  is  gradual,  and 
no  line  of  sharp  demarcation  can  be  drawn  between  them. 

In  this  sense  we  are  to  understand  the  following  table,  in  which  bodies 
are  conveniently  classed  as  conductors , semiconductors , and  nonconductors  ; 
those  bodies  being  designated  as  conductors  which,  when  applied  to  a 
charged  electroscope,  discharge  it  almost  instantaneously  ; semiconductors 
being  those  which  discharge  it  in  a short  but  measurable  time— a few  seconds, 
for  instance  ; while  nonconductors  effect  no  perceptible  discharge  in  the 
course  of  a minute. 


Conductors  Semiconductors 


Nonconductors 


Metals. 

Well-burnt  charcoal. 
Graphite. 

Acids. 

Aqueous  solutions. 
Water. 

Snow. 

Vegetables. 

Animals. 

Soluble  salts. 

Linen. 

Cotton. 


Alcohol  and  ether 
Powdered  glass. 
Flour  of  sulphur. 
Dry  wood. 

Paper. 

Ice  at  o°. 


Dry  oxides. 

Ice  at  — 250  C. 

Lime. 

India  rubber. 

Air  and  dry  gases. 

Dry  paper. 

Silk. 

Diamonds  and  precious 
stones. 

Glass. 

Wax. 

Sulphur. 

Resin. 

Amber. 

Shellac. 


This  list  is  arranged  in  the  order  of  decreasing  conductivity,  or,  what  is  the 
same  thing,  of  increasing  resistance.  The  arrangement,  however,  is  not 
invariable.  Conductivity  depends  on  many  physical  conditions.  Glass,  for 
example,  which  does  not  conduct  at  ordinary  temperatures,  does  so  at  200 
to  300°  C.  To  show  this,  platinum  wire  is  coiled  on  a glass  rod  to  within  a 
couple  of  inches  from  the  end.  If  the  finger  touches  the  coiled  part,  and 
the  free  end  when  at  the  ordinary  temperature  is  applied  to  a charged 
electroscope,  it  does  not  affect  it  ; but  if  the  free  end  is  heated  m a Bunsen 
flame,  it  will  now  be  found  to  discharge  the  electroscope,  Shellac  anc 
resin  do  not  insulate  so  well  when  they  are  heated.  Water,  which  is  a goo^ 
conductor,  conducts  but  little  in  the  state  of  ice  at  o°,  and  very  badly  at  25  . 
Powdered  glass  and  flour  of  sulphur  conduct  very  well,  while  in  compac 
masses  they  are  nonconductors  ; probably  because  in  a state  of  powdei  eac 
particle  becomes  covered  with  a film  of  moisture  that  acts  as  a con  uc 
The  nonconducting  power  of  glass  is  also  greatly  influenced  y >ts  c len 
composition.  Some  specimens  have  an  appreciable  conductivity  even 
and  at  the  ordinary  temperature. 
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744.  insulating  bodies.  Common  reservoir. — Bad  conductors  ai-e  called 
insulators , for  they  are  used  as  supports  for  bodies  in  which  electricity  is 
to  be  retained.  A conductor  remains  electrified  only  so  long  as  it  is  sur- 
rounded by  insulators.'  If  this  were  not  the  case,  as  soon  as  the  electrified 
body  came  in  contact  with  the  earth,  which  is  a good  conductor,  the  elec- 
tricity would  pass  into  the  earth,  and  diffuse  itself  through  its  whole  extent. 
On  this  account,  the  earth  has  been  named  the  common  reservoir.  A body 
is  insulated  by  being  placed  on  a support  with  glass  feet,  or  on  a cake  of 
resin,  or  by  being  suspended  by  silk  threads.  No  bodies,  however,  insulate 
perfectly  ; all  electrified  bodies  lose  their  electricity  more  or  less  rapidly  by 
means  of  the  supports  on  which  they  rest.  An  insulating  stand  consists  of 
a metal  or  wooden  disc,  or  platform,  supported  on  a pillar  of  some  insulating 
material.  If  this  material  is  glass  it  should  be  washed  in  dilute  acid  (to  get 
rid  of  any  adhering  alkali)  and  in  water,  dried,  and  coated  with  a thin  layer 
of  shellac  varnish  to  prevent  deposition  of  moisture 
on  it.  Ebonite  is  frequently  used  for  insulating 
purposes,  but  it  ceases  to  insulate  after  long- 
exposure  to  light,  owing  to  the  formation  of  a thin 
film  of  sulphuric  acid  (due  to  the  action  of  oxygen 
and  moisture  on  the  sulphur  of  the  ebonite)  on  its 
surface.  Brown  shellac  and  paraffin  wax  are  ex- 
cellent insulators.  The  loss  of  electricity  from  a 
charged  conductor  in  a moist  atmosphere  is  due 
chiefly  to  leakage  by  the  support,  and  not  to  the 
conductivity  of  the  moist  air. 

Mascart’s  insulator  is  admirably  adapted  for 
supporting  bodies  charged  with  electricity.  It 
consists  of  a glass  vessel  of  special  shape  (fig.  707), 
to  the  glass  vase  of  which  is  fused  the  stem.  This  passes  through  the 
neck  and  supports  the  plate,  P ; the  neck  is  protected  by  an  ebonite  screen  C, 
and  inside  the  vessel  is  strong  sulphuric  acid,  so  that  the  stem  A is  always 
dry. 

From  their  great  conductivity  metals  do  not  seem  to  become  electrified 
by  friction.  But  if  they  are  insulated,  by  being  held  in  the  hand  by  an  india- 
rubber  glove  or  a silk  handkerchief  and  then  rubbed,  they  give  good  indi- 
cations. This  may  also  be  seen  by  the 

following  experiment  (fig.  708).  A brass  s 

tube  is  provided  with  a glass  handle  by 

which  it  is  held,  and  is  then  rubbed  with  Flg' 708 

silk  or  flannel.  When  the  metal  is  brought  near  an  electric  pendulum 
(fig.  705)  the  pith  ball  is  attracted.  If  the  metal  is  held  in  the  hand,  electricity 
is  indeed  produced  by  friction— but  it  immediately  passes  through  the  body 
into  the  ground. 

If,  too,  the  cap  of  a gold-leaf  electroscope  is  briskly  flapped  with  a dry 
silk  handkerchief,  the  gold  leaves  will  diverge. 

745-  Distinction  of  the  two  kinds  of  electricity.— When  a glass  rod  is 
rubbed  with  silk,  both  glass  and  silk  are  electrified,  for  each  attracts  a pith-ball 
pendulum  when  brought  near  to  it.  To  ensure  success  in  this  experiment 
the  operator  should  wear  an  india-rubber  glove,  for  the  purpose  of  insulating 
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the  silk  ; otherwise  the  electricity  developed  on  it  may  escape  to  the  floor  of 
the  room.  The  pith  ball  after  contact  with  the  glass  rod  is  repelled  by  it,  but 
is  still  attracted  by  the  silk.  Similarly,  if  when  the  pith  ball  is  neutral  the 
silk  touches  it,  the  ball  acquires  some  of  the  electricity  of  the  silk  and  is 
repelled  by  it,  though  it  is  attracted  by  the  glass  rod.  If  instead  of  glass 
and  silk  we  make  the  experiments  with  sealing-wax  and  flannel,  we  find  that 
both  these  substances  become  electrified  by  friction  with  each  other,  and  that 
the  pith  ball  when  charged  by  contact  with  the  sealing-wax  is  repelled  by  it, 
and  attracted  by  the  flannel,  while,  if  it  has  first  touched  the  charged  flannel, 
it  is  repelled  by  the  flannel  and  attracted  by  the  sealing-wax.  Further,  if 
glass  is  rubbed  with  silk  and  sealing-wax  with  flannel,  the  pith  ball,  after 
touching  the  glass,  is  repelled  by  the  glass  and  attracted  by  the  sealing- 
wax,  and  after  touching  the  sealing-wax,  is  repelled  by  it  and  attracted  by 

the  glass.  . 

By  experiments  of  this  nature  it  becomes  clear  that  we  must  distinguish 

between  two  kinds  of  electrification,  and  recognise  that  the  glass  and  silk 
are  differently  electrified,  as  are  also  wax  and  flannel,  but  that  the  kind  of 
electrification  developed  on  the  glass  by  friction  with  silk  is  of  the  same  kind 
as  that  developed  on  flannel  when  it  is  made  to  rub  sealing-wax,  and  also 
that  the  electricities  produced  on  the  sealing-wax  and  on  the  silk  are  identica  . 
Dufay  gave  the  names  vitreous  and  resinous  to  these  two  respectively. 

746.  Theories  of  electricity. — To  account  for  the  different  effects  of 
electricity,  Franklin  supposed  that  there  exists  a peculiar,  subtle,  imponder- 
able fluid,  which  acts  by  repulsion  on  its  own  particles,  and  pervades  all 
matter.  This  fluid  is  present  in  every  substance  in  a quantity  peculiar  to 
it  and  when  the  substance  contains  this  normal  quantity  it  is  in  the  natural, 
or  unelectrified,  state.  When  two  substances  are  rubbed  together  the  one 
acquires  an  additional  quantity  of  the  fluid,  and  is  said  to  be  positively 
electrified  ; the  other  loses  an  equal  quantity,  and  is  said  to  be  -negative y 
electrified.  Positive  electricity  is  represented  by  the  sign  + , and  negative 
electricity  by  the  sign  - ; a designation  based  on  the  algebraical  principle,  tha 
when  a plus  quantity  is  added  to  an  equal  minus  quantity  zero  is  produced. 

The  theory  of  Sy miner  assumes  that  every  substance  contains  an  inde- 
finite quantity  of  a subtle,  imponderable  matter,  which  is  called  the  el^ctl'^ 
fluid.  qThis  fluid  is  formed  by  the  union  of  two  fluids-the  and  th 

negative  When  they  are  combined  they  neutralise  each  other,  anc 
3y  ” then  in  the  natural  o,  neutral  state.  By  Mutton,  and  by  several 
other  means,  the  two  fluids  may  be  separated,  but  one  ot  them  can  ne'e'  be 
excited  without  a simultaneous  production  of  the  other.  There  may, 
ever  be  a greater  or  less  excess  of  the  one  or  the  other  in  any  body  and  d 
is  then  said  to  be  electrified  positively  or  negatively.  As  m Franklin  s 
theory,  vitreous  corresponds  to  positive  and  resinous  to  negahve ; «lectncl  ^ 
This  distinction  is  merely  conventional  : it  is  adopted  foi  the  sake  of  con 
venfence!  and  there  is  no  other  reason  why  resinous  electricity  should  not 

be  called  positive  electricity.  . , . , , , t fnr 

It  must  be  added  that  these  theories  are  quite  hypothetical,  but  fo^ 

purposes  of  instruction  the  adoption  of  one  or  other  of  e . 

present  justified  by  the  convenient  explanation  which  t rey  gn 

phenomena. 
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747.  Attraction  and  repulsion. — The  phenomena  of  attraction  and 
repulsion  may  be  enunciated  in  the  following  law  : — 

Two  bodies  charged  with  the  same  electricity  repel  each  other  j two  bodies 
charged  with  opposite  electricities  attract  each  other. 

These  attractions  and  repulsions  take  place  in  virtue  of  the  action  which 
the  two  electricities  exert  on  themselves,  and  n 

not  in  virtue  of  their  action  on  the  particles  of 
matter. 

The  repulsion  between  similarly  electrified 
bodies  may  be  exhibited  in  the  following 
experiments  : — 

i.  If  the  pith  balls,  A and  B (fig.  7 09),  are 
suspended,  close  together,  by  long  silk  fibres, 
and  a charged  glass  rod  is  brought  up  from 
below,  as  soon  as  the  pith  balls  touch  the  glass 
they  are  both  charged  with  + electricity,  and 
repel  each  other  to  the  positions  A'  B'. 

ii.  Hold  a narrow  strip  of  silk  ribbon,  a yard  long,  by  its  middle,  so  that 
the  two  halves  hang  vertical  in  the  unelectrified  state.  When  electrified  by 
friction  with  india  rubber  they  stand  out  from  each  other  at  an  angle, 
both  being  charged  with  the  same  (positive)  electricity.  To  secure  this 
result,  a good  plan  is  to  cover  the  first  and  second  fingers  of  the  right 
hand  with  pieces  of  large  rubber  tubing  and  to  pass  the  ribbon  between 
them. 

A similar  experiment  may  be  made  with  a strip  of  gutta-percha  tissue 
by  passing  it  between  the  fingers. 

748.  Gold-leaf  electroscope. — An  electroscope  is  an  apparatus  (i)  for 

detecting  the  presence  of  electrification,  and  (ii)  for  indi- 
cating differences  of  potential  (757).  The  gold-leaf 
electroscope  is  much  more  sensitive  as  a detector  of 
electrification  than  the  pith-ball  pendulum  which  has  so 
far  been  used. 

A convenient  form  of  it,  and  one  which  may  be  used 
for  lantern  projection,  consists  of  a brass  cylinder  A 
(fig.  7IO)j  about  10  cm.  in  diameter,  with  plate-glass  ends 
8 cm.  apart.  It  is  surmounted  by  a short  brass  tube 
plugged  with  paraffin  wax,  through  the  centre  of  which 
passes  a brass  rod.  This  rod  has  a small  brass  ball,  a,  at 
the  top,  and  at  the  bottom  carries  two  parallel  strips  of 
gold-leaf  3 cm.  long  and  -5  cm.  broad.  The  part  d of  the 
rod  which  supports  the  cylinder  is  made  of  ebonite,  so  that 
when  necessary  the  brass  case  may  be  insulated  from  the 
ground.  The  rod  below  d fits  into  a tube  g,  and  can  be 
clamped  so  that  the  gold  leaves  may  be  at  any  desired 
height  from  the  table.  Fine  copper  wires  are  drawn 
horizontally  across  the  inner  sides  of  the  glass  ends  of  the 
cylinder,  the  object  being  to  surround  the  gold  leaves  with 
a metallic  environment,  all  parts  of  which  are  connected  Fig' 710 

together,  and  may  be  earthed  when  necessary.  There  is  a small  hole  at  the 
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top  of  a for  the  insertion  of  a wire,  ancl  e is  a binding  screw  foi  making 
connection  with  the  lower  part  of  the  stand,  which  is  earth-connected. 
When  the  instrument  is  used  for  projection,  the  cylinder  is  clamped  so  that 
the  gold  leaves  are  at  the  level  of  the  centre  of  the 
lantern  lenses,  and  an  image  of  the  leaves  is  thrown 
on  a distant  screen  by  a converging  lens. 

Other  forms  of  the  gold-leaf  electroscope  are  seen 
in  figs.  730  and  732. 

The  electric  condition  of  a conductor  whose  charge 
is  relatively  large  may  be  roughly  indicated  by  Henley's 
quadrant  electroscope  or  electrometer.  This  is  a small 
electric  pendulum,  consisting  of  a wooden  or  metal 
rod  d,  to  which  is  attached  an  ivory  scale  (fig.  711). 

In  the  centre  of  this  is  a small  index  of  straw,  movable 
on  an  axis,  and  terminating  in  a pith  ball.  Being 
attached  to  the  conductor,  the  index  diverges  as  the 
conductor  is  charged,  ceasing  to  rise  when  the  limit  is 
attained. 

740  Law  of  the  development  of  electricity  by  friction.— Whenever  two 
substances  are  ’rubbed  together  the  neutral  state  is  disturbed,  and  elec- 
tricity according  to  Franklin’s  theory,  passes  over  from  the  one  to  the  other, 
so  that  the  first  has  a defect  of  electricity  and  is  negatively  charged  ; the 
second  has  an  excess,  and  is  positively  charged.  According  to  Symmer  s 
theory,  we  should  say  that  by  the  friction  the 
neutral  fluid  of  both  substances  is  decomposed 
into  positive  and  negative  fluids,  that  the  positive 
of  the  first  passes  over  to  the  second  and  the 
negative  of  the  second  to  the  first,  so  that  after  the 
friction  the  first  has  negative  fluid  and  the  second 
positive.  That  the  charges  of  the  two  are  equal  and 
opposite  may  be  proved  by  the  following  experiment 
devised  by  Faraday  : — A small  flannel  cap  provided 
with  a silk  thread  (fig.  712)  is  fitted  on  the  end  of  a 
stout  rod  of  shellac,  and  rubbed  round  a few  times. 
When  the  cap  is  removed  by  means  of  the  silk  thread,  and  presented  to  a 
nith^ball  pendulum  charged  with  positive  electnctty,  the  latter  w,U  be 
renelled  proving  that  the  flannel  is  charged  with  positive  electricity  , 
while  if  the  shellac  is  presented  to  the  pith  ball,  it  will  be  attxacted 
lowing  that  the  shellac  is  charged  with  negative  electricity.  Both 
electricfties  are  present  in  equal  quantities;  for  ,f  the  rod  ,s  presented  to 
the  electroscopes  before  removing  the  cap,  no  action  is  observed. 

In  like  manner  if  the  rod  and  the  cap  after  being  rubbed  and  separate 
are  simultaneously  placed  in  a Faraday’s  cylinder  connected  with  an  electio- 
scooe  (764)  no  effect  is  produced  on  the  electroscope. 

The  electricity  developed  on  a body  by  friction  depends  on  the  rubber  as 
11  nq  the  bodv  rubbed  Thus  glass  becomes  negatively  electrified  when 
Tbled  caSbbut  positively5 when  rubbed  with  silk.  In  the  following 
list  which  is  mainly  due  to  Faraday,  the  substances  are  arranged  m such 
an  ’order  that  each  becomes  positively  electrified  when  rubbed  with  any  o 
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the  bodies  following,  but  negatively 
precede  it  : — 


.1.  Catskin. 

2.  Flannel. 

3.  Ivory. 

4.  Rock  crystal. 


5.  C.lass. 

6.  Cotton. 

7.  Silk. 

8.  The  hand. 


when  rubbed  with  any  of  those  which 


9.  Wood.  13-  Resin. 

10.  Metals.  14.  Sulphur, 

it.  India  rubber.  15.  Gutta-percha. 

12.  Sealing-wax.  16.  Gun-cotton. 


The  nature  of  the  electrification  by  friction  depends  also  on  the  degree 
of  polish,  the  direction  of  the  friction,  and  the  temperature.  If  two  glass 

discs  of  different  degrees  of  polish  are  rubbed  against  each  other,  that 

which  is  most  polished  is  positively,  and  that  which  is  least  polished  is 

negatively,  electrified.  If  two  silk  ribbons  of  the  same  kind  are  îubbed 

across  each  other,  that  which  is  transversely  rubbed  is  negatively  and  the 
other  positively  electrified.  If  two  bodies  of  the  same  substance,  of  the  same 
polish,  but  of  different  temperatures,  are  rubbed  together,  that  which  is  most 
heated  is  negatively  electrified. 

Poggendorfif  observed  that  many  substances  which  have  hitherto  been 
regarded  as  highly  negative,  such  as  gun-paper,  gun-cotton,  and  ebonite,  yield 
positive  electricity  when  rubbed  with  leather  coated  with  amalgam  (769).  It 
must  be  added  that  the  results  of  experiments  on  the  kind  of  electricity  pro- 
duced by  rubbing  bodies  together  are  somewhat  uncertain,  as  slight  differences 
in  the  surfaces  of  the  bodies  rubbed  may  completely  alter  their  deportment. 
A valuable  source  of  negative  electricity  is  a strip  of  pyroxyline  or  gun-paper, 
or  a strip  of  celluloid,  either  of  which  produces  it  by  being  simply  drawn 
through  the  fingers. 

750.  Other  sources  of  electrification.— Electric  excitement  may  be  pro- 
duced by  other  causes  than  friction.  If  a disc  of  wood,  covered  with 
silk,  on  which  some  amalgam  (769)  has  been  rubbed,  and  a metal  disc,  each 
provided  with  an  insulating  handle,  are  placed  in  contact,  and  then  suddenly 
separated,  the  metal  disc  is  negatively  electrified.  A crystal  of  Iceland 
spar  pressed  between  the  fingers  becomes  positively  electrified,  and  retains 
this  state  for  some  time.  The  same  property  is  observed  in  several  other 
minerals,  even  though  conductors,  provided  they  are  insulated.  If  cork  and 
india  rubber  are  pressed  together,  the  first  becomes  positively  and  the  latter 
negatively  electrified.  A disc  of  wood  pressed  on  an  orange  and  separated 
carries  away  a good  charge  of  electricity  if  the  contact  is  rapidly  interrupted. 
But  if  the  disc  is  slowly  removed  the  quantity  is  smaller,  for  the  two  charges 
recombine  at  the  moment  of  their  separation.  For  this  reason  there  is  no 
apparent  effect  when  the  two  bodies  pressed  together  are  good  conductors.! 

The  contact  of  heterogeneous  bodies  is  no  doubt  the  source  of  electricity. 
According  to  the  investigations  of  Christiansen  and  of  J.  J.  Thomson,  there 
seems  no  doubt  that  in  electrification  the  resultant  charges  owe  their  origin 
to  the  loosening  or  destruction  of  the  connection  of  the  atoms.  Pressure 
and  friction  are  but  particular  cases  : in  the  former  case  the  contact  is  closer, 
and  in  the  latter  case  the  surfaces  are  being  continually  renewed  ; the  effect 
is  the  same  as  if  there  were  a series  of  rapidly  succeeding  contacts. 


Cleavage  also  is  a source  of  electricity.  If  a plate  of  mica  is  rapidly 
split  in  the  dark,  a slight  phosphorescent  light  is  perceived.  Becquerel 
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fixed  glass  handles  to  each  side  of  a plate  of  mica,  and  then  rapidly  separated 
them.  On  presenting'  each  of  the  plates  thus  separated  to  an  electioscope,  he 
found  that  one  was  negatively  and  the  other  positively  electrified.  If  a 
stick  of  sealing-wax  is  broken,  the  ends  exhibit  different  electiicities. 

All  badly  conducted  crystalline  substances  exhibit  electric  indications  by 
cleavage.  The  separated  plates  are  always  in  opposite  electric  conditions, 
provided  they  are  not  good  conductors  ; for  if  they  were,  the  separation 
would  not  be  sufficiently  rapid  to  prevent  the  recombination  of  the  two 
electricities.  With  the  phenomena  here  described  must  be  classed  the 
luminous  appearance  seen  in  the  dark  when  sugar  is  broken.  If  sulphui 
or  resin  is  melted  in  glass  vessels  and  a glass  rod  is  placed  in  the  melted 
mass,  on  cooling  the  solid  mass  can  be  lifted  out,  and  will  be  found  to  be 

negatively  electrified.  . . 

751.  Pyroelectricity. — Certain  minerals,  when  warmed,  acquire  electric 
properties  : a phenomenon  to  which  the  name  pyroelectricity  is  given. 
It  is  best  studied  in  tourmaline , in  which  it  was  first  discovered,  from  the 
fact  that  this  mineral  has  the  power  of  first  attracting  and  then  repelling 


hot  ashes  when  placed  among  them. 

To  observe  this  phenomenon,  a crystal  of  tourmaline  (fig.  713)  is  sus- 
pended horizontally  by  a silk  thread,  in  a glass  cylinder  placed  on  a heated 
metal  plate,  or  in  an  ordinary  hot-air  bath.  On  subsequently  investigating 
u the  electric  condition  of  the  ends  by  approaching  to  them 
successively  an  electrified  glass  rod,  one  end  will  be  found  to 
be  positively  electrified,  and  the  other  end  negatively  electrified, 
and  each  end  shows  this  polarity  as  long  as  the  tempeiatuie 
rises.  The  arrangement  of  the  electricity  is  thus  like  that  of 
the  magnetism  in  a magnet.  The  points  at  which  the  intensity 
of  free  electricity  is  greatest  are  called  the  poles,  and  the  line 
connecting  them  is  the  electric  axis.  When  a tourmaline,  while 
thus  electrified,  is  broken  in  the  middle,  each  of  the  pieces  has 
its  two  poles,  and  the  polarities  of  the  broken  ends  are  opposite, 
resembling  thus  the  experiment  of  the  broken  magnets  (697). 
The  quantities  of  electricity  produced  when  tourmaline  is  heated 
are  equal  as  well  as  opposite,  for  if  a heated  crystal  is  suspended 
À by  an  insulating  support  inside  an  insulated  metal  cylinder,  t ie 

Fig' 713  outside  of  which  is  connected  with  an  electroscope  (764),  no 

divergence  in  its  leaves  is  produced.  W1 

These  polar  properties  depend  on  the  change  of  tempeiatuie  When 
a tourmaline,  which  has  become  electric  by  being  warmed,  is  allouée  o 
cool  slowly,  it  first  loses  electricity,  and  then  its  polarity  becomes  reverse  ^ 
that  is,  the  end  which  was  positive  now  becomes  negative,  and  that  which 
was  negative  becomes  positive,  and  the  position  of  the  poles  now  lema.ns 
unchanged  as  long  as  the  temperature  sinks.  Tourmaline  only  becomes 
pyroelectric  within  certain  limits  of  temperature  ; these  vary  somewh. 
with  the  length,  but  are  usually  between  10  and  1 50  C.  Below  a d 
above  these  temperatures  it  behaves  like  any  othei  bo  y,  anc  siow. 

PGl  Besides  tourmaline  the  following  minerals  are  found  to  be  pyroelectric, 
though  not  so  markedly— boracite,  topaz,  prehmte,  silicate  of  zinc,  sco 
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axemte.  And  the  following  organic  bodies  are  pyroelectric— cane-sugar, 
Pasteur’s  salt  (sodium-ammonium  racemate),  potassium  tartrate,  &c. 

Lord  Kelvin  supposes  that  every' portion  of  tourmaline  and  other  hernt- 
hedral  crystals  possesses  a definite  electric  polarity,  the  intensity  of  which 
depends  on  the  temperature.  When  the  surface  is  passed  through  a flame 
every  part  becomes  electrified  to  such  an  extent  as  to  exactly  neutralise,  for 
all  external  points,  the  effect  of  the  internal  polarity.  The  crystal  thus  has 
no  external  action,  nor  any  tendency  to  change  its  mode  of  electrification. 
But  if  it  is  heated  or  cooled  the  internal  polarisation  of  each  particle  of  the 
crystal  is  altered,  and  can  no  longer  be  balanced  by  the  superficial  electnfi- 
cation,  so  that  there  is  a resultant  external  action. 

A very  convenient,  and  at  the  same  time  sensitive,  means  of  investigating 
<rhe  action  of  heat  on  crystals  is  to  sift  on  these,  after  having  been  wanned,  a 
mixture  of  flour  of  sulphur  and  red  lead  through  a small  cotton  sieve.  By 
the  friction  in  sifting  the  sulphur  acquires  negative  and  the  red  lead  positive 
electricity,  and  the  powders  thus  charged  attach  themselves  to  those  parts  of 
the  crystal  which  have  the  opposite  electricity,  and  thus  by  their  dififeient 
colours  give  at  once  an  image  of  the  distribution  of  its  electricities. 

Crystals  of  fluor-spar  are  electrified  not  only  by  heat  but  also  when 
they  are  exposed  to  radiation  from  the  sun  and  from  the  electiic  light.  Elec- 
tricity produced  in  this  way  is  known  as  photo-electricity. 

A transparent  specimen  of  rock  crystal  when  exposed  to  the  sun’s  rays 
becomes  electrified,  the  edges  of  the  prism  being  alternately  positive  and 
negative.  An  insulated  metal  plate  exposed  to  the  sun’s  rays  becomes  highly 
charged. 

Mechanical  compressiqn  and  extension  produce  electrification  in  louima- 
line.  If  a prism  be  cut  with  its  long  axis  parallel  to  the  principal  crystallo- 
graphic axis,  and  this  is  compressed,  the  terminal  faces  are  of  opposite  elec- 
tricities as  if  the  crystal  had  been  cooled.  In  like  manner,  if  the  crystal  is 
stretched,  the  effects  are  as  if  it  had  been  warmed.  Such  effects  are  classi- 
fied as  being  due  to  piezo-electricity. 
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CHAPTER  II 

QUANTITATIVE  LAWS  OF  ELECTRIC  ACTION.  DISTRIBUTION 

752.  Electric  quantity  or  charge. — In  the  experiment  with  the  flannel 
cap,  described  above  (749),  each  time  the  experiment  is  made,  the  quantity  of 
positive  electricity  produced,  which  remains  on  the  flannel,  is  equal  to  that 
of  the  negative  electricity,  which  remains  on  the  sealing-wax.  The  flannel, 
with  its  charge  of  positive  electricity,  may  be  detached,  and  if  we  work 
under  precisely  uniform  conditions,  equal  quantities  of  electricity  can  thus 
be  separated. 

If  we  fill  a cask  with  water  by  means  of  a measure,  the  quantity  added 
would  be  directly  proportional  to  the  number  of  such  measures.  Now 
although  in  the  above  experiment  the  quantities  of  electricity  produced  each 
time  are  equal,  yet  when  the  flannel  cap  is  applied  each  time  to  an  insulated 
conductor  it  does  not  necessarily  follow  that  the  quantity  of  electricity  imparted 
is  directly  proportional  to  the  number  of  such  applications. 

The  C.G.S.  unit  of  electric  quantity  or  charge  is  defined  as  follows  If 
two  small  spheres  are  charged  with  equal  quantities  of  positive  electricity, 
and  placed  with  their  centres  1 cm.  apart  in  air,  they  will  îepel  each  otliei 
with  a certain  force,  and  if  the  quantities  are  altered  (still  being  kept  equal 
to  each  other),  until  the  force  of  repulsion  is  exactly  one  dyne  (63),  each 
quantity  is  the  C.G.S.  unit  of  quantity.  Thus,  the  unit  charge  of  electricity 
is  that  charge  which,  situated  at  a point  or  on  a very  small  sphere,  repels 
an  ecpial  charge,  on  the  surface  of  another  small  sphere,  with  a force  of 
one  dyne,  the  distance  between  the  centres  of  the  spheres  being  1 cm. 
Compare  with  this  the  definition  of  unit  magnetic  pole  (720). 

753.  Laws  of  electric  attraction  and  repulsion.  The  laws  which  îegulate 
the  attraction  and  repulsion  of  electrified  bodies  may  be  thus  stated  . 

I.  The  repulsion  or  attraction  between  two  small  electrified  spheres  is 
in  the  inverse  ratio  of  the  squares  of  the  distances  of  their  centres. 

II.  The  distance  remaining  the  same , the  force  of  attraction  or  repulsion 
between  two  electrified  spheres  is  directly  as  the  product  of  the  quantities  of 

electricity  with  which  they  are  charged. 

These  laws  were  established  by  Coulomb,  by  means  of  the  torsion  balance 
used  in  determining  the  laws  of  magnetic  attractions  and  repulsions  (71 S), 
modified  in  accordance  with  the  requirements  of  the  case.  The  wire,  on  the 
torsion  of  which  the  method  depends,  is  so  fine  that  a foot  weighs  only  10  of 
a grain  At  its  lower  extremity  there  is  a fine  shellac  rod,  np  (fig.  7 '4),  ?<• 
one  end  of  which  is  a small  gilt  pith  ball,  //.  Instead  of  the  vertical  magnetic 
needle  there  is  a glass  rod,  z,  which  passes  through  the  aperture  r,  and  is 
terminated  by  a gilt  pith  ball,  m.  The  scale  oc  is  fixed  round  the  sides  of 
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the  vessel,  and  during  the  experiment  the  ball  m is  opposite  the  zero  point  o. 
The  torsion  head  consists  of  a small  graduated  disc,  e,  movable  indepen- 
dently of  the  tube  p and  of  a fixed  index  a,  which  shows  by  how  many 
degrees  the  disc  is  turned.  In  the  centre  of  the  disc  there  is  a small 
button,  t,  to  which  is  fixed  the  wire  which  supports  np. 

i.  The  torsion  head  is  turned  until  the 
zero  point  is  opposite  the  index,  and  the 
tube  d is  turned  until  the  ball  n is  opposite 
zero  of  the  graduated  circle  ; the  ball  vi 
is  in  the  same  position,  and  thus  just 
touches  n.  The  knob  m is  then  removed 
and  electrified,  and  replaced  in  the 
apparatus,  through  the  aperture  r.  As 
soon  as  the  electrified  knob  m touches  n, 
the  latter  becomes  electrified,  and  is  re- 
pelled, and  after  a few  oscillations  remains 
at  rest  at  such  a distance  that  the 
moment  of  the  force  of  repulsion  is  equal 
to  the  moment  of  torsion.  In  a special 
experiment  Coulomb  found  the  angle  of 
torsion  between  the  two  to  be  36°  ; and 
as  the  torsional  couple  is  proportional  to 
the  angle  of  torsion,  this  angle  represents 
the  repulsive  force  between  m and  n. 

In  order  to  reduce  the  angle  to  180  it  was 
necessary  to  turn  the  disc  through  126°. 

The  wire  was  twisted  126°  in  the  direction 
of  the  arrow  at  its  upper  extremity,  and 
1 8°  in  the  opposite  direction  at  its  lower  extremity,  and  hence  there  was  a total 
torsion  of  144°  On  turning  the  torsion  head  in  the  same  direction  until  the 
angle  of  deviation  was  Sj°,  567°  of  torsion  was  necessary.  Hence  the  whole 
torsion  was  S7Si°-  Without  sensible  error  these  angles  of  deviation  may  be 
taken  at  36°  180,  and  90  ; and  on  comparing  them  with  the  corresponding 
angles  of  torsion,  36°,  1440,  and  576°  we  see  that  while  the  first  are  as  1 : i : i, 
the  latter  are  as  1 : 4 : 16  ; that  is,  that  for  a distance  £ as  great  the  repulsion 
is  4 times  as  great,  and  that  for  a distance  \ as  great  it  is  16  times  as  great. 

In  experiments  with  this  apparatus  the  air  must  be  thoroughly  dry,  in 
order  to  diminish,  as  far  as  possible,  loss  of  electricity.  This  result  is  effected 
by  placing  in  the  glass  cylinder  a dish  containing  calcium  chloride. 

The  experiments  by  which  the  law  of  attraction  is  proved  are  made  in 
much  the  same  manner,  but  the  two  balls  are  charged  with  opposite  elec- 
tricities. A certain  quantity  of  electricity  is  imparted  to  the  movable  ball,  by 
means  of  an  insulated  pin,  and  the  torsion  head  moved  until  there  is  a certain 
angle  below.  A charge  of  electricity  of  the  opposite  kind  is  then  imparted 
to  the  fixed  ball.  The  two  balls  tend  to  move  towards  each  other,  but  are 
prevented  by  the  torsion  of  the  wire,  and  the  movable  ball  remains  at  a 
distance  at  which  there'is  equilibrium  between  the  force  of  attraction,  which 
draws  the  balls  together,  and  that  of  torsion,  which  tends  to  separate  them. 
The  torsion  head  is  then  turned  to  a greater  extent,  by  which  more  torsion 
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and  a greater  angle  between  the  two  balls  are  produced.  And  it  is  from 
the  relation  which  exists  between  the  angle  of  deflection  on  the  one  hand 
and  the  angle  which  expresses  the  force  of  torsion  on  the  other,  that  the 
law  of  attraction  has  been  deduced. 

In  the  above  it  has  been  assumed  that  the  distances  between  the  fixed 
and  movable  balls  are  proportional  to  the  angles.  This  is  only  true  when 
the  angles  are  small  ; with  angles  so  large  as  36°  it  is  far  from  being  so, 
and  in  such  cases  the  chords  must  be  substituted  for  arcs  of  the  circle.  In 
the  experiment  described  above,  the  general  principle  only  which  is  involved 
in  the  use  of  Coulomb’s  torsion  balance  is  illustrated. 

ii.  To  prove  the  second  law  let  a charge  be  imparted  to  in  ; n being  in 
contact  with  it  becomes  charged,  and  is  repelled  to  a certain  distance.  The 
angle  of  deflection  being  noted,  let  the  ball  in  be  touched  by  an  insulated 
but  unelectrified  ball  of  exactly  the  same  size.  If  in  this  way  half  the 
charge  on  one  of  the  balls  is  removed,  it  will  be  found  that  the  amount 
of  torsion  necessary  to  maintain  the  balls  at  their  original  angular  distance 
is  half  what  it  was  before. 

The  two  laws  are  included  in  the  formula  F =^,  where  F is  the  force, 


c and  c'  the  quantities  of  electricity  on  the  surfaces  of  two  spheres,  and  r/the 
distance  between  their  centres.  If  e and  e are  of  opposite  sign,  the  action 
is  one  of  attraction,  while  if  they  are  the  same  it  is  a repulsive  action. 

Coulomb  also  established  the  law  by  the  method  of  oscillations  which  is 
particularly  applicable  to  the  case  of  attraction,  as  there  are  difficulties  m 
experimenting  with  the  torsion  balance  in  this  case.  A suitable  apparatus 
' 1 for  this  purpose 

consists  of  an 
insulated  metal 
sphere  (fig.  715)) 
and  at  a little 
distance  a short 
thin  rod  of 
shellac  hung  by 
a silk  thread  and 
with  a disc  of 
metal  foil  at  one 
end,  the  whole 
being  enclosed 
in  a glass 
cylinder,  which 
rests  on  an  in- 
Fig.  7t5  sulating  plate. 

If  now  the  disc  is  charged  with  the  opposite  electricity  to  that  of  the t sçhere 
and  is  removed  from  its  position  of  equilibrium,  it  will  make  a senes 
osc  llations  It  can  be  proved  that  the  charge  on  the  sphere  acts  as  ,f 
“ « clcentld  at  the  centre,  and  if  the  needle  is  short 
with  its  distance  from  the  sphere,  the  distance  at  which  the  force  a 
be  verv  nearly  that  from  the  centre  of  the  spheie  to  the  tin  < - P . 

sion.  The  pendulum  law  (56)  is  thus  applicable  to  the  vi  ia  10ns 
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needle,  so  that  if  1 is  the  time  of  a complete  vibration,  t=2 n where 

I is  the  moment  of  inertia  (89A)  of  the  needle,  L its  length,  and  F the  force. 
Now,  all  other  things  being  the  same,  it  is  found  that  when  the  sphere  is 
placed  at  varying  distances,  d and  dt,  the  times  of  oscillations,  t and  / , 
vary,  and  therefore  the  force  varies,  and  the  relation  is  established  that 
F:F 

The  most  decisive  proof  of  the  inverse-square  law  of  electric  action 
between  two  charged  points  is  derived  from  the  fact  that  in  the  case  of  a 
conductor  with  a free  charge  of  electricity  the  charge  is  exclusively  on  the 
surface,  and  that  there  is  no  electric  force  in  the  interior.  Cavendish  showed 
that  with  any  other  law  of  force  this  would  not  be  so. 

754.  Distribution  of  electricity.  No  charge  inside  a conductor.— -When 
an  insulated  conductor  is  charged  with  electricity,  the  charge  occupies  the 
surface  of  the  conductor  only.  This  result  maybe  established  by  the  follow- 
ing experiments  : — 

i.  Let  there  be  two  insulated  metal  spheres  of  the  same  size,  one  hollow 
and  the  other  solid,  and  let  one  of  them  receive  a charge  of  either  positive 
or  negative  electricity.  When  the  two  are  brought  into  contact  and  then 
separated,  and  each  in  succession  is  allowed  to  touch  the  cap  of  an 
uncharged  electroscope,  the  leaves  diverge  to  the  same  extent  for  the  hollow 
and  solid  spheres — a result  which  shows  that  the  charge  is  equally  divided 
between  the  spheres,  and  that  the  distribution  depends  upon  the  surface  and 
not  upon  the  mass  of  a conductor. 

ii.  A thin  hollow  copper  sphere  provided  with  an  aperture  of  about  an  inch 
in  diameter  (fig.  716),  and  placed  on  an  insulating  support,  is  charged  in  the 
interior  with  electricity.  When  the  carrier 
ox  proof  plane  (a  small  disc  of  copper-foil 
at  the  end  of  a slender  glass  or  shellac 
rod)  is  applied  to  the  interior,  and  is  then 
brought  near  an  electroscope,  no  electric 
indications  are  produced.  But  if  the  proof 
plane  is  applied  to  the  electroscope  after 
having  been  in  contact  with  the  exterior, 
a considerable  divergence  ensues. 

The  experiment  may  be  made  with  a 
deep  hollow  metal  vessel  like  that  of 
fig.  732.  When  the  cylinder  is  charged, 
no  electricity  will  be  found  on  the  inside 
except  near  the  upper  edges. 

The  action  of  the  proof  plane  as  a 
measure  of  the  quantity  of  electricity  is 
as  follows  : — When  it  touches  any  surface 
the  proof  plane  becomes  confounded  with 
the  element  touched  : it  takes  in  some 
sense  its  place  relatively  to  the  electricity, 
or,  rather,  it  becomes  itself  the  element  on  which  the  electricity  is  diffused. 
Thus,  when  the  proof  plane  is  removed  from  contact  we  have  in  effect  cut 
away  from  the  surface  an  element  of  the  same  thickness  and  the  same  extent 
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ns  its  own,  and  have  transferred  it  to  the  balance  without  its  losing  any  of 
the  electricity  which  covered  it. 

iii.  In  fig.  717,  A is  a brass  globe  fixed  on  an  insulating  support,  and  13 
and  C are  brass  hemispheres,  each  separately  insulated  and  arranged  on  a 

base  board  on  which  they  can  slide  so  as 
to  form  a sphere  entirely  enveloping  A 
without  touching  it.  There  is  a small 
aperture  in  C through  which  a copper 
wire  a , provided  with  an  insulating 
handle  b,  can  be  passed  to  make  elec- 
tric contact  between  the  inner  and  outer 
spheres.  Let  A be  charged,  B and  C 
be  brought  together,  and  the  wire  a 
inserted.  The  electricity  on  A is  now 
free  to  pass  to  the  enveloping  hemi- 
spheres, and  their  electric  condition  is 
tested,  after  separation  from  each  other 

-,  I||  r me?  V,  and  from  A,  by  proof  plane  and  electro- 

Q ^ ^ _j> , scope.  It  is  found  that  A is  entirely  free 

* '"IUimL  from  chargej  tge  whole  of  the  charge 

having  passed  to  the  hemispheres.  This 
experiment  was  first  made  by  Cavendish,  but  the  apparatus  is  commonly 

known  as  Biot’s.  . , • 

Another  form  of  apparatus  to  illustrate  the  same  fact  is  represented  in 

fio-.  718  in  which  A is  a hollow  brass  hemisphere  resting  on  a support  of 
ebonite’  and  is  electrified  by  being  flapped  with  catskm  ; a similar  hemi- 
sphere, B,  provided  with  a glass  handle,  is  placed  over  it.  By  means  of  a 
metal  spring  with  an  ebonite  button,  E,  the  outer  and  inner  hemispheres 
may  be  brought  into  contact  with  each  other.  On  afterwards  removing  B, 
and  examining  the  two  hemispheres,  we  find  all  the  electricity  on  B 

iv  The  distribution  of  electricity  on  the  surface  may  also  be  shown  ry 
means  of  the  following  apparatus  It  consists  of  a metal  cylinder  on  in- 
sulating supports,  on  which  is  fixed  a long  stnp 
of  tinfoil  which  can  be  rolled  up  by  means  of  a 
small  insulating  handle  (fig.  71 9)-  A quadiant 
electroscope  (74^)  ^ fitted  in  metallic  communi- 
cation with  the  cylinder.  When  the  strip  is  rolled 
up,  a charge  is  imparted  to  the  cylinder,  by 
which  a certain  divergence  is  produced.  On 
unrolling  the  tinfoil  this  divergence  gradually 
diminishes,  and  increases  as  it  is  again  rolled 
up.  The  quantity  of  electricity  remaining  the 
same,  the  electric  charge,  on  each  unit  of  sur- 
, face,  is  therefore  less  as  the  surface  is  greater, 
v.  The  following  ingenious  experiment  by 
Faraday  further  illustrates  this  law  : A metal 

fitted  on  an  insulating  support,  and  a conical  gauze  bag,  such  as  is 


Fig.  718 


rinsf  is  micu.  un  ci»*  ui^ui»w...0  * * ' . . 

used  for  catching  butterflies,  is  fitted  to  it  (fig.  72°)-  . 

By  means  of  a silk  thread  the  bag  can  be  drawn  inside  out. 


After 
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electrifying  the  bag,  it  is  seen  by  means  of  a proof  plane  that  the  electricity 
is  on  the  exterior;  but  if  the  positions  are  reversed  by  drawing  the  bag 
inside  out,  so  that  the  interior  has  now  become  the  exterior,  the  electricity 
will  still  be  found  on  the  exterior. 

The  property  of  electricity,  of  accumulating  on  the  outside  of  bodies, 
is  ascribed  to  the  repulsion  which  the  particles  exert  on  each  other.  Elec- 
tricity tends  constantly  to  pass  to  the  surface  of  bodies,  whence  it  continually 
tends  to  escape,  but  is  prevented  by  the  resistance  of  the  feebly  conducting 
atmosphere. 

To  the  statement  that  electricity  resides  on  the  surface  of  bodies,  two 
exceptions  may  be  noted.  When  a steady  current  flows  through  a wire 


^■g.  7*9  Fig.  720 


electricity.  On  this  depends  the  possibility  of  electric  experiments  in 
ordinary  rooms.  Also  the  inside  of  a hollow  conductor  may  receive  an 
induced  charge  (762). 

755.  Electric  density.— On  a metal  sphere  the  distribution  of  the 
electricity  is  everywhere  the  same,  simply  from  its  symmetry.  This  can  be 
demonstrated  by  means  of  the  proof  plane  and  electroscope.  A metal  sphere 
placed  on  an  insulating  support  is  electrified,  and  touched  at  different  parts 
of  its  surface  with  the  proof  plane,  which  each  time  is  applied  to  the  cap  ot 
the  electroscope.  As  the  divergence  observed  is  in  all  cases  sensibly  the 
same,  it  is  concluded  that  the  pi  oof  plane  each  time  receives  the  same 
quantity  of  electricity.  In  the  case  of  an  elongated  ellipsoid  (fig.  721)  it  is 
found  that  the  distribution  of  electricity  is  different  at  different  points  of 
the  surface.  The  electricity  accumulates  at  the  most  acute  points.  This 
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is  demonstrated  by  successively  touching  the  ellipsoid  at  different  parts 
with  the  proof  plane\and  then  bringing  this  to  the  electroscope.  It  is 
found  that  the  greatest  deflection  is  produced  when  the  proof  plane  has 
been  in  contact  with  the  point  a,  and  the  least  by  contact  with  the  middle 
space  e. 

The  electric  density  at  any  part  of  a surface  is  the  term  used  to  express 
the  quantity  of  electricity  per  unit  area  at  that  part  of  the  surface.  If  S 
represents  the  surface  in  square  centimetres,  and  Q the  quantity  of  electncity 

on  that  surface  in  terms  of  the  unit  already  defined  (752),  then,  assuming 

that  the  electricity 
is  equally  distri- 
buted, as  on  a 
sphere,  its  electric 
density  is  equal 

Q 

s' 

If  the  distribu- 
tion varies  rapidly 
the  electric  density 
at  any  particular 
spot  is  equal  to  the 
quantity  which 
would  be  present 
on  a square  centi- 
metre embracing 
Fig-  7ZI  that  spot,  if  the 

distribution  were  uniform  throughout  the  square  centimetre  and  the  same 
a at  the  spot  in  question.  On  an  insulated  cylinder  terminated  by  two 
hemispheres,  the  density  of  the  electric  layer  at  the  ends  is  greater  than  in 
the  middle  On  a circular  disc  the  density  is  gieatest  at  the  edges. 

756  Force  outside  an  electrified  body. -The  force  i which  a sphere 
charged  with  a quantity  of  electricity  Q,  exerts  on  unit  charge  at  a distance 

d from  its  centre,  is  % ; this  is  equal  to  g , if  S is  the  area  of  the  sphere, 

“^^“7 is°equal  rttTnutaRffteX'  force  outside 

. 47ro-R-_  . 

the  surface  but  close  to  it ^ f71"0"* 

1,  may  be  shown  in  like  manner  that  the  force  due  to  any  closed  con- 

mrtirle  of  electricity  will  have  no  tendency  to  move  along  the  suitace, 
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electricity,  is  to  enlarge  it.  In  any  case  the  electrification  constitutes  a 
deduction  from  the  amount  of  atmospheric  pressure  which  the  body  experi- 
ences when  unelectrified. 

The  terms  electric  density  and  electrostatic  pressure  are  often  confounded. 
The  latter  ought  rather  to  be  restricted,  as  Maxwell  proposed,  to  express  the 
state  of  stress  or  pressure  exerted  upon  a dielectric  in  the  neighbourhood  of 
an  electrified  body  producing  a strain  which,  if  continually  increased,  tends 
to  disruptive  discharge.  It  varies  as  the  square  of  the  electric  density,  and  is 
equal  to  2 rrP  per  unit  area.  The  electric  force  just  outside  a charged  con- 
ductor— that  is,  the  mechanical  force  on  the  unit  charge — is,  as  we  have  seen 
above,  4^0-,  and  varies  as  the  simple  power  of  the  electric  density.  Electro- 
static pressure  may  thus  be  compared  to  the  strain  on  a rope  which  supports 
a weight  ; and  the  dielectric  medium  which  can  support  a certain  tension 
and  no  more  is  said  to  have  a certain  electric  strength  in  the  same  sense  as 
a rope  which  bears  a certain  weight  without  breaking  is  said  to  have  a 
certain  strength. 

757.  Potential. — If  one  end  of  a wire  is  connected  to  the  cap  of  a gold- 
leaf  electroscope,  and  the  other  end,  held  in  insulating  tongs,  is  allowed  to 
touch  the  surface  of  the  elongated  conductor  (fig.  721),  we  find  that  whatever 
part  is  touched  the  divergence  of  the  leaves  is  the  same.  It  has  been  already 
seen  that  the  electric  density  is  greatest  at  the  pointed  end,  and  varies  as 
the  curvature  of  the  surface.  It  has  also  been  seen  that  when  the  sphere 
(fig.  7 1 6)  is  charged,  the  charge  resides  on  the  surface,  and  there  is  no 
electricity  inside.  But  whether  the  wire  connected  with  the  electroscope 
touches  the  inside  or  outside  of  the  hollow  sphere,  the  indication  of  the 
electroscope  is  the  same.  It  is  clear,  therefore,  that  there  is  some  property 
of  the  charged  conductor  which  is  the  same  at  all  parts  of  its  surface,  however 
unequally  the  electricity  may  be  distributed  on  that  surface.  This  property 
is  called  electric  potential.  Two  conductors,  A and  B,  have  the  same 
potential  when,  on  connection  being  made  between  them  by  a wire,  no 
electricity  passes  from  the  one  to  the  other.  If  positive  electricity  passes 
from  A to  B,  A is  at  a higher  potential  than  B.  The  earth ^and  all  things  in 
conducting  connection  with  it  are  said  to  be  at  zero  potential.  If  A is  posi- 
tivèly  charged  and  is  earth-connected,  there  is  a flow  of  positive  electricity 
from  it  to  the  earth  ; it  must  therefore  have  been  at  a higher  potential  than 
the  earth,  or  at  a positive  potential.  On  the  other  hand,  if  it  is  negatively 
charged,  it  is  at  a lower  potential  than  the  earth,  or  at  a negative  potential, 
because,  if  it  were  earthed,  positive  electricity  would  flow  from  the  earth  to 
it.  When  electricity,  without  qualification  as  to  sign,  is  spoken  of,  positive 
electricity  is  always  meant. 

Potential  is  analogous  to  level  in  mechanics  and  hydrostatics.  As  water 
only  flows  from  places  at  a higher  to  places  at  a lower  level,  so  electricity 
only  flows  from  places  at  a higher  to  places  at  a lower  potential.  If  two 
water  tanks  are  connected  by  a pipe,  there  will  be  a flow  of  water  from  the 
tank  in  which  the  water  level  is  higher  to  that  in  which  it  is  lower,  and  the 
flow  will  continue  until  the  level  is  the  same  in  both.  The  flow  does  not 
depend  upon  the  quantities  of  water  in  the  tanks.  So  when  two  conductors 
are  charged  with  electricity,  there  will  only  be  a flow  of  electricity  from  one 
to  the  other  when  there  is  a difference  of  potential  between  them,  however 
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different  the  charges  may  be.  The  cause  of  how  of  water  is,  of  course,  hydro- 
static pressure,  and  this  is  proportional  to  difference  of  level  If  two  vessels 

containing  air  or  steam  or  any  other  gaseous  substance,  at  different  pr essuies, 
are  joined  by  a pipe  with  a stopcock,  the  difference  in  pressure  will  cause  a 
flow  of  gas  from  one  to  the  other  when  the  stopcock  is  opened,  and  the  flow 
will  take  place  from  the  vessel  of  higher  to  that  of  lower  pressure  Quantity 
of  gas  is  here  the  analogue  of  quantity  of  (positive)  electricity,  and  difference 
of  pressure  the  analogue  of  difference  of  potential.  Electric  engineers  con- 
stantly refer  to  the  difference  of  potential  which  causes  a flow  of  electricity 
as  electric  pressure.  It  must  be  carefully  distinguished  from  electrostatic 

^ wTÜnnot  speak  of  potential  in  the  abstract,  any  more  than  we  can 
speak  of  any  particular  level  without  at  least  some  tacit  reference  to  a standard 
of  level.  Thus,  if  we  say  that  such  and  such  a place  is  300  feet  high, 
usually  imoly  that  this  is  the  height  above  sea  level.  So,  too  we  refer  tie 
longitude  of  a place  to  some  definite  meridian,  such  as  that  of  ^enwici, 
either  expressly  or  by  implication.  In  like  manner  we  cannot  speak  of  the 
potential1  at  a point  without  at  least  an  implied  reference  to  a standard  of 
potential.  The  standard  is  usually  the  earth,  which  is  taken  as  being  at  «*0 
potential,  or  the  same  as  the  potential  at  an  infinite  distance.  If  we  speak 
of  the  potential  at  a given  point,  the  difference  between  the  potential  at 

point  and  die  eart  ntity  0f  electricity  and  electric  potential  may  be 

further  ilSstrated  by  reference  to  certain  well-known  thermal  phenomena 
In  tha  interchange  of  heat  between  bodies  of  different  temperatures 
final  re  uts  that  heat  passes  only  from  bodies  of  higher  to  bodies  o lower 
fe  mo'ratu  e So  also  electricity  passes  only  from  bodies  of  higher  to  bodies 

definite  expenditure  of  work  and  the  eqntva  ent  o *.s  ™rk  ,s 
in  the  energy  which  the  lifted  mass  retains,  01  what  is  called  1 

energy  of  position.  insulated  conductor  charged 

will  suppose  to  have  unit  chaige  (75w>  rpmilsion  between  the  two 

a certain  amount  of  work  upon  it  to  overcome  the  epuls^ m betvve 

charges.  The  potential  of  the > condue tor _is I .a  place 

if  the  small  sphere  is  moved  from  an  nfi nite  ^ generaUy  if 

where  the  potential  is  zero,  clo^e  up  conductor  or  in  a dielectric, 

V is  the  potential  at  any  point,  either  on  a conductor  01 


A' 


é 


B 
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V units  of  work  (ergs)  would  have  to  be  done  against  electric  forces  to 
bring  the  unit  charge  from  an  infinite  distance  to  that  point. 

If  in  the  above  case  the  sphere  was  charged  with  negative  electricity, 
then  instead  of  its  being  needful  to  do  work  in  order  to  bring  a unit  of  posi- 
tive electricity  towards  it,  work  would  be  done  by  electric  atti action,  and 
the  potential  of  the  point  near  the  charged  sphere  would  thus  be  negative. 
The  potential  at  any  point  may  also  be  said  to  be  the  work  done  against 
electric  force,  in  moving  unit  charge  of  negative  electricity  from  that  point 
to  an  infinite  distance. 

The  amount  of  work  required  to  move  the  unit  of  positive  electricity 
against  electric  force  from  any  one  position  to  any  other,  is  equal  to  the 
excess  of  the  electric  potential  of  the  second  position  over  the  electric 
potential  of  the  first.  This  is,  in  effect,  the  same  as  has  been  said  above, 
for  at  an  infinite  distance  the  potential  is  zero.  Here  it  is  immaterial  along 
what  path  the  electricity  is  moved,  whether  by  the  shortest  one  or  not  ; 
just  as  in  the  analogous  case  of  moving  a body  against  gravity  the  work 
done  only  depends  on  the  initial  and  final  position  of  the  body  moved. 

It  may  be  proved  that  the  potential  at  a point  A (fig.  722),  distant  r from 

a charge,  q,  of  positive  electricity,  is  1 . That  is,  ? 

represents  the  work  which  must  be  done  upon  a unit 
of  positive  electricity  to  bring  it  from  an  infinite  dis-  Flg-  722 

tance  to  A against  the  repulsive  force  of  a charge  q situated  at  B. 

To  determine  the  potential  at  A due  to  several  independent  causes,  we 
must  write  down  the  value  of  the  potential  due  to  each  separate  cause,  and 
take  the  algebraic  sum  of  these  to  repre- 
sent the  actual  potential.  If  there  are  three 
charges,  + qv  - q.2,  + q3,  situated  at  the  points 
B,  C,  D (fig.  723),  distant  respectively  r, , rv  r3 
from  A,  the  potential  at  A is 

7.  _ A + Çj 
r,  r.2  r3' 

It  must  be  noted  that  although  potential 
is  measured  in  terms  of  work,  it  is  not  of 
the  same  nature  or  dimensions  as  work  ; 
potential  is  equal  to  work  done  upon  a definite  quantity  of  electricity,  or 

V = ~ejectrjc  (jhaj-o-e1  01  QV  = W,  if  Q = quantity  of  electricity  and  W = work. 

Now  the  dimensions  of  work  are  (63)  M L2/T2,  and  since  F = — (753),  the 

d 2 

dimensions  of  the  square  of  an  electric  charge  are  equal  to  (the  dimensions 
of)  F d2,  or  are  ^ x L2  ; therefore  the  dimensions  of  electric  charge  are 


q-2 


MhU 


and  of  potential. 


ML2 


Fre- 


MiU  MèLè  /c 

T > r-"-**-*".,  ,p-  • — Fp— = -,p  • (oee  also  art.  1000.) 

quently  the  unit  chaige  is  assumed,  and  we  speak  of  the  potential  as  so  many 
but  it  must  be  lemembeied  that  this  is  accurate  only  in  the  sense  in  which 
it  is  accurate  to  speak  of  a velocity  of  so  many  miles  [per  hour  being  under- 
stood], or  a pressure  of  so  many  pounds  [ per  square  inch  being  understood]. 
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Fig.  724 


y cq  Electric  field.  Lines  of  electric  force.— A region  in  which  force  is 
exercised  is  called  a field  offeree.  The  space  round  the  earth  is  a field  of 
gravitational  force  due  to  the  earth’s  attraction  The  lines  along  which 

force  is  exercised  are  called  lines  oj  force , and  the 
field  is  uniform  when  the  lines  of  force  are  parallel 
to  each  other  and  uniformly  spaced.  The  earth’s 
gravitational  field  of  force  is  uniform  over  a given 
small  area. 

An  electric  field  is  a region  in  which  electric 
force  is  exerted.  Electric  force  acts  upon  electric 
charges  as  mechanical  or  gravitational  force  acts 
upon  matter.  Mechanical  force  has  no  action  upon 
a charge  of  electricity,  any  more  than  electric  force 
acts  upon  matter.  Let  a sphere  be  charged  with 
a quantity  Q of  positive  electricity.  The  electric  force  at  any  distance  r from 

the  distance  from  the 
sphere  increases.  The 
lines  of  force  due  to 
a positively  charged 
sphere  are  straight 
lines  radiating  as  from 
the  centre  of  the 
sphere.  They  start, 
however,  not  from  the 
centre  but  from  the 
surface,  are  directed 
outwards,  and  are  uni- 
formly spaced  (fig. 
724).  If  the  charge 
were  doubled,  the 
number  of  lines  would 
be  doubled.  If  the 
charge  is  negative  the 
arrows  will  be  directed 
towards  the  sphere, 
since  the  direction  of 
a line  of  force  is  the 
direction  in  which  a 
positive  charge  moves 
along  it.  The  lines  of 
force  in  the  field  due 
to  two  spheres  a short 
distance  apart  equally 
charged,  one  with  posi- 
tive and  the  other  with 

Fig.  725  negative  electricity,  are 

shown  in  fig.  7=5,  ="<1  «*•  726  illustrates  the  distribution  of  the  lines  when 
the  charges  are  both  positive  or  both  negative. 
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The  lines  of  electric  force  may  be  made  visible  in  the  dark  by  placing- 
two  small  balls  at  a distance  from  each  other  in  conducting  communication 


with  an  electric  machine  at  work,  and  then  sifting  lycopodium  powder 
through  a fine  sieve  while  the  space  is  at  the  same  time  illuminated  by  the 
lime  or  the  electric  light.  They  may  also  be  shown  experimentally  by  the 
apparatus  represented  in  fig.  727  : two  stout 
wires  terminated  in  small  knobs  are  fitted 
to  the  sides  of  a flat  glass  dish  in  which  is 
placed  turpentine  with  quinine  sulphate 
uniformly  diffused  in  it  ; when  the  wires 
are  connected  with  the  electrodes  of  an  electric  machine  (77 6),  which  is 
very  slowly  worked,  the  white  crystals  arrange  themselves  in  lines  which  are 
the  lines  of  force  of  the  field  in  question. 

An  equipotential  surface  is  a surface  such  that  the  potential  is  the  same 
at  all  parts  of  it  ; and  the  trace  of  an  equipotential  surface  on  a plane  is  an 
equipotential  line.  If  a small  test  charge  is  moved  along  an  equipotential 
surface  no  work  is  done  by  or  against  electric  force.  Lines  of  force  are 
evei-y where  perpendicular  to  equipotential  surfaces.  In  the  case  of  an 
insulated  electrified  sphere  the  successive  equipotential  surfaces  are  spherical 
shells  of  gradually  increasing  radii.  Fig.  728  illustrates  the  case  of  a sphere 
of  radius  1 cm.,  with  a charge  numerically  equal  to  10  units.  The  potential  is 
equal  to  10,  and  the  equipotential  circles  (portions  of  them  only  are  shown 
in  the  figure)  are  drawn  so  that  the  difference  of  potential  between  successive 
surfaces  is  unity.  The  fall  of  potential  is  very  rapid  near  the  sphere,  but 
falls  off  slowly  at  distances  exceeding  5 cm.  from  the  centre.  At  this  distance 
the  potential  is  2,  at  10  cm.  it  is  1,  and  at  a distance  of  a metre  from  A the 
potential  is  only  ^ (758). 
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If  the  force  in  a field  has  everywhere  the  same  direction,  the  equipoten- 
tial  surfaces  are  parallel  planes,  the  lines  of  force  are  parallel,  and  we  have  a 
uniform  field. 


The  case  we  have  selected  for  illustrating  the  subject  of  eqmpotent.al 
lines  is  the  simplest  that  could  be  chosen.  But,  bearing  m mind  that  an 
eciuipotential  line  cuts  lines  of  force  at  right  angles,  it  is  easy  to  tiace  le 
eau  potential  lines  in  less  simple  cases-such  as  that  of  the  ellipsoidal  con- 
duct in  fig.  72 1 — when  the  lines  of  force  in  the  field  have  been  drawn  or 
of  the  similarly  and  dissimilarly  charged  spheres  of  figs.  7^5  and  7-6. 

ci  rfn  re  of  a conductor  is  always  an  equipotential  surface. 

760  Electric  capacity.  -When  a conductor,  away  from  the  neighbourhood 
of  is  barged  with  positive 

of  the  surrounding  medn  ■ nuantitv  of  electricity  which 

measured  by,  and  is  numerically  equal ^to  t he  q ' potential  above 

^ WUe^.  Uae 

rd1uia?;i«irbeen  stated  (758)  that  the  potent 

T.  "S  tfX 

did  Sait  and  away  from  other  conductors  is 

is  ~ 

Imagine  a litre  jar  or  cylinder  graduated  in  cu  acity  of  this 

graduation  1000  some  little  distance  fl°“b  th  P‘tity  of  liquid  which 
vessel  is  said  to  be  1 litre,  being  measured  by  the  quantity  4 
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There  is  an  analogy  between  heat  and  electricity,  as  regards  capaci  y, 
but  there  are  also  important  differences  ; thus  the  capacity  of  a body  for 
heat  is  influenced  by  the  temperature  (463),  being  generally  greater  at  higher 
temperatures,  while  the  capacity  of  a body  for  electricity  does  not  depend 
on  the  potential.  Again,  the  thermal  capacity  depends  solely  on  the  mass 
of  a body,  and  in  bodies  of  the  same  material  and  shape  is  proportional  to 
the  cube  of  homologous  dimensions  ; the  capacity  for  electricity  is  directly 
proportional  to  such  dimensions,  and  not  to  the  weight  or  volume.  Thermal 
capacity  is  proportional  to  a specific  coefficient,  which  varies  with  the  mate- 
rial, but  is  independent  of  its  shape  ; while  electric  capacity  varies  with 
the' shape  of  a body,  but  not  with  its  material,  provided  the  electricity  can 
move  freely  upon  it.  Thermal  capacity  is  unaffected  by  the  proximity  of 
other  bodies,  while  the  electric  capacity  depends  on  the  position  and  shape 
of  all  the  adjacent  conductors. 

If  we  have  a series  of  bodies  at  a considerable  distance  from  each  other, 
whose  capacities  and  potentials  are  respectively  c,  c\  c",  &c.,  and  v,  v',  v", 
&c.,  then,  if  they  are  all  connected  by  fine  wires  of  no  capacity,  they  all 
instantly  acquire  the  same  potential  V,  which  is  determined  by  the  equation 


The  analogy  of  this  to  the  equalisation  of  temperature  which  takes  place 
when  bodies  at  different  temperatures  are  mixed  together  is  directly 
apparent.  It  may  be  further  illustrated  by  supposing  a series  of  tubes 
of  different  diameters,  and  connected  by  very  narrow  tubes,  in  which 
are  stopcocks  to  cut  off  communication.  If,  while  in  this  state,  water  is 
poured  into  the  tubes  to  different  heights  above  the  common  level,  it  will  be 
manifest  that  they  will  hold  very  various  quantities  of  water.  If,  however, 
the  stopcocks  are  opened,  the  tubes  will  still  contain  quantities  of  water  pro- 
portional to  their  capacities,  but  the  level  or  potential  in  all  will  be  the  same. 

761.  Action  of  points. — Since  the  electric  density  at  any  part  of  the 
surface  of  a conductor  increases  with  the  curvature  of  the  part,  the  density 
at  a fine  point  in  connection  with  a conductor  must  tend  to  become  infinitely 
great  ; but  the  greater  the  density  the  greater  will  be  the  tendency  of 
electricity  to  overcome  the  resistance  of  the  air,  and  escape,  for  the  electro- 
static pressure  is  proportional  to  the  square  of  the  density  (756).  If  the  hand 
is  brought  near  a point  on  a conductor  connected  with  an  electric  machine 
in  action,  a slight  wind  is  felt  ; and  if  the  disengagement  of  electricity  takes 
place  in  the  dark  a luminous  brush  is  seen.  If  an  electrified  conductor  is  to 
retain  its  electricity,  all  sharp  points  and  edges  must  be  avoided  ; on  the  other 
hand,  to  facilitate  the  outflow  of  electricity  in  apparatus  and  experiments, 
frequent  use  is  made  of  this  action  of  points.  A flame  acts  like  a very 
fine  point  in  diffusing  electricity.  For  experiments  illustrating  the  action  of 
points,  see  art.  780.  ^ 


cv  + c'y'  + c"v" 
c + c'  + c" 
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CHAPTER  III 

ELECTROSTATIC  INDUCTION  OR  INFLUENCE.  ELECTRIC  MACHINES 

762.  Electrostatic  induction. -When  a conductor  is  brought  into  the 
electric  field  produced  by  a charged  body  it  becomes  thereby  electrified 
with  a positive  charge  at  one  end  and  a negative  charge  at  the  other,  the 
two  charges  being  separated  by  a region  in  which  there  is  no  electrification. 
The  process  is  called  electrostatic  induction  or  influence , the  electrification 
is  induced,  and  the  charged  body  which  produces  the  field  is  the  inducing 
body  The  elementary  facts  of  electrostatic  induction  may  be  demonstrated 
by  the  apparatus  illustrated  in  fig.  A is  the  charged  body  which  pro- 

duces the  field  ; it  is  represented  here 
as  a sphere  charged  positively,  but  in 
practice  may  be  an  excited  glass  rod. 
B is  an  insulated  uncharged  cylinder  ; 
it  becomes  electrified  by  induction,  and 
we  may  test  the  distribution  of  elec- 
tricity on  it  by  the  proof  plane  and 
electroscope.  For  this  purpose  let  the 
proof  plane,  after  touching  the  remote 
cap  of  an  electroscope.  The  leaves 
as  is  rendered  evident  by  the 


Fig.  729 


end  of  B,  be  brought  to  the 

£&  ^ivtgenStcLst  wLCra’  sparge  from  an  =xd«d  ghjss 
rod  is  applied  to  the  cap.  When  the  charge  at  the  near  en i of f B s stmt  ady 
tested,  it  is  found  .0  be  negative.  Between  the  two  ends  o B t s s nenttal 

region  from  which  no  electricity  can  be  carried  away  by  the  proof  plane 

That  the  charges  on  B are  equal  to  each  other  is  shown  by  the  fact  tha 
,he  finder  is  removed  from  the  field  of  A it  is  found  .0  be  w,  hout 
large  The  neutral  region  on  B is  generally  on  the  s.de  of  it  nearer  to  A 
foi  though  the  negative  and  positive  induced  charges  are  cd“al,  hey  a 
unequally  distributed,  that  nearer  to  A being  the  dense,,  and  thereto 

Se'TiJ  tf  f induction,  any  point  of  it  is  — ^ 
the  finger,  positive  electricity  wi^  flow  fiel'd  of  a,  is  at  a 

it  still  retains  a negative  charge  at  the  end  near  A.  Thg m«uU  folio « ^ . 
" f STSW  and  cylinder  are  separated 
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The  experiments  described  above  may  easily  be  mu 
electroscope  and  a charged  body,  glass  or  sealing-wax. 
the  case  when  an  excited  rod  of 


sealing-wax  is  held  at  a little  distance 
above  the  cap  of  the  electroscope. 
The  conductor,  which  takes  the  place 
of  the  cylinder  B in  fig.  729>  here 
consists  of  the  knob,  rod,  and  leaves 
of  the  electroscope.  The  cap  acquires 
a positive  and  the  leaves  a negative 
charge,  the  whole  conductor  being  at 
a negative  potential.  The  leaves 
diverge  because  their  potential  is 
different  from  (lower  than)  that  of  the 
earth  (787),  the  angle  of  divergence 
being  a rough  measure  of  the  differ- 
ence. When  C is  touched  the  poten- 
tial rises  from  a negative  value  to 
zero,  and  the  leaves  collapse,  although 


Fig.  730 


a positive  charge  still  resides  on  the 

cap.  This  charge  cannot  be  got  rid  of  so  long  as  A remains  ; but  when  A 
is  removed,  the  potential  of  C — which,  notwithstanding  the  positive  charge, 
was  kept  down  at  zero  by  the  influence  of  the  negatively  charged  rod — at  once 
rises,  the  electricity  spreads  over  the  whole  conductor,  and  the  leaves  diverge 
with  a positive  charge. 

Thus  a body  can  be  charged  with  electricity  by  induction  as  well  as  by 
conduction.  But,  in  the  latter  case,  the  charging  body  loses  part  of  its 
electricity,  which  remains  unchanged  in  the  former  case.  The  electricity 
imparted  by  conduction  is  of  the  same  kind  as  that  of  the  electrified 
body,  while  that  excited  by  induction  is  of  the  opposite  kind.  To  impart 
electricity  by  conduction,  the  body  must  be  quite  insulated  ; while  in  the 
case  of  induction  it  must  be  in  connection  with  the  earth— at  all  events 
momentarily. 

A body  electrified  by  induction  acts  in  turn  on  bodies  placed  near  it, 
separating  the  two  electricities  in  a manner  shown  by  the  signs  on  the 
cylinder  B (fig.  729). 

What  has  here  been  said  has  inference  to  the  inductive  action  exerted  on 
good  conductors.  Bad  conductors  are  not  so  easily  acted  upon  by  induction, 
owing  to  the  great  resistance  they  present  to  the  circulation  of  electricity  ; 
but,  when  once  charged,  their  electric  state  is  more  permanent. 

This  is  analogous  to  what  is  met  with  in  magnetism  ; a magnet  instan- 
taneously magnetises  a piece  of  soft  iron,  but  the  magnetisation  is  only 
temporary,  and  depends  on  the  continuance  of  the  action  of  the  magnet  ; a 
magnet  magnetises  steel  with  far  greater  difficulty,  but  this  magnetisation  is 
permanent. 

The  attraction  of  a pith-ball  pendulum  (fig.  705)  is  explained  by  induc- 
tion. Let  M be  a charged  body  and  N a pith  ball  (fig.  731). 
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lf  the  pendulum  is  suspended  by  an  insulating  thread,  such  as  dry  silk, 
M,  acting  inductively  on  N,  attracts  the  negative  and  repels  the  positive 
electricity,  so  that  the  maxima  of  density  are  respectively  at  the  points  a 
and  b.  Now  a is  nearer  c than  b is  ; and,  since 
attractions  and  repulsions  are  inversely  as  the  square 
of  the  distance,  the  attraction  between  a and  c is 
v greater  than  the  repulsion  between  b and  c ; and, 
Ÿ therefore,  N will  be  attracted  to  M by  a force  equal 
to  the  excess  of  the  attractive  over  the  repulsive 
force. 

If  the  thread  is  not  an  insulator,  then  the  electricity 
ofthesamekind  as  that  of  the  inducing body  passes  to  earth  through  the  tlnead 
and  the  supports,  and  the  attraction  is  stronger  than  in  the  previous  case. 

763.  Potential  of  a conductor  under  induction  independent  of  the  sign 
or  density  of  the  electrification. — We  have  seen  in  the  last  article  that  it  is 
possible  for  a conductor  to  have  opposite  charges  at  its  two  ends  although 
all  parts  of  it  must  be  at  the  same  potential.  To  explain  the  difficulty  which 
here  seems  to  present  itself,  it  will  be  convenient  to  assume  some  numerical 
values.  Suppose  the  inducing  body  to  be  the  sphere  illustiated  in  fig.  7-8, 
with  charge  =10,  radius  = 1,  and  consequently  potential  = 10.  Then  the 
sphere,  when  no  other  conductors  are  near,  produces  an  electric  field,  the 
lines  of  force  in  which  are  radial  lines,  and  the  equipotential  surfaces  as 
shown  in  the  figure.  Suppose  an  insulated  cylinder  to  be  placed  m the 
position  BC,  so  that  B is  at  the  place  where  the  potential  is  4,  and  C at  the 
place  where  the  potential  is  2.  We  are  then  connecting  by  a conductor  two 
places  of  different  potential,  the  result  of  which  is  that  there  is  a flow  of 
electricity  from  B to  C in  order  that  the  potentials  at  B and  C may  be  equal- 
ised : B loses  electricity  and  becomes  negatively  charged,  C gains  and  becomes 
positive,  the  opposite,  charges  being  necessarily  equal  to  each  other,  and  the 
whole  cylinder  assumes  a potential  intermediate  between  4 and  2,  say  3. 
When  the  cylinder  is  earthed  the  positive  charge  at  C disappears,  the  poten- 
tial falls  from  3 to  zero,  and  the  negative  charge  at  B increases.  That  this  is 
so  will  be  clear  from  the  consideration  that  when  BC  is  introduced  into  t re 
field  of  A there  is  a displacement  of  electricity  from  B to  C,  to  an  extent 
depending  on  the  difference  of  potential  between  B and  C,  that  is,  being 
the  greater  the  lower  the  potential  of  C.  Thus  the  loss  of  electncity  at 
(that  is,  its  negative  charge)  must  increase  when  B is  lowered  from  a poten- 
tial 3 to  zero.  ... 

These  experiments  teach  us  to  distinguish  between  the  potential  which  a 
body  has  in  virtue  of  its  own  charge,  and  that  which  it  has  in  consequence 
of  its  position  in  the  electric  field  due  to  some  other  conductor.  These 
be  called  respectively  the  free  and  induced  potentials  of  the  body,  i He 
actual  potential  is  due  to  their  algebraic  sum.  Thus  in  the  example 
above  : at  B the  induced  potential  is  4,  but  the  negative  charge  there  would, 
if  it  were  free  and  uninfluenced,  give  rise  to  a negative  potential  ; hence  the 
actual  potential  at  B is  not  4,  but  something  less  than  4.  Similarly,  at  the 
end  C the  induced  potential  is  2,  but  there  is  an  additional  potential  due  to 
the  positive  charge,  so  that  the  actual  potential  is  not  2,  but  something  moie 
than  2. 
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764.  Faraday’s  experiments.— The  following  experiments  of  Faraday, 
which  are  often  known  as  ‘the  ice-pail  experiments,’ from  the  vessels  with 
which  they  were  originally  made,  are  excellent  illustrations  of  the  operation 
of  induction,  and  are  of  great  theoretical  importance  : 

A carefully  insulated  metal  cylinder,  A (fig.  732),  is  connected  by  a wire 
with  an  electroscope  E,  at  some  distance.  When  an  insulated  brass  ball  C, 
charged  with  positive  electricity,  is  lowered  into  the  cylinder,  the  leaves  of 
the  electroscope  diverge,  and,  as  can  be  shown,  with  positive  electricity, 
and  the  divergence  increases  until  the  ball  has  attained  a ceitain  depth,  aftei 
which  there  is  no  further  increase.  The  divergence  now  remains  constant, 
whatever  be  the  position  of  the  ball,  and  when  the  inside  and  outside  are 
tested  with  the  proof  plane  they  are  found  to  be  charged  with  negative  and 
positive  respectively.  If  the  ball  is  withdrawn  the  leaves  of  the  electioscope 
collapse,  and  there  is  no  electrification  on 
the  cylinder  ; the  quantities  of  negative 
and  positive  electricity  developed  on  the 
two  surfaces  are  accordingly  equal  to  each 
other. 

If  now  the  ball,  while  still  charged 
with  positive  electricity,  is  brought  as 
before  into  the  cylinder,  and  is  allowed 
to  touch  the  inside,  there  is  no  altera- 
tion, not  even  a momentary  one,  at  the 
moment  of  contact,  in  the  divergence  of 
the  leaves  of  the  electroscope  ; but  if  the 
ball  is  withdrawn  it  will  be  found  to  be 

discharged,  while  the  charge  (positive)  E 

on  the  cylinder  is  entirely  on  the  outside. 

The  positive  charge  on  the  ball  pro- 
duces a negative  charge  on  the  inside 
of  the  vessel,  an  equal  positive  charge  F'g-  732 

spreading  over  the  outside,  the  wire,  and 

the  electroscope.  There  is  an  electric  field  inside,  the  lines  of  force  of  which 
pass  from  the  ball  to  the  inner  surface  of  the  vessel.  This  internal  field 
entirely  disappears,  when  the  ball  touches  the  vessel,  without  any  disturbance 
of  the  distribution  or  potential  of  the  outside. 

If,  while  the  ball  charged  with  positive  electricity  is  inside  the  cylinder, 
the  latter  is  momentarily  put  to  earth,  the  gold  leaves  collapse,  and  the  proof 
plane,  if  applied  to  the  outside,  removes  no  trace  of  electricity  ; the  cylinder 
behaves  towards  all  external  bodies  as  if  it  were  neutral.  The  internal 
surface  is,  however,  charged  with  negative  electricity  equal  to  the  positive 
charge  of  the  ball,  for  all  trace  of  electricity  disappears  if  the  ball  is  made 
to  touch  the  side. 


If  the  ball,  after  the  cylinder  has  been  momentarily  connected  to  earth, 
is  removed  without  having  touched  the  sides,  the  negative  passes  to  the 
outside  and  forms  there  a layer  which  is  distributed  as  was  the  layer  of 
positive  electricity  before  the  cylinder  was  connected  with  the  ground.  The 
cylinder  is  thus  finally  charged  with  a quantity  of  electricity  equal  and  of 
opposite  sign  to  that  of  the  inducing  body. 
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Fig.  733 


Four  such  cylinders  (fig.  733)  are  placed  concentrically  one  within  another  ; 
they  are  insulated  from  eacli  other  by  discs  of  shellac,  and  the  outer  one  is 
connected  with  the  electroscope.  On  introducing  the 
charged  ball  into  the  central  cavity  the  leaves  diverge 
just  as  if  the  intermediate  ones  did  not  exist.  Each 
of  these  is  charged  with  equal  quantities  of  opposite 
electricities,  all  equal  in  value  to  that  of  the  sphere. 

1 The  internal  charge  of  the  cylinder  is  the  same  as  if 

all  the  intermediate  cylinders  were  suppressed,  and 
the  charge  does  not  vary  even  when  the  intermediate 
ones  are  connected  with  each  other  or  are  touched  by 
the  electrified  ball  C. 

If,  while  C is  in  its  original  condition,  the  internal 
cylinder,  4,  is  connected  with  the  ground,  the  leaves 
collapse,  and  the  other  cylinders  are  in  the  neutral 
state  ; the  two  layers  which  remain  positive  on  C,  and 
negative  on  the  adjacent  cylinder,  are  without  action 
on  an  external  point.  If  any  other  cylinder  be  thus 
treated  the  external  ones  are  reduced  to  the  neutral 
state. 

With  the  aid  of  the  cylinder  (fig.  732)  it  is  easy  to  demonstrate  that  by 
friction  both  electricities  are  produced  at  the  same  time,  and  in  equal  quan- 
tities (749).  For  if  the  flannel  and  sealing-wax  in  fig.  7 1 2 after  bemg  rubbed 
are  placed  simultaneously  in  the  cylinder  no  divergence  is  produced,  while  . 
if  introduced  separately  they  produce  equal  divergence  but  of  opposite 

8 Whenever  a charge  of  electricity  exists  there  is  somewhere  an  equivalent 
and  corresponding  charge  of  electricity  of  the  opposite  kind.  This  may 
seem  inconsistent  with  the  fact  that  an  insulated  sphere  may  have  a 
charge  of  one  kind  of  electricity.  But  it  is  to  be  remembered  that  this  is 
in  effect  the  case  of  a Leyden  jar  (786)  in  which  the  dielectric  is  the  layer 
of  air  between  the  sphere  and  the  sides  of  the  room  which  form  the  outer 

COd76?'  Faraday’s  chamber.—  Faraday  constructed  a cubical  box  of  wood, 
each  edge  measuring  12  feet,  which  he  covered  with  tinfoil  and  insu- 
lated by  glass  supports.  This  chamber  could  be  charged  to  a high  potential 
by  an  external  electric  machine,  but  a gold-leaf  electroscope  placed  ins 
showed  no  effect.  He  says  : ‘ I went  into  the  cube  and  i've  n jn 
lighted  candles,  electrometers,  and  all  other  tests  of  electrical  states.  I 
could  not  find  the  least  influence  upon  them  or  motion 1 of  anythu* 
particular  given  by  them,  though  all  the  time  the  outside  o tte  cube  was 
no werfullv  charged  and  large  sparks  and  brushes  were  daiting  oil  ho 
Sery  part  of!”  outer  surface*  Faraday  thus  showed  .hat,  however TSS 
the  field  in  which  a hollow  conductor  is  placed  there  is  no  electnc  fo  ce 
inside  the  conductor.  This  result  also  follows  from  the  fact,  e^nmenUlly 
established,  that  the  potential  is  constant  at  all  parts  ot  the  regi  d ^ 

hollow  conductor,  and  is  the  same  as  that  of  the  cone  uc  ‘encaHy 

difference  of  potential  of  two  neighbouring  points,  A a > , 

equal  to  the  work  which  must  be  done  on  the  unit  charge  of  elec 
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tricity  in  order  to  move  it  from  A to  B.  But  the  work  is  also  equal 
to  the  mean  electric  force  which  opposes  the  transfer,  multiplied  by  the 
distance  between  A and  B ; or,  V t — V„  = Px , where  P is  the  mean  foice 
and  .r  the  distance.  But  in  the  inside  of  a conductor  V1  = V2,  and  theie- 


forc  P = o. 

If  the  outside  surface  of  Faraday’s  chamber  is  connected  by  a wire  to 
the  cap  of  a gold-leaf  electroscope,  the  latter  is  unaffected  when  substances 
such  as  glass  and  silk  are  rubbed  together  inside,  lhe  charges  on  the  glass 
and  silk  are  equal,  and  produce  equal  and  opposite  effects  on  the  outside  of 
the  chamber.  No  change  is  produced  when  the  rubber  is  thrown  on  the 
floor,  for  the  positive  is  then  on  the  glass,  and  the  equal  negative  on  the 
walls,  floor,  and  ceiling  of  the  chamber.  If  an  electrophorus  or  electric 
machine  of  any  kind  is  worked  in  the  chamber,  the  electric  field  thereby 
produced  is  entirely  confined  to  the  inside  ; the  electroscope  outside  is 
unaffected.  Thus  we  learn  that  when  electric  experiments  are  made  in  a 
room  of  any  kind,  whether  insulated  or  not,  no  electricity  leaves  the  room. 
A conductor  is  earthed  when  it  is  connected  with  the  walls  or  floor  of  the 
room,  but  the  charge  which  escapes  from  such  a conductor  does  not  pass 
into  the  earth. 

But  if  in  the  ‘Faraday’s  chamber’  experiments  the  silk  after  rubbing 
the  glass  is  removed,  for  example  through  the  window,  the  leaves  of  the 
external  electroscope  diverge  with  positive  potential,  the  inside  walls  having 
a negative  charge  equal  to  the  positive  of  the  glass. 

It  is  found  that  a hollow  conductor  made  of  wire  with  rather  big  meshes 
behaves  with  respect  to  electric  charges  as  if  it  were  of  continuous  metal. 
Such  a conductor  is  often  useful  in  electric  experiments,  as  we  are  able  to  see 
what  goes  on  inside  it.  Let  A be 
such  a cylinder  made  of  brass  wire 
and  open  at  the  bottom.  It  rests 
upon  an  insulating  stool  D,  and  in- 
side it  is  a golcl-leaf  electroscope 
B suspended  by  silk  ribbons.  In 
accordance  with  what  has  been 
said,  no  external  electrification  pro- 
duces any  effect  on  the  electroscope  ; 
the  wire  cylinder  acts  as  an  efficient 
screen  and  cuts  off  all  electric  action. 

Even  when  the  cylinder  is  itself 
highly  charged,  the  electroscope  gives 
no  indication.  Now  let  the  cap  of 
the  electroscope  B be  connected  by  a gutta-percha-covered  copper  wire  to 
the  cap  of  another  electroscope,  C,  exactly  like  B,  standing  on  the  table, 
the  wire  passing  through  one  of  the  meshes  of  the  netting.  When  A is 
charged  positively,  the  leaves  of  both  electroscopes  diverge  ; and  since  elec- 
tricity has  passed  from  B to  C,  B has  a negative  and  C a positive  charge. 
Let  V be  the  potential  of  the  cage  ; that  of  B will  be  somewhat  lower,  say 
V„  and  the  divergence  of  B’s  leaves  indicates  the  difference  V-V,.  The 
divergence  of  C’s  leaves  indicates  the  difference  of  potential  between  it  and 
the  table  on  which  it  stands,  namely  V^.  Thus  the  two  electroscopes, 


Fig.  734 
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although  at  the  same  potential,  do  not  generally  show  the  same  divergence. 

If  C is  earthed,  the  potential  of  B and  C falls  to  zero  ; hence  the  leaves 
of  C collapse,  while  those  of  B diverge  more  than  before. 

766.  Faraday’s  theory  of  induction. — The  experiments  of  Faraday  on  the 
part  which  the  medium  plays  in  inductive  actions,  with  their  subsequent 
mathematical  expression,  and  development  by  Maxwell,  have  led  to  a profound 
alteration  in  the  mode  of  interpreting  electric  phenomena. 

Faraday  regarded  conductors  as  in  a certain  sense  qualitatively  different 
from  non-conductors  ; the  latter  he  called  dielectrics , to  express  that  they 
allow  electric  forces  to  act  through  them  ; electric  forces  cannot  penetrate 
into  the  interior  of  conductors,  but  terminate  at  the  surface  just  as  light  is 
stopped  by  an  opaque  body. 

Faraday  assumed  that  insulators  or  non-conductors  consisted  of  a number 
of  molecules,  possibly  spherical  in  shape,  which  are  perfect  conductors  and 
are  disseminated  in,  and  separated  from  each  other  by,  a non-conducting 
medium.  When  placed  in  an  electric  field,  the  inductive  action  may  be  taken 
to  be  that  electrification  is  produced  in  the  conducting  molecules,  positive  on 
one  face  and  negative  on  the  opposite  one,  the  molecules  being  thus  arranged 
in  polar  chains  ; those  faces  of  the  molecules  which  are  turned  towards  the 
inducing  body  having  electricity  of  the  opposite  kind  to  that  of  the  latter, 
while  those  which  are  turned  away  from  it  have  electricity  of  the  like  kind. 

In  the  interior  of  the  medium  where  successively  the  positive  face  of  one  mole- 
cule is  presented  to  the  negative  of  the  next,  the  two  electricities  neutralise 
each  other  throughout,  but  when  the  non-conductor  is  bounded  by  conductors,  - 
and  the  boundaries  of  an  electric  field  are  always  conductors,  the  free  electri- 
fication is  no  longer  neutralised,  but  constitutes  the  charge  of  electricity 
which  is  perceived.  This  is  analogous  to  the  action  of  a magnet  on  iron 
filings,  where  they  acquire  a polar  arrangement  along  the  direction  of  the  lines 
of  force  • ti^nnlnr  chains  in  electrification  representing  the  lines  of  electric 


contract  in  the  direction  of  their 


length,  and  they  repel  each  other 
at  right  angles  thereto  (700). 


The  following  experiment 
was  devised  by  Faraday  to  illus- 
trate the  polarisation  of  the 
medium , as  he  called  it.  He  in- 
troduced small  filaments  of  silk 


Fig.  735 


vessel  of  turpentine  (fig.  735).  and,  having  placed  two  conductors i in » the 
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the  plates  of  mica  successively,  found  that  each  was  charged  with  posithe 
electricity  on  one  side  and  negative  electricity  on  the  other. 

Kleiner  extended  this  experiment  by  charging  a condenser  the  insulator 
of  which  was  mica,  and  determining  the  quantity  of  electricity  by  measuring 
the  discharge.  He  then  recharged  the  condenser  to  the  same  extent,  split 
off  films  successively  and  discharged  them  by  the  same  plates,  and  found  thus 
that,  allowing  for  unavoidable  losses  of  insulation,  the  charge  on  each  film 
was  the  same. 

767.  Communication  of  electricity  at  a distance.  In  the  expei  intent 
represented  in  fig.  729  the  opposite  electricities  of  the  sphere  and  the 
cylinder  tend  to  unite,  but  are  prevented  by  the  resistance  of  the  air.  If  the 
electric  density  is  increased,  or  if  the  distance  of  the  bodies  is  diminished,  the 
opposed  electricities  at  length  overcome  this  obstacle  ; they  msh  logethei 
and  combine,  producing  a spark,  accompanied  by  a sharp  sound.  The 
negative  electricity  separated  on  the  cylinder  being  thus  neutralised  by  the 
positive  electricity  of  the  charged  body,  a charge  of  positive  electiicity 
remains  on  the  cylinder. 

The  striking  distance  varies  with  the  difference  of  potential,  the  shape 
of  the  bodies,  their  conducting  power,  and  with  the  resistance  and  pressure 
of  the  interposed  medium. 

768.  Plate  electric  machine.— The  first  electric  machine  was  invented 
by  Otto  von  Guericke,  the  inventor  also  of  the  air-pump.  It  consisted  of  a 
sphere  of  sulphur,  which  was  turned  on  an  axis  by  means  of  the  hand,  while 
the  other  hand,  pressing  against  it,  served  as  a rubber.  Resin  was  after- 
wards substituted  for  the  sulphur,  which,  in  turn,  Hawksbee  replaced  by  a 
glass  cylinder.  In  all  these  cases  the  hand  served  as  rubber  ; and  Winckler, 
in  1740,  first  introduced  cushions  of  horsehair,  covered  with  silk,  as  rubbers. 
At  the  same  time  Bose  collected  electricity,  disengaged  by-  friction,  on  an 
insulated  cylinder  of  tin  plate.  Lastly,  Ramsden,  in  1760,  replaced  the  glass 
cylinder  by  a circular  glass  plate  which  was  rubbed  by  cushions.  The 
form  which  the  machine  has  now  is  but  a modification  of  Ramsden’s  original 
machine. 

Between  two  wooden  supports  (fig.  736)  a circular  glass  plate  P is  sus- 
pended by  an  axis  passing  through  the  centre,  turned  by  means  of  a handle 
M.  The  plate  revolves  between  two  sets  of  cushions  or  rubbers , F,  of  leather 
or  of  silk,  one  set  above  the  axis  and  one  below,  which,  by  means  of  screws, 
can  be  pressed  as  tightly  against  the  glass  as  may  be  desired.  The  plate 
also  passes  between  two  brass  rods,  shaped  like  a horseshoe,  and  provided 
with  a series  of  points  on  the  sides  towards  the  glass  ; these  rods  are  fixed 
to  larger  metallic  cylinders  CC,  which  are  together  called  the  prime  con- 
ductor. The  latter  are  insulated  by  being  supported  on  glass  feet,  and  are 
connected  with  each  other  by  a smaller  rod  r. 

The  action  of  the  machine  is  thus  explained.  By  friction  with  the  rubbers 
the  glass  becomes  positively  and  the  rubbers  negatively  electrified.  If 
the  rubbers  were  insulated,  they  would  receive  a certain  charge  of  negative 
electricity  which  it  would  be  impossible  to  exceed,  for  the  tendency  of  the 
opposed  electricities  to  reunite  would  be  equal  to  the  power  of  the  friction 
to  separate  them.  But  the  rubbers  communicate  with  the  ground  by  means 
of  a chain  ; and,  consequently,  as  fast  as  the  negative  electricity  is 
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generatecl,  it  passes  to  earth.  The  positive  electricity  of  the  glass  acts  then 
by  induction  on  the  conductor,  attracting  the  negative  electricity.  This 
negative  electricity  collects  on  the  points  opposite  to  the  glass.  Here  its 
tendency  to  discharge  becomes  so  high  that  it  passes  across  the  intervening 
space  of  air,  and  equalises  the  potentials  of  glass  and  conductor.  The 
prime  conductor  is  thus  charged  with  positive  electricity  at  approximately 
the  same  potential  as  the  glass  plate.  The  plate  accordingly  gives  up 
nothing  directly  to  the  prime  conductors  ; but  its  own  positive  charge  is 
partly  neutralised  by  the  negative  drawn  from  the  points. 


Fig.  736 


It  the  hand  is  brought  near  the  conductor  when  charged,  a spark 
follows  which  is  renewed  as  the  machine  is  turned.  In  this  case  the  hand, 
being  at  zero  potential  and  in  a positive  field,  must  have  a negative  charge. 
As  the  hand  approaches,  the  difference  of  potential  increases  until  a spark 
passes.  With  each  spark  the  prime  conductor  is  partially  01  entnel) 
discharged,  but  becomes  again  electrified  as  the  plate  is  turned. 

769.  Precautions  in  reference  to  the  machine.— The  glass,  of  which  the 
plate  is  made,  must  be  as  little  hygroscopic  as  possible  Of  late  ebonite 
has  been  frequently  substituted  for  glass  ; it  has  the  advantage  of  being 
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neither  hygroscopic  nor  fragile,  and  of  readily  becoming  electrified  by  friction. 
It  cannot,  however,  be  relied  on,  as  its  surface  in  time  undergoes  a change, 
especially  if  exposed  to  the  light,  whereby  it  becomes  a conductor.  'I  he 
plate  is  usually  from  7s  to  £ of  an  inch  in  thickness,  and  from  20  to  30  inches 
in  diameter,  though  these  dimensions  are  not  unfrequently  exceeded. 

The  rubbers  require  great  care,  both  in  their  construction  and  their 
preservation.  They  are  commonly  made  of  leather,  stuffed  with  horsehair. 
Before  use  they  are  coated  with  powdered  ait  rum  musivum  (tin  sulphide), 
or  graphite,  or  amalgam.  The  action  of  these  substances  is  not  very 
clearly  understood.  Some  consider  that  it  merely  consists  in  promoting 
friction.  Others,  again,  believe  that  a chemical  action  is  produced,  and 
assign  in  support  of  this  view  the  peculiar  smell  noticed  near  the  rubbers 
when  the  machine  is  worked.  Amalgams,  perhaps,  promote  most  power- 
fully the  disengagement  of  electricity.  Kienmayer' s amalgam  is  the  best 
of  them.  It  is  prepared  as  follows  :■ — One  part  of  zinc  and  one  part  of  tin 
are  melted  together  and  removed  from  the  fire,  and  two  parts  of  mercury 
stirred  in.  The  mass  is  transferred  to  a wooden  box  containing  some  chalk, 
and  then  well  shaken.  The  amalgam,  before  it  is  cold,  is  powdered  in  an 
iron  mortar,  and  preserved  in  a stoppered  glass  vessel.  For  use  a little  cacao 
butter  or  lard  is  spread  over  the  cushion,  some  of  the  powdered  amalgam 
sprinkled  over  it,  and  the  surface  smoothed  by  a ball  of  flattened  leather. 

In  order  to  avoid  a loss  of  electricity,  two  quadrant-shaped  pieces  of  oiled 
silk  are  fixed  to  the  rubbers,  so  as  to  cover  the  plate  on  both  sides  : one  at 
the  upper  part  from  a to  F,  and  the  other  in  the  corresponding  part  of  the 
lower  rubbers.  These  flaps  are  not  represented  in  the  figure.  Yellow  oiled 
silk  is  the  best,  and  there  must  be  perfect  contact  between  the  plate  and  the 
cloth. 

Ramsclen’s  machine,  as  represented  in  fig.  736,  gives  only  positive  elec- 
tricity. But  it  may  be  arranged  so  as  to  give  negative  electricity  by  placing 
it  on  a table  with  insulating  supports.  The  conductor  is  connected  with 
the  ground  by  a chain,  and  the  machine  worked  as  before.  The  positive 
electricity  passes  off  by  the  chain  into  the  ground,  while  the  negative  elec- 
tricity  remains  on  the  supports  and  on  the  insulated  table.  On  bringing  the 
finger  near  the  uprights,  a sharp  spark  is  obtained. 

Winter  compared  the  working  of  an  electric  machine  directly  with  the 
indications  of  an  hygrometer,  and  found  that  the  length  of  the  spark  obtain- 
able is  inversely  as  the  hygrométrie  state. 

77°-  Maximum  of  charge.  It  is  impossible  to  exceed  a certain  limit 
of  electric  charge  with  the  machine,  whatever  precautions  are  taken,  or 
however  rapidly  the  plate  is  turned.  This  limit  is  attained  when  the  rate  of 
loss  of  electricity  equals  that  of  its  production.  The  loss  depends  on  three 
causes  1.  The  loss  by  the  atmosphere,  and  the  moisture  it  contains. 
11.  The  loss  by  the  supports,  iii.  The  recombination  of  the  electricities  of 
the  rubbers  and  the  glass. 

The  first  two  causes  have  been  already  mentioned.  With  reference  to 
the  last,  it  must  be  noticed  that  the  electric  charge  increases  with  the 
rapidity  of  the  rotation,  until  it  reaches  a point  at  which  it  overcomes  the 
resistance  presented  by  the  non-conductivity  of  the  glass.  At  this  point  a 
portion  of  the  two  electricities  separated  on  the  rubbers  and  on  the  glass 
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re  combines,  and  the  charge  remains  constant.  It  is  therefore  ultimately 

independent  of  the  rapidity  of  rotation. 

771  Armstrong’s  hydro-electric  machine.-In  this  machine  electricity 

is  produced  by  the  disengagement  of  steam  through  narrow  orifices. 

The  discovery  of  the  machine  was  occasioned  by  an  accident.  A workman 
having  accidentally  held  one  hand  in  a jet  of  steam  winch  was  issuing 
bom  an  orifice  in  a steam  boiler  at  high  pressure,  while  his  other  hand 
'asped  the  safety-valve,  was  astonished  at  experiencing  a smart  shock. 
Lord  Armstrong  (then  Mr.  Armstrong,  of  Newcastle),  whose  attention  was 
drawn  to  this  phenomenon,  ascertained  that  the  steam  was  charged  with 
positive  electricity,  and,  by  repeating  the  experiment  with  an  insulated 
locomotive,  he  found  that  the  boiler  was  negatively  charged.  Armstrong 
believed  that  the  electricity  was  due  to  a sudden  expansion  of  the 
steam  Faraday,  who  afterwards  examined  the  question,  ascertained  its 
true  cause,  which  will  be  best  understood  after  describing  a machine  which 
Armstrong  devised  for  reproducing  the  phenomenon 

( consists  of  an  insulated  wrought-iron  boiler  (fig.  737). 
fire,  about  5 feet  long  by  2 feet  in  diameter,  and  pro.Kiecl  ayhende  with  a 

a stopcock,  and 
above  this  is  the 
box  B,  in  which 
are  the  tubes 
through  which  the  - 
steam  is  disen- 
gaged. On  these 
are  fitted  jets  of  a 
peculiar  construc- 
tion, shown  in  the 
section  of  one  of 
them,  M,  repre- 
sented on  a larger 
scale.  They  aie 
lined  with  hard 
wood  in  a manner 
represented  by  the 
diagram.  The  box 
B contains  cold 
water.  Thus  the 
steam,  before  es- 
caping, undergoes 
partial  condensa- 
tion, and  becomes 
charged  with  ve- 
sicles of  water— a 
Fîç.  7i7  necessary  condi- 

tio„  for  Faraday  found  .bar  no  electricity  is  produced  when  .be  steam  is 
P'rfTbey  development  of  e.ectncity  in  .be  machine  «as  a.  firs,  attributed  .o 
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the  condensation  of  the  steam,  but  Faraday  found  that  it  is  solely  due  to 
the  friction  of  the  globules  of  water  against  the  jet.  For  if  the  little  cylinders 
which  line  the  jets  are  changed,  the  kind  of  electricity  is  changed  ; and  if 
ivory  is  substituted,  little  or  no  electricity  is  developed.  Ihe  same  effect  is 
produced  if  any  fatty  matter  is  introduced  into  the  boiler.  In  this  case 
the  linings  are  of  no  use.  Electricity  is  disengaged  in  case  the  water  is 
pure,  and  the  addition  of  acid  or  saline  solutions,  even  in  minute  quantity 
prevents  any  disengagement  of  electricity.  If  turpentine  is  added  to  the 
boiler  the  effect  is  reversed— the  steam  becomes  negatively,  and  the  boiler 
positively,  electrified. 

With  a current  of  moist  air  Faraday  obtained  effects  similar  to  those  of 
this  apparatus,  but  with  dry  air  no  effect  is  produced. 

When  liquefied  carbonic  acid  issues  from  the  metal  cylinder  in  which  it 
is  stored  (384),  the  cylinder  is  found  to  be  strongly  positive,  the  electrification 
being  due  to  the  friction  of  particles  of  solidified  carbonic  acid  against  the 
sides  of  the  jet. 

772.  Electrophorus. — One  of  the  most  simple  and  inexpensive  machines 
for  producing  electricity  is  the  electrophorus , invented  by  Volta.  It  is  one 
of  the  class  of  electrostatic  induction  or  mjluence  machines,  and  differs 
entirely  in  principle  from  the  frictional  machine  already  described.  When 
once  charged,  any  amount  of  electricity  can  be  obtained  from  it  by  inter- 
mittent inductive  action.  It  consisted,  as  devised  by  Volta,  of  a cake  of 


Fig.  738 


Fig.  739 


resiir,  B (fig.  739),  placed  on  a metal  surface  or  enclosed  in  a metal  dish  ; 
ebonite  is  now  generally  used  instead  of  resin.  A disc  of  ebonite,  10  inches 
in  diameter  and  £ inch  thick,  is  provided  with  a backing  of  metal,  either 
brass  or  copper,  called  the  sole , and  the  metal  and  ebonite  are  securely 
attached  together.  Besides  this  there  is  a metal  disc  A,  called  the  cover , of 
a diameter  somewhat  less  than  that  of  the  ebonite,  and  provided  with  a glass 
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Fig.  74° 


handle  The  mode  of  working  is  as  follows  All  parts  of  the  apparatus 
having  been  well  dried,  the  ebonite  is  briskly  flapped  with  catskm  or 
flannel,  and  becomes  thereby  charged  with  negative  electricity  The  cover 
is  put  on,  and  after  being  touched  with  the  finger,  is  raised  by  its  insulating 
handle  It  is  found  to  be  charged  with  positive  electricity,  and  if  the 
knuckle  is  brought  near  to  it  (fig.  739)  a smart  spark,  half  an  inch  or  more 
long-  passes  When  the  cover  is  replaced  on  the  ebonite,  touched,  and 
raised  another  spark  is  obtained  from  it,  and  so  on  indefinitely  without  any 
“charging  of  the  ebonite.  Thus,  by  once  rubbing  the  plate  of  the  electro- 
pho  us  we  can  obtain  from  it  an  indefinitely  large  quantity  of  electricity 
The  explanation  of  the  action  is  as  follows  :-When  the  ebonite  is  rubbed 
the  negative  electricity  produced  on  its  surface  acts  inductively  through  the 
dielectric  upon  the  metal  sole,  which  is  earth-connected,  producing  positive 
electricity  on  its  upper  surface,  the  corresponding  negative  passing  to  earth 
y The  positive  and  negative  attract  each  other, 

and  the  negative  charge,  which  is  increased 
by  this  induction,  no  longer  remains  exclu- 
sively on  the  upper  surface  of  the  ebonite, 
but  penetrates  into  its  interior.  Hence  the 
cover,  when  put  on,  is  electrified  only  by 
induction  (fig.  740),  and  there  is  practically 
no  transfer  of  electricity  to  it  from  the  ebonite  ; 
when  it  is  touched  the  induced  negative  only 
passes  to  earth,  the  equal  positive  charge  re- 
• • ,-mrW  face  This  positive  electricity,  when  the  cover  is 

mammg  on  • be  withdrawn  in  the  form  of  a spark.  The 

raised,  écornes  ^ efficient  when  the  ebonite  is  provided  with  its  metal 
electrophorus  is  mo  - . , latter  case  the  inductive 

backing  than  when  it  ,s  not  so  provided,  for  m the ^ latte,  case 

action  described  above  cannot  take  place^  or  vtes  £üv/charge 

*•  °"theCOier 

” Ï i!hed°?r  tLl 

““kmusTbe  expended  in  order  tc ; 

W - the  eiectricitg 

thUofcou“'in  raising  the  cover,  work  has  to  be  done  against  grrf.y,  but 
trifled  ' additional6 worie  * must  lie ^one  against  electric  force,  and  this  is 

lhe  - - as? 

seen  how  we  may,  giv  1 electricity  Lord  Kelvin’s  ivatcr- 

given  as  another  arrangement  for  the  same 

purpose. 
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Fig.  741 


A and  B (fig.  741)  are  insulated  metal  cylinders  called  the  inductors , 
and  are  in  metallic  connection  with  two  cylinders  a and  b,  also  insulated, 
called  the  receivers , each  having  a funnel 
the  nozzle  of  which  is  in  the  centre  of  the 
cylinder.  Water  from  the  pipe  e falls  in  drops 
through  the  metal  taps  c and  d,  the  nozzles 
of  which  are  in  the  centre  of  the  cylinders  A 
and  B. 

Take  first  the  case  of  the  cylinder  A, 
and  suppose  it  to  possess  a small  positive 
charge  at  the  outset,  the  drops  as  they  fall 
will  be  charged  negatively  by  induction,  the 
corresponding  positive  going  to  earth,  through 
e.  Falling  on  the  funnel  of  the  receiver  b 
they  impart  to  it  the  whole  of  their  charge, 
and  the  water  as  it  issues  will  be  neutral. 

But  the  negative  charge  of  b is  shared 
with  B,  which  is  thus  negatively  electrified, 
and  the  drops  which  fall  through  it  are 
positively  electrified  and  give  up  their  posi- 
tive charge  to  a,  which  strengthens  the 
positive  of  A.  By  this  means  even  with 
a very  slight  original  charge  they  will 
strengthen  each  other,  until  sparks  pass. 

It  is  not  even  necessary  to  give  a charge  at 
the  outset  ; the  ordinary  electricity  of  the  atmosphere  is  generally  sufficient. 

The  energy  in  this  apparatus  is  derived  from  that  of  the  falling  body,  and 
would  be  exactly  equivalent  to  it  if  there  were  no  loss,  and  if  the  drops 
reached  the  funnel  without  any  velocity. 

774.  The  replenisher.  For  the  purpose  of  maintaining  constant  the 
potential  of  the  needle  of  the  quadrant  electrometer  (796)  Lord  Kelvin 
devised  a simple  and  interesting  form  of  influence 
machine  which  is  illustrated  in  fig.  742,  while 
fig.  743  shows  a horizontal  section.  A and  B are 
conducting  supports  to  which  are  attached  portions 
of  two  insulated  half-cylinders  of  brass.  Slots  are 
cut  in  the  cylinders,  through  which  springs,  a and  b, 
attached  to  the  external  supports,  pass  ; e and  f 
are  other  springs  which  pass  through  openings  at 
the  bottom  of  the  cylinders  (fig.  742),  and  are  in 
metallic  connection  with  each  other.  The  two 
metallic  wings  C and  D can  be  rotated  by  means 
of  the  spindle  P,  and  during  the  rotation  come 
into  successive  contact  with  the  springs  a , e , b,f 
Suppose  that  the  conductor  A is  connected  with  the 
needle  of  the  electrometer  which  is  charged  with  Fig.  742 

positive  electricity,  and  that  the  spindle  is  rotated  in  the  direction  of  the 
arrow.  Also,  let  B be  earth-connected.  Neither  of  the  wings  C and  D has 
any  charge  in  the  position  shown  in  the  figure  ; but  as  soon  as  C touches  c, 
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it  receives  a negative  charge,  while  an  equal  positive  charge  passes  by  the 
wire  - to  the  spring  f and  the  wing  D.  As  the  rotation  continues,  D 
* with  its  positive  charge  comes  in 

û contact  with  the  spring  «,  and  the 

whole  of  its  charge  passes  to  A. 
The  negative  charge  of  C goes  to 
earth  through  B,  or  increases  the 
negative  charge  of  B,  if  B is  in- 
sulated, and  the  same  process  is 
repeated  as  the  rotation  is  continued. 
Thus,  at  each  half-revolution  the 
charge  on  A is  increased  by  a small 
amount,  and  its  potential  and  that 
of  the  needle  connected  with  it  may 
be,  by  the  continued  rotation  of  the 
spindle,  raised  to  any  desired 
amount.  The  friction  of  the  spindle 
bearings  is  so  small  that  the  wings 
may  be  rapidly  spun  round  by 
applying  .he  finger  to  the  milled  head  a.  the  top  of  the  spindle  seen  in 

'1,e7C,T  Ho°uï  eSric’  machine. — We  proceed  to  describe  some  of  the 
more  ^powerful  machines  for  producing  electricity  of  high 
action  of  which  depends  upon  continuous  electorate it«c  indue  • 
vpnrpsented  in  fig.  744  was  invented  by  Holtz,  of  Beilm. 

P It  consists  of  two  circular  plates  of  thin  glass  at  a distance  of  3 ” 

each' other ^ the  larger  one,  AA,  which 

of  four  wooden  rollers  «,  r“l“g  “ horizontal  axis,  which 

windows , F,  F'.  Along  t ie  owei  eege  which  is  connected  a 

face  of  the  plate,  a band  of  pap ei,  A « of  paper,  and  pro- 

tongne  of  thin  cardboard,  ^ J of  the  window,  F\  there  are 

jectmg  mto  the  windov  ( The  miners  land/  constitute  the  armatures. 
nie^wo^plams^the^rniattires,  and  their  tongues  are  covered  with  shellac 

varnish,  L more  es^cially  are  two  brass 

In  front  of  the  plate  B,  at  t g metal  C C'.  In  the 

combs,  O O',  supported  by  two  cond uctors  of  the  same  me^ , ftrolgh 

front  end  of  these  conductors  are  two  moderate  y « ^ and  Vovided 

which  pass  two  brass  rods  te™a^  moving  with’ gentle  friction 

with  ebonite  handles,  K K . ine  > ! near  and  inclined 

. in  the  knobs,  can  also  be  turned  so  as  a winch  M,  and  a 

towards  each  other.  The  plate  B axis  the  velocity  which 

series  of  pulleys  which  transmi  i s m nd  the  rotation  should  take 

STÆïïi  ŒïS  - * «—  - ^ of 

the  cardboard  tongues  n n . 
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To  work  the  machine,  one  of  the  armatures  ft  ft'  must  be  first  primed , 
that  is,  positively  or  negatively  electrified.  This  is  effected  by  means  of  a 
plate  of  ebonite,  which  is  excited  by  striking  it  with  catskin  ; the  two  knobs 
r r having  been  connected  so  that  the  two  conductors  C C form  only  one, 


Fig-  744 


as  seen  in  fig.  745,  which  shows  by  a horizontal  section,  through  the  axis  of 
rotation,  the  relative  arrangement  of  the  plates  and  of  the  conductors.  The 
electrified  ebonite  is  then  brought  near  one  of  then — p , for  instance — and 
the  plate  B is  turned.  The  ebonite  is  charged  with  negative  electricity,  and 


// 
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this  withdraws  the  positive  electricity  of  the  armature  and  charges  it  nega- 
tively. This  latter,  acting  by  induction  through  the  plate  BB  as  it  turns 
on  the  conductors  OCC'O'  (fig.  745),  produces  positive  electrification  on 
the  points  O,  which  collects  on  the  front  face  of  the  movable  plate  ; while  at 
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the  same  time  negative  electricity,  discharged  from  the  comb  O',  collects, 
like  the  former,  on  the  front  face  of  the  plate  B.  Hence,  the  two  electricities 
being  carried  along  by  the  rotation,  at  the  end  of  half  a turn  all  the  lower 
half  of  the  plate  B,  from  / to  F'  (fig.  746),  is  positively  electrified,  and  its 
upper  surface  from  p'  to  F negatively.  But  the  two  opposite  electricities 
above  and  below  the  window  F'  concur  in  their  action  on  the  armature 
yn<  . the  part  f is  positively  electrified,  while  negative  electricity  is 
liberated  by  the  tongue  n ',  and  is  deposited  on  the  inner  face  of  the  plate 
BB,  which  from  its  thinness  almost  completely  neutralises  the  positive 

electricity  on  the  anterior  face. 

The  second  armature  thus  becomes  primed,  and  the  same  effect  as  at  h 
is  produced  at  F on  the  armature  /«-that  is,  the  opposite  electricities 
above  and  below  pn  act  upon  this  armature  in  such  a way  that  the  nega- 
tive charge  of  the  part  p increases,  while  the  positive  electricity  which  is 
liberated  by  the  tongue  « neutralises  the  negative  electricity  which  comes 
from -IF'  towards  F ; and  so  forth,  until,  the  machine  having  attamed  its 
- maximum  charge, 

there  is  equili- 
brium in  all  its 
parts.  From  that 
point  it  merely 
maintains  its  elec- 
trification, and  in 
perfectly  dry  air 
it  may  work  for  a 
long  time  without 
its  being  neces- 
sary to  employ 
the  ebonite  plate. 
If  this  is  removed, 
and  the  knobs  r 
and  r'  are  moved 
apart  (fig.  745)  t0 

a distance  dependent  on  the  powet  of  the  machine  while The potation  is 

than  die  ordinary  electric  machine  (76S).  The  power  ,s  still  further  increased 
bv  suspendinft  to  the  conductors  C C two  condmxrs  (78.),  or  small  Leyden 

which  passes  a rod,  communicating  at  one  end  “o 

suspended  to  one  of  the  conductois  ly  a cioov  j are  in  fact,  only 

external  coatings  are  connected  by  a conduc  oi  - ch  J d’ with  positive 

two  small  Leyden  jars  (786),  one  of  them,  A',  with 

electricity  on  the  inside  and  negative  on  the  outside  , the ^otnei,  , 

negative  Electricity  on  the  inside  ^ Sf.  £!£ 

between  taSSbTr"  « ocSr.  Without  «lie  jars  the  machine  gives 
relatively  thin  and  non-luminous  spaiks. 
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The  current  of  the  machine  is  utilised  by  placing  in  front  of  the  frame 
two  brass  uprights,  Q Q',  with  binding  screws  in  which  are  copper  wires  , then 
by  means  of  the  handles  K K',  the  rods  which  support  the  knobs  r r aie 
inclined,  so  that  they  are  in  contact  with  the  uprights.  The  cunent  being 
then  directed  by  the  wires,  a battery  of  six  jars  can  be  charged  in  a few 
minutes,  water  can  be  decomposed,  a galvanometer  deflected,  and  Geisslci  s 
tubes  illuminated. 

Kohlrausch  found  that  a Holtz  machine  with  a plate  16  inches  in 
diameter,  and  making  5 turns  in  three  seconds,  produced  a constant  cuirent 
capable  of  decomposing  water  at  the  rate  of  35  millionths  of  a milligramme 
in  a second,  that  is,  equal  to  -00034  ampere  (940)  approximately. 

Rossetti,  who  made  a series  of  measurements  with  a Holtz  machine, 
found  that  the  strength  of  the  current  is  nearly  proportional  to  the  velocity 
of  the  rotation  ; it  increases  a little  more  rapidly  than  the  rotation.  The  ratio 
of  the  velocity  of  rotation  to  the  strength  of  the  current  is  greater  when  the 
hygrométrie  state  increases.  The  current  produced  by  a Holtz  machine  is 
comparable  with  that  of  a voltaic  couple.  Its  electromotive  force  and 
resistance  are  constant,  provided  the  velocity  of  rotation  and  the  hygrométrie 
state  are  constant. 

The  electromotive  force  is  independent  of  the  velocity  of  rotation,  but 
diminishes  as  the  moisture  increases  ; it  is  nearly  52,000  times  as  great  as 
that  of  Daniell’s  cell. 

The  internal  resistance  is  independent  of  the  moisture,  but  diminishes 
rapidly  with  increased  velocity  of  rotation.  Thus  with  a velocity  of  120  turns 
in  a minute  it  is  represented  by  2810  million  ohms  (850),  and  with  a velocity 
of  450  turns  it  is  646  million  ohms. 

Holtz’s  machine  is  very  much  affected  by  the  moisture  of  the  air  ; but 
Ruhmkorff  found  that  by  spreading  on  the  table  a few  drops  of  petroleum, 
the  vapours  which  condense  on  the  machine  protect  it  against  the  moisture 
of  the  atmosphere. 

Holtz’s  machine  affords  a means  of  making  a curious  experiment  on 
reversibility.  If  the  two  combs  of  a machine  in  the  ordinary  state  are  con- 
nected with  the  poles  of  a second  similar  one,  which  is  then  set  in  action, 
the  combs  of  the  first  become  luminous,  and  the  plate  begins  to  rotate,  but 
in  the  opposite  direction  to  its  ordinary  course  ; the  electricity  thus  transmits 
the  motion  of  the  second  machine  to  the  first  : the  one  expends  what  the 
other  produces.  1 1 may  also  be  observed  that  the  two  machines  are  connected 
by  opposite  poles,  and  the  system  constitutes  a circuit  which  is  tx-aversed  in 
a definite  dii-ection  by  a continuous  electric  current. 

A very  simple  and  efficient  machine  of  this  kind  is  made  by  Voss  of  Berlin. 
One  with  a plate  of  10  inches  diameter  pi'oduces  a spark  of  4 to  5 inches. 

776.  Wimshurst’s  machine.— This  is  the  simplest  and  most  efficient  of 
all  induction  machines. 

It  consists  (fig.  747)  of  two  circular  glass  discs,  P and  P',  mounted  on  a 
fixed  horizontal  spindle  in  such  a way  as  to  be  rotated  in  opposite  directions 
at  a distance  of  not  more  than  a quarter  of  an  inch  apart.  Both  discs  are 
well  varnished,  and  attached  to  the  outer  surface  of  each,  near  the  cir- 
cumference, are  narrow  radial  sectors  of  tinfoil  arranged  at  equal  angular 
distances  apart. 
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Attached  to  the  fixed  spindle  on  which  the  discs  rotate  is  a bent  conduct- 
in0  rod,  at  the  ends  of  which  are  two  fine  wire  brushes  ; twice  during  each 
revolution  two  diametrically  opposite  conductors  are  put  in  connection  with 
each  other  by  means  of  this  conductor,  as  they  just  graze  the  tips  of  the 
brushes.  At  the  back  is  a similar  one  at  right  angles  to  that  in  front,  and 
there  is  a position  of  maximum  efficiency,  which  is  when  they  make  an  angle 
of  450  with  the  fixed  collectors.  These  diametral  conductors  need  not 
be  specially  insulated.  There  are  two  forks  provided  with  combs,  p p\ 
directed  towards  each  other,  and  towards  the  two  discs  which  rotate  between 


Fig.  747 


self-exciting,  and  requires  neither  frieden,  nor^the 

ÏÏS jT  £ « ôf'tlle  air,  ««iL,  distance 

against  it. 
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inches  in  diameter,  a powerful  spark 


With  a machine  having  plates  17  inches  in  diameter,  a pow 
discharge  passes  between  the  two  spark  balls,  d d , when  they  aie  4 to  5 
inches  apart,  in  regular  succession,  at  the  rate  of  2 or  3 for  every  turn  of  the 


Fig.  748 


handle.  A machine  with  12  plates,  30  inches  in  diameter,  when  driven  at  a 
speed  of  200  turns  per  minute,  produces  sparks  between  the  terminals  of 
13J  inches  in  length. 


Fig.  749 

The  action  of  the  machine  may  be  explained  as  follows  : — In  fig.  749 
the  plates  P P'  are  indicated  by  sections  of  cylinders  ; and  b\Z’b\  are 
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the  diametral  conductors,  ft  ft'  the  combs  which  communicate  with  the 
discharge  electrodes,  and  SS'  the  radial  sectors,  of  which  only  six  are 
represented  on  each  plate  for  the  sake  of  clearness.  Experiment  shows 
that  the  combs  take  no  part  in  the  development  of  electricity  ; they  are 
merely  collectors.  This  machine,  as  already  remarked,  is  self-exciting,  that 
is,  it  is  not  necessary  to  provide  a priming  charge  as  it  is  with  the  Holtz 
machine.  But  in  order  to  understand  its  action  we  must  assume  a difference 
of  potential,  as  small  as  we  like,  between  two  parts  of  it.  I he  assumption 
is  justified  since  we  never  find  two  bodies,  insulators  or  insulated  conductors, 
exactly  at  the  same  potential.  We  will  suppose,  then,  that  the  half  ADB  of 
the  plate  P'  possesses  a feeble  positive  charge,  and  the  other  half,  BEA,  a 

feeble  negative  charge.  „ 

By  induction  the  positive  charge  induces  on  the  sectors  of  the  plate  i , 
as  they  rotate,  a negative  charge  on  the  side  towards  the  glass,  and  an 
equal  positive  charge  which  is  carried  off  by  the  brush  bv  and  charges  the 
sector  under  bv  Thus  the  two  halves  of  the  plate  P'  separated  by  its 
diametral  conductor  have  induced  on  the  two  halves  of  the  plate  P,  separated 
by  the  conductor  b., Cft,,  opposite  electric  charges.  In  the  same  way  the 
positive  charges  of  the  portion  EAD  react  on  the  sectors  of  the  plate  1 
which  are  moving  to  meet  them.  Consequently,  after  their  passage  under 
the  brush  b\,  the  sectors  carry  a new  negative  charge,  the  corresponding 
positive  charge  passing  to  the  brush  b\_.  In  addition,  the  sectors  under  b , 
acquire  a new  positive  charge,  by  induction  from  the  negative  charges 
spread  over  the  portion  DBE  of  the  plate  P.  Thus  by  mutual  reaction  ie 
charges  of  the  two  plates  are  increased  until  the  rate  of  gain  is  balanced 
by  the  rate  of  loss  due  to  dissipation  and  leakage. 

The  diagram  (fig.  749)  represents  the  electric  states  of  the  plates. 
Each  of  them  is-  divided  by  its  diametral  conductor  into  two  regions, 
respectively  positive  and  negative.  Positive  electricity  is  carried  to  the  comb 
ft  by  both  plates,  and  is  there  collected  ; similarly,  both  plates  cairy  negative 

electricity  to  the  comb  ft'.  , ...  • 

Since  the  combs  play  no  part  in  the  production  of  electricity  in  this 

machine,  it  is  immaterial  whether  the  knobs  dd  are  in  contact  or  not  when 
the  machine  is  started.  Further,  this  machine  does  not  reverse  its  sigr 
during  action-as  the  Holtz  and  Voss  machines  frequently  do  when  the  spark 

gap  is  increased  beyond  striking  distance.  T ,,  i ^jc 

777  Work  required  for  the  production  of  electricity.— In  all  elec 

machines  electricity  is  only  produced  by  the  expenditure 
once  be  seen  by  a perusal  of  the  preceding  descriptions.  The  action  of  those 
machines  however,  which  work  continuously  is  somewhat  complex.  Not 
onlfis electricity  produced,  but  heat  also  ; and  it  has  ^ h.th^o  im- 
possible to  estimate  separately  the  work  required  for  4 ™ 

remiired  for  the  electricity.  This  is  easily  done  in  theory  but  not  m practice  . 
i7^wouW^°be,  for  instance,  difficult  to  determine  the  temperature  of  the 
cushion  or  of  the  plate  of  a Ramsden  machine. 

By  means  of  a Lane  electrometer  (793)  it  was  found  that  taking  as  u 
the  quantity  of  electricity  produced  by  one  turn  of  a Ramsto » 
i date  39  inches  in  diameter,  that  produced  by  a Holtz  machine  witn  a 
Jlate  of  2i  inches  was  o-86  ; but  as  for  the  same  work  the  former  made  i 
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and  the  latter  io  turns  in  a second,  it  follows  that  the  quantities  produced 
were  as  i : 8-6.  Comparing  the  quantities  per  unit  of  surface,  the  yield  of 
the  Holtz  machine  is  more  than  12  times  that  of  the  Ramsden. 

In  lifting  the  plate  off  a charged  electrophorus  a certain  expenditure  of 
energy  is  needed  (772).  With  a Holtz  machine  it  may  be  readily  shown  by 
experiment  that  there  is  a definite  expenditure  of  energy  in  working  it.  If 
such  a machine  is  turned  without  having  been  charged,  the  work  required 
is  only  that  necessary  to  overcome  the  passive  resistances  due  to  friction, 
jf  however,  a charged  ebonite  plate  is  approached  to  one  of  the  sectois,  as 
soon  as  the  peculiar  sound  indicates  that  the  machine  is  at  work,  it  will  be 
observed  that  there  must  be  a distinct  increase  in  the  mechanical  effort 
necessary  to  work  the  machine. 

From  the  relation  between  the  quantity  of  heat  produced  by  the  current 
of  a Holtz  machine  working  under  definite  conditions,  and  the  amount  of 
work  expended  in  producing  the  rotation  of  the  plate,  Rossetti  made  a 
determination  of  the  mechanical  equivalent  of  heat,  which  gave  the  number 
i397j  agreeing  therefore  very  well  with  the  numbers  obtained  by  other 
methods  (506). 

EXPERIMENTS  WITH  THE  ELECTRIC  MACHINE 

778.  Electric  spark. — One  of  the  most  curious  phenomena  observed  with 
the  electric  machine  is  the  spark  drawn  from  the  conductor  when  a finger  is 


Fig.  750 


Fig.  751 


presented  to  it.  The  positive  electricity  of  the  conductor  produces  by 
induction  negative  electricity  on  the  finger,  an  equal  charge  of  positive 
electricity  passing  to  the  floor  and  walls  of  the  room.  The  difference  of 
potential  between  conductor  and  finger,  and  the  density  of  the  electrification, 
increases  until  a moment  arrives  when  the  insulation  of  the  air  gives  way, 
and  discharge  occurs  with  a smart  crack  and  a spark. 

The  spark  is  instantaneous,  and  is  accompanied  by  a sharp  prickly 
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sensation,  more  especially  with  a poweiful  machine.  Its  shape  vaiies. 
When  it  strikes  at  a short  distance  it  is  rectilinear,  as  seen  in  fig.  750. 
Beyond  two  or  three  inches  in  length  the  spark  becomes  irregular,  and  has 
the  form  of  a sinuous  curve  with  branches  (fig.  751)1  This  latter  appearance 
is  seen  in  the  discharge  of  lightning. 

A spark  may  be  taken  from  the  human  body  by  aid  of  the  insulating 
stool , which  is  simply  a low  stool  with  stout  glass  legs.  1 he  person  standing 
on  this  stool  touches  the  prime  conductor,  and,  as  the  human  body  is  a 
conductor,  the  electricity  is  distributed  over  its  surface  as  over  an  ordinary 
insulated  metallic  conductor.  The  hair  stands  on  end  in  consequence  of 
repulsion,  a peculiar  sensation  is  felt  on  the  face,  and  if  another  person, 
standing  on  the  ground,  presents  his  hand  to  any  part  of  the  body,  a smart 
crack  with  a pricking  sensation  is  produced.  _ 

A person  standing  on  an  insulated  stool  may  be  negatively  electrified  by 
being  struck  with  a catskin.  If  the  person  holding  the  catskin  stands  on  an 
insulated  stool,  the  striker  becomes  positively  and  the  person  struck  negatively 


electrified.  . 

779.  Electric  chimes.— The  electric  chimes  is  a piece  of  apparatus  con- 
sisting of  three  bells  suspended  from  a horizontal  metal  rod  (fig.  753)-  Two 

of  them,  A and  B,  are  in  metallic  con- 
nection with  the  conductor  ; the  middle 
bell  hangs  by  a silk  thread,  and  is  thus 
insulated  from  the  conductor,  but  is 
connected  with  the  ground  by  means 
of  a chain.  Between  the  bells  aie 
small  copper  balls  suspended  by  silk 
threads.  When  the  machine  is  voiked, 
the  bells  A and  B,  being  positively 
electrified,  attract  the  copper  balls, 
and  after  contact  repel  them.  Being 
now  positively  electrified,  they  aie  in 
Fig.  753  turn  attracted  by  the  middle  bell,  C, 

which  is  charged  with  negative  electricity  by  induction  from  A and^B. 
After  contact  they  are  again  repelled,  and  this  piocess  1 


as  the  machine  is  in  action.  , . , , v_lt„  for  the 

Fig.  754  represents  an  apparatus  originally  devised  by  Vob* 

purpose  of  illustrating  what  he  supposed  to  be  the 
two  clouds  oppositely  electrified.  It  consists  of  a 

with  a metal  base,  on  which  are  some  pith  bals'  ith  a metal  disc  or 

metal  cap,  through  which  passes  a brass  rod,  provided 

sphere  at  the  lower  end,  and  at  the  upper  with  a ring,  which  touches 

Pn  Whmr  tmachine  is  worked,  the  sphere  be«^~S 

attracts  the  light  pith  balls,  which  aie  then  lnune  ia  e ^ ’jn  repelled, 

lost  their  charge  of  positive  electricity,  aie  again  < A d ° An  amusing 

and  so  on,  as  long  as  the  machine  contmue3  to  1 be  « miked.  ^ ^ 
modification  of  this  experiment  is  frequently  mad  y P J 
two  plates  small  pith  figures,  somewhat  loaded  at  the  base, 
machine  is  worked,  the  figures  execute  a regular  dance. 
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780.  Escape  of  electricity  by  points. — The  electric  whirl  or  vane  consists 
of  five  or  six  wires,  terminating  in  points,  all  bent  in  the  same  direction,  and 
fixed  in  a central  cap,  which  rotates  on  a pivot  (fig.  755)-  When  the  appa- 
ratus is  placed  on  the  conductor,  and  the  machine  worked,  the  whirl  begins 
to  revolve  in  a direction  opposite  that  of  the  points.  This  motion  is 
owing  to  a repulsion  between  the  electricity  of  the  points  and  that  which 
they  impart  to  the  adjacent  air  by  conduction.  The  electricity,  being  accu- 
mulated on  the  points  in  a high  state  of  density,  passes  into  the  air,  and, 
imparting  thus  a charge  of  electricity,  repels  this  electricity,  while  it  is  itself 
repelled/  That  this  is  the  case  is  evident  from  the  fact  that  on  approaching 
the  hand  to  the  whirl  while  in  motion,  a slight  draught  is  felt,  due  to  the 
movement  of  the  electrified  air,  while  in  vacuo  the  apparatus  does  not  act 
at  all.  This  draught  or  wind  is  known  as  the  electric  aura. 


If  the  experiment  is  made  in  water,  the  apparatus  remains  stationary,  for 
water  is  a good  conductor  ; but  in  olive  oil,  which  is  a bad  conductor,  the 
whirl  rotates. 

When  the  electricity  thus  escapes  by  a point,  the  electrified  air  is  repelled 
so  strongly  as  not  only  to  be  perceptible  to  the  hand,  but  also  to  engender 
a current  strong  enough  to  blow  out  a candle.  Fig.  756  shows  this  experi- 
ment. The  same  effect  is  produced  by  placing  a taper  on  the  conductor 
and  bringing  near  it  a pointed  wire  held  in  the  hand  (fig.  75 7).  The  current 
arises  in  this  case  from  the  flow  of  air  electrified  with  the  contrary  electricity 
which  escapes  by  the  point  under  the  influence  of  the  machine.  The  loss 
of  electricity  in  this  way  by  contact  with  easily  moving  bodies  is  analogous 
to  the  transmission  of  heat  by  convection. 

The  production  of  the  electric  aura  is  accompanied  by  luminous 
phenomena  which  can  be  seen  in  the  dark.  If  positive  electricity  escapes 
from  the  point,  a violet  aigrette  is  formed  ; while  when  the  electricity  is 
negative  a small  brilliant  star  forms  on  the  point. 

An  interesting  effect  of  the  electric  discharge  from  a point  is  exhibited 
when  high-pressure  steam  escapes  from  a nozzle  in  the  neighbourhood  of  the 


Fig.  754 


Fig.  755 
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nnint  This  can  conveniently  be  shown  by  throwing  the  shadow  of  the  jet 
nn  a screen.  When  there  is  no  escape  of  electricity  the  jet  is  nearly  trans- 
ient and  the  shadow  is  slight  ; as  soon,  however,  as  the  point  begins  to 
discharge  electricity,  the  opacity  of  the  jet  increases  in  a very  marked  way, 

ST 
l 


Fig.  756 

simple  experiment.  A g >1  ^ removed>  can  be  filled  with  smoke 

by  placing  smouldering  german  tinder 
or  brown  paper  in  the  chamber  beneath. 
Through  holes  on  opposite  sides  of  the 
cylinder,  rods  pass  which  terminate  in 
metallic  combs,  and  have  wires  P Q 
attached  to  them  by  which  they  may  be 
connected  to  the  electrodes  of  an  induc- 
tion machine.  On  giving  the  machine 
two  or  three  turns  the  smoke  is  rapidly 
deposited  and  the  inside  becomes  quite 
clear  The  smoke  consists  of  solid 
particles,  which  become  polarised  by 
induction,  and  attract  each  other  like  the 
.....  particles  of  silk  in  fig.  735-  They  thereby 

become  agglomerated,  - « ^ 

from  an 

electrified  point. 

Ep'i SeSt'yVe'one  ta  «pe«eTan<i  is  précipita, ed  on  the 

other. 


Fig.  75s 
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CHAPTER  IV 

CONDENSATION  OF  ELECTRICITY 

781.  Condensers— These  are  apparatus  for  condensing  or  accumulating 
a large  quantity  of  electricity  on  a comparatively  small  surface.  The 
phenomena  of  condensation  may  be  conveniently  illustrated  by  means  of 
Epinuds  condenser  (fig.  759),  which  consists  of  two  circular  brass  plates 
A and  B,  mounted  on  glass  legs  and  provided  with  pith-ball  pendulums. 
Between  these  is  a support  C for  a glass  plate  or  other  solid  insulator,  and 
all  these  can  be  moved  along  a support  and  fixed  in  any  position. 


Fig.  759 


First,  let  the  plate  C be  removed,  and  let  B,  which  is  connected  with  a 
pith-ball  electroscope,  or,  still  better,  by  means  of  a wire  with  the  cap  of  a 
gold-leaf  electroscope,  receive  a charge  of  positive  electricity,  while  A is 
earth  connected.  The  divergence  of  the  leaves  of  the  electroscope  indicates 
the  potential  of  B,  and  this  divergence  diminishes  when  A is  pushed  nearer 
to  B,  showing  that  the  potential  of  B has  fallen.  If  the  plate  A is  moved 
away,  the  divergence  rises  to  the  original  amount,  indicating  that  it  has 
recovered  the  original  potential. 
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Now  the  charge  Q of  any  conductor  equals  CV  (760),  where  C is  its 
capacity  and  V its  potential,  or  rather  the  difference  between  its  potential 
and  that  of  surrounding  conductors  ; and  since,  apart  from  losses  by  leakage, 
the  quantity  of  electricity  on  the  plate  B is  not  altered  m this  series  of  opera- 
tions while  the  potential  is  lowered,  it  follows  necessarily  that  the  capacity 
of  the  plate  B must  have  been  increased  by  the  presence  of  the  second  one  ; 
for  O = C'V',  where  C'  and  V'  are  respectively  the  new  capacity  and  the  new 
potential  of  B ; and  since  V'  is  less  than  V,  C'  must  be  greater  than  C. 

Let  the  charge  on  B be  now  gradually  increased,  until  the  indication 
of  the  electroscope  is  the  same  as  it  was  at  first.  B has  now  the  same 
potential  as  it  had  originally,  the  larger  charge  corresponding  to  the  increased 
capacity  as  expressed  by  the  equation  Q =VC  . The  effects  described  are 
more  marked  if  the  two  plates  are  separated  by  a solid  dielectric  such  a 

gla?t  “elïof  experiment,  that  the  presence  of  tire  second 

nlate  has  enabled  the  first  one  to  take  a greater  chaige  of  electncit),  fo 
die  same  potential,  than  when  it  is  alone.  This  property  is  what  is  called 
the  condensation  of  electricity,  and  any  arrangement  in  which  one  conduc  01 
Is  plaœd  in  connection  with  a source  of  electricity  separated  by  an  msulato 
from  a second  conductor,  in  conducting  communication  with  the  earth  is 
called  a condenser,  the  former  plate  being  the  collecting,  and  the  other  the 

"iriow  discharge  and  instantaneous  discharge.-While  the  plates 
Aand  B arePn  contacfwith  the  glass  (fig.  760),  and  A insulated  the  con- 
denser may  be  discharged  either  by  a slow  or  by  an  instantaneous  chscha  0 . 


c 


For  s,o«  discharge, 

« Sr” a ve'7 

large  number  of  alternate  contacts sof ” „r  the  discharging 

^ k,’°bS 
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and  joined  by  a hinge.  When  provided  with  glass  handles,  as  in  fig.  761, 
it  forms  a glass  discharging  rod.  In  using  this  apparatus  one  of  the 
knobs  is  pressed  against  one  plate  of  the  condenser,  and  the  other  knob 
brought  near  the  other.  At  a certain  distance  the 
opposite  electricities  unite  and  a spark  strikes  from 
the  plate  to  the  knob. 

When  the  condenser  is  discharged  by  a metal 
wire  no  sensation  is  experienced,  even  though  the 
latter  be  held  in  the  hand  ; of  the  two  conductors 
the  electricity  chooses  the  better,  and  hence  the 
discharge  is  effected  through  the  metal,  and  not 
through  the  body.  But  if,  while  one  hand  is  in  contact 
with  the  plate  A,  the  other  touches  the  plate  B,-the 
discharge  takes  place  through  the  breast  andgarms, 
and  a considerable  shock  is  felt  ; and  the  [larger 
the  capacity  of  the  condenser,  and  the  greater  the  electric  charge,  the  more 
violent  is  the  shock.  ’ 

783.  Dielectric  constant.  Specific  inductive  capacity.— The  quantity  of 
electricity  which  can  be  accumulated  on  each  plate  is  proportional  to  the 
difference  of  potential  of  the  two  plates  and  to  the  surface  of  either  of  them  • 
it  decreases  as  the  insulating  plate  C is  thicker,  and  differs  with  its  material.’ 
For  instance,  the  capacity  of  the  condenser  is  twice  as  great  (approximately) 
when  the  plates  are  separated  by  paraffin  wax  as  when  they  are  separated  by 
air.  Up  to  the  present  it  has  been  tacitly  assumed  that  electric  actions  are 
exerted  at  a distance,  and  the  medium  has  been  looked  upon  as  an  inert  mass 
through  which  the  forces  can  act,  but  which  itself  is  destitute  of  any  active 
properties.  The  researches  of  Faraday,  however,  prove  that  this  is  not  the 
case  ; that  the  medium  is  of  fundamental  importance,  and  that  it  is  in  it  and 
not  m the  conductors  that  the  electrification  must  be  sought.  If  the  medium 
does  play  the  essential  part  in  the  phenomena  of  induction,  it  is  not  likelv 
hat  all  insulating  bodies  possess  it  in  the  same  degree.  This  seems  to  have 
been  known  to  Cavendish.  To  determine  this  point  Faraday  used  the  appa- 
1a  us  represented  in  fig.  762,  of  which  fig.  763  represents  a vertical  section.  ?It 
consists  of  a brass  sphere  made  up  of  two  halves,  P and  Q,  which  fit  accurately 
mto  each  other,  hire  the  Magdeburg  hemispheres.  In  the  interior  of  ihis 
spherical  envelope  there  is  a smaller  brass  sphere  C,  connected  with  a metal 
rod  terminating  ,n  a ball  B.  The  rod  is  insulated  from  the  envelope  PQ  by 
a thick  layer  of  shellac,  A.  The  space  mn  receives  the  substance  whose 
inductive  power  is  to  be  determined.  Thus  the  surfaces  of  the  spheres 
C and  P play  the  part  of  the  two  plates  in  Epinus’s  condenser.  The  fo'ot  of 
the  appaiatus  is  provided  with  a screw  and  stopcock,  so  that  it  can  be 
screwed  on  the  air-pump,  and  the  air  in  mn  either  rarefied  or  exhausted 
Two  such  apparatus  perfectly  identical  are  used,  and  at  first  thev  onlv 
contain  a, r The  envelopes  PQ  are  connected  wkh  the  ground  Ld  a 

Têt' V iQ  °J  p0S'tIVe.  electnc>ty  is  communicated  to  C through  the  knob  B 
Let  V be  the  potential  of  C as  measured  by  a gold-leaf  p|Primcr 

better  by  a quadrant  electrometer  (796),  and  C its  capacity  then  Q f CV 

iar  r786)ereT^t  lUS  beC°meS  char-ed  like  the  inner  coating  of  a Leyden 
jar  (786).  The  layer  represents  the  insulator  or  dielectric  which  separates 

3 P 
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the  two  coatings.  The  knob  B is  now  place.!  in  metallic  connection  with 
the  knob  B'  Of  the  other  apparatus,  and  the  potential  falls  to  Rowing 

respects,  and  each  contained  air  in  the  space  inn. 


Fig.  762 


1 flap  «nace  inn  in  the  second  appa- 
This  experiment  having  been ' w^nduetive  power  is  to  be  determined  : 
ratus  is  filled  with  the  substance  ^6^  recei,es  a charge  Q, 

for  example,  shellac.  As  befo  e,  t apparatus  are  connected 

audits  potential  is  V.  When  to  than  half  wha, 

together,  the  potential  as  indicated  y capacity  of  the  shellac  condenser 

i,  was  before;  call  it  V,  and  let  C b'  “ “P  has  not  altered,  we  have 

Then,  since  the  total  quantity  of  e / ^ 

measuring 

Q.VC-V'(C  + C'),  from  which  is  obtained 


For  measuring 

Q = VC  = V'(C  + C'),  from  wh.cn  » — C V ^ ^ ^ 

cci  rnnlomb’s  torsion  balance  (753h 

the  potentials  Faraday  us  ^ the  two  condensers 

r C the  case  of  sliclls-c  was  1 55* 

he  obtained  for  - m ~ material  of  the  dielectric,  the 

were  exactly  alike  in  all  respects, ■ of  shellac  and  air.  This  ratio 

^ - — that  of  a,r  be,ns 

taken  as  unity.  exneriment  the  influence  of  the  medium  <1 

By  the  fc^^rf'^mncT  above  a golddeaf  electroscope  let 
be  shown  At  a nxcu 
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electrified  sphere  be  placed,  by  which  a certain  divergence  of  the  leaves  is 
produced.  If  now,  the  charge  remaining  the  same,  a disc  of  sulphur  or 
of  shellac  is  interposed,  the  divergence  increases,  showing  that  inductive 
action  takes  place  through  the  sulphur  to  a greater  extent  than  through  a 
layer  of  air  of  the  same  thickness. 

The  following  are  the  mean  values  which  have  been  obtained,  by  various 
improved  methods,  for  the  specific  inductive  capacities,  or  dielectric  constants, 


of  various  materials, 
difficulty  : — 

Their  exact 

determination  presents 

considerable 

Air  . 

I ’OO 

Sulphur  . 

• 3’97 

Paraffin  . 

. 2*02 

Gutta-percha  . 

. 4'2 

India  rubber  . 

. 2*22 

Glass 

. 5 to  6 

Shellac  . 

• 3'°4 

Alcohol  . 

• 25 

Ebonite  . 

• 3'42 

Water 

. 80 

A condenser  with  a glass  plate  would  thus  have  five  or  six  times  the 
capacity  of  an  air  condenser  of  the  same  dimensions,  or  the  same  capacity 
as  an  air  condenser  of  the  same  surface,  but  five  or  six  times  as  thin. 

Hopkinson  found  the  following  numbers  for  the  dielectric  constants  of 
certain  liquids:  petroleum  2-10,  oil  of  turpentine  2-23,  olive  oil  31-6,  and 
castor  oil  478. 

784.  Limit  of  the  charge  of  condensers.  Dielectric  strength. — There  is 
a limit  in  the  case  of  each  condenser  beyond  which  it  cannot  be  charged. 
The  effect  of  dielectric  polarisation  (766)  is  to  put  the  medium  into  a state 
of  strain  from  which  it  is  always  trying  to  release  itself  ; the  potential  energy 
of  the  strained  medium  is  the  equivalent  of  the  work  done  in  charging  the 
condenser.  It  is  as  if  two  surfaces  were  pulled  together  by  elastic  threads 
which  repelled  each  other  laterally.  When  the  strain  exceeds  a certain  limit, 
a discharge  takes  place  through  the  mass  of  the  dielectric,  generally  accom- 
panied by  light  and  sound,  and  with  a temporary  or  permanent  rupture  of  the 
dielectric  according  as  it  is  fluid  or  solid.  This  is  what  occurs  when  a sub- 
stance-glass, for  instance — is  exposed  to  a continually  increasing  weight  ; 
a point  is  ultimately  reached  at  which  the  glass  gives  way,  and  the  weight 
at  that  point  is  a measure  of  the  resistance  to  fracture  of  the  glass.  In  like 
manner,  the  point  at  which  the  electric  discharge  takes  place  is  a measure 
of  the  electric  strength  of  the  dielectric.  This  electric  strength  is  greater  in 
glass  than  in  air,  and  in  dense  than  in  rarefied  air. 

Thus  to  pioduce  a spark  of  o-5  cm.  in  air  at  the  pressures  20,  180,  and 
685  mm.  respectively,  the  potentials  required  were  3-23,  12-2,  and  36. 

The  electiic  strength  of  an  insulator  is  frequently  given  in  terms  of  the 
difference  of  potential  per  centimetre  required  to  break  down  the  insulation. 
The  following  are  examples  : — 


Substance 

Mica  . 

Ebonite 

Air  film  2 mm.  thick 
!)  *6  „ 


Electric  strength 


2,000,000  VOltS 

540,000  „ 

57.000  „ 

27.000 


per  cm.  (848) 

3) 

33 

33 


Professor  Trowbridge  has  shown  that,  under  an  electromotive  force  of 


3 i'  2 
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fM-fiimw  nressure  becomes  a conductor.  Conductois 

electricity  in  a good  conductor  , o ’ removed  is  completely  elastic, 

its  former  shape  when  the  twisting  employed! 

and  corresponds  to  a perfect  msub ito. _w.lh  reject  to  the  ^ 

If  no  permanent  twist  can  e Sj  . which  does  not  transmit 

-gf  pjzxm 

electric  citant'  The" dectric "eiasticHy  of  a perfect  conductor  is  sero  1 

its  dielectric  constant  is  infinit®-  _This  is  a simple  form  of 

785.  Fulminating  pane.  nflys' nlatff.xed  in  a wooden  frame  (fig.  764); 
the  condenser,  and  consists  c S P fastened  opposite  each  other, 

on  each  side  of  the  glass,  pieces  of  t.nfo.l  are  fastened  PP^  & space  free 

between  the  edge 
and  the  frame.  It 
is  well  to  cover  this 
part  of  the  glass 
with  an  insulating 
layer  of  shellac 
varnish.  One  of 
the  sheets  of  tinfoil 
is  connected  with 
the  ring  on  the 
frame  by  a strip  of 
tinfoil,  so  that  it  can 
be  connected  with 
the  ground  by 
means  of  a chain. 
To  charge  the  pane 
the  insulated  side 
Fig  764  is  connected  with 

th.  machine.  As  she  «her  * — ^ 

^ Sâ*  - k»ob  "’e  disd’arse' 

A spark  ensues,  clue  to  the  recombraa on  fees  place  through  the 

combination1  therTtakes  place  through  the  body.  ^ tQwn  of  Leyden, 
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pane  rolled  up.  Fig-.  765  represents  a Leyden  jar  of  the  usual  French  shape 
in  the  process  of  being  charged.  It  consists  of  a glass  jar  of  any  convenient 
size,  the  interior  of  which  is  either  coated  with  tinfoil  or  filled  with  thin  leaves 
of  copper,  or  with  gold-leaf.  Up  to  a certain  distance  from  the  neck  the 
outside  is  coated  with  tin- 
foil.  The  neck  is  provided 
with  a cork,  through  which 
passes  a brass  rod,  which 
terminates  at  one  end  in 
a knob,  and  communicates 
with  the  metal  in  the  in- 
terior. The  metallic  coat- 
ings are  called-respectively 
the  inner  and  outer  coat- 
ings or  armatures.  Like 
any  other  condenser,  the 
jar  is  charged  by  connect- 
ing one  of  the  coatings  with  the  ground,  and  the  other  with  the  source  o 
electricity.  When  it  is  held  in  the  hand  by  the  outer  coating,  and  the 
knob  presented  to  the  positive  conductor  of  the  machine,  positive  electricity 
is  accumulated  on  the  inner  and  negative  electricity  on  the  outer  coating. 
The  reverse  is  the  case  if  the  jar  is  held  by  the  knob,  and  the  outer  coating 
presented  to  the  machine.  The  positive  charge  acting  inductively  across  the 
dielectric  glass  produces  a negative  charge  on  the  opposite  side  of  the  glass, 
an  equal  positive  charge  passing  to  earth.  Thus  it  will  be  seen  that  the 
action  of  the  jar  is  the  same  as  that  of  the  plate  condenser,  and  all  that 
has  been  said  of  this  applies  to  the  jar,  substituting  the  two  coatings  for  the 
two  plates  A and  B of  fig.  760. 

When  a quantity  + Q of  electricity  passes  from  the  source  to  the  inner 
coating  of  the  jar,  an  equal  quantity  + Q goes  to  earth  from  the  outer 
coating.  The  jar  when  charged  contains  equal  quantities  of  positive  and 
negative  electricity,  and  the  energy  of  charging  has  been  spent  in  separating 
the  two.  1 s 

If  the  outer  coating  is  insulated  the  jar  cannot  be  charged.  ^ When  the 
inner  coating  is  raised  to  V,  the  potential  of  the  machine,  the  outer  coating- 
will  have  a potential,  V',  differing  only  slightly  from  V,  and  the  charge 
Q_(V-V')C  will  be  very  small,  however  large  C may  be.  Hence  one 
coating  must  be  earthed,  or,  what  practically  comes  to  the  same  thing  one 
coating  must  be  connected  to  the  positive  and  the  other  to  the  negative 
electrode  of  the  machine.  s 


fi.3-  765 


Like  any  other  condenser,  the  Leyden  jar  may  be  discharged  either 
slowly  or  instantaneously.  For  sudden  discharge  the  two  coatings  are 
connected  by  means  of  the  simple  discharger  (fig.  766).  Care  must  be  taken 

Lcktilf  be  felt  T'  1 C°ar 1§,  With  the  dischar8’er>  otherwise  a smart 
Plate  aTd  fi  s,  n ! chscharge  the  jar  is  placed  on  an  insulated 

plate,  and  first  the  inner  and  then  the  outer  coating  touched  either  with 

mt"  » "***'  A Slight  U is  seen  at 

Flg>  767  represents  a very  pretty  experiment  for  illustrating  the  slow 
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Fig.  767 


:tracts  tfie  Ugh.  brass  baU  «.rich  afte^.ac, 

:rikes  against  the  second  bell  , the  first  bell,  and  so  on  for 

ieing  now  neutralised  * « £ga  the  jar  somewhat  large.  This  is 

<».  *»  *■  **“* ,s 
arried  by  moving  ponderable drodtes. ^_This  apparatus  (fig.  768)  is 

ised^to  isr^r  iu  .bs  r 


Fig.  768 


, • dip  inr  It  consists  ot  a 

equivalent  oC  the  «*  "/Jinga  of  zinc  or  tin,  C and  D. 

slightly  conical  glass  vessel,  , ln  the  other,  as  shown  in  figure  , 

These  separate  pieces  pla  is  charged,  it  is  placed  01 

form  a complete  Leyden  iar.  Atter  j 
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an  insulating  cake  ; the  inner  coating  is  first  removed  by  the  hand,  01- 
better  by  a glass  rod,  and  then  the  glass  vessel.  J he  coatings  are  found 
to  contain  little  or  no  electricity,  and  if  they  are  placed  on  the  table  they 
are  restored  to  the  neutral  state.  Nevertheless,  when  the  jar  is  put  together 
again,  as  represented  in  the  figure  at  A,  a shock  may  be  taken  from  it  almost 
as  strong  as  if  the  coatings  had  not  been  removed.  It  is  therefore  concluded 
that  the  coatings  principally  play  the  part  of  conductors,  distributing  the 
electricity  over  the  surface  of  the  glass,  which  thus  becomes  polarised. 

The  experiment  may  be  conveniently  made  without  any  special  form  of 
apparatus  by  forming  a Leyden  jar,  of  which  the  inside  and  outside  coatings 
are  of  mercury,  and  charging  it  ; then,  having  mixed  the  two  coatings, 
that  is,  the  mercury  inside  with  that  outside,  the  apparatus  is  put  together 
again,  upon  which  a discharge  may  be  once  more  taken. 

Franklin  in  1748  charged  the  water  inside  a bottle  by  means  of  a wire 
passing  through  the  cork.  The  outside  of  the  bottle  was  coated  with  lead- 
foil.  The  water  was  then  poured  into  another  vessel  and  found  to  be 
unelectrified,  whereas  when  fresh  water  was  put  into  the  bottle  a shock  was 
felt  when  one  hand  grasped  the  lead-foil  and  the  other  touched  the  water  in- 
side. He  thus  showed  that  the  glass  was  the  essential  part  of  the  apparatus. 

788.  Lichtenberg’s  figures. — This  experiment  well  illustrates  the  oppo- 
site electric  conditions  of  the  two  coatings  of  a Leyden  jar.  Holding  a 
jar  charged  with  positive  electricity  by  the  hand,  a series  of  lines  is  drawn 
with  the  knob  on  a cake  of  resin  or  vulcanite  ; then  the  jar  having  been 
placed  on  an  insulator,  and  grasped  by  the  knob,  another  series  is  traced  by 
means  of  the  outer  coating.  If  now  a mixture  of  red-lead  and  flour  of  sulphur 
(751)  is  sprinkled  on  the  cake, 
the  sulphur  will  attach  itself  to 
the  positive  lines,  and  the  red- 
lead  to  the  negative  lines  ; the 
reason  being  that  in  mixing  the 
powders,  the  sulphur  has  become 
negatively  electrified,  and  the 
red-lead  positively.  The  sulphur 
will  arrange  itself  in  tufts  with 
numerous  diverging  branches, 
while  the  red-lead  will  take  the 
form  of  small  circular  spots,  in- 
dicating a difference  in  the  two 
electricities  on  the  surface  of 
the  resin  (804).  These  figures 
form,  in  short,  a very  sensitive 
electroscope  for  investigating 
the  distribution  of  electricity  on 
an  insulating  surface.  Fig-  769 

Fig.  769  represents  the  appearance  of  a plate  of  resin  which  has  been 
touched  by  the  knob  of  a Leyden  jar  charged  with  positive  electricity,  and 
has  then  been  dusted  with  lycopodium  powder. 

Lichtenberg  figures  can  be  obtained  without  the  aid  of  a Leyden  jar, 
as  follows  Let  an  ebonite  plate  be  briskly  rubbed  with  flannel,  and  so’ 
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charged  with  negative  electricity.  If  a pointed  wire  held  in  the  hand  is 
moved  over  the  surface  so  as  to  form  any  letter  or  pattern  (it  need  not 
actually  touch  the  plate),  and  the  mixture  of  red-lead  and  flour  of  sulphur  % 
is  sifted  over  the  surface,  the  pattern  is  seen  by  the  adherence  of  the 

sulphur  to  its  outlines.  , 

780  Residual  charge.— Suppose  a condenser  to  be  formed  of  a plate  ot 

shellac  and  movable  metal  plates.  Let  it  be  charged,  retained  in  that  state 
for  some  time,  and  afterwards  completely  discharged.  On  removing  the 
metal  coatings  and  examining  both  surfaces  of  the  insulator,  they  show 
no  signs  of  electricity.  After  some  time,  however,  each  face  exhibits  1 
presence  of  some  electricity  of  the  same  kind  as  that  of  the  plate  with  win 
it  was  in  contact  while  the  apparatus  was  charged.  This  is  explained,  > 

some  as  a kind  of  electric  absorption.  . 

A phenomenon  frequently  observed  in  Leycten  jars  is  of  the  same  nature. 
WhenPa  jar  has  been  discharged,  and  is  then  allowed  to  stand  a short  time 

it  exhibits  a second  charge,  which  is  called  the  tïan  the 

may  be  again  discharged,  and  a second  residue  will  be  left,  feebler  than  the 
first,  and  so  on,  for  three  or  four  times.  Indeed,  with  a ^dehi cate  eli sctr°s“^ 
a long  succession  of  such  residues  may  be  demonstrated.  The  resid 
greater  the  longer  the  jar  has  remained  charged.  The  magnitude  of  he 
SsTdue  further'  depends  on  the  amount  of  the  charge  and ^ also  on  the 
degree  in  which  the  metal  plates  are  in  contact  with  the  insulato  . 
varies  with  the  nature  of  the  substance,  but  there  « > nc .residual  charge ^ ^ 
either  liquid  or  gaseous  dielectrics.  Faraday  found  that  with  paraffin 
residue  was  greatest,  then  with  shellac,  while  with  glass  and  sulphur 
was  least  of  all.  Kohlrausch  has  found  that  the  residual  charge  is  ne^’  y 
ropoi tional  to  the  thickness  of  the  insulator.  If  successive  small  cha  ges, 
alternately  positive  and  negative,  be  imparted  to  the  jar,  it  is  found  tha 
“Ç  come  out  in  .he  reve.se  drier  .o  that  m winch  the  ongmal 

ChaMaxwell  proved  that  a dielectric  composed  of  strata  of  different  insulators 
may  exhibit  lire  phenomena  of  the  residnal  charge,  even  though  none  of  the 
substances  composing  it  esbki.  when  1|quid  illsuiators  with 

definite  boundaries  shows  a residual  charge  ; this  is 
not  the  case  if  they  are  well  mixed  by  shaking. 

From  what  has  been  said  as  to  the  state 
mechanical  strain  into  which  the  dielectric  of  a con- 
denser is  thrown  when  charged  with  electricity  (78/), 
it  is  not  difficult  to  account  for  the  phenomenon  of  the 
residual  charge.  An  elastic  body,  such  as  a ste 
plate,  which  has  been  twisted  or  bent,  leveits  to 
original  state  when  the  stress  which  brought  about  the 
Fig-  rto  deformation  ceases  to  act,  but  not  at  onc« 

es. 

glass  vessel  (fig.  77°)  contains  sulphuric  acid,  and  in  it  is  place 


-791]  The  Universal  Discharger  809 

one,  about  half  full  of  the  same  liquid.  Platinum  wires  dip  in  the  two 
liquids,  one  of  them  being  in  connection  with  the  prime  conductor  of  an 
electric  inaelfme,  while  the  other  is  connected  with  the  earth.  The  arrange- 
ment forms,  in  short,  a condenser,  the  coatings  of  which  are  sulphuric  acid. 
When,  after  being  thus  charged,  the  jar  is  discharged,  a residual  discharge 
may  be  taken  after  some  time  by  again  connecting  the  wires  ; if,  however, 
the  inner  jar  is  gently  tapped  with  a piece  of  wood,  the  residue  makes  its 
appearance  much  more  rapidly. 

790.  Electric  batteries. — The  charge  which  a Leyden  jar  can  take 
depends  on  the  extent  of  the  coated  surface,  and  is  inversely  proportional 
to  the  thickness  of  the  insulator.  Hence,  the  larger  and  thinner  the  jar 
the  greater  the  capacity  and  the  more  powerful  the  charge,  for  a source  of 
given  potential.  But  very  large  jars  are  expensive,  and  liable  to  break  ; 
and  when  too  thin,  the  accumulated  electricities  discharge  themselves 
through  the  glass,  especially  if  it  is  not  quite  homogeneous.  Leyden  jars 
have  usually  from  | to  3 square  feet  of  coated  surface.  For  more  powerful 
charges  electric  batteries  are  used. 

An  electric  battery  consists  of  a number  of  Leyden  jars  whose  internal 
and  external  coatings  are  respectively  connected  with  each  other  (fig.  771). 
They  are  usually  placed  in  a wooden  box  lined  on  the  bottom  with  tinfoil, 
which  is  connected  with  two  metal  handles  in  the  sides  of  the  box.  The 
inner  coatings  are 
connected  with  each 
other  by  metal  rods, 
which,  when  the 
battery  is  to  be 
charged,  are  con- 
nected with  the 
prime  conductor, 
while  the  outer  coat- 
ings are  connected 
with  the  ground  by 
means  of  a chain 
fixed  to  the  handles. 

A Henley’s  electro- 
scope (fig.  71 1)  in. 
dicates  the  charge 
of  the  battery.  The 
larger  and  more 
numerous  the  jars 

the  longer  is  the  time  required  to  charge  the  battery,  but  the  effects  are  so 
much  the  more  powerful  (801). 

To  discharge  a battery  we  must  connect  the  coatings  by  means  of  the 
lischaigmg  rod,  the  outside  coating  being  touched  first.  Care  is  required 
foi  with  large  batteries  serious  and  even  fatal  accidents  may  occur 

79 1-  The  universal  discharger.-This  is  an  almost  indispensable  anna 
atus  in  experiments  with  the  electric  battery.  On  a wooden  stand  ifio  77A 


Fig.  77 


8iû 
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on  which  is  placed  the  object  under  experiment.  The  two  metal  knobs 
being  directed  towards  the  objects,  one  of  them  is  connected  with  theoutci 
coating  of  the  battery,  and  the  moment  communication  is  made  between  t 
outer  and  the  inner  coating  by  means  of  the  glass  discharging  rod,  the  dis- 
charge passes  through  the  object  on  the  table. 


792.  Charging  Leyden  jars  in  series  or  ca»ca -A  ^ ^ of  the 
s are  placed  each  on  a separate  insu^ing^  qf  the  machine, 

t,P  (fig-  773),  ls.in  connection  wi  1 1 second,  the  outer  coating  of 

i its  outer  coating  joined  to  the  knob  ol  the  sec°" * in  of  the  last, 

: second  to  the  kn°b  °f  the  thir  ’/"communicating  with  the  ground  The 

inner  coating  of  the  first  receives  a charge 
of  positive  electricity  from  the  machine 
and  the  corresponding  positive  electi  . 

set  free  by  induction  on  its  outw  coating 


et  free  by  înciucuuii  un  n.-» 
instead  of  escaping  to  the  ground,  passes 
to  the  inner  coating  of  the  second,  winch 
acting  in  like  manner,  develops  a chaig 
Ï thl  third  jar,  and  so  on  to  the  last, 

where  the  positive  electricity  developed 

nduction  on  the  outer  coating  pas*/,/°  //(/and  outer  coatings  of  each 
•barged  either  singly  by  connecting  the  inner 


Fig-  773 
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jar,  or  simultaneously  by  connecting  the  inner  coating  of  the  first  with  the 
outer  of  the  last.  In  this  way  the  quantity  of  electricity  necessary  to  charge 
one  jar  is  available  for  charging  a series  of  jars. 

It  must  not  be  supposed,  however,  that  each  jar  contains  as  much  electricity 
as  a single  jar  would  if  charged  in  the  usual  way  to  the  same  potential  of  the 
machine.  Suppose  there  are  four  similar  jars,  each  of  capacity  C,  and  that 
the  machine  is  worked  until  its  potential  rises  to  V,  which  may  be  indicated 
by  a deflection  of  (say)  30°  of  a Henley’s  electroscope  (748).  In  the  case 
where  a single  jar  is  charged  by  itself,  the  drop  of  potential  between  the 
inner  and  outer  coatings  is  V,  since  the  outer  coating  is  earthed  ; but  when 
four  jars  are  arranged  in  cascade,  the  same  drop  takes  place  in  four  stages, 
and  the  difference  of  potential  between  the  inner  and  outer  coatings  of  any 
one  of  the  jars  is  V/4.  The  quantity  in  any  one  jar  is  CV/4,  and  the  sum  in 
the  four  jars  CV,  which  is  exactly  equal  to  the  quantity  any  one  of  the  jars 
would  have  had,  had  it  been  charged  by  itself  to  the  potential  indicated  by 
the  electroscope. 

793.  Measurement  of  the  charge  of  a battery.  Lane’s  electrometer. — 

When  the  outer  and  inner  coatings  of  a charged  Leyden  jar  are  gradually 
brought  near  each  other,  at  a certain  distance  a discharge  ensues.  The 
distance  is  called  the  striking  or  sparking  distance.  For  the  same  charge 
it  is  inversely  proportional  to  the  pressure  of  the  air,  and,  with  the  same 
jar,  but  different  charges,  directly  proportional  to  the  electric  density  of 
that  point  of  the  inner  coating  at  which  the  discharge  takes  place.  As 
the  density  of  any  point  of  the  inner  coating,  other  things  remaining  the 
same,  is  proportional  to  the  entire  charge,  the  striking  distance  is  proportional 
to  the  quantity  of  electricity  in  a jar.  The  measurement  of  the  charge  of  a 
battery,  however,  by  means  of  the  striking  distance,  can  only  take  place  when 
the  charge  disappears. 

By  means  of  Lane’s  electrometer,  which  depends  on  an  application  of 
this  principle,  the  charge  put  into  a jar  or  battery  may  be  measured.  This 
apparatus,  c (fig.  774),  consists  of  an  ordinary  Leyden  jar,  near  which  there  is 
a vertical  metallic  support.  At 
the  upper  end  is  a brass  rod, 
with  a knob  at  one  end,  which 
can  be  placed  in  metallic  con- 
nection with  the  outside  of  the 
jar  : the  rod  being  movable,  the 
knob  can  be  kept  at  a measured 
distance  from  the  knob  of  the 
inner  coating,  such  as  to  ensure 
that  a comparatively  small  dif- 
ference of  potential  between  the 
two  coatings  will  give  rise  to  a 
spark  and  so  discharge  the  jar.  Fig.  774  represents  the  operation  ot 
measuring  the  charge  of  a jar  or  battery  by  means  of  this  apparatus. 

I he  jar  />,  whose  charge  is  to  be  measured,  is  placed  on  an  insulated  stool 
with  its  outer  coating  in  metallic  connection  with  the  inner  coating  of  Lane’s 
jar  c the  outer  coating  of  which  is  put  to  earth  ; a is  the  conductor  of  the 
machine.  When  the  machine  is  worked,  positive  electricity  passes  into  the 
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iar  or  battery  b,  and  from  the  outer  coating  of  b into  c.  When  the  charge 
in  c has  reached  a certain  limit,  it  discharges  itself  between  the  two 
knobs  and  as  often  as  such  a discharge  takes  place,  the  same  quantity 
of  positive  electricity  will  have  passed  from  the  machine  into  the  battery  ; 
hence  its  charge  is  proportional  to  the  number  of  discharges  o t ie 

eleC7Q4.  Harris’s  unit  jar.— Harris’s  unit  jar  (fig.  775)  1S  an  application 
of  the  same  principle,  and  is  often  convenient  for  measuring  quantities 

of  electricity.  It  consists  of  a small 
n m Leyden  phial,  4 inches  in  length  and 

» inch  in  diameter,  coated  to  about 
an  inch  from  the  end,  so  as  to  expose 
about  6 inches  of  coated  surface.  It  is 
fixed  horizontally  on  a long  insulator, 
and  the  charging  rod  connected  at  P 
with  the  conductor  of  the  machine, 
while  the  outer  coating  is  connected 
with  the  jar  or  battery  by  the  rod  tp. 
When  the  charge  of  electricity  in  the  interior  has  reached  a certain  potential 
depending  on  the  distance  of  the  two  balls  in  and  n a discharge  ensues 
and  marks  a certain  quantity  of  electricity  received  as  a charge  by  the 

Sad  of  in  aknob,  and  there  5 another  disc  of  the  same  s, re  F™  ed  w„h 

'^Bt^thï association  of  a condenser  with  the  gold-leaf  electroscope  differ- 
encesS  poStta,  may  be  indicated,  and  roughly  * 

it^“„;S;Sd  Let  Plates,  the  IP* 

detached  and  the  upper  plate  7™°(ewliich  Wa5  set  free  by  the  removal  of 
once  diverge  with  negative  electnc  y,  removed,  the  electro- 

the  upper  plate.  Indeed,  when  the  upper  ? '“T  and,  as  the 

- before'  but',i,h  posilive 

electricity. 
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With  his  condensing  electroscope  Volta  showed  that  if  strips  of  zinc  and 
copper  are  soldered  together,  they  become  oppositely  electrified.  The  zinc 
was  held  in  the  hand,  and  the  lower  plate  touched  with  the  copper,  while  the 
upper  plate  was  touched  with  the  finger.  On  removal  of  strip  and  upper 
plate,  the  leaves  diverged  with  negative  electricity  (813). 


Fig.  776 


Fig.  777 


796.  Quadrant  electrometer. -Lord  Kelvin  devised  a very  sensitive 
electrometer  by  which  accurate  measurements  ofJ  potential  may  be  made 
One  form  of  this  instrument,  represented  in  fig.  778,  consists  of  two  pairs  of 
quadrants,  AA  , BE  of  thin  sheet  metal,  which  together  form  a flat  cylin- 
drical box,  cut  into  four  quadrants  by  diametral  sections  at  right  angles  to 
each  other.  Each  of  these  quadrants  is  suspended  to  the  top  of  the  case 
by  a glass  stem  and  the  alternate  pairs  are  connected  with  each  other  by 
wires.  Each  of  the  pairs  ,s  also  connected  with  an  insulated  fair  dirt 
screw,  so  that  connection  can  be  made  with  bodies  on  the  outside  ° 

rJZ  tvf  midC!!e  0fJhf  quadrant  is  hun&>  by  a suspension,  what  is 
ailed  the  ?ieedle,  which  consists  of  a thin  sheet  of  aluminium  shaped  as 

shown  in  fig.  779  ; for  the  sake  of  lightness,  parts  of  the  needle  are  cut  out 
fall  the  quadrants  are  in  the  same  electric  condition,  the  adjustment  is 
made  so  that  the  two  fibres  of  the  suspension  are  in  the  same  plane w i l- 
ls symmetrical  with  reference  to  the  space  between  the  quadrant!  If  n 
the  two  pairs  of  quadrants  are  at  different  potentials  aslh  tn  • f 
they  are  connected  with  the  two  poles  ofavoMir  ’ mStance> 

binding  screws,  and  if  the  needle  is  charged  to  n Y mC£mS  °f  the 

15  ”SUally  P05itive  ,han  ,ha,  of 


I 
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one  one.  of  .he  needle  ^ÆttS  ^ 

electrified  like  itself  an  wi  ‘ ‘ t0  set  it  obliquely  to  the 

thus  be  subject  to  the  action  » “ j'  „,c  necdle  visible,  a small 

Slit.  In  order  to  render  the  g gilvet.  concave  mirror  with  a radius 

of  about  a metre  is  connected  with 
it  The  light  of  a petroleum  lamp, 
not  represented  in  the  figure,  strikes 
against  this,  and  is  reflected  as  a 
spot  on  a horizontal  scale.  Any 
deflection  of  the  needle,  either  on 
one  side  or  the  other,  is  indicated 
by  the  motion  of  the  spot  of  light  on 

the  scale  (532)-  , , , 

In  order  that  the  potential  of  the 
needle  may  be  kept  as  constant  as 
possible,  a platinum  wire  attached 
to  the  needle  dips  into  a glass 
containing  strong  sulphuric 


Fig.  77s 

• r 1 The  sulphuric  acid  keeps  the 
acid,  and  coated  externally  ^ ^ 0f  a Leyden  jar,  the  tinfoil 

electrometer  dry,  and  acts  as  the  mner * is  charged  the  needle  will 
outer  coating  being  uninsulated.  When  : J ^ ^ leakage  will  be  slow 

have  the  same  potential  as  the ' ^ t are  provided  with  a rcplemshcr  (774), 

The  more  complete  forms  of  ™’e“  e"'/”n  be  brought  to  any  required 

Jthe^)  »«ch  shot,  when  the 

rigVAa  ml  B?e“  retent  the  potentials  of  the  quadrants, ^ndC  the^o.emtal 

Of  the  needle,  it  may  be  proved  that  d-K A \ * ' # instrument. 

the  deflection  of  the  needle,  and  ia  “nstent  dep« ^^ed  by  two  or  three 
The  Leyden  jar  of  the  e ectrome tei  ^ tQ  a potential  of  some 

sparks  from  an  electrophorus,  an  in  comparison  with  C,  A and  B 

hundreds  (or  even  thoustmds)  of  »ol  . • , „ith  c>  a„d  the  formula 

are  small,  we  may  neglect  (A  + b )/-  m t 
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becomes  d=  k( A - B)C.  Hence,  if  C can  be  kept  constant  by  a replenisher, 
the  deflection  of  the  needle  is  directly  proportional  to  the  difference  of  poten- 
tial between  the  quadrants. 

797.  Thomson’s  absolute  electrometer. — Another  class  of  electrometers, 
also  invented  by  Lord  Kelvin,  give  a direct  measure  of  electric  constants  in 
absolute  measure.  Fig'.  780  represents  a modified  form  of  the  electrometer 
for  class  experiments. 

Two  plane  metal  discs  A and  B,  about  10  cm.  in  diameter,  are  kept  at  a 
distance  from  each  other,  which  is  small  in  proportion  to  their  diameters, 
but  which  can  be  very  accurately  measured.  Out  of  the  centre  of  the  upper 
one  is  cut  a disc  c ; this  is  suspended  by  insulating  threads  from  one  end  of 
the  arm  ab  of  a balance,  at  the  other  end  of  which  is  a counterpoise,  or  a 
scalepan  p.  At  the  end  of  the  arm  is  a fork,  across  which  is  stretched  a 
fine  wire  ; when  the  disc  is  exactly  in  the  plane  of  the  circular  band  or  ring 
which  surrounds  it,  which  is  called  the  guard  ring , this  fine  wire  is  exactly 
across  the  interval  between  two  marks  in  the  upright,  and  its  position  can 
be  accurately  determined  by  means  of  the  lens  C.  The  disc  and  the  guard 
ring  are  in  contact  with  each  other  by  means  of  a bridge  of  very  fine  wire 
(not  shown  in  the  figure),  and  r 
are  kept  at  a constant  poten- 


towards  B ; and  in  order  to  retain  it  exactly  in  the  Diane  of  the  miard  vino- 


Suppose  now  that  the 
whole  system  is  at  the  same 
potential,  and  that  the  disc 
is  exactly  balanced  so  as  to 
be  in  the  plane  of  the  guard 
ring.  If  now  A is  electrified 
to  a given  potential,  while 
the  plate  B is  connected  with 
the  earth,  c will  be  attracted 


tial  or  put  to  earth. 


tial,  being  connected  by  a 
wire  with  a constant  source 
of  electricity,  while  the  plate 


B can  be  kept  at  any  poten-  p 


Fig.  780 
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•f  t .tnnds  for  the  force  which  would  be  exerted  upon  a unit  of  positive 

"ftT A fS'C  TheT  force /^is  made  up  of  a repulsion  » due  to  lire  plate 
A,  and  ««action  » due  to  the  plate  B,  or,  altogether, /=  4™  (756). 

Consequently  V-V'M  Wi 

but,  as  1ms  been  already  proved,  airu’S  = F,  or  <7  = fj  — :§• 

Hence  V - V; 

If  the  disc  c is  circular  and  its  radius  is  a we  have  S-rf.and  the 
difference  of  potentials  is  given  by  the  very  sunple  formula 

v-v'-y*  f. 

It  is  also  clear  that  the  experiment  ïïJ'Æl 
constant  arid  the  distance  vanab  . y yaried  and  measured  with  very 
g"rS“S,?fSnc^  is  applied  in  a portable  form  of  this  electro- 
ns. Electrostatic  voltmeters  A 

electrometer,  called  an  f^^fdundieds  0r  thousands  of  volts.  Only 
measure  differences  of  potential  ùadrants,  A and  B,  of  a cylindrical 

box  are  used,  and  are  arranged  as  shown 

in  fig  78  b the  paddle-shaped  aluminium 

needle  being  pivoted  to  move 1 at ion  a 
central  horizontal  axis  in  and  out  of 
quadrantal  spaces,  its  position  being  con- 
trolled by  weights  hung  at  the  lower  end 
When  there  is  a difference  of  potential 
between  needle  and  quadrants  the  needle 

is  attracted  and  its  pointer  moves  over  a 

graduated  scale,  the  attraction  varying  as 

the  square  of  the  difference  of  potential. 
The  scale  is  graduated  empmcally,  'n 
volts  and  various  degrees  of  sensitive 
Tess  are  obtained  by  a.tachmg  dtfferen, 

W6' Another  type  of  electrostatic  volt- 
u i a zer0  electrostatic  volt- 
"’T'  £ l„ed  by  Professor  Ayrton 
rf;sfS‘ft“  action  depends  on  the 
and  Mr.  Mather,  is  illustrated  m g-  7electrified  conductors,  which  aie 

Under  inVeStigati0n’  ^ lhC  lmb,0n 
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of  a wire.  Two  narrow  strips  of  aluminium,  a a (figs.  782  and  783), 
are  joined  together  at  top  and  bottom  by  cross-pieces,  b b,  and  the  frame 
or  needle  so  formed  suspended  from  a torsion  head  H by  a thin  narrow 
strip  of  phosphor-bronze.  An  index  C,  attached  to  the  torsion  head,  moves 
over  a graduated  dial,  and  indicates  the  torsion  applied  to  the  upper  end  of 

the  suspension-strip. 
The  conductors,  I I, 
called  the  inductors , 
by  which  a a are 
attracted,  are  shaped 
as  shown,  and  by 
means  of  a pointer^, 
carried  from  the  bot- 
tom of  the  needle,  the 
position  of  the  needle 
can  be  observed. 
Parallax  is  avoided 


Fig.  782 


fiLH0b!erTgKthe  rf 1 f ion  0f  this  P°inter  in  a piece  of  looking-glass  p- 
fixed  to  he  base  of  the  instrument.  Any  difference  of  potential  set  up 
between  the  needle  and  the  inductors  is  measured  by  turning  the  torsion 

then  th  Un  li1C  PTtei;  * 15  brou&ht  int0  the  same  position  it  occupied 
when  the  needle  and  inductors  had  the  same  potential.  The  square  raot 

of  the  angle  througlr  which  C has  been  turned  measures  the  difference  of 

potential  between  the  needle  and  inductors,  that  is,  between  bodies  connected 
respectively  to  the  terminals  T,  and  T„  connected 

799-  Potential  and  capacity  of  a condenser.— These  may  be  most  con 
vemently  investigated  by  considering  the  case  of  a spherical  ia  T m 
suppose  A (fig.  784)  to  represent  an  isolated  metal  sphere  of  radius  R and 
“ COnS'der  ’*  Pla“d  in  inducing  communication  with  a so5le  of 
constant  potent, al  V.  Then  its  potential  V is  its  charge  ? = VR,  and 

the  ratio  of  charge  to  potential,  or  the  capacity  of  the  sphere  is  R 

Suppose  now  tins  sphere  to  be  surrounded  by  a cPoncentdc  conducting 

3 G 
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, , „ T)  wh:cl,  is  in  connection  with  the  earth,  then  from  the 

shell  or  envelope  B,  wind  s ^ ^ ^ layers_one  on  the 

inductive  action  set  up,  . A and  the  other  on  the  inner  sur- 

face of  the  sphere  B.  These  will  be  equal 
and  of  opposite  sign  ; let  them  be  + Q 

an<Vhe^ sphere  A,  being  still  connected  with 
the  source,  has  the  potential  V,  but  its  present 
charge  Q is  greater  than  the  charge  q which 
produced  the  same  potential  when  t was 
isolated.  In  the  present  case,  the  potential 

is  V = Q_Q  (758),  where  the  first  term  on 

the  right  is’  die  potential  at  the  centre  due  to 
the  charge  Q of  the  sphere  A taken  by  itself, 
and  tie  second  term  is  the  potent, al  at  the 

1 op  — O of  the  surrounding  shell.  The  charge  3 15 
centre  due  to  the  charge  Q q rRj 

consequently  - V , and  the  capacity  is  now  v - g—  R' 

,Rl,R  0 p _R  between  the  two  coatings  of  the  con- 

Suppose  that  the  distance  v,  P radii  R R„  increase  indefinitely. 

denser1  is  constant  and  equal  to  , ^ ^ R 
The  capacity  per  unit  area  of  the  spl 

1 RRi  = _L  R>. 

"4ttR-'  t \nt  ’ R 

When  R and  R,  are  indefinitely  large  iat^  Capacity  per  unit  area  of 

surfaces  of  the  spheres  hecome  plane.  ^ ^ ^ ^ (he  capaclty 


Fig.  784 


an  air-plate  condenser  ^ 


S 

1S  / 
47 rt 


ni  lid  liquid  dielectric,  whose  specific 

If  instead  of  air  there  is  VS*  If  the  dielectric  be 

inductive  capacity  is  «,  the  formula  becomes  Q ■ ^ tWck. 

partly  air  and  partly  some  other  material,  som.,imes 


ness  of  this  latter  is  Q 


47TI  S-hT  “I"-  I ■ ■ 

\ . r i„ver  of  air  equivalent  to  it  in 

written  t\  and  represents  the  thickness. 

specific  inductive  capacity.  It  is  alsc  cau  t0  be  surrounded 

P Thus,  suppose  a sphere  to  have  aradius  R 10  , ^ ^ thickness 

by  an  earth-connected  metal  she!  * capaci,y  of  this  condenser 

of  the  dielectric  (assumed  to  ) insuiated  sphere  R. 

is  510,  or  51  times  as  great  as  tlia  caoaCity  of  a spherical  condense 

^The  formula  obtained  above  for  the  capacity  ^ any  condenser 

with  spheres  of  nearly  equal  ladius,  Qf  adielectric  between 

formed,  like  a Leyden  jar,  of  a thin  uni 
two  parallel  conducting  surfaces. 


( 


vs 

t-e  + ei*) 
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If  R,  is  so  great  that  the  value  of  R in  the  denominator  of  the  ex- 
pression for  the  capacity  of  two  concentric  spheres  may  be  disregarded,  we 
get  C = R,  which  is  the  expression  for  the  capacity  of  an  isolated  sphere 
(760)  ; such  a sphere  may  be  regarded  as  a condenser,  in  which  the  layer 
of  aii,  between  it  and  the  sides  of  the  room,  represents  the  dielectric. 

When  « identical  Leyden  jars  arc  joined  in  surface  or  in  parallel  we  have 
a condenser  whose  capacity  is  equal  to  the  «-fold  capacity  of  a single  jar. 
If  these  «jars  are  joined  in  cascade  or  in  series,  the  capacity  of  the  system 
is  that  of  a single  jar,  the  dielectric  of  which  is  « times  as  thick,  that  is,  is 
the  i/«th  part  of  the  capacity  of  such  jar. 

Geneially,  if  C,,  Co,  C3  . . . are  the  separate  capacities  of  a number  of 
Leyden  jars  arranged  in  series  as  in  fig.  773,  and  C be  the  resultant  capacity, 

i/C  = i/Cj  + 1/C0  + 1/C3  + &c. 

This  relation  may  be  proved  as  follows  Let  Vj,  V0,  V„  . be  the  differ- 
ences of  potential  between  the  outer  and  inner  coatings  of  the  successive 
jars,  and  V the  potential  of  the  machine.  Since  the  quantities  of  electricity 
which  go  to  charge  the  several  jars  are  equal,  each  of  them 


= Q = C,V,  = C2V2  = C3V3  = &c.  = CV 
and  V = Vj  + Y,  + V3  + &c. 


• Q =Q 
"c  c, 


Q 

c3 


+ . . . 


or 


C 


c;+  C0 


- + 


elec8tStkfwhichf  the  e|ectric  discharge.  The  recombination  of  the  two 
electricities  which  constitutes  the  electric  discharge  may  be  either  con- 

J us  or  sudden  : continuous , or  of  the  nature  of  a current  as  when  the 
two  conductors  of  a Holtz’s  machine  are  joined  by  a chT  or  a wh  e and 

surface “ Z*®  Vhe  °PPosite  electricities  accumulate  on  the 
enough  to  overrn  COnduCt0rs’  tiU  their  mutual  attraction  is  strong 

the  16  mterVening  resistances,  whatever  they  may  be  But 

and  no^fï6  ÏTeT  " Sudden  and  a continuous  discharge  is  one  of  degiee 

ira: a- 

passage  of  electricity  Still  tlJ  riff’  ff  appreciable  resistance  to  the 

- *• 

^.less  showed  that  the  discharge  of  a batterv  Hnpç  f • 
simple  union  of  the  positive  with  the  negative  elecSchv but' IZT*'  * 

of  a series  of  successive  partial  discharges  ti  r 1 that  R consists 

depends  mainly  on  the  length  and  name  of  thi  “’e  <lischme° 

%L^j>r  by  the  arrangement 

the  knobs  « ,„S. ? è„  tlm  axis  £°,  j'’'  1"  P-ses  between 

at  a known  and  uniform  rate  are  twn  l r * means  of  clockwork  is  rotated 
the  axis  is  also  attached  à brkss  sü l ïf  ? rain™>  * and  , ; to 

the  bare  ends  of  the  insulated  wires  at  them  S ^ W?‘Ch,/  and^>  ->ust  touch 
» - - -his  instant  the  ^ 5 X T TZ 

3^2 
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principal  axis  of  the  mirror.  The  image  of  the  spark  is  reflected  on  the 
ground-glass  plate  h. 

Observed  in  this  manner  the  spark  is  seen  as  a narrow  band  of  light,  the 
length  of  which  varied  with  the  duration  of  the  discharge.  The  duration  was 
found  to  increase  with  the  striking  distance,  and  with  the  number  of  jars. 


Fig.  785 


When  the  resistance  of  the  circuit  between  the  outer  and  inner  coatings 
was  small,  it  was  found  that  the  discharge  was  an  oscillatory  one,  consisting 
of  a series  of  separate  discharges  in  alternating  directions  ; the  image  was 
traversed  by  a number  of  dark  lines.  With  a greater  resistance  the  dischaige 
was  a single  continuous  one,  and  its  image  was  that  of  a continuous  band  of 
light.  With  very  great  resistance  the  discharge  was  an  intermittent  one, 
and  consisted  of  sparks  following  each  other  at  irregular  intervals. 

Mr.  C.  V.  Boys  in  1890  photographed  the  discharge  of  a Leyden  jar  by 
means  of  a rapidly  revolving  lens,  and  showed  that  if  the  discharge  circuit 
has  a sufficiently  low  resistance  the  discharge  consists  of  a series  of  sepaiate 
discharges,  each  of  which  leaves  a separate  impression  on  the  photographic 


0- 


-o 

L' 


More  recently  Professor  Trowbridge  charged  a condenser  by  means  o 
storage  cells  giving  an  electromotive  force  of  20,000  volts.  by  ananging 
the  condensers  in  parallel  during  charge,  and  by  dischaiging 
them  in  series  through  a circuit  containing  self-induction 
(967),  he  obtained  spark  discharges  6 feet  in  length,  corre- 
sponding to  a difference  of  potential  of  3 x io1'  volts.  These 
long  sparks  are  oscillatory. 

These  oscillatory  discharges  may  be  illustrated  by  means 
of  a simple  hydrostatical  experiment.  Suppose  that  in  the 
U -tube  (fig.  786)  there  is  a valve,  S,  by  which  the  two  branches 
are  separated,  and  that  water  is  poured  in  one  so  that  it  is  at 
the  height  + L above  the  level  00,  and  in  the  other  in  the  correspon  mg 
distance  - V below  the  level.  When  the  valve  is  suddenly  opened,  the 
water  passes  through,  and  only  comes  to  rest  in  the  position  OO  alter 
several  oscillations  about  this  level.  Suppose  the  valve  to  be  sudden  y 
closed  during  the  oscillation,  it  may  easily  happen  that  the  water  is  higher 
,n  that  limb  in  which  it  was  previously  lower.  This  would  represent  the 


£ 

Fig.  786 


-801]  Work  done  by  the  Discharge  of  a Leyden  Jar  821 


case  observed  by  Oettingen  with  the  residual  charges  of  condensers,  which 
he  found  to  be  sometimes  negative  and  sometimes  positive. 

Again,  if  the  valve  is  only  slightly  opened  so  that  great  resistance  is 
offered,  the  water  slowly  sinks  to  its  level,  the  discharge  is  continuous,  and 
there  are  no  oscillations  ; this  corresponds  to  the  case  in  which  the  elec- 
tric resistance  is  very  great. 

We  may  further  compare  the  dielectric  in  a state  of  strain,  like  the  glass 
of  a charged  Leyden  jar,  to  a straight  steel  band,  clamped  at  one  end  ; if 
the  free  end  is  pulled  aside,  the  plate  is  in  a state  of  strain,  and  when  this 
strain  is  removed  the  plate  comes  to  rest  after  making  a series  of  oscilla- 
tions. To  prevent  these  oscillations  the  plate  must  be  exposed  to  a great 
resistance,  by  being  placed,  for  instance,  in  a viscous  liquid  ; in  like  manner, 
as  we  have  seen,  by  offering  a great  resistance  to  the  electric  discharge,  it 
becomes  continuous.  The  rate  of  vibration  of  a steel  plate  or  a stretched 
string  depends  on  its  elasticity  and  on  its  moment  of  inertia.  In  like  manner 
the  period  of  oscillation  of  an  electric  discharge  depends  on  the  self-induction 
(967)  and  electrostatic  capacity  of  the  circuit. 

The  oscillatory  nature  of  the  discharge  has  been  confirmed  by  the  observa- 
tions of  Paalzow  on  the  luminous  phenomena  seen  in  highly  rarefied  gases 
when  it  takes  place  in  them,  as  well  as  by  the  manner  in  which  a magnet 
affects  the  phenomena.  Von  Helmholtz  had  already  inferred  the  necessity 
of  such  an  oscillating  motion  from  the  laws  of  the  conservation  of  energy, 
and  Lord  Kelvin  and  Kirchlioff  deduced  the  conditions  under  which  it 
occurs.  Lord  Kelvin  showed  as  long  ago  as  1851  that,  when  a condenser 
of  capacity  C is  discharged  through  a circuit  of  self-induction  L and 
resistance  R,  there  will  be  oscillations  in  the  circuit  if  R2  is  less  than  4L/C, 


and  further  that  if  R is  small,  the  period  of  oscillation  = 2 n \J LC. 

801.  Work  done  by  the  discharge  of  a Leyden  jar.— The  potential  V of  a 
conductor  is  the  work  which  must  be  done  upon  the  unit  charge  of  positive 
electricity  to  carry  it  from  the  earth  to  the  conductor,  the  potential  of  the 
latter  not  being  altered  thereby  ; if  Q units  are  carried,  the  work  done  is 
QV.  But  in  charging  any  conductor  or  condenser,  the  potential  is  zero 
at  first,  and  rises  gradually  to  V ; its  mean  value  during  the  process  of 

charging  is  — . Hence  the  work,  W,  done  in  charging  is  AQV.  In  the  case 


of  a Leyden  jar,  since  Q = VC,  W = I QV  = CX_2  = Q°'  = 1 JL  V2  • that  is  is 
. 2 2 2C  2 4 Ttt 

proportional  to  the  surface  and  to  the  square  of  the  potential,  and  is  in- 
versely as  the  reduced  thickness  of  the  insulator.  From  the  principle  of  the 
conservation  of  energy,  this  stored-up  energy  reappears  when  the  jar  is 
discharged.  It  shows  itself  partly  in  the  form  of  a spark,  partly  in  the 
heating  effect  of  the  whole  system  of  conductors  through  which  the  dis- 
charge takes  place.  When  the  armatures  are  connected  by  a thick  short 
wire,  the  spark  is  strong  and  the  heating  effect  small  ; if,  on  the  contrary 
the  jar  is  discharged  through  a long  fine  wire,  this  becomes  more  heated 
but  the  spark  is  weaker.  ’ 

source  ld?ntical.Jars  are  each  separately  charged  from  the  same 

souice,  they  will  each  acquire  the  same  potential,  which  will  not  be  altered 
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if  all  the  iars  are  connected  by  their  inner  and  outer  coatings  respectively. 

The  total  charge  will  be  the  same  as  if  the  battery  had  been  charged  directly 
b om ^Uie  source^ and  its  energy  will  be  W = i V»?  « *VQ  ; that  is,  the  energy 
of  a battery  of’»  equal  jars  is  the  same  as  that  of  a single  jai  of  the  same 

thickness  but  of  » times  the  surface.  . . 

Let  us  consider  two  similar  Leyden  jars  having  respectively  the  capaci- 
ties .and  one  of  them  be  charged  to  potential  V,  and  let  the  other 

remain11  uncharged.  Suppose  now  that  the  in-  and l outer ^ cc^mgs  o 
the  jars  are  respectively  connected  with  each  other.  Then  the  ene.g> 

the  charged  jar  alone  is  W = *Ç , and  when  it  is  connected  with  the  other, 
the  original  charge  will  spread  itself  over  the  two,  so  that  the  energy  of  the 

charge  in  the  two  jars  is  W'=  Hence  W :W' and  there- 

fore since  c+C  is  always  greater  than  c,  there  must  be  a loss  of  energy.  In 
• r!t  of  fact  when  a charged  jar  is  connected  with  an  uncharged  o , 

is  Lgr^s 

r„  r— 

for  a eiven  potential  it  is  » times  smai  . 
venient  to  arrange  the  jars  in  a combination  ofthe  ' machine  has 

SOS.  a charged  Leyden  jar 

rS-'SJU  wiU.  one 

the  Other  is  nrtiy  more  «n  *£*£££!  a quart  capacity  it  is 
client,  and  with  jars 

A shock  may  be  given  to  a large  form  a chain  by  join- 

means  of  a Leyden  ja,  Fo,  tow»  ^ coating  of  a charged  jar. 
mg  hands.  If,  then,  tn  , i o receive  a simultaneous 

while  the  last  a,  the  same  time  touches  the  ad  rece^  ^ ^ 

JSM  SS  i»rr  : m of  the  âài „ are  fonnd  to  receive 

a less  violent  shock  than  those  near  . ^ shocp  sometimes  very  dan- 

Wf  VTstÏ/SeS  witf  batteries  of  7 square  fee.  coated  surface, 

S’  ats  SSS,  of  about  4i  upon  both  the 

Experience  shows  that  the  physio dis- 
qualify and  potential,  eitheio  » b thus  a discharge  from  an 

agreeable  effects  provided  the  other  is  sn  ^ a foot  may  be  taken 

ordinary  electric  machine  which  gives  ‘ P ^ fro  * a battery  of  large 
without  danger,  while  one  of  a the  discharge  has  .also  an 

XtLrf'bâtTery'  whkh  gives  a Itokn.  shock  when  discharged  ,n 
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ordinary  conditions  gives  but  a feeble  one  when  discharged  through  a moist 
string,  which  only  diminishes  the  rapidity  of  the  discharge. 

803.  Luminous  effects.— The  recombination  of  two  electricities  of  high 
potential  (760)  is  always  accompanied  by  a disengagement  of  light,  as  is  seen 
when  sparks  are  taken  from  a machine,  or  when  a Leyden  jar  is  discharged. 
The  better  the  conductors  on  which  the  electricities  are  accumulated,  the 
more  brilliant  is  the  spark  ; its  colour  varies  not  only  with  the  nature  of  the 
bodies,  but  also  with  the  nature  of  the  surrounding  medium  and  with  the 
pressure.  The  spark  between  two  charcoal  points  is  yellow,  between  two 
balls  of  silvered  copper  it  is  green,  between  knobs  of  wood  or  ivory  it  is 
crimson.  In  air  at  the  ordinary  pressure  the  electric  spark  is  white 
and  brilliant  ; in  rarefied  air  it  is  reddish  ; and  in  vacuo  it  is  violet. 
In  oxygen,  as  in  air,  the  spark  is  white  ; it  is  reddish  in  hydrogen,  and 
green  in  the  vapour  of  mercury  ; in  carbonic  acid  it  is  also  green,  while 
in  nitrogen  it  is  blue  or  purple,  and  accompanied  by  a peculiar  sound. 
In  general,  the  higher  the  potential  the  greater  is  the  lustre  of  the  spark. 

When  these  sparks  are  examined  by  the  spectroscope  (587)  they  show  the 
lines  characteristic  of  the  metals  between  which  the  spai'k  passes,  and  also 
of  the  gas  in  which  it  takes  place.  If  the  knobs  are  of  different  metals 
the  lines  of  both  are  seen.  Part  of  the  energy  is  accordingly  consumed  in 
detaching  and  volatilising  the  metal  particles  on  the  two  electrodes  ; when 
a powerful  discharge  takes  place  between  a knob  of  gold  and  one  of  silver, 
some  of  the  latter  metal  is  found  on  the  gold  knob,  while  some  gold  also  is 
found  on  the  silver  knob.  This  is  a direct  proof  that  the  discharge  is  an 
oscillatory  one  (800). 

S04.  Spark  and  brush  discharge.— The  shapes  which  luminous  electric 
phenomena  assume  may  be  classed  under  two  heads — the  spai'k  and  the 
brush.  The  brush  forms  when  the  electricity  leaves  the  conductor  in  a 
continuous  flow  ; the  spark,  when  the  discharge  is  discontinuous.  The 
formation  of  one  or  the  other  depends  on  the  nature  of  the  conductor  and 
of  the  conductors  in  its  vicinity  ; and  small  alterations  in  the  position  of  the 
surrounding  conductors  transform  the  one  into  the  other. 

The  spark  which  at  short  distances  appears  straight  at  longer  distances 
has  an  irregular  shape  with  diverging  branches.  Its  length  depends  on  the 
dififeience  of  potential,  and  on  the  size  and  shape  of  the  conductors  between 
which  it  passes.  With  long  sparks  the  luminosity  is  different  in  different 
parts  of  the  spark. 

The  brush  derives  its  name  from  the  radiating  divergent  arrange- 
ment of  the  light,  and  presents  the  appearance  of  a luminous  cone,  whose 
apex  touches  the  conductor.  Its  size  and  colour  differ  with  the  nature  and 
foim  of  the  conductor  ; it  is  accompanied  by  a peculiar  hissing  noise  very 
different  from  the  sharp  crack  of  the  spark.  Its  luminosity  is  far  less  than 
that  of  the  spark  ; for  while  the  latter  can  easily  be  seen  by  daylight  the 
former  is  only  visible  in  a darkened  room.  The  brush  discharge  may  be 
obtained  by  placing  on  the  conductor  a wire  filed  round  at  the  end  or 
with  a powerful  machine,  by  placing  a small  bullet  on  the  conductor  The 
brush  from  a negative  conductor  is  less  than  from  a positive  conductor  • 
the  cause  of  this  difference  has  not  been  satisfactorily  made  out,  but  it  may 
niiginate  in  the  fact,  which  Faraday  has  observed,  that  negative  electricity 


or 
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dischargcs  into  the  air  at  a somewhat  lower  potential  than  positive  electricity  ; 
so  that  a negatively  charged  knob  sooner  attains  that  potential  at  which 
spontaneous  discharge  takes  place  than  does  a positively  charged  one,  and 
therefore  discharges  the  electricity  at  smaller  intervals  and  in  less  quantities. 

When  electricity,  in  virtue  of  its  high  electrostatic  pressure,  issues  from 
a conductor,  no  other  conductor  being  near,  the  discharge  takes  place 
without  noise,  and  at  the  places  at  which  it  appears  there  is  a pale  blue 
luminosity  called  the  electric  glow,  or  on  points  a star-like  centre  of  light. 

It  is  seen  in  the  dark  by  placing  a point  on  the  conductor  of  the  machine. 

It  may  be  regarded  as  a very  short  brush.  „. 

8oe.  Striking  distance —Sir  W.  Harris  by  means  of  his  unit  jar,  and  Riess 
by  independent  researches,  found  that  for  small  distances  the  striking  c is- 
y ^ tance  is  directly  propor- 

tional to  the  quantity 
of  electricity,  and  in- 
versely proportional  to 
the  coated  surface  ; 
in  other  words,  it  is 
proportional  to  the 
potential.  For  his  ex- 
periments Riess  used 
the  spark  micrometer , 
which  consists  of  two 
metal  knobs,  A and 
. B (fig.  787),  provided 
with  binding  screws, 
a and  b , and  on  insu- 
lating supports,  the 

distance  of  which  front  each  other  cou^  wied  . 

^r^tenJ,  repaired  is  Sh8h,ly 

:23Zg^e  Hence  ^wav^  oAtompression  starts  from  the  pad,  of  the 

sp“ “e  5L3£ 

tills'  is^seen1  front  the^  following  table.  In  the  experiments  the  dischargmg 


Fig.  787 


Distance 


cm. 

0*1 

0-5 

ro 

2’0 

3-0 


— — 1 

Volts 

Distance  | 

Volts 

5,49° 

26,73° 

48,600 

64.800 

76.800 

cm. 
5-o 
7-0 
lO'O 
1 2*0 
15*0 

94,800 
107,700 
1 19,100 
124,200 
i27,Soo 
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It  appears  that  for  very  short  sparks  there  is  a certain  critical  spark- 
length  below  which  the  difference  of  potential  increases  as  the  spark-length 
diminishes.  About  350  volts  is  the  smallest  difference  of  potential  which 
can  produce  a spark  in  air  under  ordinary  conditions. 

The  influence  of  pressure  on  the  electric  discharge  may  be  studied  by 
means  of  the  electric  egg.  This  consists  of  an  ellipsoidal  glass  vessel  (fig.  788) 
with  metal  caps  at  each  end.  The  lower  cap  is  provided  with  a stop- 
cock, so  that  it  can  be  screwed  into  an  air-pump,  and 
also  into  a heavy  metallic  foot.  The  upper  metal  rod 
moves  up  and  down  in  a leather  stuffing-box  ; the  lower 
one  is  fixed  to  the  cap.  The  vessel  having  been 
exhausted  as  far  as  possible,  the  stopcock  is  turned, 
and  the  vessel  screwed  into  its  foot  ; the  upper  part 
is  then  connected  with  a powerful  electric  machine, 
and  the  lower  one  with  the  ground.  On  working  the 
machine,  the  globe  becomes  filled  with  a feeble  violet 
light  continuous  from  one  end  to  the  other.  If  the  air 
is  gradually  allowed  to  enter  by  opening  the  stopcock, 
the  light  now  appears  white  and  brilliant,  and  is  only 
seen  as  an  ordinary  intermittent  spark. 

If  by  means  of  such  an  apparatus  the  pressure  of 
the  air  is  gradually  increased,  the  striking  distance  is 
diminished,  and  with  a pressure  of  50  atmospheres  the 
discharge  of  even  a powerful  machine  is  stopped. 

Hertz  showed  that  disruption  discharge  between 
two  conductors  may  be  facilitated  by  exposing  the  air 
through  which  the  discharge  takes  place  to  ultra- 
violet light.  The  seat  of  this  action  is  at  the  surface 
of  the  negative  terminal.  The  best  pressure  is  about 
300  mm.  Fig.  788 

806.  Heating  effects.— Besides  being  luminous,  the  electric  spark  is  a 
souice  of  great  heat.  When  it  passes  through  inflammable  liquids,  as  ether 
or  alcohol,  it  inflames  them.  An 
arrangement  for  effecting  this  is  repre- 
sented in  fig.  789.  It  is  a small  glass 
cup  through  the  bottom  of  which  passes 
a metal  rod,  terminating  in  a knob  and 
fixed  to  a metal  foot.  A quantity  of 
liquid  sufficient  to  cover  the  knob  is 
placed  in  the  vessel.  The  outer  coating 
of  the  jar  having  been  connected  with 
the  foot  by  means  of  a chain,  the  spark 
which  passes  when  the  two  knobs  are 
brought  near  each  other  inflames  the 
liquid.  With  ether  the  experiment  suc- 
ceeds very  well,  but  alcohol  requires  to 
be  first  warmed.  Fig.  7g9 

Coal  gas  may  also  be  ignited  by  means  of  the  electric  spark  A person 
standing  on  an  insulated  stool  places  one  hand  on  the  conductor  of  a machine, 
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which  is  then  worked,  while  he  presents  the  other  to  the  jet  of  gas  issuing 
nom  a mÏÏlic  burner.  The  spark  which  passes  ignites  the  gas.  When  a 
battery  is  discharged  through  an  iron  or  steel  wire,  the  latter  becomes  heated, 
and  is  even  made  incandescent  or  melted  if  the  discharge  is  very  powejful. 

The  laws  of  this  heating  effect  were  investigated  independen  y 1 
Harris  and  by  Riess  by  means  of  the  electric  thermometer.^ 

Riess,  this  consists 
of  a glass  bulb  (fig- 
790),  closed  by  a 
stopper,  c,  and  at- 
tached to  a capillary 
tube  which  is  bent 
twice,  and  termi- 
nates in  an  enlarge- 
ment ; this  contains 
coloured  liquid. 
The  whole  appa- 
ratus is  fixed  on  a 
hinged  support,  A, 
which  works  on  the 
base  B,  so  that  it 
can  be  inclined  and 
fixed  at  any  given 

The  diameter  of  the  tube  being  vei  y small  e ^ g 


angle.  The  diameter  of  the  tube  oe  ng  veiy  ^ ^ ^ place 

the  enlargement,  a considerable  d'sP  ^cel"  pressure.  Before  making 

along  the  scale  without  any  material  alteration  P ^ ssure.  Be- 

the  experiment  the  stopper  c is  stretched.  When 

tween  the  binding  screws  « and  b a fi  p . . becomes  heated,  expands 

a Leyden  jar  is  discharged  through  t^wirej  beco^  ^ ^ ^ 

the  air  in  the  bulb,  and  the  exp  ^ In  this  way  it  was  found 

Ü7at  the  heat  in  the  wire 


electricity  divided  by  the  surface-a  resm™  with 

already  given  (801).  Riess  ^ is  inversely  as  the 

wires  of  different  dimensions , the  r / ' J with  a given  wire  as  unity, 

bmes  be  ^ ^ " 

in  a wire  of  unit  thickness.  • , • discharged  through  the  electric 

If  ajar  charged  to  a given  p°te|ial»sdischarg^  distanCe,and 

thermometer,  the  discharge  will  take  p . ‘ measure  of  the  heating 

a certain  depression  will  be  produced  whu*  . a me^  ^ the 

effect  in  the  thermometer.  If  no a 1 ^ be  expended  in  the 

discharge,  a certain  proportion  of  tion  in  the  thermometer 

mechanical  perforation  of  the  card  and  P , .hich,  when  passed  through 
will  be  less.  Thus  Riess  found  that  that  charge ^wl  . through  one 

air  produced  a depression  of  i59,  when  passed 
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card,  two  cards,  and  a plate  of  mica,  produced  depressions  of  1 17,  8-o,  and 
6-8  respectively  ; showing  that  the  heating  effect  was  less  according  as 
more  of  the  energy  of  the  discharge  was  used  for  other  purposes. 

When  an  electric  discharge  is  sent  through  gunpowder  placed  on  the 
table  of  a Henley’s  discharger,  the  gunpowder  is  not  ignited,  but  is  pro- 
jected in  all  directions.  But  if  a wet  string  is  interposed  in  the  circuit,  a 
spark  passes  which  ignites  the  powder.  This  arises  from  the  retardation 
which  electricity  experiences  in  traversing  a semi-conductor,  such  as  a wet 
string  ; for  the  heating  effect  is  proportional  to  the  duration  of  the  discharge 

When  a charge  is  passed  through  sugar, 
heavy  spar,  fluor-spar,  and  other  substances, 
they  afterwards  become  phosphorescent  in 
the  dark.  Eggs,  fruit,  &c.,  may  be  made 
luminous  in  the  dark  in  this  way. 

When  a battery  is  discharged  through  a 
gold  leaf  pressed  between  two  glass  plates 
or  between  two  silk  ribbons,  the  gold  is 
volatilised  in  a violet  powder  which  is  finely  divided  gold.  Fig.  791  repre- 
sents the  marks  left  on  a piece  of  glass  by  a narrow  strip  of  tinfoil  volatilised 
by  the  discharge  of  a Leyden  battery. 

Siemens  showed  that  when  a jar  is  charged  and  discharged  several 
times  in  succession  the  glass  becomes  heated.  Hence  during  the  discharge 
there  must  be  movements  of  the  molecules  of  the  glass  as  Faraday  sup- 
posed (766)  ; we  have  here,  probably,  something  analogous  to  the  heating 
pioduced  in  iron  when  it  is  rapidly  magnetised  and  demagnetised. 

807.  Magnetic  effects.— By  the  discharge  of  a large  Leyden  jar  or 
batteiy,  a steel  wire  may  be  magnetised  if  it  is  laid  at  right  angles  to  a con- 
ducting wire  through  which  the  discharge  is  effected,  either  in  contact  with 
the  wire  or  at  some  distance.  And  even  a steel  rod  or  needle  may  be 
magnetised  by  placing  it  inside  a spiral  of  insulated  copper  wire,  A (fier.  yg2) 
and  passing  one  or  more  discharges  through  it.  The  polarity  depends  on  the 
direction  in  which  the  electricity  enters  the  coil  and  the  way  in  which  the 
wire  is  coiled.  Thus  if  the  jar  is  charged  in  the  inside  with  positive  elec- 
tncity,  and  the  direction  in  which  the  wire  is  coiled  is  that  in  which  the 
hands  of  a watch  move,  that  end  at  which  the 
positive  electricity  enters  will  be  a south  pole. 

It  has,  however,  been  frequently  observed 
(first  by  Henry  in  1842)  that  the  magnetism  is 
abnormal,  and  that  for  the  same  charge  of  the 
jar  the  polarity  of  the  needle  is  not  always  the 
same.  This  is  to  be  referred  to  the  oscillatory 
character  of  the  discharge  (800),  the  position  of 
the  poles  corresponding  to  that  of  the  last  oscil- 
lation ; uniform  results  are  obtained  when  a wet 
string  is  included  in  the  circuit. 

808.  Mechanical  effects.-The  mechanical  effects  are  the" violent  lacera- 
tions, fiactui  es,  and  sudden  expansions  which  ensue  when  -i  nmwrf  1 r 1 
IS  passed  through  a bad,,,  coidt, cling  subtree  ta  S S'  3 
and  stones  ate  fractured,  and  gases  and  lit, aids  are  xîe 
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mechanical  effects  of  the  electric  spark  maybe  demonstrated  by  a variety 

0f  “iT ^«presents  an  arrangement  for  perforating  a piece  of  glass  or 
rnrd  e\[  insists  of  two  glass  columns,  with  a horizontal  cross-piece,  in  which 

“a  pointed  condncto,  B ™ *£$£**££ 

ting  also  in  a point,  which 
is  connected  with  the  out- 
side of  the  battery,  while 
the  knob  of  the  inner  coat- 
ing is  brought  near  the 
knob  of  B.  When  the  dis- 
charge passes  between  the 
two  conductors  the  glass  is 
perforated.  The  experiment 
succeeds  with  a single  jar 
only  when  the  glass  is  very 
thin  ; otherwise  a battery 
must  be  used.  To  perforate 
a glass  plate  i'5  cm.  thick, 
a striking  distance  of  16  cm. 
is  required. 

When  the  discharge 
Fig.  793  takes  place  through  a piece 

of  cardboard  between  two  points  exactly  o^  0^1  hoie  .g  ^ 

perforation  is  quite  straight  ; ut  i no  ex^ J ^ negative  point.  This 

phenomenon,  which  is  known  as 
Lullin' s experiment , is  probably 
connected  with  the  fact  that  nega- 
tive electricity  discharges  into  air 
more  readily  than  positive  (804)  ; 
in  other  words,  that  positive  elec- 
tricity must  be  raised  to  a higher 
potential  in  order  to  discharge, 
which  is  held  to  favour  the  view 
that  there  is  a specific  difference 
between  the  two  kinds  of  electricity. 

The  perturbation  and  sudden 
expansion  which  the  discharge 
produces  may  be  illustrated  by 
means  of  what  is  known  as  A tu- 
ners ley’s  thermometer.  This  con- 
sists of  two  glass  tubes  (fig.  794)> 
which  fit  into  metallic  caps  and 

them  is 
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a similar  rod  with  a knob.  The  apparatus  contains  water  up  to  the  level  of 
the  lower  knob.  When  the  electric  discharge  passes  between  the  two  knobs, 
the  water  is  driven  out  of  the  larger  tube  and  rises  to  a slight  extent  in 
the  small  one.  The  level  is  immediately  re-established,  and  therefore  the 
phenomenon  cannot  be  due  to  a rise  of  temperature. 

If  the  upper  knob  inside  a Kinnersley’s  thermometer  is  replaced  by  a 
point,  and  the  outside  knob  is  connected  with  the  prime  conductor  of  a 
machine  at  work,  the  electricity  discharges  itself  in  the  form  of  a brush,  and 
a permanent  displacement  of  the  liquid  in  the  stem  shows  that  this  is  due 
to  the  heating  effect  of  the  brush  discharge. 

A Leyden  jar  when  charged  undergoes  a true  expansion  which  is  not 
that  due  to  heat.  Electric  polarisation  produces  characteristic  deformations 
which  are  known  as  électrostriction.  This  was  most  completely  investi- 
gated by  Quincke,  one  of  whose  experiments  is  represented  in  fig.  795.  It 
consists  of  a glass  bulb  A about  2 inches  in  diameter  at  the  end  of  a 
narrow  capillary  tube  K,  on  an  enlargement  in  which  a platinum  wire,  B, 
is  fused.  The  bulb  and  a portion  of  the  stem  con- 
tains a conducting  liquid,  such  as  water  or  sulphuric 
acid,  and  it  is  placed  in  a vessel  of  ice-cold  water,  K, 
which  can  be  connected  with  the  earth  by  a conduct- 
ing wire,  G.  If  now  this  condenser  is  charged  by  con- 
necting the  wire  B with  an  electric  machine,  while 
G is  in  connection  with  the  earth,  there  is  a distinct 
depression  of  the  liquid  in  the  tube.  When  the  jar 
is  discharged  the  liquid  resumes  its  original  level. 

Hence  this  cannot  have  been  due  to  heat,  apart  from 
the  fact  that  the  temperature  was  kept  constant  ; nor 
is  it  due  to  a contraction  of  the  thickness  of  the  glass. 

The  same  results  are  obtained  if  the  outer  coating  is 
insulated  by  resting  it  on  shellac,  T,  which  in  turn  is 
insulated  by  resting  on  a slab  of  india  rubber,  the  inner 
coating  being  put  to  earth.  Similar  effects  are  observed 
with  solid  condensers  of  other  materials,  and  also  with 
liquids. 

809.  Chemical  effects. — When  two  gases  which  act  on  each  other  are 
mixed  in  the  proportions  in  which  they  combine,  a single  spark  is  often 
sufficient  to  determine  their  combination  ; but  when  either  of  them  is  in 
great  excess,  a succession  of  sparks  is  necessary.  Priestley  found  that 
when  a series  of  electric  sparks  was  passed  through  moist  air,  its  volume 
diminished,  and  blue  litmus  introduced  into  the  vessel  was  reddened.  This 
Cavendish  discovered,  was  due  to  the  formation  of  nitric  acid. 

Several  compound  gases  are  decomposed  by  the  continued  action  of  the 
electric  spark.  With  ethylene,  sulphuretted  hydrogen,  and  ammonia,  the 
decomposition  is  complete  ; while  carbonic  acid  is  partially  decomposed  into 
oxygen  and  carbonic  oxide.  The  electric  discharge  also  by  suitable  means 
can  feebly  decompose  water,  oxides,  and  salts  ; but,  though  the  same  in 
kind,  the  chemical  effects  of  statical  electricity  are  by  no  means  so  powerful 
and  varied  as  those  of  dynamical  electricity.  The  chemical  action  of  the 
spark  is  easily  demonstrated  by  means  of  a solution  of  potassium  iodide 
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A .mall  lozenge-shaped  piece  of  filtering  pap« 

vrtr 

taken  at  the 
other  corner, 
brown  spots  are 
produced,  due 
to  the  separation 
of  iodine. 

The  electric 
pistol  is  a small 
apparatus  which 
serves  to  demon- 

Firr  ?g6  Fig.  797  strate  the  chemi- 

r ni  ^rv  it  consists  of  a brass  vessel  (fig.  796)*  m wh,ch 
cal  effects  of  the  spai  v.  volumes  of  hydrogen  and  one  of 

is  introduced  a detonating  mix  au  tubulure  in  the  side 

oxygen,  and  which  - then  dozed  w.* fcy  taobs 

there  ).  a g'“s  n*e-  held  J represented  in  fig.  797,  and  brought  near 
A and  B.  The  vessel  ^1  The  knob  A becomes  nega- 

tively, and  B positively,  electrified  by  in- 
duction from  the  machine,  and  a spark 
passes  between  the  conductor  and  A. 
Another  spark  passes  at  the  same  time 
between  the  knob  B and  the  side:  this 
determines  the  combination  of  the  gases, 
which  is  accompanied  by  a great  disen- 
gagement of  heat,  and  the  vapour  of  water 
formed  acquires  such  an  expanse  force 
that  the  cork  is  projected  with  a report  like 

that  of  a pistol.  , 

Among  the  chemical  effects  must  b 

enumerated  the  formation  of  «wh'^ 
is  recognised  by  its  peculiar  odour,  and 
by  certain  chemical  properties.  The 
odour  is  perceived  whenever  an  electi 
machine  is  at  work,  or  when  elec  nci  y 
issues  from  a conductor  into  the  an  th  oug 
9 a series  of  points.  It  has  been  established 
that  ozone  is  an  allotropie  modulation  o 

OXy\VUh  these  effects  may  be  associated 

trie  in  a charged  condenser,  0f  L^nl^md  by  Siemens 

represented  in  fig.  79§  ! 11  's  a ™ nta;ning  dilute  sulphuric  acid  : a : is  a 
ÜfSSÆS  and  also  containing  suiphunc  acd,  » 


Fig.  79s 
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an  enlargement  of  which  at  the  top  the  inner  tube  ec  fits.  There  is  a tube,  t, 
by  which  gas  enters,  and  one,  dt',  by  which  it  emerges.  When  the  acids  in 
E and  e are  respectively  connected  with  the  two  electrodes  of  a Holtz 
machine,  or  with  the  two  terminals  of  a Ruhmkorff’s  coil,  a certain  condition 
or  strain  (766)  is  produced  in  the  dielectric,  which  is  known  as  the  silent 
discharge  or  the  electric  effluvium.  What  that  condition  is  cannot  be 
definitely  stated  ; but  it  gives  rise  to  powerful  and  characteristic  chemical 
actions,  often  differing  from  those  produced  by  the  spark. 

By  this  apparatus  large  quantities  of  ozone  may  be  produced. 

810.  Duration  of  the  electric  spark. — Wheatstone  measured  the  duration 
of  the  electric  spark  by  means  of  the  rotating  mirror  which  he  invented 
for  this  purpose.  At  some  distance  from  this  instrument,  which  can  be  made 
to  rotate  with  a measured  velocity,  a Leyden  jar  is  so  arranged  that  the  spark 
of  its  discharge  is  reflected  from  the  mirror.  Now,  from  the  laws  of  reflec- 
tion (530)  the  image  of  the  luminous  point  describes  an  arc  of  double  the 
number  of  degrees  which  the  mirror  describes,  in  the  time  in  which  the 
mirror  passes  from  the  position  in  which  the  image  begins  to  be  visible  to 
that  in  which  it  ceases  to  be  so.  If  the  duration  of  the  image  were  abso- 
lutely instantaneous,  the  arc  would  be  reduced  to  a mere  point.  Knowing 
the  number  of  turns  which  the  mirror  makes  in  a second,  and  measuring, 
by  means  of  a divided  circle,  the  number  of  degrees  occupied  by  the  image' 
the  duration  of  the  spark  would  be  determined.  In  one  experiment  Wheat- 
stone found  that  this  arc  was  24.  Now,  in  the  time  in  which  the  mirror 

traverses  360°  the  image  traverses  720°  ; but  in  the  experiment  the  mirror 

made  800  turns  in  a second,  and  therefore  the  image  traversed  576,000°  in 
this  time  ; and  as  the  arc  was  24°  the  image  must  have  lasted  the  time 

expressed  by  sTf£TTJ,  or  of  a second.  Thus  the  discharge  is  not 

instantaneous,  but  has  a certain  duration,  which,  however,  is  excessively 
short.  1 

To  determine  the  duration  of  the  electric  spark,  Lucas  and  Cazin  used  a 
method  by  which  it  may  be  measured  in  millionths  of  a second.  The  method 
is  an  application  of  the  vernier  (10).  A disc  of  mica  15  cm.  in  diameter 
is  blackened  on  one  face,  and  at  the  edge  are  traced  180  equal  divisions 
m very  fine  transparent  lines.  The  disc  is  mounted  on  a horizontal  axis 
and  by  means  of  a gas  engine  it  may  be  made  to  turn  with  a velocity  of 
100  to  300  turns  in  a second.  A second  disc  of  silvered  glass  of  the  same 
radius  is  mounted  on  the  same  axis  as  the  other  and  very  close  to  it  ; at  its 
upper  edge  six  equidistant  transparent  lines  are  traced,  forming  a vernier 
with  the  lines  on  the  mica.  For  this,  the  distance  between  two  consecutive 
lines  on  the  two  discs  is  such  that  five  divisions  of  the  mica  disc  DC  corre 
spond  to  six  divisions  of  the  glass  disc 
AB,  as  seen  in  fig.  799-  Thus  the  vernier 
gives  the  sixth  of  a division  of  the  mica 
disc  (10).  In  the  apparatus  the  lines  AB 
are  not  above  the  lines  CD,  but  are  at  the 
same  distance  from  the  axis,  so  that  the 
latter  coincide  successively  wi  th  the  former. 

of  wTflchTfixed  Cthe  COntainedTin  b,fass  box>  D (%  800),  on  the  hinder  face 
which  is  fixed  the  vernier.  In  the  front  face  is  a glass  window,  O,  through 


& 3 


Fig.  799 


!wch  the  coincidence  of  the  two  sets  of  lines  can  be  observed  by  means  of 

a magnifying  lens,  L.  . f t _ to  e;eht  iars,  each  having 

The  source  of  elect™, ty  is  a bat  y oft  c’nti„uously  by 

a coated  surface  metals  balls  u and  »,  , I nun. 

can  be 

bjzr^^^L  “"d“s"’*  '“nf*4  in  the  collim“or’ 

so  that  the  rays  which  fall  on  the  vernier  are  parallel. 
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Fig*  800 


The  motion  is  transmitted 

means  of  an  endless  band,  which  can  be  ;f  the  axis  of  the  pulleys 

P,  so  that  the  velocity  y>  ^ marks  on  three  duals  the 

is  a bent  wire  which  moves  a _ . 

number  of  turns  of  the  disc.  se  the  velocity  of  the  disc  is  400 

u,„iras^r^a& 

- « »f  - ’“’es 


“811]  Velocity  of  Electricity  833 

the  disc  coincides  with  one  of  the  six  lines  of  the  vernier,  and  as  this  gives 
sixths  of  a division  of  the  movable  disc,  when  the  latter  has  turned  through 
a sixth  of  a division,  a second  coincidence  is  produced  ; so  that  the  interval 


: = o'ooooo23  of  a second. 


between  two  successive  coincidences  is 

72000  x 6 

That  being  the  case,  let  the  duration  of  a spark  be  something  between 
23  and  46  ten-millionths  of  a second  ; if  it  strikes  exactly  at  the  moment  of 
a coincidence,  it  will  last  until  the  next  coincidence  ; and  owing  to  the  per- 
sistence of  impressions  on  the  retina  (639)  the  observer  will  see  two  luminous 
mes.  But  if  the  spark  strikes  between  two  coincidences  and  has  ceased  when 
the  third  is  produced,  only  one  brilliant  line  is  seen.  Thus,  if  with  the  above 
velocity  sometimes  one  and  sometimes  two  bright  lines  are  seen,  the  dura- 
tion of  the  spark  is  comprised  between  23  and  46  ten-millionths  of  a second. 

Sy  experiments  of  this  kind,  with  a striking  distance  of  5 mm.  between 
ie  balls  a and  t>,  and  varying  the  number  of  the  jars,  Lucas  and  Cazin 
obtained  the  following  results  : — 

Number  of  jars  “"“7^"“'“ 





45 

47 

niinihc"-  illfthus  b(~  seen  tbat  tbe  duration  of  the  spark  increases  with  the 
, * T°  Jais>.tiat  1S>  with  the  quantity  of  electricity  concerned  in  the 

of t edi  J t°  Z '"I  S u rth  the  StrikinS  distance  i b«t  b is  independent 
ot  the  diametei  of  the  balls  between  which  the  spark 

strikes  The  spark  of  electric  machines  has  so 
short  a duration  that  it  could  not  be  measured  with 
the  chronoscope. 

811.  Velocity  of  electricity. -To  determine  the 
velocity  of  electricity,  Wheatstone  constructed  an 
apparatus  the  principle  of  which  will  be  understood 
from  fig.  801.  Six  insulated  metal  knobs  were  ar- 
ranged m a horizontal  line  on  a piece  of  wood  called 
a s?frf  board>  °f  these  the  knob  i was  connected 
with  the  outer,  while  6 could  be  connected  with  the 
inner  coating  of  a charged  Leyden  jar  ; the  knob  i 


2 

4 

6 

8 


Fig.  8oi 

was  the  tenth  of  an  inch  distant  from  the  knob  V-  whh  k . 
quarter  ofa  mile  of  insulated  wire  ----- - ’ Whlle  be^een  2 and 

inch  from  4,  and  there  was  a _ 

5 was  a tenth  of  an  inch  from  6,  from  which  a 


3a 


inch  from  4,  and  there  was'a  Quarter  nfT^ 'Zf  ! 3 WaS  likewise  a tenth  °f  an 
5 was  a tenlh  of  an  in  dr  from  6 from  4 ^ 5 5 lastly. 

coating  of  the  Leyden  iar  Hence  1 a ti  ? a wue  jed  directly  to  the  inner 
the  wire  from  6 with  the  inner  coating  of  i'lT'  W3S  dlacharSed  lji'  connecting 
. and  2,  between  3 and  4,  and  SeT;  a,X’  Tht  iTr  T 
posing  it  to  proceed  from’ the  inner  coating"  has  to  dischar^’  SUP' 

a quarter  ofa  mile  of  wire  between  the  /èf  ,°  P SS  ts  course  through 
the  same  distance  between  the  second  and  third  ^ SP&rk’  and  thr0U^h 
he  spark  board  was  arranged  at  a distance  nf  r < c 
m,rror’ and  at  *•  — <*>■  b«i„g 

3 H 


834 


Frictional  Electricity  L811 

looked  down  on  the  mirror.  Thus  the  sparks  were  visible  when  the  mirror 

made  an  angle  of  45°-with  the  honzon.  velocity,  the  images 

Now,  if  the  mirror  "Uest,  o^had  only  ^ ^ ^ ^ minor  had 

of  the  three  spots  would  b . hicll  were  longer  as  the 

a certain  veloc.y  these was  24",  which, 

rotation  was  moie  îapid.  & shown  to  correspond  to  a duration 

th  "withTslow  rotation  the  lines  present  the  appearance 

= .Itey  are  quite  parallel,  and  the  ends  in  tlm^e  mm  But 

greater  velocity  they  presented  the  appeal ance 
&I  / at mthi  nn  nf  hemu 


greater  velocity  they  presented  the  appea irror^^e  the  image  of  the 
according  to  the  direction  ° * ’j  teral  ones.  Wheatstone  found  that  this 

centre  spark  was  formed  after  • behind  the  others  ; 

displacement  amounted  to  half  ^ de^beto^  ^ ^ of  a 

accordingly  this  aie  con  1 quarter  of  a mile,  gives 

second  ; the  space  traversed  m ^ "^afge  passed  along  the  wire 

SrmSi.Sâ  288,000  miles  in  a second,  which  is 


greater  than  that  of  light.  travei  along  a telegraph  wire  has 

The  time  required  foi  a messag  , th  of  w electrostatic 

been  determined  "nd“  the  names  of  observers  are  given  in  the 

capacity,  &c.  In  the  o g the  second;  and  the  velocity  of  electricity 

fnlhe  «m";  obtained  by  dividing  the  length  of  the  observed  ..me,  ,n  the 


third. 

“ [ 



Kilometres 

cm. /sec. 

I Fizeau  and  Gounelle 
Walker  . 

Guillemin  • 

Lôwy  and  Stephan 
Hagenbach  . 

1 Wheatstone  . 

3H 

885 

1004 

863 

285 

o’Ô4 

i-oi8  x io10 
•301  X io10 

•359  * IO'°n 

•rCQ  x IO10 
I -62  X io’° 
4-63  x IO10 

Velocity  of  Light  . 

The  values  of  the  velocity  of 

wire  given  in  the  above  table  ' , velocity  of  electric  transmission,’ 

meaning  to  be  attached  to  te  G''P  such  as  electromotive  force  used, 

since  it  depends  upon  so  many  condinons,™  ^ rf  ,engtl,  We  have 
length  of  line,  capacity  and  résistai  rapidity  of  a Leyden  jar  dis- 

seen  that  Faraday  considerably  < hmm  h=d  the  . tap  d : ^ drcuit  (8o6). 

bC  ^ SeCti°" 

Meteorology. 
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BOOK  X 

DYNAMICAL  ELECTRICITY 


CHAPTER  I 

VOLTAIC  CE-LL.  ITS  MODIFICATIONS 


812.  Galvani's  experiment  and  theory. -The  fundamental  experiment 
which  led  to  the  discovery  of  dynamical  electricity  is  due  to  Galvani 
Professor  of  Anatomy  in  Bologna.  Occupied  by  investigations  on  the 
influence  of  electricity  on  the  nervous  excitability  of  animals,  and  especially 
of  the  frog,  he  ob- 
served that  when 
the  lumbar  nerves 
of  a dead  frog  were 
connected  with  the 
crural  muscles  by 
a metallic  circuit, 
the  muscles  were 
briskly  contracted. 

To  repeat  this 
celebrated  experi- 
ment, the  legs  of  a 
recently  killed  frog 
are  prepared,  and 
the  lumbar  nerves 
on  each  side  of  the 
vertebral  column 
are  exposed,  having 
the  appearance  of 
white  threads.  A 
metal  conductor, 
composed  of  zinc  Flg’ 802 


me„a  *"*  deSCrib'd  10  “ inherent  in  .he" 'JtaïliïïïSS 

3 H 2 
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that  this  electricity,  which  he 

the  muscles  by  the  metallic  arc,  and mvas  physiologists,  but  it 

™V«"o;pLgr  ThtTmost  formidable  of  these  was  Meander 

3rvS'  ffilr 

exclusively  devoted  to  the  neives ; anc  the  observation,  which 

directed  upon  the  connecting  meta !'  r^n  s more  energetic  when  the  con- 
Galvani  had  also  made,  that  tie  con  wben  there  is  only  one,  Volta 

perform  UDner  plate  of  a condensing 

The  moistened  finger  being  plac  egPw[th  a plate  of  copper  c, 

electroscope  (fig,  77%  *e  iowet  plate  Mher  ^ 0n  breaking 

soldered  to  a plate  of  sine  a,  wine  leaves  dlverge, 

the  connection  and  lifting  the  upper  plate  (fig.  J77)  S plate  is 

and,  as  may  be  proved,  wrth ^ neganve  e ,he  ,‘aves  diverge 

touched  with  the  copper,  and  the  low  ^ togeUler,  the  copper  is 

with  positive  electricity.  H ü inc  with  positive  electricity.  The 

charged  with  negative  electricity,  and _t  .essure  . for  if  either  upper 

electricity  could  not  be  due  either  o f Jiched  with  the  zinc  plate  s 

5°ld  Jd  being  hdd  m the  hanCl’  n° tmCe 

was  led  to  give  greater  extension  to  his  contact^  * & antact%  one 

principle  that  when  two  hete™ge'  d the  other  the  negative  electric 

of  them  always  assumes  the > positive  ,ned  the  assent  of  the  principal 
condition.  In  this  form  Volta  s t y made  a number  of  highly 

philosophers  of  his  tmie  Calvam  h som£  of  these  he  obtained 

“ in  contact  were  q 

h0m8°g4enSsengagement  of  t£e^ned^  action  of 

theory  which  Volta  had  propounded,  and  y , lian  0f  Volta,  having 

he  pile,  soon  encountered  objectors  lJdised  in  contact  with 

observed  that,  in  the  pile,  the  discs ^ was  the  principal  cause  of 

the  acidulated  water,  thought  that  t Wollaston  soon  advanced  the 

the  disengagement  of  electncity.  « ingenious  experiments, 

same  opinion,  and  Davy  supported  it  by ^ S contact  theory  (813) 

It  is  true  that  in  the  fundamental  showed  that  if  the  zinc 

Volta  obtained  signs  of  electnci  y.  electricity  disappear,  and  that  the 

is  held  in  a wooden  clamp,  all  signs  ot 
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Fig.  803 


same  is  the  case  if  the  zinc  is  placed  in  gases,  such  as  hydrogen  or  nitrogen, 
which  exert  upon  it  no  chemical  action.  De  la  Rive  accordingly  concluded 
that  in  Volta’s  original  experiment  the  disengagement  of  electricity  is  due  to 
the  chemical  actions  which  result  from  the  perspiration  and  from  the  oxygen 
of  the  atmosphere. 

815.  Current  electricity. — When  a plate  of  zinc  and  a plate  of  copper  are 
paitially  immersed  in  dilute  sulphuric  acid  (fig.  803),  no  electric  or  chemical 
change  is  apparent  beyond  a slight  disengagementofhydrogen  from  the  surface 
of  the  zinc  plate.  But  if  the  plates  are  placed 
in  direct  contact,  or  are  connected  externally  by 
a metal  wire,  chemical  action  sets  in,  a large 
quantity  of  hydrogen  is  disengaged  ; but  this 
hydrogen  is  disengaged  not  at  the  surface  of 
the  zinc,  but  at  the  surface  of  the  copper  plate. 

Heie  then  we  have  to  deal  with  something  more 
than  mere  chemical  action,  for  chemical  action 
would  be  unable  to  explain  either  the  increase 
in  the  quantity  of  hydrogen  disengaged  when 
the  metals  touch,  or  the  fact  that  this  hydrogen 
is  now  given  off  at  the  surface  of  the  copper 
plate.  At  the  same  time,  if  the  wire  is  examined 
it  will  be  found  to  possess  many  remarkable  thermal,  magnetic,  and  other 
properties  which  will  be  afterwards  described. 

In  order  to  understand  what  here  takes  place,  let  us  suppose  that  we  have 
two  insulated  metal  spheres,  and  that  one  is  charged  with  positive  and  the 
other  with  negative  electricity,  and  that  they  are  momentarily  connected  by 
means  of  a wire.  Electricity  will  pass  from  a place  of  higher  to  a place  of 

anT  the°  note3  ^ ^ ^ P°SitiVe  al°ng  the  wire  t0  the  negative— 

anc  the  p°  entiaE  become  equal.  This  is,  indeed,  nothing  more  than  an 

ectnc  discharge  taking  place  through  the  wire  ; and  during  the  extremely 

short  time  m which  this  is  accomplished,  it  can  be  shown  that  the  wire 

hî  dm  Boor3'1"  ^eat,n-  magnetising  effects,  which  have  been  considered 
n the  Book  on  Frictional  Electricity.  If  now  we  can  imagine  some  ae  enev 
by  which  the  different  electric  conditions  of  the  two  spheres  are  renewed  as 
fast  as  they  are  discharged,  which  is  what  very  nearly  takes  Xe  when 
he  two  spheres  are  respectively  connected  with  the  two  conductors  K and 
t dinner  i • c-  llne  744)  745)?  this  equalisation  of  potentials  thus 

“TSotXSo:ra"y  C°nti"U°“'  P—  a, Le  p°ne“ 

Now  this  is  what  takes  place  when  the  two  metals  are  in  contact  in  a 

:l'cvrpH 

positive  electricity)  passes  from  the  coppeLo  the  zinc  and  the  d''ff  (that  “r 
potential  would  fall  but  fn>-  n,-  „i  • , . nc>  ancl  difference  of 

»tc.  the  energy  T ““  ““ 

maintained.  The  raoidlv  snrr^  r l°  36  constantly  renewed  and 

îapidly  succeeding  equalisations  of  potential,  which  take 
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place  in  the  wire,  being  continuous  so  long  as  the  chemical  action  continues, 
is  what  is  ordinarily  spoken  of  as  the  electric  current. 

If  we  represent  by  +f  the  potential  of  the  copper  plate,  and  by  -Mhe 
potential  of  the  zinc,  then  the  electric  difference-that  is,  the  difference  of 
potentials— is  + <?-(- e)  = 2e.  And  this  is  general  ; the  essential  point  of  any 
such  combination  as  the  above  is,  that  it  maintains  or  tends 
a difference  of  potential,  which  difference  is  constant.  If,  for  instance,  the 
zinc  plate  is  connected  with  the  earth  which  is  at  zero  potential,  'ts  potential 
also  becomes  zero;  and  since  the  electric 

have  for  the  potential  of  the  copper  plate  + ze.  Similarly,  if  PP  _ 

connected  with  the  earth,  the  potential  of  the  zinc  plate  is  negativ  , ' 

This  difference  of  potential  causes  a flow  of  eiectriaty  from  the  copp 

in  the  furnace.  For  the  flot»  of  electricity  in  the  «cutt  energy  .s  a » 
merely  dissolved  in  acid,  is  converted  into  heat -is  here  _conve 

tine.  The  algebraic  sum  ‘“^electricity  round  the  circuit, 

electromotive  foice  (817)  whicn  Q f , ti  , in  question  is  due, 

According  to  the  other  view,  the  1 oxidation  (or  chemical  union 

not  to  any  contact  force,  but  to  the  tendency  Qwing  t0  the 

generally)  of  a metal  when  exposed  to  air  01  otl  air  which 

chemical  affinity  of  zinc  and  oxygen  a piece of  nnc  a ^ ^ 

surrounds  it  are  at  different  ai-e  at  different 

air  positive  ; similarly,  coppei  . , , , the  p,  p between  air  and 

potentials,  copper  negative  and  am  [»s, live  M ae  U ^ ^ 

line  is  greater,  owing  “ J?»  & copper  are  brought 

are  ni  ~ce  reduced  tojre  same 

a„r.he  copper  end  negative,, 
charged.  Experiment  shows  that  they  aiejm^c  ^ ^ without  touch- 

i„g*rdiiStcid,r  a“d  sr  &&££ 

Xp:S"“iS”^  are  at  difleren,  potentials,  the 

copper  being  positive  and  the  zinc  arrangement  just  described, 

816.  Voltaic  cell.  Electromotive  sene  ■ b§  side  in  a conducting- 

consisting  of  two  di  ffe rent  m / 0r  couple  or  cell  So  long  as  the 
liquid,  constitutes  a simple  voltaic  el  1 d when  connected 

» the  el“"'c“y 
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from  zinc  to  copper  through  the  acid,  and  back  to  the  zinc  through  the 
external  wire.  The  metal  which  is  most  attacked  is  called  the  positive  or 
active  plate,  and  that  which  is  least  attacked  the  negative  or  mactive 
plate.  The  positive  metal  determines  the  direction  of  the  current,  which 
proceeds  in  the  liquid  from  the  positive  to  the  negative  plate,  and  out  of 
the  liquid  through  the  connecting  wire  from  the  negative  to  the  positive 
plate.  The  parts  of  the  plates  projecting  above  the  liquid  are  called  the 
poles  of  the  cell,  and  usually  have  binding  screws  fastened  to  them  for  the 
attachment  of  wires.  The  positive  pole  is  at  the  end  of  the  copper  (or  other 
inactive)  plate,  the  negative  pole  at  the  end  of  the  zinc  (or  other  relatively 
active)  plate. 

In  speaking  of  the  direction  of  the  current  the  direction  of  the  positive 
electricity  is  always  understood. 

The  mere  immersion  of  two  different  metals  in  a liquid  is  not  alone  suffi- 
cient to  produce  a continuous  current  ; there  must  be  chemical  action.  When 
a platinum  and  a gold  plate  are  connected  with  a delicate  galvanometer,  and 
immersed  in  pure  nitric  acid,  no  current  is  produced  ; but  on  adding  a drop 
of  hydrochloric  acid  a strong  current  is  excited,  which  proceeds  in  the  liquid 
from  the  gold  to  the  platinum,  because  the  gold  is  attacked  by  the  nitro- 
hyclrochloric  acid,  while  the  platinum  is  less  so,  if  at  all. 

As  a voltaic  current  is  produced  whenever  two  metals  are  placed  in 
metallic  contact  in  a liquid  which  acts  more  powerfully  upon  one  than  upon 
the  other,  there  is  a great  choice  in  the  mode  of  producing  such  currents. 
In  reference  to  their  electric  deportment,  the  metals  have  been  arranged  in 
what  is  called  an  electromotive  series , in  which  the  most  electropositive  are 
at  one  end,  and  the  most  electronegative  at  the  other.  Hence  when  any  two  of 
these  aie  placed  in  contact  in  dilute  acid,  the  current  in  the  connecting'  wire 
proceeds  from  the  one  lower  in  the  list  to  the  one  higher.  The  principal 
metals  range  themselves  as  follows  : — 


1.  Zinc. 

2.  Cadmium. 

3.  Tin. 

4.  Lead. 


5.  Iron. 

6.  Nickel. 

7.  Bismuth. 

8.  Antimony. 

9.  Copper. 


10.  Silver. 

11.  Gold. 

12.  Platinum. 

13.  Graphite. 


It  will  be  seen  that  the  electric  deportment  of  any  metal  depends  on  the 
metal  with  which  it  is  associated.  Iron,  for  example,  in  dilute  sulphuric  acid 
is  electionegative  towards  zinc,  but  is  electropositive  towards  copper  ; copper 
in  turn  is  electronegative  towards  iron  and  zinc,  but  is  electropositive  towards 
silver,  platinum,  or  graphite. 

817.  Electromotive  force. — Electromotive  force  (written  shortly  E.M.F.) 
is  that  which  causes  electricity  to  move.  The  E.M.F.  of  a cell  is  the  force 
causing  electricity  to  move  round  the  circuit  consisting  of  cell  and  external 
wire.  It  is  not  a force  in  the  mechanical  sense,  since  it  only  acts  upon  elec- 
tricity. It  is  equal  to  the  difference  of  potentials  of  the  terminals  of  the  cell 
when  these  terminals  are  not  connected,  that  is,  when  no  current  is  flowing. 
The  E.M.F.  of  the  cell  is  the  same  whether  a current  is  flowing  or  not, 
depending  only  on  the  metals  and  liquid  used,  but  the  difference  of  potential 
of  the  terminals  falls  as  soon  as  a current  is  allowed  to  flow,  to  a greater 
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extent  as  the  current  is  stronger.  The  electromotive  force  of  a cell  is 
greater  in  proportion  to  the  distance  of  the  two  metals  from  each  other  in 
the  series.  That  is  to  say,  it  is  greater  the  greater  the  difference  between 
the  chemical  action  upon  the  two  metals  immersed.  1 hus  the  t.M.l . ot  a 
zinc-platinum-acid  cell  is  greater  than  that  of  a zmc-iron-acid  cell. 

The  unit  of  electromotive  force  is  a volt.  The  E.M.F.  of  the  zinc-coppei- 

acicl  cell  described  above  is  about  0-9  volt. 

The  electromotive  force  of  a cell  is  influenced  by  the  condition  of  the  meta 
for  given  metals  ; rolled  zinc,  for  instance,  is  negative  towards  cast  zinc, 
also  depends  on  the  concentration  of  the  liquid  ; in  dilute  nitric  acid  zinc  is 
positive  towards  tin,  and  mercury  positive  towards  lead  ; while  in  concen- 
trated nitric  acid  the  reverse  is  the  case,  mercury  and  zinc  being  respectivel) 

electronegative  towards  lead  and  tin.  ...  r , . T f 

The  nature  of  the  liquid  also  influences  the  direction  of  the  current, 
two  plates,  one  of  copper  and  one  of  iron,  are  immersed  in  dilute  sulphuric 
acid,  a current  is  set  up  proceeding  through  the  liquid  from  the  non  to 
copper  ; but  if  the  plates,  after  being  washed,  are  placed  m solution  of 
potassium  sulphide,  a current  is  produced  m the  opposite  direction  the 
copper  is  now  the  positive  metal.  Other  examples  may  be  drawn  from  the 
following  table,  which  shows  the  electric  deportment  of  the  principal  metals 
with  three  different  liquids.  It  is  arranged  like  the  preceding  one  eac 
metal  being  electropositive  towards  any  one  lower  m the  list  and  elect 
negative  towards  any  one  higher, 


Caustic  potash 

Zinc. 

Tin. 

Cadmium. 
Antimony. 
Lead. 
Bismuth. 
Iron. 
Copper. 
Nickel. 
Silver. 


Potassium 

sulphide 

Zinc. 

Copper. 

Cadmium. 

Tin. 

Silver. 

Antimony. 

Lead. 

Bismuth. 

Nickel. 

Iron. 


Hydrochloric  acid 

Zinc. 

Cadmium. 

Tin. 

Lead. 

Iron. 

Copper. 

Bismuth. 

Nickel. 

Silver. 

Antimony. 

A voltaic  current  may  also  be  produced  by  means  of  two  liquids  and 
one  metal.  This  may  be  shown  by  the  following 
experiment  In  a beaker  containing  strong  nitric 
acid  is  placed  a small  porous  pot  (fig.  804)  con- 
taining strong  solution  of  caustic  potash  If  two 
platinum  wires  connected  with  the  two  electrodes 
of  an  electrometer  (796)  are  immersed  respectively  m 
the  alkali  and  in  the  acid,  a considerable  difference 
of  potential  is  indicated,  the  wire  from  the  nitric  acid 
being  positive  and  the  other  negative.  1 his  anang 
menf  constitutes  a cell  in  which  the  nitnc  acid  wue 
corresponds  to  the  copper,  and  the  alkali  wire  to 

thenm  be'  SÏÏÏÏ' in  this  ceil  there  is  no  con.sct  of  different 


Fig.  804 
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metals.  Another  arrangement  of  metals  and  liquids,  in  which  there  is 
no  contact  of  dissimilar  metals,  was  devised  by  Dr.  Fleming.  It  consists 
of  two  test-tubes,  A and  B (fig.  805),  containing  respectively  dilute  nitric 
acid,  and  ammonium  (or  other  alkaline)  sulphide.  A narrow  strip  of  lead 
(P^)  connects  the  tubes,  and  side  by  side  with  the  lead  in 
each  is  a copper  wire.  In  the  cell  A lead  is  the  more 
active  metal,  and  the  current  flows  through  the  acid  from 
lead  to  copper  ; but  in  the  cell  B the  sulphide  acts  more 
powerfully  on  the  copper  than  on  the  lead,  and  the 
current  flows  from  copper  to  lead.  Thus  when  the 
copper  terminals  are  connected  by  a copper  wire,  the 
current  has  the  same  direction  in  the  two  cells,  and  we 
have  an  effective  battery  but  no  contacts  of  dissimilar 
metals. 

A metal  which  is  acted  upon  by  a liquid  can  be  pro-  \^—j 
tected  from  solution  by  placing  in  contact  with  it  a more 
electropositive  metal,  and  thus  forming  a simple  voltaic  Flg' 805 

ciicuit.  This  principle  is  the  basis  of  Davy’s  proposal  to  protect  the  copper 
sheathings  of  ships,  which  are  rapidly  acted  upon  by  sea-water.  If  zinc  or 
iron  is  connected  with  the  copper,  the  metal  so  used 
is  dissolved  and  the  copper  protected.  Davy  found 
that  a piece  of  zinc  the  size  of  a nail  was  sufficient 
to  piotect  a surface  of  forty  or  fifty  square  inches; 
unfortunately  the  proposal  has  not  been  of  practical 
value,  for  the  copper  must  be  attacked  to  a certain 
extent  to  prevent  the  adherence  of  marine  plants 
and  shellfish. 

818.  Voltaic  pile.  Voltaic  battery.— When  a 
senes  of  voltaic . cells  is  arranged  so  that  the 
zinc  of  one  cell  is  connected  with  the  copper  of 
another,  the  zinc  of  this  with  the  copper  of  an- 
other, and  so  on,  the  arrangement  is  called  a vol- 
taic battery  ; and  by  its  means  the  effects  produced 

by  a single  cell  are  capable  of  being  very  greatly 
mci  Cciscd. 

w Th^.earliest  of  these  arrangements  was  devised  by 
Volta  himself.  It  consists  (fig.  806)  of  a series  of  discs 
piled  one  over  the  other  in  the  following  order  :-At 
he  bottom,  on  a frame  of  wood,  is  a disc  of  copper, 
then  a disc  of  cloth  moistened  by  acidulated  water 
01  y brine,  then  a disc  of  zinc  ; on  this  a disc  of 
copper,  and  another  disc  of  moistened  cloth,  to  which 
again  follow  as  many  sets  of  copper-cloth-zinc,  always 
e same  order,  as  may  be  convenient,  the  highest 
bang  of  zinc.  The  discs  are  hep,  i„  a » 

position  by  glass  rods. 

It  will  be  readily  seen  that  we  have  here  a series 

cases  already  mentioned, ‘ÏnTCthe  fermnÏÏ  zin^is^e'nS^nd 


Fig.  806 
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• T" rom  the  mode  of  its  cirrmi^ement, 

the  terminal  copper  the  positi  1 • k as  t^e  voltaic  pile,  a term 

“^S^SS^SSSraccumuMing  — of  dynamical 
2X~Z  S’o^ràf  which  has  been  «O  « «*■>- 

tion,  and  to  produce  greater  electiomotive  or  crown  of  cups,  or 

One  of  the  earliest  of  these An  Improved  form  of  this 
couronne  des  tasses , invented  by  £ arranged  so  that  when  the 

is  known  as  Wollastons  bat  ery  ^Hopped, 

current  is  not  wanted  the  action  of  th  c t Y b t eight  inches  m 

,e„»^  C,  areh  thin  sheet,  an,  be. 
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Fig.  807 

so  „ to  surround  «be  5St 

by  small  pieces  of  cork.  To  each  copp  1 g and  is  soldei-ed  to  the  next 
is  soldered,  which  is  bent  twice  at  ^ nQ^àeà  by  the  first  copper  C ; these 
zinc  plate  ; and  the  first  zinc,  , ,g  immersed  in  a glass  vessel,  con- 

two  constitute  a couple,  and  ea  P soldered  to  the  second  zinc 

- 3C  surrounded  by  a second  copper,  and 

50  Fig.  8o7  represents  a pUe  of  SS 

of  eight  each.  All  these  couples  are  feed  ^ lhe  batKry  is  not  «anted 
they  can  be  raised  or  '^'"'^  Uaind.  The  water  in  these  vessels  is  usually 

acidulated  with  ^'sulphuric  and  A "”^erfectly  pure  distilled  sincis 

J3JSÏÏ&  ^ «*•  “ >— 1 “ whe" 


Fig.  808 
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liquid  in  contact  with  a plate  of  copper  or  of  platinum.  Ordinary  commercial 
zinc,  on  the  contrary,  is  rapidly  dissolved  by  dilute  acid. 

This  is  due  to  what  is  called  local  action , and  arises  from  impurities 
which  are  always  present  in  commercial  zinc.  To  understand  this  effect,  con- 
sider two  portions,  a and  b,  of  a plate  of  zinc  placed  in  dilute 
acid  (fig.  808),  a representing  pure  zinc,  while  b is  supposed  to 
represent  such  an  impurity  as  a particle  of  lead  or  iron.  Here 
are  all  the  conditions  for  the  production  of  an  electric  cur- 
rent, two  different  metals  in  metallic  connection,  and  in  contact 
with  a liquid,  which  acts  upon  them  unequally  ; the  effect  is 
that  a current  is  produced  from  a to  b through  the  liquid,  and 
the  zinc  is  eaten  away. 

All  ordinary  zinc  contains  metallic  impurities,  such  as  lead 
and  iron,  which  realise  the  above  conditions,  forming  innu- 
merable local  electric  currents , which  rapidly  wear  away  the 
active  plate  without  contributing  anything  to  the  general 
current. 

Zinc,  when  amalgamated , acquires  the  properties  of  perfectly  pure  zinc, 
and  is  unaltered  by  dilute  acid,  so  long  as  it  is  not  in  contact  with  a copper 
or  some  other  metal  plate  immersed  in  the  same  liquid.  To  amalgamate 
a zinc  plate,  first  immerse  the  plate  in  dilute  sulphuric  or  hydrochloric 
acid  so  as  to  obtain  a clean  surface,  and  then  place  a drop  of  mercury  on 
the  plate  and  spread  it  over  with  a brush.  The  amalgamation  takes  place 
immediately,  and  the  plate  has  the  brilliant  aspect  of  mercury.  Zinc  and 
othei  metals  are  readily  amalgamated  by  dipping  them  in  an  amalgam  of 
i pait  sodium  and  200  parts  of  mercury.  Zinc  may  also  be  amalgamated 
m the  mass  by  melting  it  in  a closed  vessel  with  4 per  cent,  of  mercury 
and  running  it  into  moulds. 

The  amalgamation  of  the  zinc  removes  from  its  surface  all  the  impurities, 
especially  the  iron.  The  mercury  effects  a solution  of  pure  zinc,  which  covers 
the  surface  of  the  plate  as  with  a liquid  layer.  The  process  was  first  applied 
to  electric  batteries  by  Kemp.  Amalgamated  zinc  is  not  attacked  so  long 
as  the  circuit  is  not  closed— that  is,  when  there  is  no  current  ; when  closed 
the  current  is  more  regular,  and  at  the  same  time  stronger,  for  the  same 
quantity  of  metal  dissolved. 

820.  Enfeeblement  of  the  E.M.F.  of  a cell.  Polarisation.— The  batteries 
a ready  described— which  consist  essentially  of  two  metals  and  one  liquid- 
labour  under  the  objection  that  the  currents  produced  rapidly  diminish  in 
strength. 

This  is  due  principally  to  three  causes  : the  first  is  the  decrease  in  the 
chemical  action  owing  to  the  neutralisation  of  the  sulphuric  acid  by  its  corn- 
ed'0" b'Ï  ^ Th,s  is  a necessary  action,  for  upon  it  depends  the 
l p “!  ’ 11  th^refore  occurs  in  all  batteries,  and  is  without  remedy  except  by 

thfrd  f aCld,and  Zlnc-  The  second  is  due  t0  local  action  (819).  Thé 

third  arises  from  the  production  of  an  inverse  electromotive  force  which 

it  In  TT  a e eCtr,°ra0tive  force  of  the  battery  or  cell  tends  to  neutralise 
nc  i 1 ren?  experiment  (fig.  803),  when  the  circuit  is  closed 

a lave  iTh  d ’ dlSS°lves  in  the  ]iquid,  and  at  the  same  time 

layer  of  hydrogen  gas  is  gradually  formed  on  the  surface  of  the  copper 
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»rræ  ^ 

thc  «*?âï  L'Sd 

polarised  copper  plate  ‘^XTuTiugU  partiany,  is  not  entirely,  restored. 
T£* îe"  hotevL,  * passing  tire  current  of  another  battery 
through  the  cell  in  the  opposite  direction  to  - by  a film 

The  change  in  the  electric  conch, uo.  of  » “W“P  ent  ;_Cnt  two  strips 

of  hydrogen  may  be  illustrated  by  the  gh  p id  by  s;de  in  dilute 

of  copper  from  the  same  sheet,  and nfe^dthemfbm  produce  node- 
sulphuric  acid.  They  have  the  same  Potent  ^“düie  Ï Nqw  remove 

flection  when  joined  to  the  tommaso  a &aJa  & iece  of  zinc  in  a separate 
one  of  the  strips,  let  it  touch  for  a fe  PAt  once  the  galvanometer 

Scttfs  o/a  mn-rent 

CONSTANT  CELLS 

Sc  Constant  cell, -With  “^n  ^ 

with  a single  liquid  have  S0Ije  °"  laris’ation.  A constant  cell  is  one 
enfeeblement  of  the  cun  en  e u P considerable  time  when  driving  a 

whose  E.M.F.  remains  constant  provides  a constant  current, 

current  round  a circuit,  anC^^eCshseatial  ointPto  be  attended  to  in  securing 

I constant  cunent  is  to  prevent  the  Po larisation 
of  the  inactive  metal  ; m other  words,  to  hindei 
any1  permanent  deposition  of  hydrogen  on  its 
surface  This  is  effected  by  placing  the  inactive 
metal^in  a liquid  upon  which  the  deposited 

hytf  Da^StS-This  was  «he  first 

form  of  constant  battery,  - '"*£ 
Lv  Daniell  m the  yeai  ibjO.  as  0 

% 5 

Mj^é^efof  jhetotubi’r'thi's  is  intended  to  support  crystals  of 
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copper  sulphate  to  replace  that  decomposed  as  the  electric  action  proceeds. 
Inside  the  cylinder  is  a thin  porous  vessel,  P,  of  unglazed  earthenware, 
which  contains  dilute  sulphuric  acid,  and  in  it  is  placed  the  cylinder  of 
amalgamated  zinc,  Z.  Two  thin  strips  of  copper  ft  and  n , fixed  by  binding 
screws  to  the  copper  and  to  the  zinc,  serve  for  connecting  the  cells  in  series. 

When  the  circuit  of  a Daniell’s  cell  is  closed,  the  hydrogen  resulting 
from  the  action  of  the  dilute  acid  on  the  zinc,  instead  of  being  liberated  on 
the  surface  of  the  copper  plate,  meets  with  the  copper  sulphate,  and  reduces 
it  with  the  formation  of  sulphuric  acid  and  metallic  copper,  which  is  deposited 
on  the  surface  of  the  copper  plate.  In  this  way  copper  is  gradually  removed 
from  the  solution  ; and  if  it  were  all  consumed,  hydrogen  would  be  deposited 
on  the  copper,  and  the  current  would  lose  its  constancy.  This  loss  is  pre- 
vented by  the  crystals  of  copper  sulphate  which  keep  the  solution  saturated. 
The  action  which  takes  place  is  represented  by  the  equations 

Zn  + H„SO.j  = ZnSOt  + H„ 

H3  + CuS0.1  = H3S04  -t-Cu. 

The  E.M.F.  of  a DanielPs  cell  is  about  i'o8  volt,  and  remains  constant, 
when  the  cell  is  in  action  and  on  short  circuit,  for  several  hours. 

823.  Minotto's  cell.  Gravity  cell. — These  cells  are  modifications  of 
that  of  Daniell,  and  are  remarkable  for  their  economy  and  the  facility  with 
which  they  are  constructed.  The  object  is  to  get  rid  of  the  porous  pot,  the 
use  of  which  is  attended  with  numerous  drawbacks. 


Fig.  810 


Fig.  81 1 


The  Mmotto  cell  (fig.  810)  consists  of  a glass  or  earthenware  vessel  at 
the  bottom  of  which  is  a copper  disc,  to  which  is  riveted  an  insulated 
copper  wire.  This  is  surrounded  by  a thick  layer  of  crystals  of  sulphate  of 
copper  and  on  the  latter  a flannel  disc  is  placed.  Next  comes  a thick  layer 
of  sawdust,  and  on  this  rests  a round  zinc  block,  to  which  a wire  is  attached 
The  sawdust  is  soaked  in  water,  to  which  a few  drops  of  acid  have  been 
added  and  the  excess  of  water  squeezed  out.  There  is  thus  a solution  of 
copper  sulphate  at  the  bottom,  and  one  of  acidulated  water  at  the  top 
When  the  circuit  is  closed  by  connecting  the  poles  of  the  cell  an  action  U 
set  up  which  is  identical  with  that  of  the  ordinary  Daniell  For  arrant 
ment  in  senes  the  zinc  block  is  cast  on  to  the  wirl  from  the  coppm  ^ 
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O4U  ' , 

-»U,,  ,c,  ro, 

“StfyU^e’by  steering  .he  »f  % ^Sft.  porous  dia- 

Another  form  is  known  as  •fjramty  ‘“fj  “u"£“ery  is  'depicted  in 
phragm  is  altogether  dlsPense  w ' a s piral  copper  band,  provided 

fig.  811.  The  copper  plate  ^ in  a saturated  solution  of  copper 

with  an  insulated  wire,  C,  is  im  f zinc  suiphate  floats  in  conse- 

sulphate,  while  on  the  top  o us  > ^ zinc  biock  rests,  by  means  of  lugs, 

r.h?top  oVr«sïï.‘  When  «h=  terminai  wires  are  connected,  action  ,s 
“ -cV  Selnts  as  these  cannot  he  moved  .rout,  for 

-ÛÏ  'Karo  weiiXred  for  workin,  heavy  te.e.raph 

lines  in  permanent  stations  the  copper  sulphate  solution  is 

824.  Grove’s  battery.-In  this  bat  by  which  greater  electro- 

replaced  by  nitric  acid,  and  the '^^r  Je  ?s  obtained.  Fig.  812  represents 

one  of  *e  forms  of  a cell  of  this  battery.  It 

consists  of  a flat  rectangular  glass  or  porcel 
vessel  partially  filled  with  dilute  sulphuric  acid 
(i-8)  ;Pof  a zinc  plate  bent  into  a U shape,  a flat 
poi'ous  pot  containing  strong  nitric  and  and  a 
drin  Platinum  foil,  which  can  be  connected  with 
the  zinc  of  the  next  cell  by  a suitable  binding 
screw  In  this  battery  the  hydrogen,  whic 
would  be  disengaged  on  the  platinum,  meeting 
Te  nitric  acid,  decomposes  it,  forming  nitrogen 
tetroxide,  which  dissolves,  or  is  disengaged  as 
nhrous  fumes.  Grove’s  battery  is  one  of  the 
r 1 tbe  two-fluid  batteries.  It  is, 
CX  e 'pLwvtovvihg  «0  «he  high  price  of 
platinum  : besides  which  the  platinum  is  liable 

, hlaïd—ss'ihey 

* >«  » — 

by  the  equations  ^ + H s0 , = ZnS04  + H2 

T_r  4.  ,HNO,  = 2H20  + Na04.  . . . 

825.  Bunsen’s  battery.i^^^  is  replaced  by  "a 

in  gas  retorts,  or  by  calcining  ;md  strongly  compressed.  Both  those 

conductors.  Each  Uenven,  cohs.s.s  o « «= 


Fig.  8 [2 
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following  parts  : — i,  a vessel,  F (fig.  813),  either  of  stoneware  or  of  glass, 
containing  dilute  sulphuric  acid  ; 2,  a hollow  cylinder,  Z,  of  amalgamated 
zinc  ; 3,  a porous  vessel,  V,  in  which  is  strong  nitric  acid  ; 4,  a rod  of  carbon, 
C,  prepared  in  the  above  manner.  In  the  vessel  F 'the  zinc  is  first  placed, 
and  in  it  the  carbon  C in  the  porous  vessel  V as  seen  in  P. 


Fig.  813 


A single  cell  of  the  ordinary  dimensions,  20  cm.  in  height  and  9 cm.  in 
diameter,  has  a resistance  of  about  0-14  ohm,  and  an  E.M.F.  of  about 
1 ’82  volt  (848). 

When  the  cells  are  arranged  to  form  a battery  (fig.  814)  each  carbon  is 
connected  to  the  zinc  of  the  following  cell  by  means  of  the  clamps  mn,  and  a 
strip  of  copper,  c,  represented  in  the  top  of  the  figure.  The  copper  is  pressed 


Fig.  814 


at  one  end  between  the  carbon  and  the  damn  and  -it  th* 

t0  the  clamp  n,  which  is  fitted  on  the  zinc  of  f 11  thG1  l(:  1S  soldered 

forth  The  clamp  of  the  first  carbon  and  tha  of  S° 

- “lono 

Being  as  powerful  as  and  ,ess  cos„ythan 


8a8  , 

the  Continent , but  though  its  firs,  cos,  is  less,  it  is  more  espens.ve  to  worlt 

and  is  not  so  convenient t0 .STrm  of  Grove’s  Instead  of  zinc  and  plati- 
Callarts  battery «a  modified  form  of  Gwjej^  ^ ^ add  CaUan 

num,  zinc  and  platinise  <-a  nitric  acid  and  saturated  solution  of  nitre, 
used  a mixture  of  sulphunc  acid,  : >tQ  Grovtfs>  and  is  much  cheaper. 

The  battery  is  said  to  be  equa  which  zinc  in  dilute  sulphunc 

Callan  also  constructed  a hatter  . s nitric  acid  the  negative. 

Æs^^ 

Sihetn^ 

is  - 

this  is  a serious  objection  to  t > la£ed  by  chromic  acid,  or  by  a 

prevent  this,  nitric  aci  is  1 d sulphuric  acid,  and  18 

mixture  of  4 parts  V chromic  acid  to  the  state  of 

water.  The  liberated  hydrogen  iedu ces  ^ add  forrning  chromons 

chromic  oxide,  which  com  m of  iron  is  sometimes  substi- 

sulphate.  With  the  same  v^esqm^  ^ Uoride_  But  the  action 

oT  th/ elmentsXi;  modified  is  considerably  less  than  when  nitric  aci  is 

USC  826.WSme'e’  s^nd 'ottier  Consists  of 

the  negative  plate  is  vertical  plates  ot  zinc,  but  as  there 

a sheet  of  platinum  placed  between  elements  have  much  the 

is  only  a single  liquid,  dte  ’adherence  of  hydrogen  to  the 

form  of  those  in  Wollaston  s i bat  ^ ^ a depostt  of  finely 

negative  plate  is  prevented  by  covering  t P .g  hened,  and  the  disen- 
divided  platinum.  In  this  manner  remarkable  extent,  and  consequently 
gagement  of  hydrogen  ^ fa"sded_  For  platinum,  silver  covered  with  a 
the  resistance  of  the  cell  . frequently  substituted,  as  being  cheape  . 

deposit  of  finely  divided  pla  o-fass  tube  about  6 inches  long 

De  la  Rue  and  by  a vulcanised  india-rubber  stopper,  through 

by  075  inch  in  diameter,  closed  by  a vuk*  ^ ^ g incbes  long.  A flattened 

which  passes  azmc  rod  o x8  m to  the  bottom  of  the  tube  m 

S'S,  Solaced0  SThtf»  ounce  of  silver 

the'  cell  being  filled  with  solution  orijeSometallic  silver,  which  is  thereby 
. chp  negative  plate  reduces  the  chi  electrolyte  is  not 

recovered^  Since  there  is  only  ™ ^ ‘ ^Se^S  worked  and  requires 
acted  upon  when  the  circuit  is  open,  Ü iooo  cells  occupying  a 

b le  attention.  It  is  very  compac  a batte  ; have  used  as  many 

space  of  less  than  a cubic  yard  ; Delà  Kue  ion  of  the  electric 

asT4,4oo  such  cells  in  8040  of  these  cells  gave  a spark 

'■S'S— 
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one  made  with  silver  bromide  is  o-t)o8  ; hence  a series  of  three  of  the 
silver  chloride  cells  with  one  of  bromide  gives  an  average  electromotive 
force  of  1 volt  (831). 

A convenient  form  of  cell  for  many  purposes  is  the  potassium  bichromate , 
or,  as  it  is  frequently  termed,  the  bichromate  cell  (fig.  815).  It  consists  of 
a zinc  plate,  Z,  attached  to  a brass  rod,  which  slides  up 
and  down  in  a brass  tube  in  an  ebonite  or  porcelain 
cover,  so  that  it  can  be  wholly  or  partially  immersed 
in  the  liquid.  This  is  necessary  since  the  zinc  is 
attacked  by  the  exciting  liquid  when  the  cell  is  On  open 
circuit.  Two  graphite  plates,  C C,  are  similarly  fitted 
in  the  cover,  and  by  means  of  strips  of  brass  the  carbon 
and  the  zinc  plates  are  respectively  in  connection  with 
the  binding  screws,  which  thus  form  the  poles.  The 
exciting  liquid  is  a mixture  of  1 part  of  potassium 
bichromate,  2 of  sulphuric  acid,  and  10  of  water.  In- 
stead of  potassium  bichromate,  chromic  acid,  which  is 
now  prepared  industrially  at  a cheap  rate,  is  often  used. 

The  electromotive  force  is  about  2 volts  ; when  the 
cell  is  short-circuited  its  E.M.F.  increases  slightly  at 
first,  then  remains  constant  for  some  time,  after  which 
it  rapidly  sinks  to  half  its  original  amount. 

In  Ahaudet  s cell  a zinc  cylinder  dips  in  a solution  of  common  salt  and 
surrounds  a porous  vessel,  containing  a carbon  plate  packed  in  with  pieces 
of  carbon  and  chloride  of  lime,  which  does  not 
act  on  the  zinc  even  when  the  circuit  is  closed. 

The  electromotive  force  is  1 7 volt. 

The  cell  of  Lalande  and  Chaperon  consists 


rig.  815 


of 


zmc  m a 30  per  cent,  solution  of  caustic 


potash  and  copper  in  contact  with  copper  oxide 
which  acts  as  depolariser.  The  E.M.F.  is  0-85 
volt,  and  there  is  no  action  unless  the  circuit  is 
closed.  To  prevent  the  absorption  of  carbonic 
acid  by  the  potash,  the  solution  is  covered  with 
paraffin  oil. 

In  the  Edison- Lalande  cell  the  copper  oxide 
is  finely  ground  and  compressed  into  plates.  In 
other  respects  the  cell  is  similar  to  the  Lalande- 
Chaperon.  Its  internal  resistance  is  small  rela- 
tively to  its  size,  and  there  is  no  local  action. 

827.  Latimer  Clark’s  standard  cell.— Latimer 
Clarks  cell  is  much  used  as  a standard  of 


electromotive  force.  One  form  of  it,  represented  p 


m fig.  816,  consists  of  two  vertical  glass  branches 
with  platinum  wires  sealed  in  the  closed  ends, 
and  joining  in  a neck  in  which  is  a ground-glass' 
stopper  with  a thermometer.  In  one  of  these 

branches  is  mercury  forming  the  negative  plate,  and  in  the  other  an  amalaarn 

zmc  and  mercury  forming  the  positive  plate.  On  the  mercury  is  placed  a 


^MARINE  GLUE. 
•CORK. 

PURE  ZINC. 

SAT.  SOUÜ 
OF  ZINC 
[SULPHATE. 

PASTE  OF 
MERCUROUS 

[sulphate 
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Daste  formed  by  triturating  together  mercurous  sulphate  with  mercury  and 

L » toth  ïM 

saturated  solution  of  zinc  sulphate.  11ns 
cell  is  not  at  all  adapted  for  anything  of  the 
nature  of  continuous  work,  but  it  furnishes  a 
standard  of  E.M.F.  which  when  the  cell  is 
constructed  with  the  proper  precautions  can 
always  be  reproduced  and  always  relied  on. 
Its  E.M.F. , assuming  the  international  ohm 
(850)  to  be  the  unit  of  resistance,  is  i'434 
[1-0-0078(^-15)]  volts,  where  t is  the  tem- 
perature Centigrade. 

Another  and  more  common  form  of  the 
Clark  cell  is  illustrated  in  fig.  817.  The  glass 
cell  which  contains  the  elements  is  about 
4 inches  high  and  i£  inch  in  diameter. 

828.  Leclanché’s  cell.— This  very  wide  y 
used  cell  consists  (fig.  818)  of  a rod  of  carbon, 

• 1,1.  „ a mixture 


MERCURY. 


Fig.  817 


* *6"  “ ' useu  ecu  LUllouu  \“e>. / . 

C,  placed  in  a porous  pot,  which  is 

°f.  pyrolusite is  firmly  attached  a mass  of  lead  L 
a layer  of  pitch.  1 o the  top  o ^ ig  affixed  a binding  screw.  The 


Fig.  818 


which  it  deoxidises  into 


is 


withdrawn,  according  ^ the  equation 


positive  plate  is  a rod  of  zinc,  Z,  in  which 
is  fixed  a copper  wire.  The  zinc  is  gene- 
rally amalgamated,  although  amalgama- 
tion is  not  so  necessary  as  it  is  m those  cells 
in  which  zinc  is  associated  with  sulphuric 
acid.  The  exciting  liquid  consists  ol  a 
strong  solution  of  sal-ammoniac,  contained 
" a glass  vessel  G.  The  E.M.F.  Of  the 
element  ts  .'4  » rS  volt  ; its  internal 
resistance  varies  of  course  with  the  size. 
The  chemical  changes  which  take  place 
in  this  cell  when  in  action  are  as  follows  : 
The  zinc  and  sal-ammoniac  combine 
with  each  other  with  the  formation  of  zinc 
chloride,  ammonia,  and  hydrogen,  as  re- 
presented by  the  equation 

Zn  + 2N  H,C1  = ZnCl2  + 2N  H3  + H„. 

The  ammonia  is  dissolved  in  the  liquid, 
and  its  presence  does  not  interfere  wi  r 
the  action  of  the  cell.  The  hydrogen 
combines  with  the  manganese  peroxide, 
sesqttioxide,  combining  with  the  oxygen  wh.ch 


. the 
fast  ns  U produced,  so  that there  is  no  accumulât, on 
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of  hydrogen,  and  consequently  no  polarisation.  The  Leclanché  cell  is  thus 
a constant  cell,  provided  that  the  external  resistance  is  sufficiently  large. 
But  if  the  resistance  is  small,  and  the  current  consequently  large,  the 
chemical  action  is  rapid,  and  hydrogen  is  produced  faster  than  it  can  be  got 
rid  of,  and  so  the  cell  is  polarised,  and  its  E.M.F.  falls  to  an  extent  which 
increases  with  the  strength  of  current.  Thus  the  battery  is  not  adapted 
for  continuous  work  as  in  heavy  telegraphic  circuits,  or  in  electro-plating, 
since  it  soon  becomes  polarised  ; it  has,  however,  the  valuable  property  of 
quickly  regaining  its  original  E.M.F.  when  left  at  rest,  and  is  extremely 
well  adapted  for  discontinuous  work,  such  as  that  of  electric  bells. 

A modification  of  this  element  by  Von  Beetz  for  therapeutic  purposes 
consists  of  a test-tube  in  the  bottom  of  which  is  fused  a platinum  wire  ; this 
is  then  covered  to  one-third  the  height  with  a 
layer  of  a mixture  of  bruised  gas  coke  and  pyro- 
lusite.  In  other  respects  the  element  is  con- 
structed like  that  of  De  la  Rue  and  Midler. 

A drawback  to  the  use  of  carbon  is  that, 
from  its  porosity,  the  exciting  liquid  rises,  and 
forms  local  currents  at  the  junction  with  the 
binding  screw,  which  injure  or  destroy  contact. 

Thislmay  be  remedied  to  a very  great  extent 
by  soaking  the  plates  before  use  in  hot  melted 
paraffin,  which  penetrates  into  the  pores,  expelling 
the  air.  On  cooling,  it  solidifies  and  prevents  the 
capillary  action  mentioned  above.  By  carefully 
scraping  the  paraffin  from  the  outside,  a surface 
is  exposed  which  is  as  good  a conductor  as  if 
the  pores  were  filled  with  air.  Measurements 
have  shown  that  the  resistance  of  a plate  thus 
prepared  is  not  altered. 

In  a îecent  modification  of  this  cell  the  porous  cell  is  dispensed  with, 
and  the  carbon  plate  C placed  between  two  similar  flat  prisms  (fig.  819),' 
made  by  compressing  a mixture  of  55  parts  of  graphite,  40  parts  of  pyro- 
lusite,  and  5 parts  of  shellac  in  steel  moulds  at  a temperature  of  ioo°  under 
a pressure  of  300  atmospheres. 

829.  Dry  batteries.— Cells  of  the  Leclanché  type,  but  in  which  the 
ingiedients  are  all  practically  solid,  have  recently  come  into  use,  and  are 
known  as  dry  batteries.  Zinc  and  carbon  are  respectively  the  active  and 
inactive  plates,  the  carbon  plate  or  cylinder  being  surrounded  by  a paste  of 
mixed  manganese  peroxide,  plumbago,  and  syrup,  and  placed  inside  a zinc 
cylinder,  which  serves  as  containing  vessel.  The  space  between  the  zinc 
and  the  peroxide  paste  is  filled  with  a mixture  of  plaster  of  Paris,  flour  and 
sal-ammoniac.  Such  cells  have,  when  freshly  made  up,  an  E.M.F.  of  va  or 
i'5  volt  but  this  rapidly  falls.  It  may  be  restored  by  passing  a reverse 
cunent  through  the  cell  from  an  independent  source. 

sur,:n*dry  piIVhe  1,iquid  is/eplaced  hy  a soIid  hygrométrie  substance, 

evten?  I PSr'  , 7P'leS  areof  vanous  kinds  i in  Zamboni’s,  which  is  most 
extensively  used,  the  materials  are  tin  or  silver  and  manganese  peroxide 

To  construct  one  of  these  piles  a piece  of  paper  silvered  o^Sed  on  one 

3 i 2 


Fig.  819 
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•a  rvf  ilio  naner  is  coated  with  finely  powdered 
side  is  taken  ; the  other  side  o P‘  it  and  rubbing  the  powder  on 

manganese  peroxide  by  shg  i y m t’  piaCed  together  are  cut  by 

with  a cork.  Seven  or  eight  of  the e sh JJtoP*  ^ discs  arc  then 

means  of  a punch  mto  discs  an  ^ Qr  silyer  of  each  disc  is  in  contact 

arranged  m the  same  older,  * of  i2GO  or  ,800  of  these  couples 

with  the  manganese  of  the  next.  P each  end.  In  each 

is  placed  in  a glass  tube,  provided  withabras^  P^  ^ tQgetheri 

cap  there  is  a rod  and  knob,  iy  w 1 contact  with  the  manganese 

so  as  to  produce  better  contact  The  knob  ni  co  which  is  in 

corresponds  to  the  positive  pole,  while  that  at  u 

contact  with  the  silver  or  tin,  is  the  negative  p action,  which  may 

Dty  piles  are  remarkable  fa ^ ^ on  Ure  temperature 
last  for  several  yeais.  Then  1 ^ gU  er  in  summer  than  in 

and  on  the  hygrométrie  *tate  ' £ it  ®hen  it  appears  extinct. 

^ g-  neither  s^k  nor  spark,  but  can 

be  used  to  charge  a Leyden  jar  and ^'^BolTnenbmger  constructed  a dry-pile 

S3o.  Bohnenberger  s electroscope.— -Bohnenb^^g^  ^ (fig.  795) 

electroscope  of  great  delicacy  1 • le  „old  leaf.  This  is  at  an  equal 

from  the  rod  of  which  is  suspended.  g g placed  verticaliy)  inside 

distance  from  the  opposite  po  apparalas  When  the  gold  leaf  has 

the  bell  jar,  on  the  plate  , 0f  the  poles  and  repelled  by  the 

Xf: « t0  that  of  the  pole  to 

which  it  moves.  different  cells.— The  following  numbers 

rep^TS—^  volts  of  some  of.be  cell,  — ently 

used. 


Zinc-copper-acid  cell 

Daniell  cell  • 


Leclanché  „ 

L.  Clark  „ 
Bunsen  „ 

» » 
Grove 


set  up  with  water  . • * 

pure  sine  ancl  pure  water,  with  pure 
copper  and  pure  saturated  solution 

of  copper  sulphate  • • • 

zinc  in  saturated  solution  of  am- 
monium chloride  . 

at  1 5°  c-  •.  . • . ,‘ 

carbon  in  nitric  acid 
carbon  in  chromic  acid  . 
platinum  in  nitric  acid 


Volts 

•5-9 

ro8 


no 

i*45— 1 ”5 
i ’434 
1-91 
2*02 
1*96 


The  cell  of  greatest  electromotive  force  as  yet ^^^“ombined  with 

Its  15  7 

timyggSs^aadarcl  o^elecLOTiotive  ^ie^mnagn^i^  unit^jSqS)^ 

This  is  equal  to  100,000,000  01  10  ab  of  a Daniell  cell,  the 

The  volt  is  rather  less  than  the  elec  toi  The  unit  of  resistance  is 

mean  value  of  which  may  be  taken  at 
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called  an  ohm.  The  unit  of  current,  called  an  ampere , is  the  current  due  to 
an  electromotive  force  of  one  volt  working  through  a resistance  of  one  ohm. 

The  coulomb  is  the  practical  unit  of  electric  quantity  ; it  is  that  quantity 
of  electricity  which  passes  in  a second  through  the  section  of  a conductor 
traversed  by  a current  of  an  ampere. 

832.  Comparison  of  voltaic  battery  with  frictional  electric  machine. — The 

difference  of  potential  between  the  prime  conductor  of  a frictional  electric 
machine  and  the  earth,  or  between  the  separated  electrodes  of  an  influence 
machine,  is  enormously  great  as  compared  with  that  between  the  poles  of  a 
voltaic  cell.  When  cells  are  joined  together  in  series  to  form  a battery 
the  D.P.  at  the  terminals  inci'eases  with  the  number  of  cells.  De  la  Rue 
and  Müller  constructed  a chloride  of  silver  battery  (826)  of  11,000  cells, 
which  gave  a spark  between  brass  spheres  -049  inch  long.  More  recent 
observations  have  shown  that  about  4500  volts  are  necessary  to  produce  a 
spark  1 mm.  long  between  small  spheres,  and  33,000  volts  when  the  spark- 
distance  is  1 cm.  Sparks  many  inches  long  are  obtained  from  an  ordinary 
Voss  or  Wimshurst  machine,  and  although  the  D.P.  does  not  increase  in  the 
same  ratio  as  the  spark  distance,  the  electromotive  forces  involved  are 
enormously  high.  On  the  other  hand,  the  quantity  of  electricity  produced 
by  a Voss  or  other  machine  is  small.  The  current  which  a machine,  giving 
5 -inch  sparks,  would  produce,  would  cause  only  a small  motion  of  the  needle 
of  a galvanometer  (839),  which  is  violently  deflected  by  the  current  derived 
from  a pin-needle-acid  cell.  There  is,  however,  no  essential  difference 
between  the  electricity  of  the  electric  machine  and  that  of  the  voltaic  cell. 
The  E.M.F.  of  the  latter  is  small,  but  the  quantity  of  electricity  it  is  capable 
of  yielding  in  a given  time  is  very  large.  In  frictional  electricity  the  electro- 
motive forces  are  large — we  are  dealing  with  hundreds  and  thousands  ot 
volts  when  we  rub  a glass  rod  with  silk— but  the  quantity  of  electricity  is 
small.  It  has  been  seen  (801)  that  when  a charge  Q passes  between  two 
points  maintained  at  a difference  of  potential  V,  the  energy  of  the  discharge 
is  QV,  and  exactly  the  same  expression  applies  to  the  passage  of  a quantity 
Q through  a wire  forming  part  of  a closed  voltaic  circuit,  when  V is  the 
difference  of  potential  at  its  ends. 
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CHAPTER  II 
magnetic  field  due  to  a current,  galvanometers 


833.  Detection  ,»d  «a—  of 

srs”.  » 

Suffis  5^  0»  »**  « »ro“'d  describe 


them  first.  current  —When  a current  flows  in  a straight 

834.  Magnet .c  space,  the  lines  of  force 

wire  a magnetic  field  is  cieateci  ■ wilh  their  centres  m its 

being  circles  in  planes  at  ug 1 j“jg  be  conveniently  shown  by  a vertical 
axis.  The  existence  of  passes  at  right  angles  through 

wire  forming  part  of  a voltaic  cn  h cardboard  are  seen  to 

a piece  of  cardboard.  Iron  filings  ap.mUed  |n  circles  co„. 


lKlcCl  Uii 

arrange  themselves  in  circles  con- 
centric with  the  wire  as  represented 
in  fig.  820.  If  the  direction  of  the 
current  in  the  wire  xy  is  that 
shown  by  the  arrow,  the  direction 
of  the  lines  of  force  is  from  right  to 
left  for  an  observer  placed  in  the 
current.  The  direction  of  the  par- 
ticles of  iron  is  ’that  which  an  in- 
finitely small  magnet  would  have  it 
placed  there  ; that  is,  a red  or  north 
pole  placed  anywhere  m the  field 
r . r , i A blue 


would  move  along  a circular  path  towarcs  Thus  a bit  of  iron 

or  south  pole  would  move  m 1 , ;ts  magnetic  axis  tangential  to 

fifing  which  is  magnetised  m the : field  P 1^  lines  of  filings  close  in 

the  circle.  When  the  caid  15 . ^ lhe  opposite  forces  acting  at  the 

towards  the  centre,  the  reason being  ^ thè'same  straight  line,  have  a 

ends  of  each  tiny  magnet,  bei  g 4 The  fovce  which  acts  upon  a 

resultant  which  is  directed  towards  t ^ that  ig>  the  force  is  neither 

single  pole  is  not  directed  to  or  f.  on  1 > ^ Hne  joining  the  pole 

attractive  nor  repulsive,  but  acts  at  i igm  g 

i Wll*P.  . « • : /-r 


cllU  dLU  v l • 

to  the  nearest  point  of  the  wire.  illustrated  by  immersing 

« T"e 
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filings  are  seen  to  adhere  to  it  in  large  quantities  (fig.  821),  each  particle 
setting  perpendicularly  to  the  wire  ; they  become  detached  as  soon  as  the 
current  ceases,  and  there  is  no  action  on  any  non-magnetic  metal. 


Fig.' 821 


The  fact  and  direction  of  the  magnetic  field  in  the  neighbourhood  of  a 
straight  conductor  may  be  shown  also  by  the  apparatus  of  fig.  822.  NS  is 
a bent  magnet,  pivoted  at  p,  so  as  to  turn  about  a vertical  axis.  In  the  bend 
is  a cup  of  mercury,  in , in  conducting  connection  with  the  magnet,  while  tt 
is  a circular  trough  of  mercury  always  in  contact  with  the  magnet  by  the 


arm  a.  The  lower  end  of  a vertical  copper  wire,  r,  dips  into  the  mercury 
its  upper  end,  as  well  as  the  mercury  in  tt,  being  connected  with  a battery 
When  the  circuit  is  completed,  the  magnet  pole,  N,  rotates  round  the  wire  in 
the  anticlockwise  direction  if  the  current  flows  up  the  wire  as  represented 

reversed^1116'  ^ ^ ''  reverSedt  the  clil'ection  of  rotation  will  be 

The  magnetic  force  in  the  neighbourhood  of  the  wire  varies  inversely  as 
the  distance  from  the  wire,  provided  the  latter  is  very  long.  If  unit  pole 

(720)  is  at  a distance  r,  the  force  acting  on  it  is  2^C,  where  C is  expressed  in 

C.G.S.  units,  or  2—-  if  C is  expressed  in  amperes. 

835.  Oersted’s  experiment.-Oersted  published  in  1838  a discovery 
which  connected  magnetism  and  electricity  in  a most  intimate  manner  and 
became,  in  the  hands  of  Ampère  and  of  Faraday  the  source  nfn  1 ’ ' 
of  physics.  The  fact  discovered  by  Oersted  ij’the  diS  aS^a 
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the  ends  of  the  wire  are  respectively 
connected  with  the  poles  of  a battery 
or  of  a single  cell,  the  needle  is  de- 
flected, and  tends  to  take  a position 
which  is  the  more  nearly  at  right  angles 
to  the  magnetic  meridian  as  the  cun  ent 
is  stronger. 

i.  If  the  current  passes  above  the 
needle,  and  goes  from  south  to  north, 
the  north  pole  of  the  magnet  is  deflected 
towards  the  west  ; this  arrangement  is 
represented  in  fig.  823. 

ii.  If  the  current  passes  below  the  needle,  also  from  south  to  north,  the 

north  pole  is  deflected  towards  the  east  t0  south 

iii.  When  the  current  passes  above  the  needle,  out  nom 

tl-ip  north  nole  is  deflected  towards  the  east. 

rlX  the  deflection  is  toward*  the  west  when  the  entrent  goes  horn 

1101  Ampère^has^given^he  following  memoria  technica  by  which  all  the  various 
diretTons  of tïe  needle  under  the  influence  of  a current  may  be  remembered. 

,'f  we  imagine  an  observer  placed  in  by^'t 

issues  by  his  head,  and  that  his  face 
is  always  turned  towards  the  needle, 
we  shall  see  that  in  the  above  four 
positions  the  north  pole  is  always 
deflected  towards  the  left  of  the  ob- 
server. By  thus  personifying  the 
current,  the  different  cases  may  be 
comprised  in  this  general  principle  : 
In  the  directive  action  of  currents  on 
maonets , the  north  pole  is  always  dt  - 
fleeted  towards  the  left  of  the  ament. 

The  lines  of  force  in  the  magnetic 
field  due  to  the  straight  horizontal 
current  are  vertical  circles  perpendi- 
cular to  the  plane  of  the  paper.  1 he 
red  pole  of  the  needle  is  urged  along 
the  line  of  force  which  passes  through 

H in  one  diceclion  ; «be  blue  pole 

»?»^e«SÎ-d  the.  due  to  the  current,  it  assumes  a 
position  of  equilibrium  inclined  to  the  mendian. 


Fig.  824 
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836.  Magnetic  field  due  to  a current  in  a circular  wire. — In  the  case  in 
which  the  wire  is  not  straight  the  lines  of  force  will  not  be  exact  circles.  If 
the  conductor  is  a circular  ring  the  system  of  lines  will  be  as  shown  in 
fig-  S24,  in  which  a and  a'  are  sections  of  the  ring  made  by  the  plane  of  the 
paper.  The  current  is  supposed  to  come  up  from  below  at  a',  and  pass 
down  through  the  paper  at  a.  Near  the  centre  of  the  ring  the  lines  are 
straight  and  parallel  ; close  to  the  circumference  they  are  nearly  circular. 
Each  line  of  force  is  a closed  curve  threading  the  ring. 

837.  Tangent  galvanometer.— When  a small  magnetic  needle  is  sup- 
ported at  the  centre  of  a vertical  ring  through  which  a current  flows,  the 
plane  of  the  ring  coinciding  with  the  magnetic  meridian,  it  will  be  subjected 
to  the  action  of  two  magnetic  fields  at  right  angles  to  each  other,  one  due  to 
the  earth,  whose  strength  is  H,  and  the  other  to  the  current  in  the  ring. 
The  latter  varies  from  point  to  point,  but  is  uniform  near  the  centre,  so  that 
whatever  direction  a small  needle  at  the  centre  may  have,  the  field  in 
which  it  moves  is  constant.  Call  this  field  F.  Now  it  has  been  shown  (724) 
that  when  a needle  is  deflected  from  the  meridian  by  an  angle  0,  due  to  a 
transverse  magnetic  force  F,  F = H tan  6.  Since  F,  the  field  at  the 
centre  of  the  ring,  depends  upon  the  strength  of  the  current,  F = GC,  when 
C represents  the  strength  of  the  current  and  G is  a constant.  Hence 

H 5 

C = ~ tan  0,  or  C varies  directly  as  tan  0. 


An  anangement  of  this  kind  is  called  a galvanometer , since  it  enables 
us  to  measure  the  strength  of  a current.  Galvanometers  have  many  forms 
depending  on  various  properties 
of  a current  ; that  now  described 
is  called  a tangent  galvanometer , 
since  the  strength  of  the  current 
passing  round  it  varies  as  the 
tangent  of  the  deflection  of  the 
needle.  The  ring  is  generally  10 
or  12  inches  in  diameter,  and  may 
consist  of  a single  band  of  copper, 
as  in  fig.  825,  when  a strong  cur- 
rent is  to  be  measured,  or  of  a 
number  of  turns  of  wire  wound  on 
a circular  metal  or  wooden  frame, 
when  greater  sensitiveness  is  re- 
quired. Each  turn  of  wire  through 
which  the  current  flows  produces  its 
own  magnetic  effect  at  the  centre, 
and  the  actual  field  is  proportional 
to  the  number  of  turns.  Fig.  825 

metI,hnfleHgth  ° 1 the  neTIleshoulcl  not  exceed  the  twelfth  part  of  the  dia- 
le  aide  , an  aluminium  or  glass  index  attached  to  it  moves  over 

XeÏÏ^?S^enabIeS  itS  defleCti0n  fr°m  the  meridi-  ‘O  be  read  off 

We  may  determine  the  value  of  the  constant  G in  the  formula 


C = 


1 UIC  constant  t,  in  the  formula 
G aS  tc|lo"s'  Since  F = GC,  G is  the  magnetic  force  at  the 
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centre  of  the  ring  or  coil  clue  to  unit  current.  Consider  first  a ring  or  single 
centie  ot  S be  its  radjus.  Each  element  of  it,  subtending 

an'angle'at  the  centre  as  small  as  we  please,  produces  its  own  effect  at  the 
centre  ; and  therefore  the  effect  of  the  whole  ring,  which  is  the  sum  of  t 

effects  of  the  several  elements,  is  proportional  to  2nr,  01  ^ ^ the  force  at  the 
„ turns  of  wire  in  the  coil,  and  r is  the  mean  radius  Also ^force  . 

centre  is  inversely  as  the  square  of  the  radius  ; hence  G 


rl  r 

the  formula  for  the  tangent  galvanometer  becomes  C = tan  6,  C being 

expressed  in  C.G.S.  units,  since  H and  ' ^to^G funit  of  cUentT 
pressed  in  amperes,  since  10  amperes  are  equal  to  1 C.G.S.  unit 

C = I^Lr.tan  6. 

27 Til 

Another  form  of  the  hrstrnment  known  ns  the  Helmholtz 
meter  has,  instead  of  a single  ring  or  cod  roun<i  them 

parallel  ,o  each  othe, rand  connected  - ‘“.he^n^  ^ 

in  the  same  duecti  . coifs  The  object  of  using  two  coils 

line  joining  the  centies  of  tl  • f„m; tv  nf  the  field  at  the  centre 

instead  of  a single  coil  is  to  increase  the  ^X^mo  e sfrictly  applicable, 
of  the  needle  and  render  the  snap e len  Jdistance 

Theory  shows  that  the  arrangement  is  most  advantageou 

between  the  coils  is  equal  to  the  radius  of  eithei-  sensitiveness.  If  a 

The  instrument  (fig.  826)  presents  four  de grees : of  sensitn  ^ 

strong  current  is  to  be  measured  the  tw°  *,ckf“pPeaker°currents  the  fine 
terminals  are  seen  between  tie  wo  wh.e  ^ are used)  which are  divided 

so  that  either  one-third  or  two-thirds 
or  the  whole  may  be  used,  according 
to  the  sensitiveness  required.  The 
terminals  of  these  subdivisions  of  the 
fine  wire  are  seen  in  front. 

The  deflection  of  the  needle  ot  a 
tangent  galvanometer  should  not  be 
allowed  to  exceed  65°  Above  this 
the  tangent  of  the  deflection  increases 
very  rapidly  with  the  angle,  and  an 
error  of  half  a degree  in  reading  the 
angle  gives  rise  to  a relatively  huge 
error  in  the  value  of  the  current 

When  the  instrument  has  been 
levelled,  the  coils,  being  movable 
about  a vertical  axis,  are  turned  unt, 
they  are  parallel  to  the  needle,  that 
is,  until  each  is  in  the  magnet, c 
meridian. 

If  the  ring  of  the  tangent  galvanometers  ,so  the 

S " c"  “,:is  inversely  proportional  to  the  cos, ne 


Fig.  826 


Sine  Galvanometer 
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of  the  angle  d,  through  which  the  ring  is  turned.  Hence  by  increasing  6 
we  may  make  the  action  of  any  current  on  the  needle  as  small  as 
we  please,  and  thus  very  powerful  currents  may  be  measured  by  this 
instrument. 

838.  Sine  galvanometer. — This  is  another  form  of  galvanometer  for 
measuring  powerful  currents.  Round  the  circular  frame  M (fig.  827) 
several  turns  of  stout  insulated  copper  wire  are  coiled,  which  terminate 
on  the  binding  screws  at  E.  On 
a table  in  the  centre  of  the  ring 
there  is  a magnetic  needle,  m ; a 
second  light  needle,  n,  of  glass 
or  aluminium,  fixed  to  the  first, 
serves  as  pointer  along  the 
graduated  circle  N.  Two  copper 
wires,  a , />,  from  the  source  of 
electricity  to  be  measured,  are 
connected  with  E.  The  circles 
M and  N are  supported  on  a 
foot  O,  which  can  move  about 
a vertical  axis  passing  through 
the  centre  of  a fixed  horizontal 
circle  H. 

The  circle  M being  then 
placed  in  the  magnetic  meridian, 
and  therefore  in  the  same  plane 
as  the  needle,  the  current  is  al- 
lowed to  pass.  The  needle  being 
deflected,  the  circle  N is  turned 
until  it  coincides  with  the  ver- 
tical plane  passing  through  the 
magnetic  needle  in.  The  direc-  8a 

tive  action  of  the  current  is  now 

exerted  perpendicularly  to  the  direction  of  the  magnetic  needle  and  it 
may  be  shown  that  the  sh-pno-th  r»f  x nceuie,  anci  it 

- ttz&sz  ^1-i,  ss 

deduced,  the  formula  being  C = H sin  0 where  r h 

G m ” wlieie  ^ is  the  constant  of  the 


27 m , . U1  ^ sine  galvanon 

-,  r b«mg  (he  mean  radius  of  the  coil.  The  formula,  then,  for  a 


galvanometer  is 


a sine 


C (C.G.S.  units)  = . sin  or  c (amperes)  = . 

2irn 


sin  d. 
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i The  number  by' which  the  sine  of  the  deflection  is 

of  a tangent  galvanomete  . is  often  called  the  reduction  factor  of 

which  would  produce  a deflection 
of  45°-  . ûcf-itir  needles. — The  tangent  galvano- 

839.  Sensitive  galvanometer.  <r  ,.mj  measuring  fairly  strong  currents, 

meter  is  admirably  suited  for  ess  of  a galvanometer  is  greater  as 

but  is  not  very  sensitive.  The  set  curreJ  is  greater.  If  for  example 

the  deflection  of  the  needle  due  to  a g needles  are  deflected 

in  the  case  of  two  different  galvanometers  ^^orrent,  the  second 

respectively  1°  and  2°  by  the  Uriner  Now  since  F,  the  magnetic 

galvanometer  is  tw, ce :as  sensitive as  fc^rmnr  meridUn,  =H  tan  «, 

field  at  the  centre  of  a vertical  circular  con 

“ , - F order  ,0  make  tan  * (and  therefore  d)  as  large  as  possible, 

F mus!  large  relatively  .0  H 1 but  F (*37)  1 " » 

F large  for  a given  current,  » -t  be  large  and  Ç- 

deflecting  force  on  a stroi*  weak  Qne, 

same  proporhon,  a"d  - needle  for 

% current  Sft o S upon,  and  a weak  one  for 
the  earth’s  field,  and  this  condition  is  seemed  b, 
F>s-  828  the  use  of  an  astatic  system  o nee _ q{.  equal 

An  astatic  system  is  a “^Srby'œpp^  wire,  with  their  similar 

— “ "s 

-Æiiemeriaam^" 

ently  in  any  azimuth.  It,  now  eve  , r l 


ently  in  any . ™ “ ^ ,han  that  of  the  other, 

one  needle  is  slight  y g always  return 

— **•* on  * 

«, z s 

round  round  the  lower  needle  of  an  astatic  e(,  round  ,he  wire  in 

'”C  maS“tiC  “ dUC  “ 
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the  current  pass  through  the  coil  from  front  to  back  through  the  paper,  and 
return  on  the  outside  of  the  coil,  passing  through  the  paper  from  back  to 
front.  Since  a north  pole  moves  in  the  direction  of  the  lines,  a will  move 
from  the  observer  and  a'  towards  him,  and  the  actions  of  the  current  on 
the  two  needles  concur  in  moving  the  system  in  the  direction  shown.  We 
have  thus  realised  the  condition  of  having  a strong  combination  of  needles 
(the  moment  of  each  being  as  large  as  we  can  make  it)  for  the  current  field 
to  act  upon,  and  a weak  combination  (since  the  moments  of  the  needles  are 
nearly  but  not  cjuite  equal  to  each  other)  subjected  to  the  earth’s  field. 
Hence,  since  F = H tan  d,  a large  value  of  6 is  obtained  for  a given 
current. 

A galvanometer  in  which  these  principles  are  embodied  is  represented  in 
fig.  S30.  It  consists  of  a thick  copper  plate,  D,  resting  on  levelling  screws  ; 
on  this  is  a rotating  plate,  P,  of  the  same  metal,  to  which  is  fixed  a copper 
frame,  the  breadth  of  which 
is  almost  equal  to  the  length 
of  the  needles.  On  this  is 
coiled  a great  number  of 
turns  of  wire  covered  with 
silk.  The  two  ends  terminate 
in  binding  screws,  i and  o. 

Above  the  frame  is  a gradu- 
ated circle,  C,  with  a central 
slit  parallel  to  the  direction 
in  which  the  wire  is  coiled. 

The  zero  corresponds  to 
the  position  of  this  slit,  and 
the  graduations  extend  on 
each  side  of  this  zero  up  to 
90°.  By  means  of  a very  fine 
filament  of  silk  an  astatic 
system  is  suspended  ; it  con- 
sists of  two  neediest  and  a'b\ 
one  above  the  scale,  and  the 
other  within  the  coil  itself. 

When  an  experiment  is  to 
be  made  with  this  instrument 
the  diameter,  to  which  corre- 
sponds the  zero  of  the  gradu- 
ation, is  brought  into  the 
magnetic  meridian  by  turning  Fis-  83° 

the  plate  P until  the  end  of  the  needle  ab  corresponds  to  zero  t 

ment  ,s  fixed  in  this  position  by  means  of  the  screw  clamp  T.  ' ' 

inc  length  and  diameter  of  the  wire  vnrvwhn  fi-,Q  r 

galvanometer  is  intended.  For  one  which  is  to  be  1 ”'Pose  f°r  which  the 
currents  due  to  chemical  actions  a tire  about  t m “ ?Servin^  the 

making  about  800  turns,  is  well  adapted  Those  for  the  cliameter>  and 

where  the  E.M.F.  is  W,  require  a thicker  and s t'\ermo:electl-'c  «««its, 
thir* turns  of  a - 1 
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as  in  physiological  investigations,  galvanometers  with  as  many  as  30,000 

turns  have  been  used.  . rnnsistine  of  2000  or  3000  turns 

By  means  of  a clehcate _ g ^°carefully  insuiated  by  means  of  silk  and 
of  fine  wire,  the  coils  o % ‘ the  electric  machine,  may  be  shown, 

shellac,  currents,  such  as  those  with  the  prime  conductor,  or 

One  end  of  the  galvanomet  g Qther  wilh  the  ground  or  with  the 

one  electrode  (fig.  736,01  flg.  ^l’achine  is  worked  the  needle  is  deflected, 
other  electrode,  and  when  the  n"ic  • of  statical  with  dynamical 
affording  thus  an  illustration  of  the  iclent  y 

electricity.  increases  with  the  strength  of  the  current  ; 

The  deflection  of  the  needle  1 the  deflection  of  the  needle  with 

there  is,  however,  no  sm,p  e law  connec  g ^ ^ galvanometers 

the  strength  of  the  current  as  there,  ^ donal  to  the  deflection  but 

For  small  deflections  1 deflection  exceeds  about  10.  aci 

increases  in  a greater  ratio  w ubmtc(i  that  is,  known  and  increasing 
instrument  must  be  separate  y ^ ^ a ’urve  drawn,  called  the  calibration 
currents  must  be  passed  ll.°  0,  *een  deflection  and  current. 
curve,  showing  the  connecti  vanometer.— ' This  instrument  differs  m 

Fiu  831  shows  a section  of  the 
coil,  which  consists  of  a large 

number  of  turns  of  fine  siK 
covered  copper  wire  wound  o 
two  circular  bobbins  which  are 
clamped  together,  sufficient  space 
being  left  between  them  foi  tl 
suspension  fibre.  The  needles 
of  the  astatic  combination  at 
strongly  magnetised  strips  o tun 
steel  watch-spring,  about  - 


Fig.  832 


Fig.  831 


, h'  12  mm  ,„„g.  The  upper  one  is  cemeo«d 1 to 


843]  Ballistic  and  Dead-beat  Galvanometers  863 

mica  attached  at  right  angles  to  it,  to  limit  the  motion  of  the  system.  The 
two  needles  are  rigidly  connected  by  a thin  rod  or  wire  of  aluminium,  and 
the  suspension  is  a single  fibre  of  silk.  The  motion  of  the  needle  is 
obseived  by  the  lamp  and  scale  arrangement  described  in  art.  532. 

In  the  instrument  represented  in  fig.  832  there  are  two  coils,  B,  B'.  Each 
needle  of  the  astatic  combination  is  in  the  centre  of  a bobbin,  the  coils  being 
connected,  so  that  the  current  goes  round  the  two  needles  in  opposite  direc- 
tions, and  thus  each  is  deflected  in  the  same  direction.  The  front  portion 
of  the  lower  coil  is  removed  to  show  the  needle  inside,  and  the  mirror  is 
attached,  not  to  either  needle,  but  to  the  centre  of  the  wire  which  connects 
them.  AA'  is  a controlling  magnet  which  can  be  moved  vertically  along 
the  rod  T,  and  is  susceptible  of  a slow  motion  in  azimuth  by  means  of  the 
tangent  screw  V.  This  arrangement  allows  us  not  only  to  vary  the  sensi- 
tiveness but  to  orient  the  needles  parallel  to  the  turns  of  wire  in  the  bobbins 
whatever  position  with  regard  to  the  meridian  the  instrument  may  be  placed 
m.  The  resistance  of  the  wire  of  galvanometers  of  this  description  is 
generally  from  5000  to  10,000  ohms.  The  sensitiveness,  or  figure  of  merit 

linïnfl  S°met;™S  in  t6rmS  °f  the  Current  recIuirecl  to  produce  a deflec- 
herihfSPO  of  h&ht  ov«-  one  division  of  the  scale,  sometimes  in  terms  of 
the  deflection  produced  by  a given  current,  or  again  by  the  resistance  which 
ust  be  included  m the  circuit  in  order  that  an  applied  E.M.F.  of  one  volt 
may  pioduce  a deflection  of  one  division  of  the  scale.  The  scale  is  generally 
one  metre  from  the  galvanometer.  We  may  easily  obtain  a deflection of 

ZZ^'TS~Uader  °rdi,,ary  “"di‘ionLb/a  current  of tlm  Z 
^ '°~!  amPere  (®49)-  Since  for  small  entries 

r 7u  f * SP  °f  llght  °n  the  scale  is  Proportional  to  the  current 

Sal  DS„«r,trCal,ed  11,6  "“'““"‘factor of  tire  instrument  (838 ). 
S42.  Differential  galvanometer.-In  the  differential  galvanometer  two 

™ are  woUnd  side  by  side  on  each  bobbin,  each  wire  being  independent 
of  the  other,  so  that  the  instrument  has  four  terminals  The  coils  of  tlm 

galvanometer  shown  in  fig.  83=»  are  wound  in  tide  r 01  of  the 

being  seen  at  b in  front.  If  we  call  Zs”  , ^ '°7  termi“als 

rfu,  , and  a are  the  termina™  oTone  wiZg’ Znd  a - 

BZnd  1Cf  6nterS  at  V-  PaSSGS  thr°Ugh  half  the  wire  on  the  bobbin^  Band 

enmZ  atT  VZ  11  “ 3 * passes  through  the  other  haZnd 

emerges  at  4.  thus  we  may  use  either  half  nf  fi-,^  ■ 

dently  of  the  other.  In  the  figure  - and  - are  io  ned 3Jvan°met,er  lndcPen- 

the  other  to  3 and  4 so  that  flip  mrront  ’ . ° the  terminals  1 and  2, 

proportional  to  the  difference  of  the  strengthT ofthl  deliecl.io“  ,vi"  Ijc 

cremts  Hence  the  name  of  the  ins.rumen,  C“''rentS  'he  tW° 

through  a^t^X'^r1rnr,-7Whe?  a c™  “ Pa*«t 
^ranumber  of  oscillations  of 
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motion  of  the  needle  is  impeded  or  damped , the  number  of 
any  means  the  mot  Damping  may  be  effected  either  mechanically 

r,  ; .he  o^hand,  the  ^ping  Reduced 

Si» 

st  vs/totre 

Ballistic  galvanometers  aie  used  when  a charged  condenser 

electricity  or  electric  charg  • galvanometer,  the  needle  receives, 

(782)  is  discharged  through  a “ ,h  jJctricity  passes  through  the  coils 

before  the  Needle-— whose  moment  of  inertia  (S,A)  is  rather  large-has 
sensibly  moved  from  its  position  of  rest  ^ tit  of  electricity 

whii^Mpass^Ï^ond  to  the  sine  of  half  the  angle  of  the  first 
throw  or  swing  of  the  needle,  the  formula  being 

-r  -r  / Û 


Q = 


H / 


sin 


7 r 


«2 


in  which  Q = the  quantity  of  electricity, 

H =the  earth’s  horizontal  toice, 

t = the  period  of  *e  needle  (56X  coil  due  to  the  passage 

G =the  magnetic  foice  at  the  centre 
of  unit  current  (837). 

We  have  neglected  any  retarding  influence  due  to  the  résrstance  o 

‘heTWs  formula,  in  which  it  is  assumed  that  there  is  no  damping,  may  he 
further  simplified  if  the  throw  is  small,  for  then  sin  2 
and  Q = • ô in  C.G.S.  units, 


or 


2ttG 

_ IQ^  0 in  coulombs  (93°)' 

27rG 
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The  needles  are  formed  of  cylinders  of  steel,  about  3 or  4 mm.  long,  rounded 
at  one  end  and  saw-cut  at  the  other,  so  as  to  form  a sort  of  horseshoe  with 
opposite  poles  on  the  two  sides  of  the  cut.  Four  of  these  are  attached  to 
an  aluminium  rod  in  two  astatic  pairs,  two  close  together  at  the  centre  of 
the  coil,  and  the  two  compensating  ones,  one  above  and  one  below  the  coil. 
The  mirror  seen  just  above  the  coil  is  a very  small  one.  By  means  of  the 


Fig.  833 


two  controlling  magnets  placed  at  the  side,  the  period  of  the  needle  can  be 
altered  within  wide  limits  ; it  usually  is  from  5 to  10  seconds. 

An  ammeter,  or  ampere-meter,  is  a galvanometer  in  which  the  strength 
of  the  current  is  read  off  directly  in  amperes.  Ammeters  are  constructed  on 
various  principles,  and  will  be  described  in  the  chapters  in  which  these 
principles  are  explained. 
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CHAPTER  III 
ohm’s  law 

8 ,,  The  strength  of  a current  is  the  same  at  all  parts  of  a circuit. — 

Whatever  the  conductors  of  which  the  different  parts  of  a circuit  may  be 
composed,  and  however  they  may  differ  in  length, 

quantity  of  in^vm-e  not'so,  there  would  necessarily 

at  others,  which  is  contrary  to  expenc  the  current  being 

proved  experimentally  by  the  apparatus  shown  in  fig.  834,  the  cuirent  being 

measured  by  the  magnetic  field  it  produces. 


I! 


Fig.  834 


A and  B are  two  straight  rods  of  the  same  length,  provided  wi.^stont 
copper  terminal  pieces  which  dip  into  mer“rJ  CUP^d  ’ ls  relatively  a bad 
thick  rod  of  copper,  B a thm  «™in  IX^way  that  whichever  of 

conductor,  and  "if  “^“X  la-”Sance  Lm  the  magnetic 

them  is  m the  position  B,  its  axi  ■ , D is  completed,  the  needle 

needle  C.  When  the  cucuit,  con  aim  0 c whether  A or  B occupies  the 
is  deflected,  and  the  deflection  is  the  same  wheürm  A o ^ ^ ^ ^ 

mercury  cups  b,  b , showing  ^ conducting  copper  rod.  The  experi- 

sensitive  L^e/b 

sUk  fib“,e-d  deflection  of  the  spot  of  light  reflected  from  a 

mirror  attached  to  the  needle.  conditions  which  regulate 

845.  Ohm’s  law.-For  a knowledge  of  the  cona  ^ ^ g Qhm 

the  action  of  the  voltaic  current, ^e^e0retical  considerations  ; but  by 
His  results  were  at  first  deduced  from  teneto*  poufflet>  Daniell,  Delà 

S5KS  Æ,  u siïsistf 

■the%^T:r^ ^of'iaeat'Ttough  a conductor  is  given  b,  the 
formula  (4t.)  Q-^A  ^ °'  ” 


-845] 


Ohm's  Law 


867 


a time  / through  a cylinder  of  the  material  of  the  conductor,  of  length  l and 
cross-section  A,  clue  to  a difference  of  temperature  d-dL  between  the  ends. 
I he  constant  k is  called  the  specific  thermal  conductivity  of  the  material. 

If  we  assume,  as  Ohm  did,  that  the  flow  of  electricity  through  a conductor 
is  analogous  to  the  flow  of  heat— the  cause  of  the  flow  in  the  one  case  being 
difference  of  electric  potential,  as  it  is  in  the  other  difference  of  temperature— 

the  formula  for  the  conduction  of  electricity  is  Q = k1  ■ in  which  A 

/,  and  / have  the  same  meanings  as  before,  Q is  the  quantity  of  electricity 
which  passes  through  the  conductor  in  time  /,  due  to  the  difference  of 
potential  V-Vj,  and  ky  is  a constant  called  the  specific  electric  con- 
ductvuity  of  the  material  of  the  conductor. 

Since  the  strength  of  a current,  C,  is  the  quantity  of  electricity  O 
passing  any  cross-section  of  the  circuit  in  unit  time,  Q = C /,  and ’the 
above  formula  becomes 

Q-Cf-*A(V-VP* 

1 / 

or  C = X ~ V|  = 1 
l R’ 


A/c 


1 


'^the  difference  of  potential  between  the  ends  of  the  rod  l 
and  R is  the  resistance  of  the  rod.  This  formula  expresses  Ohm's  law 

m-e'Ccon  t WhCn  tW°  P°mtS’  maintained  at  a difference  of  potential  è 
connected  by  a conductor,  a current  C flows,  which  is  directly  pro- 
portional to  the  D.P.,  the  ratio  * being  called  the  resistance,  R,  of  the 
conductor. 

If  k1=i,  R = plK,  or  the  resistance  of  a cylindrical  conductor  varies 

directly  as  its  length  and  inversely  as  its  cross-section;  and,  further  if/  = 
cm  and  A - 1 sq  cm.,  R -p,  which  tells  us  thatp,  which  is  called  the'sfiecific 

r stance  or  r ( üy  of  the  material,  is  eqi)al  to  the  resistance  ofa^d  t 

bai  of  the  material  1 cm.  long  and  1 sq.  cm.  in  section.  The  practical  unit 
of  resistance  is  called  an  ohm  ; to  the  unit  of  electric  conduC  Lord 

Kelvin  has  given  the  name  mho  ; 1 mho  = 1 

. i ohm' 

1 ne  terms  resistance  and  conductance  are  anniiWi  < 1 

length  and  section  ; resistivify  and  conductivity^ 

of  potential  between  1^1,^’m  ^^^'‘■'«érence 

circuit  through  the  cell  (of  resistance  r\ as  wellw  T"<'  "'e  w,,°le 

Wire.  Since  E represents  the  whole  fill  ' - , 'hrouKh  the  external 

par.  of  it  must  take  place  in  'hfce  î and  ""“S1'»»  the  circuit, 

Pole*  of  the  cell  are  Joined  by  the 


no 


3 K 2 
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loneer  E but  something  less  than  E-call  iU  } then  E-e  is  the  D P.  causing 
the8flow  through  the  cell.  Now  the  strength  of  the  current  is  the  same  in 

all  parts  of  the  circuit,  therefore  by  Ohm’s  law  C = 


R 


in  the  wire,  and 


E -e 


E 


in  the  cell  : hence  C - 


We  thus  arrive  at  the  expression  of  Ohm’s  law  «5  applied  to  the  -whole  oj 
a is  stated  thus  :-!n  any  simple  circuit  the  strength  of 

the*  current  is  equal  to  the  E.M.F.  of  the  cell  or  battery  divided  by  all  the 


lCS^tTas  been  observed  (815)  that  a difference  of  opinion  exists  as  to  the 
of  tie  electromotive  foîce  in  a voltaic  cell.  We  will  assume  (and  the 
assumption,  whether  con.ct  or  not  will  lead 


We  will  assume  (and  the 

assumption,  « ££.“  cd,"o°o 

potential  winch  “dd  (fi  8o3) . that, before  the  poles  are 

? IT  the  add  copper  plate,  and  positive  terminal  are  at  one  and  the  same 
jomed,  the  acid,  copp  p , t.ve  terminal  alsQ  at  one  and  the  same 

potential,  an  h h former  by  the  electromotive  force  E. 

potential,  which  is  lowei  than  e to  through  the  acid 

Mb':  ceU  ^afetto  faU,  e,  J to  r,  in  the  externa,  wire 

of  the  cell  equal  10  nntential  aerain  rises  by  E,  and 


so  on. 


M 


The  water  circulates  round  and  îound, 
leaving  the  pump  at  high  and  returning 
to  it  at  low  pressure.  The  quantity'  of 
water  passing  any  section  of  the  circuit 
per  second  is  the  same  for  all  sections. 
The  energy  required  for  the  flow  is  that 
expended  on  the  pump,  as  in  the  electric 
case  it  is  that  derived  from  the  chemical 
action  between  the  zinc  and  the  acid. 
Ohm’s  formula  may  be  illustrated  by 
. Draw  a Straight  line,  AB  (fig.  835),  whose  length 

a simple  geometrical  figui  . and  external  resistances  m a simple 

represents  the  sum  of  th  • t nal  and  DB  equal  to  R,  the  external 

circuit,  AD  being  equal  to  r,  the  n > of  such  a length  as  to 

resistance.  At  A draw  AM  at  ught  angle  , ,f  ^ 

represent  tbe  E.M.F.  of  tjKceU,  and  1-  HD  _ , _•  ç_._c 

r 


ABM  = 


tan  a = 


MA.  _ E 
AB 


i ^D 

— RISC)  -pvTD 

R + r Db 


e 

R 


MK  represents  the  fall  o/potentiallhrough  the  cell,  and  HD  that  through 

thC  Wheime  î^smaîr  relatively  to  R,  HD  is 

made  in  assuming  e the  >°  R'  Fm 

electromotive  force,  becomes  e external  resistance 
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846.  Particular  cases  of  Ohm’s  law. — If  any  number,  of  similar  cells 
are  joined  together  in  series  (fig.  836)  there  is  n times  the  electromotive  force, 
but  at  the  same  time  n times  the  resistance  of  one  cell  ; and  the  formula 

becomes  C = — n ^ . . 

R + nr 

If  the  external  resistance  is  very  small — which  is  the  case,  for  instance, 
when  it  is  a short  thick  copper  wire— it  may  be  neglected  in  comparison 

with  the  internal  resistance,  and  then  we  have  C = — = ? : that  is  a battery 

nr  r 

consisting  of  several  cells  in  series  produces  in  this  case  no  greater  effect  than 
a single  cell. 

If,  however,  the  external  resistance  is  very  great,  advantage  is  gained  by 
using  a large  number  of  cells  ; for  then,  suppposing  that  R is  so  large  that  nr 


Fig.  836 


Fig.  839 


may^be  neglected  in  comparison  with  it,  the  general  formula  becomes 

C=  R’  that  is>  the  current-strength,  within  certain  limits,  is  proportional 
to  the  number  of  cells. 


metnîlir^  T f a the™°-electric  pile  (873)  which  consists  of  very  short 
so  îhat  P S’  °r  S S!°rage  battery  (947),  the  internal  resistance  is 
«ir»n\Le  S?*  ^ —t-trengU,  depends 
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When  similar  cells  are  connected  in  parallel — that  is,  all  the  zincs  con- 
nected together  for  the  negative  terminal,  and  all  the  copper  plates  for  the 
positive,  as  shown  in  fig.  839-the  E.M.F.  is  the  same  as  that  of  one  cell,  but 
the  internal  resistance  is  reduced  in  proportion  to  the  number  of  cells.  If 

there  are  n cells,  the  internal  resistance  of  the  battery  is  and  Ohm’s 


formula  becomes  C = 


R + - 


zzE 

zzR  x r 


We  see  from  this,  that  if  R is  negligibly  small,  the  current  is  proportional 
to  the  number  of  cells  ; but  if  R is  large,  no  advantage  is  gamed  by  arranging 

U,e  i'ios  n8361S839ayshow  how  six  cells  may  be  arranged  (1)  in  series 
(2)  three  in  series  and  two  in  parallel,  (3)  two  in  series  and  three  m parallel, 

'4)  Generally,  if  there  are  11  cells  arranged  p in  parallel  and  J m series  so 
that  n =ps,  the  internal  resistance  is  and  the  formula  becomes 


C = 


Æ 

R + ^ 


Î) 


5) 

5Î 

)) 


Let  us  suppose  that,  in  the  particular  case  of  a battery  of  six  cells,  the 
internal  resistance,  r,  of  each  cell  is  3 ohms,  and  the  external  resistance,  , 
12  ohms.  Then  it  will  be  seen  that 

if  the  cells  are  all  in  series  . ■ • C = 6E/30 

three  . . • C = 6E  33 

to  : ■ ■ • C-6E/43 

all  in  parallel  . • • C-6E/75 

appears  that  under  the  given  conditions  the  arrangement  of  the  cells  in 
series  would  give  the  strongest  current.  _ , where 

resistance,  that  is,  as  nearly  as  possible  equal  to  R.  For 


C = 


Æ 


E 


R + 


sr 

1> 


R , r1 
s p 


a„d  C will  be  a maximum  when  the  denominator  of  th,s  tract, on  .»  a 
minimum.  But  the  product  of  ?and and  is  therefore  constant  ; 

and  algebra  teaches  us  that  when  the  produ«c t 
constant,  their  sun,  is  least  when  they  are  equal  to  each 

C is  greatest  when  y - -o  or  when  - p 01  y.  y/ 


Currents 
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R 

r 


Suppose,  for  example,  R=i2  ohms,  r=2  ohms,  and  n = 

12  S 

= — =4>  and  - must  be  made  as  nearly  as  possible  equal  to  4. 


24  ; then 
But  the 


possible  values  of  ^ are  ^ ( = 24),  ~ ( = 6),  ^ ( = 2§),  ^ ( = 1 i),  &c.  ; of 

these,  25  is  less,  and  6 is  greater,  than  4,  and  therefore  it  is  doubtful  whether 
the  cells  should  be  arranged  12  or  8 in  series.  Applying  Ohm’s  law,  we 
find  that  both  arrangements  give  the  same  current. 

848.  Electromotive  force. — The  units  in  which  the  magnitudes  involved 
in  Ohm’s  law  are  expressed  have  already  been  stated,  but  we  may  here 
enter  into  a little  more  detail  with  regard  to  them.  The  C.G.S.  unit  of 
electromotive  force,  or  difference  of  potential,  or  electric  pressure , on  the 
electromagnetic  system  of  units,  is  too  small  for  practical  use  ; the  practical 
unit,  or  volt , is  io5,  or  100,000,000,  C.G.S.  units.  The  method  by  which 
the  electromagnetic  unit  of  potential  difference  is  arrived  at  will  be 
given  later  (965),  but  it  may  be  stated  that  this  unit  is  small  compared  with 
the  electrostatic  unit,  based  on  the  attraction  or  repulsion  of  two  small 
charges  of  electricity;  indeed,  the  latter— the  electrostatic  unit — = 3x10’° 

o ^ jqIO 

electromagnetic  units  = J— — — , or  300  volts. 


The  prefixes  mega  and  micro  are  employed  generally  to  represent  respec- 
tively a million  times,  and  a millionth  part  of,  the  unit  to  which  they  are 
attached.  Thus,  a megavolt  is  a million  volts,  a microvolt  a millionth  part 
of  a volt. 


Differences  of  potential  are  measured  electrostatically  by  an  electro- 
meter ; electromagnetically  by  a suitable  galvanometer,  called  a voltmeter, 
as  will  be  explained  later  (925). 

The  volt  is  defined  as  that  electric  pressure  which,  if  steadily  applied 
to  a conductor  whose  resistance  is  1 ohm,  will  produce  a current  of 
1 ampere.  The  standard  of  electromotive  force  is  a Clark’s  cell  (827),  which 
when  constructed  in  a specified  manner,  has  an  E.M.F.  of  1-4^4  volt  at 
1 50  C. 

849.  Currents. — The  magnetic  force  at  the  centre  erf  a circular  ring, 
tiaversed  by  a current  C,  is  -p-C  (837),  r being  the  radius  of  the  ring. 

If  we  consider  the  magnetic  force  at  the  centre  as  being  produced  not 
by  the  current  in  the  whole  ring,  but  by  that  in  a portion  of  it  equal  to  the 
radius,  and  if,  fuither,  the  radius  is  1 cm.,  the  magnetic  force  at  the  centre 
is  numerically  equal  to  C.  Thus  the  unit  current  will  be  that  producing 
(under  these  conditions)  unit  force.  Hence  the  definition  of  unit  current  on 
the  C.G.S.  electromagnetic  system  of  units  is  as  follows  The  unit  current 
is  that  current  which,  traversing  an  arc  of  a circle  equal  to  the  radius  (the 
radius  being  1 cm.),  produces  at  the  centre  of  the  circle  the  unit  magnetic 
held.  The  practical  unit,  called  an  ampere , is  the  tenth  part  of  the  absolute 
unit.  A microampere  is  the  millionth  part  of  an  ampere  ; the  term  meg- 
ampere  is  rarely  required.  The  legal  definition  of  an  ampere  is  that  "it 
deposits  -ooiiiS  gramme  of  silver  from  a silver  nitrate  solution,  under 
specified  conditions,  in  one  second. 
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850  Resistance— The  practical  unit  of  resistance  is  called  an  ohm.  It 
is  a thousand  million,  or  io°,  C.G.S.  units  of  resistance  on  the  electro- 
magnetic system.  Megohm  and  microhm  mean  respectively  a million  ohms 
and  the  millionth  part  of  an  ohm.  By  Ohm’s  law,  if  a current  of  1 ampere 
flows  through  a wire  due  to  an  electric  pressure  of  1 volt  between  its 

1 volt 

ends,  the  resistance  of  the  wire  is  1 ohm,  or  i ampere  = ^ Q^m- 

The  ohm  is  defined  as  ‘the  resistance  offered  to  an  unvarying  current  by 
a column  of  mercury,  at  the  temperature  of  melting  ice,  14-4521  grammes  in 
mass,  of  a constant  cross-sectional  area,  and  of  a length  of  106-3  centimetres. 
The  cross-sectional  area  of  the  tube  is  1 sq.  mm.  Th.s  unit  was  adopted  by 
the  International  Congress  at  Chicago  in  1893,  and  was  legalised  m England 
in  1894  ; it  is  1-358  per  cent,  greater  than  the  British  Association  or  B.A. 
unit,  1 international  ohm  being  equal  to  1-01358  B.A.  unit. 

The  resistance  of  a wire  of  uniform  section  = p j,  l and  s being  the  length 

and  cross  section  of  the  wire  respectively,  and  p the  specific  resistance  or  re- 
sistivity oi  its  material.  The  statement  that  the  specific  resistance  of  copper 
is  -0000016  ohm,  or  r6  microhms,  means  that  a cube  of  copper,  1 cm.  along 
each  edge,  opposes  a resistance  of  r6  microhms  to  the  passage  of  electricity 
between*  opposite  faces.  In  the  following  table  are  given  the  specific 

• / \ ■ n i r*vnVi  m ç at  i ç°  C of  a number  of  metals  and  alloys 

resistances  (p)  m miciohms  at  15  y-  ui  a numuc 

on  the  authority  of  Dewar  and  Fleming. 

Metals 


Platinum 
Gold 
Silver  . 
Copper 
Aluminium 
Iron 
Nickel 
Tin 
Zinc 
Lead 


in  microhms 

at  150 
IO-9X7 
2-I97 
1-468 

1- 561 

2- 665 
9-065 

12- 323 

13- 048 
5'75I 

20-380 


Temperature 

coefficient 

•00367 

•00377 

•00400 

•00428 

■00435 

•00625 
•00622 
•00440 
•00406 
•0041 1 


Alloys 

Platinum-silver  (Pt33Ag66)  . 
Platinum-iridium  (Pt8oIr2o) 
Platinum-rhodium  (PtgoRhio) 
Gold-silver  (Au9oAgio) 
Manganese  steel  (Mm2) 

Nickel  steel  (Ni4‘35)  • 

German  silver 

Platinoid  . • • • 

Manganin  (Cu84Mni2Ni4)  . 
Silverin  (Cu77Nii7Fe2Zn2Co2) 
Aluminium-silver  (Al94Ag6) 
Aluminium  copper  (AI94C116) 
Copper  aluminium  (CU97AI3) 


31-582 

30-896 

21-142 

6-280 

67-148 

29-452 

29-982 

4i-37i 

46-678 

2-064 

4-641 

2-901 

8-847 


•000243 

•000822 

•001430 

•001240 

•001270 

•002010 

•000275 

•000310 

•OOOOOO 

•OO2850 

•OO2380 

•OO381O 

•000897 
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The  resistivity  of  an  alloy  is  generally  greater  than  that  of  a pure  metal. 
The  admixture  of  a small  trace  of  impurity  often  materially  increases  the 
resistivity  of  a metal. 

851.  Influence  of  temperature  on  resistance. — The  resistance  of  a metal 
increases  as  the  temperature  rises.  If  R0  is  the  resistance  of  a wire  of  given 
material  at  o°,  its  resistance  R,  at  t°  is  given  approximately  by  the  equation 
Rc  = R0  (ï  + <rt),  where  a is  the  temperature  coefficient  of  the  resistance  of 
the  material.  The  temperature  coefficients  of  a number  of  metals  and  alloys 
are  given  in  the  preceding  table  (850).  For  pure  metals  (excepting  the 
ferromagnetic  metals  iron  and  nickel)  a does  not  much  differ  from  -004  ; the 
resistance  of  a copper  wire,  for  example,  which  is  100  ohms  at  o°,  would  be 
100-4  ohms  at  1°,  104  ohms  at  io°,  and  so  on. 

The  temperature  coefficient  of  an  alloy  is  generally  less  than  that  of  a 
pure  metal  ; that  of  platinoid,  which  is  an  alloy  of  copper  and  nickel,  with  a 
small  admixture  of  tungsten,  is  only  -0003,  or  about  one-thirteenth  that  of 
pure  copper  ; while  the  resistance  of  manganin  is,  within  certain  limits,  inde- 
pendent of  temperature.  The  temperature  coefficient  of  carbon  is  negative, 
that  is,  carbon  conducts  better  at  a high  temperature.  The  resistance  of  a 
glow-lamp  when  glowing  is  only  about  half  what  it  is  when  the  lamp  is  cold. 

Recent  researches  of  Dewar  and  Fleming  show  that  at  very  low  tem- 
peratures such  as  are  obtained  by  the  evaporation  of  liquid  oxygen  (386)  the 
specific  resistances  are  very  much  less  than  at  ordinary  temperatures.  Their 
results  give 


Platinum 

Copper 

Iron 

10974 

1564 

9115 

3340 

290 

1220 

2430 

144 

660 

That  is  to  say,  the  conductivity  of  iron  at  -220°  C.  is  14  times  as  ureat  as  it 
is  at  o°.  0 

8j2,  Resistance  of  liquids.— The  resistance  of  a column  of  conducting 
liquid  of  uniform  section  is  given  by  the  same  formula  as  applies  to  a 

metallic  wire,  viz.  R = p^,  p being  the  resistivity  of  the  liquid.  Thus,  the 

internal  resistance  of  a voltaic  cell  depends  upon  the  size  of  the  plates 
their  distance  apart,  and  the  conductivity  of  the  salts  or  acids  employed 
m the  cell.  Although,  therefore,  the  E.M.F.  is  independent  of  the  size 
ot  a cell,  the  internal  resistance  diminishes  as  the  size  increases.  The 
specific  resistances  of  a few  liquids  in  ohms  per  centimetre  cube  at  1 ;° 
are  given  below.  ’ 3 ’ 


Liquid 

Copper  nitrate,  saturated  solution 
Copper  sulphate  „ 

Zinc  sulphate 

A • » » 

Ammonium  chloride  „ 

Sodium  chloride  „ 

Sulphuric  acid  n sp.  gr. 

» » 1-24  ,, 

>>  , » i '4°  )> 

Distilled  water 


Resistivity  in  ohms 
per  cm.  cube 

16-70 
27-67 
26'00 
S'oo 
476 
1-514 
r 1 30 
1 653 

21,400 
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The  last  number  was  that  found  by  Kohlrausch  for  distilled  water,  which 
had  been  specially  purified.  Accordingly,  a disc  of  water  a millimetre  in 
thickness  offers  the  same  resistance  as  a column  of  silver  « the  same  dia- 
meter  but  of  a length  equal  to  that  of  the  moon’s  orbit.  The  least  trace  ot 
impurity  in  water  markedly  raises  its  conductivity  : thus  standing  in  the  a 
for  five  hours  doubles  it  ; the  addition  of  a millionth  part  of  sulPjlurl^  f;^ 
-that  is,  a drop  in  about  17  gallons-increases  the  conduc  mt> tenfold. 
Accordingly  we  may  say  in  effect  that  perfectly  pure  water  is  not  a con 
ductor  and  therefore  is  not  appreciably  decomposed  by  a curren  . 

The  conductM.y  of  a salt  solution  depends  on  the  concentra., on  fop 

Kl*  and  for  sodiun, 

r„!^ro^ 

alcohol  and  water  each  m as  P , , constituents.  Here  we  may 

mixture  is  greater  than  t * "jfteacts  as  a diluent  to  the  other,  and  thus 
suppose  that  each  of  t q A solution  of  sulphuric  acid  in  water 

conductors  known,  although  pure  water  and  pure 

sulphuric  acid  conduct  extiemely  badly.  electric  current 

S53.  Divided  circuits  strength  of  the 

flows  between  two  point  , ’ t by  ohm’s  law,  is  equal  to 

ïe  D.P.  between  A and  B,  divided 
by  the  resistance  of  AB.  Let  A and  B 
be  joined  by  two  conductors  (fig.  840) 
whose  resistances  are  rx  and  r„, 
and  let  * be  the  D.P.  between  A 
and  B.  Then,  if  C is  the  undivided 

current,  ancU,  and  ca  ^currents  ^°JV^r^°U|0wing  through  the  two 

branches'are  Wisely  phonal  to  the  resistances.  Also,  since  *r,  - V. 


t'l  _ c„  _ Cj  + ca  _ 
r„  rx  rx  + r„ 


therefore 


Cj  _ r.2 

C o + r2’ 


c2  _ _rx 

C r i + r2 


If  R is  a resistance  equal  to  ,,  and  r,  contbined.  so  Urat  if  r.  and  r,  were 
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removed  and  replaced  by  R,  no  alteration  of  the  current  C would  take  place, 


then  C = 


hence, 


R' 


But 


C«1+*  = ,(_L+i); 


1 I , I T-, 

5-=  , or  R = — , 

R ri  r,,  r1+r' 


r,  r„ 


or,  the  sum  of  the  reciprocals  of  the  two  resistances  joining  two  points  A 
and  B is  equal  to  the  reciprocal  of  the  equivalent  resistance.  It  is  easy  to 
see  that  if  A and  B are  joined  by  three  or  more  resistances,  rv  r2,  r:i  ...  . 
and  R is  the  equivalent  resistance, 


1 i ^ i , i 

=r  = — + — + — + 


R 


r„ 


Fig.  841 


854.  Use  of  shunts.  The  principle  of  divided  circuits  has  an  important 
application  in  shunts,  by  which  any  given  proportion  of  a current  may  be 
transmitted  through  a galvanometer, 
so  that  a sensitive  galvanometer 
suitable  for  currents  measured  in  milli- 
or  micro-amperes  may  be  used  for  the 
measurement  of  much  more  powerful 
currents. 

Fig.  841  shows  how  a shunt  is 
applied  to  a galvanometer.  The  cur- 
rent C divides  at  the  left-hand  terminal 
of  the  galvanometer,  part  of  it  (c,)  traversing  the  galvanometer  coils  whose 
resistance  -g,  the  other  (c3)  flowing  through  a wire  of  resistance  s joining 
the  terminals.  6 

We  have  seen  (853)  that  -£■  = — ^ ; and  by  making  j sufficiently  small, 

<5 

the  proportion  of  the  current  (fj.)  which  passes  through  the  galvanometer 

may  be  reduced  as  much  as  we  like.  The  expression  1±£  is  called  the 

multiplying  power  of  the  shunt.  As  an  example,  suppose  ^=5000  ohms 
and  we  wish  to  provide  a shunt  which  will  enable  one-thousandth  part 
of  the  cun ent  arriving  at  the  galvanometer  to  pass  through  its  coils  the 
lemaming  999  parts  passing  through  the  shunt.  In  this  case 


G_  = __L  _ s 

C 1000  j+5000 


, and  s - p000  _ g-oog  ohms. 
1 999 


Fig.  842  represents  a set  of  shunts  whose  resistances  are  1 , J_ 

9’  99’ 


and 


999 


that  of  the  galvanometer.  G and  G'  are  connected  to  the  terminals  of 
the  galvanometer,  and  P P'  with  those  of  the  battery.  The  gaps  O A B 

C can  be  closed  by  plugs,  and  thus  the  corresponding  resistances  introduced! 


876 

When 

meter 
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they  are  all  open  the  entire  current  passes  through  the  galvano- 

1 ^n  O is  plugged  all  the  current  passes  through  the  shunt, 
when  O is  plu|ge  laws>_Kirchhoff>s  laws,  which  are 

derived  directly  from  Ohm’s  law,  are  as  follows 

i The  algebraic  sum  of  all  the  currents  meeting  in 

^T^Snce,  if  the  quantity  of  elertricity 

brought  to  the  point  A (853)  by  the  current : C is  not  equal 
to  that  carried  away  by  the  currents  c,  an  O>  ^r 

be  an  accumulation  at  this  point,  which  is  the 

hypothesis  that  the  D.P.  between  A and  B is  constent 
Y Suppose  that  we  have  a network  of  conductors, 
formed  of  branches  which  may  contam  cehs  of  various 
electromotive  forces  and  resistances,  and  in  which  differ 
ent  currents  flow.  Kirchhoff  s second  law  states  that 

ii  In  a closed  circuit  composed  of  several  c°nduJor^ 

electromotive  forces  in  the  circuit  ; that  is,  C.R,  + CaR,  + ta.  , , . 

ïC  Ssl"  Resistance  coile-The  resistance  of  J ohm  may  ^r«Use^i^an, 

iduct 
3end 
1 con 

Are  wire  is  thinner  For  a sta“^ /“^unduiy  ' lieated  by  the  passage 
wire  should  be  fatrly  tht*.  so  ^ m*  to  Wnd  ^ 

that  tne  rei  p ctnndard  resistances 


ns The  resistance  ui  1 — , . . , „ 

o5u. " ; f metallic  wire  the  length  to  be  taken 

conducting  material.  In  the  case  shorter  for  a 

depends  on  the  size  and  material  of ^the  for  a given  material,  as 

bad  conductor  than  fc. ra  good  me  an  ’is  desirable  (,)  that  the 

flie  wire  is  thinner,  for  a stanaa.ru  ^ hv  the  passage 


of  a current,  and  (2)  that  the  . hence  standard  resistances 

of  the  wire  should  be  as  small  as  p « metal  (g5l)_  The  alloys 

must  be  made  of  an  alloy,  and  no  used  are  german  silver, 

. . • 1 a! «o  r- i 1 uor  a n n 


generally  ° 

platinoid,  platinum-silver,  and  manga- 
nin  ; of  these  the  resistivities  and 
temperature  coefficients  will  be  foun 
in  the  table  in  art.  850.  The  requisite 
length  of  silk-covered  wire  of  the 
material  selected,  having  been  cut  off,  is 
wound  double,  from  the  centre  towards 
the  two  ends,  as  shown  in  fig.  Mo- 
Such  resistance  coils  are  usually 
fitted  in  what  are  called  resistance 
boxes  (fig.  844).  Fig.  843  rep^ents 

the  way  in  which  resistance  coûs  ai ^affi: s.ed  “s^^bej.  of  solid  prismatic 
of  the  box,  which  is  of  slate  or  > their  ends  are  conical  per- 

pieces  of  brass  fixed  a littie  distance  ap  ^ ^ fitted  t0  these  brass 

forations  in  which  fit  brass  P^gs.  represent  very  accurately  the 

pieces  the  various  lengths  of  wu  w 1 d double,  so  as 

resistances  ; they  are  covered  with  silk, 


Rheostat 
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to  neutralise  the  effects  of  self-induction  (96  7)  and  of  any  extraneous  inductive 
action.  If  the  terminals  of  a circuit  are  connected  with  TT'  (fig.  843),  and  all 
the  plugs  are  inserted,  the  resistance  box  offers  no  appreciable  resistance,  for  the 
current  passes  by  the 
plugs  and  the  massive 
metal  ; but  by  taking 
out  any  of  the  plugs 
the  current  has  to  pass 
through  the  wire  coil 
between  the  two  brass 
pieces,  and  thus  its  re- 
sistance is  introduced. 

In  fig.  844  the  re- 
sistance unplugged  is 
74  ohms. 

The  coils  are  in 
multiples  and  submul- 
tiples of  ohms,  and  are 
so  arranged  that  their  combination  may  be  as  greatly  varied  with  as  few 


Fig.  844 


resistances  as  possible.  Thus  a set  of  twelve  coils  of  o-i,  o-2,  o-2,  0-5,  1 
5,  10,  10,  20,  and  50  enables  us  to  in- 
troduce any  resistance  from  o-i  to  100 
into  the  circuit. 

857.  Rheostat.— A Rheostat  is  an 
instrument  by  which  the  resistance  of 
any  given  circuit  can  be  gradually 
increased  or  diminished  without  open- 
ing the  circuit.  The  original  form 
invented  by  Wheatstone  consists  of  two 
parallel  cylinders,  one,  A,  of  brass,  the 


Fig.  845 


Fig.  846 


other,  B,  of  wood  (fig.  845).  In  the  latter  ther 
terminates  at  a in  a brass  ring,  to  which  is  fixed 


e is  a spiral  groove,  which 
the  end  of  a fine  brass  wire. 
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This  wire  which  is  about  40  yards  long,  is  partially  coiled  on  the  groove  ; it 
passes  to ’the  cylinder  A,  and,  after  a great  number  of  turns  on  this  cyhndc., 
at  tiie  extremity  e.  Two  binding  screws  n and  0,  connected  with  the 
«SSè  by  two  steel  plates  ; one  with  the  cyhnder  A,  the 

°‘h  Wta  a curre?t“nters  at  »,  it  simply  traverses  that  portion  of  the  wire 

“HStBSSK 

thf  ndTr  A ^iriS^dmc^sldiLed  in  feet  and  inches,  by  two 
at  tlJe„]  onL  apparatus  not  seen  in  the  figure,  whtch  are  moved 

bï  Resistance'  fraums'are  constructed,  for  dynamo  work  and  large  «a™”'5' 
in  which  ,he 

wire'is'cheapfand  its  large  a(S^«°tameT  .’lie 

metal  spring  having  an  insula  ec  mi  studs  to  which 

and  forwards,  and  thus  be  pktcedm “"J*  "‘^belefn  from  the  figure, 

any  dumber  of  ^-«istances  from  , to  to  mai  be  brought  loto  the  circuit,  the 
spring  being  so  wide  that  continuity  is  nevei  broken. 
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CHAPTER  IV 

CONVERSION  OF  ELECTRIC  ENERGY  INTO  HEAT 

858.  Development  of  heat  in  a circuit.— The  E.M.F.  of  a cell  is  numeri- 
cally equal  to  the  work  clone  when  unit  charge  is  carried  once  round  a 
closed  circuit  including  the  cell.  For  if  E is  the  E.M.F.  of  the  cell  and  c? 
the  D.P  between  the  terminals  when  joined,  c?  by  definition  (758)  is  equal  to 
the  work  done  in  the  passage  of  unit  charge  through  the  external  circuit 
and  similarly  E-é-  that  done  by  the  unit  charge  in  passing  through  the 

CC‘1?’  hen7<:|e.the  total  work  1S  E-  If  the  charge  carried  = Q,  the  work  done 
■ s EQ  Tins  product  represents  the  electric  energy  of  the  circuit,  which  is 
entirely  converted  into  heat  unless  the  circuit  contain  motors  or  electrolytic 
cells,  or  other  arrangements  for  transforming  the  enenrv  Since  F -PI? 
and  Q = C/,  the  product  EQ  may  be  written*  CE/  or  c4,  wher  e cTs^he 
cut  l ent- strength  and  R the  resistance  of  the  whole  circuit.  Thus  the  heat 
produced  m a circuit  of  resistance  R by  a current  C flowing  fora  time/ 
varies  as  the  resistance  and  as  the  square  of  the  current. 

•*!"  We  consider  °nly  the  external  circuit,  or  any  particular  part  of  it  whose 
7 a DCV  7T"  Whr  TdS  is  developed 

■he.-efore  to  the  cell  itself.  The  he,,  developed  in  an^Cpar,  ‘’“he 

SX. »!  it:  r:,sf,,Her'  ? r 

rmlde'as  smaU  ^possible  0‘'  ‘ 

that  due  to  the  passage  of  the  current,  and  will  be  equal  to  TV/  1 -C 

ttevelo^dTn  the  cel'l  ?' 

current.  On  the  other  handfh  mav^ ha" ,h^P°1dm?  “ the 
transformation  does  not  suffice  for  the  actual  P]  ‘ ! chemical  energy  of 
the  deficit  being  made  good  by  the  abstraction  of  he  T f*7  the  circuit’ 

this  case,  then,  the  measured  heat  in  the  cell  is  less  Uniw?  ! ^ Cell‘  In 
current  by  the  amount  which  is  directly  converted  in  in  ' due  t0  the 
may  be  shown  from  thermodynamic  principles  thm  dCCtnC  II 
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cells:.  ..  plprtric  energy  is  greater  than  that  corresponding  to  the 
ui.  If  the  electric  en  gy  | ^ with  rismg  temperature. 

chemical  reactions  of  the  cell,  ■ ^ • u • current  is  passed  through 

859.  Illustrative  experiments. -When  a vom  of  thick  copper, 

a spiral  of  platinum  wire  the  lea **  J™™ descent  if  it  is  very  short  and 
the  wire  becomes  heated,  anc  1 melted,  even  iridium  and 

thin.  With  a powerful  current  a m ^ only  element  which  has 

platinum,  the  least  fusible  of  metals.  wereyraised  by  Despretz 

^fXs"ry)  Jsuch  a temperature  that  .bey  were  softened  and 

iron,  and  even  platinum,  ‘J  burn  with  a brilliant  white  light  ; lead 

coloured  sparks.  Iron  and  • platm  bluish-white  ; the  light  of 

-d  silver  give 

ligWive  fuses  are  used  for  exploding 

- eighth  of  a"  “ ,onB’ and 

silver  wire  of  equa!  sizes,  * ie  p < a suitable  current  the  platinum 

S be  silver  regains  darh.  This  expernuen. 

WaSIfeaVlong  tilinplatinum  wire  is  raised  to  ^u11^ 

through  it,  and  if  part  of  it  is  cooled  J the  strength  of  the  current 

be  resistance  of  the  cooler part * *dimm»hed ^ the  s ^ befor,  if  on 

increases,  and  the  rest  of  ^^^fwire  is  heated  by  a sp, at- 
tire contrary,  a part  of  the  feebly  inran« 1 es  ; the  effect  is  the  same 

lamp  the  resistance  of  the  heated  pa  strength  of  the  current 

as  that  of  introducing  ^‘‘^’XScent  in  tire  non-hea.ed  part. 

diminishes,  and  the  me  ceases  the  tempevature  to  which  a «ne 

Radiation  and  convection  of  h 1 l gh  it.  A round  wire  is  nroie 

is  raised  by. he  passage  of  f wire  “which  has  been  beaten  out 

heated  by  the  same  current  than  t greater  surface  to  the 

for  the  latter  with  the  same  when  a wire  ts 

cooling  medium  than  the  othei.  fitted  airtight,  and  the 

stretched  in  a glass  tube  on  whtch  two  brass  caps^a  ^ ^ the  incan. 

wire  is  raised  to  dull  mcandescen  y ped  out  of  the  tube,  because 

descence  is  r«™'dJa“‘  radiation,  and  no.  by  communication  to  the 
it  now  simply  loses  neai  uy 

surrounding  medium. 
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Similarly,  a current  which  will  melt  a wire  in  air  will  raise  it  only  to  dull 
redness  in  ether,  and  in  oil  or  in  water  will  not  heat  it  to  redness  at  all,  for 
the  liquids  conduct  heat  away  more  readily  than  air  does. 

F rom  the  above  laws  it  follows  that  the  heating  effect  is  the  same  in  a wire 
whatever  be  its  length,  provided  the  current  is  constant  ; but  it  must  be  remem- 
bered that  by  increasing  the  length  of  the  wire  we  increase  the  resistance, 
and  consequently,  to  maintain  the  current  constant,  we  must  apply  a larger 
E.M.F.  ; further,  in  a long  wire  there  is  a greater  surface,  and  hence  more 
heat  is  lost  by  radiation  and  by  conduction. 

Another  application  of  the  heating  effect  is  to  what  are  called  safely 
fuses,  or  automatic  cut-outs.  These  are  lengths  of  fusible  wire  or  ribbon 
(copper,  lead,  tin,  &c.)  interposed  in  the  circuit  of  the  powerful  currents  used 
for  electric  lighting  and  the  like.  Their  dimensions  are  calculated  so  that 
when  the  current  attains  a certain  strength,  the  heat  generated  is  sufficient 
to  melt  them  and  thus  break  the  circuit.  As  this  can  be  arranged  with  great 
accuracy,  it  is  possible  to  protect  any  piece  of  apparatus  from  damage  by  too 
strong  a current. 


By  means  of  a heated  platinum  wire,  parts  of  the  body  may  be  safely 
cauterised  which  could  not  be  got  at  by  a red-hot  iron  ; the-  removal  of 
tumours  and  the  like  may  be  effected  by  drawing  a loop  of  cold  platinum 
wire  round  their  base,  making  the  wire  hot  by  a current,  and  gradually 
puffing  ,ts  ends  together.  It  has  been  observed  that  when  the  temperature 
of  the  wire  is  about  600  C.,  the  combustion  of  the  tissues  is  so  complete  that 
theie  is  no  haemorrhage  ; while  at  1500°  the  action  of  the  wire  is  like  that  of 
a sharp  knife.  For  other  purposes  of  this  galvanic  cauterisation,  platinum 
wire  coiled  in  grooves  cut  m a porcelain  rod  is  used  1 

860.  Joule’s  law.-The  fact  that  the  heat  developed  in  a conductor  by  the 
passage  of  a current  varies  as  C*Rt,  which  we  have  deduced  from  theoretical 

nam?eiThena  WaS.pr0ved  CXPmmentally  by  Joule,  and  is  known  by  his 
ame  The  apparatus  required  for  the  experimental  proof  of  Joule’s7  law 
consists  of  a coil  of  say,  German-silver  wire,  immersed  in  a water  caffi  in  e e 

together  with  the  water  equivalent  of  calorimeter  stirrer  Sac^  A*  grammes 
must  be  made  for  the  heat  lost  by  convection  and  radiation  -\i  A correct!on 

is  found  by  observing  the  rate  of  cooling  of  tfm  1 ■ ’ ^is  correction 

between  the  highest  and  lowest  of  the experiment^1 ïfaeVfl temperaJUres 
galvanometer  is  noted  at  equal  intervals  during  the  °f  ^ 

value  of  the  current  deduced  : the  resistance  of\l  ^ fd  16  mean 

Wheatstone’s  bridge  (923)  at  the  mean  temperature  ofThe  ^3^“*  ** 
By  repeating  the  experiment  with  different  strenmnl  V P 
of  various  resistances,  we  may  prove  (as  Joule  dirk  tl  °f  <Turrem  ancl  C0lls 
produced  to  the  product  C *rt  is  a constant.  ^ ^ the  ratl°  of  lleat 
Instead  of  measuring  r.  we  mnv  nw  „ 

the  D.P.  between  the  ends  of  ffie  coil  bv^sffî  ?ft'  and  measure  e> 

’ Y a suitable  voltmeter,  the 
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calorimetrical  par.  of  the  experiment  being  the  same  as  before.  Or.  agatn, 

we  may  measure  t and  r,  and  use  the  formula  —t. 

therefore  JH  = C VA  q r are  measured  in  C.G.S. 

In  this  equation  ] = 4 2 x 10  ei8si  measured  in  amperes  and  ohms 

units.  If  the  current  ^d  resistance  are  ^ ^ I arnpere-io-‘  of  a 

respectively,  and  aie  deno  ec  Y -i,  CCS  units  of  resistance, 

C.G.S.  unit  of  current,  and  i ohm  - io  C.G.a.  un 

• c=  io^Ci  and  r=  ioVj. 

JH  = CV/  = G{~rxt  x ioT 
io7 


• T4  C -r  t x ^ ^ = Ci~rit  x 24 

H-G i^x—  XIOT 


The  erg  the  C.G^S.  und  of  en  ^ ^ follows  that  r calorie  = 4^ 
energy,  called  ci  joule,  is  1 & 5 

joules.  , • ■bmuer  (62).  If  a machine  is  working 

The  rate  of  doing  work  i 5 cull & P ^ ^ er  of  the  machine  is 

at  such  a rate  that  one  erg  is  done  p ^ jouP1C)  is  done  per  second, 

unity  on  the  C.G.S.  system.  ^ ^ the  practiCal  unit  of  power  ; 

the  power  of  ^chme  15  n ^ are  employed,  C=R/  or  CE/ 

1 horse-power -740  watts.  I CE  represents  power  in  watts.  It 

— — — 'V"J 

nearly.  . f heating  effects  in  a circuit.  The 

861.  Graphical  représenta  ion  of  th^  ^ & drcuit  in  the  unit  of  time 

law  representing  the  productio 


by  the  following  geometrical  construction,  due  to  Carey 


is  very  well  seen 

Foster.  , . . ...  • the  unit  of  time  is  proportional  to  the 

current  C,  and  to  the  res, stance  R,  that  B 
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C'R-H,  where  H is  the  heat  per  second  expressed  in  dynamical  units; 


E F- 

but  since  C = ^ (845),  we  have  H == 

K R 


Draw  a straight  line  DAB  (fig.  847),  and  from  any  point  A in  it  draw  a 
line  AC  at  right  angles  to  DAB,  and  of  a length  proportional  to  the  electro- 
motive force  of  the  cell.  Lay  off  a length  AB  proportional  to  the  resistance  of 
the  circuit.  Join  CB,  and  at  C draw  a line  at  right  angles  to  BC,  and  let  D be 
the  point  where  this  line  cuts  the  line  DAB.  Then  the  length  AD  is  pro- 
portional to  the  heat  produced  in  the  whole  circuit  in  unit  time.  For  the 
triangles  ADC  and  ACB  are  similar,  and  therefore  AD  : AC  = AC  : AB  ; that 


is,  AD  = 


AC2 


AB 


that  is, 


E3 
H = R • 


The  above  construction  holds  good  if  R and  E,  instead  of  being  the 
resistance  of  the  whole  circuit  and  the  E.M.F.  of  the  battery,  are  respectively 
the  resistance  of  any  part  of  the  circuit  and  the  potential  difference  at  the 
ends  of  this  part. 

If  AC  represents  the  E.M.F.  of  the  circuit  in  volts,  and  AB  the  resistance 
in  ohms,  then  AD  represents  the  heat  in  the  circuit  in  joules. 

862.  Relation  of  heating  effect  to  work  of  a battery.— In  every 
closed  circuit  containing  a battery,  chemical  action  is  continuously  going 
on  ; the  most  common  action  is  the  solution  of  zinc  in  sulphuric  acid,  which 
may  be  regarded  as  an  oxidation  of  the  zinc  to  form  zinc  oxide,  and 
a combination  of  this  zinc  oxide  with  sulphuric  acid  to  form  water  and  zinc 
su  phate.  It  is  a true  combustion  of  zinc,  and  this  combustion  serves  to 
maintain  all  the  actions  which  the  circuit  can  produce,  just  as  all  the 

fuel  (4Sr)Ch  & StGam'engine  Can  effect  has  its  oriSin  in  the  combustion  of 

By  independent  experiments  it  has  been  found  that,  when  a given  weight 
of  zinc is  dissolved  in  sulphuric  acid,  a certain  definite  measurable  quantity 
of  heat  is  produced,  which,  as  in  all  cases  of  chemical  action,  is  the  same 
whatever  be  the  rapidity  with  which  the  solution  is  effected;  the  potential 
" chemica!  affinity  of  zinc  and  acid  is  converted  into  hea^ energy. 
If  this  solution  takes  place  while  the  zinc  is  associated  with  another  metal  so 

° /°™  f V0  ta!c  cel1  111  a circuit>  the  rapidity  of  the  solution  will  be 
alteied  and  the  whole- circuit  will  become  heated-the  liquid,  the  plates  the 
containing  vessel  as  well  as  the  connecting  wire.  In  this  case  as1  has  been 
a ready  pomted  out  (858),  the  energy  of  chemical  affinity  is ’transformed 
I rtially  or  wholly,  into  the  energy  of  electric  current,  which  is  again  trans- 
formed into  heat  m the  different  parts  of  the  circuit. 

t If  the  cel1  ls  ™ade  ,t0  do  external  mechanical  work,  the  case  is  different 
J le  made  the  following  interesting  experiment  : — A small  zinc  and  copper 
cell  was  arranged  in  a calorimeter,  and  the  amount  of  heat  determined 
The  ce  iesn  I6'  were  J°ined  fora  certain  length  of  time  by  a short  thick  wire 

was  in'action^than 
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confirmed  by  the  following  experiment  to  * avre  ^ 

In  one  of  the  muffles  of  his  calonmetm  (47°),  ^e  Now  when 

cells  were  introduced  ; the  ot  iei  mu  e : co  dissolved  in  the  whole  of 

the  circuit  was  closed  until  one  equiva  decomposed  in  the  voltameter 

the  cells,  _*  of  an  the  battery-circuit 

(933),  which  was  found  to  be  t . ' f and  [he  heat  disengaged  during 

was  closed  without  mseiting  the  found  to  be  18,796  thermal  units  ; 

the  solution  of  one  equivalent  of  m ^ q^tity  disengaged 

when,  however,  the  vo  lamete  ^ 4Im  ?027i  is  represented  by 

ti^S  ^enticafrTOrk^f  decomposing  J of  an  equivalent  of  water  : tins  agrees 

very  well  with  the  number,  68,2  -2,  which  represents  the  heat  d, sen- 

gaged  during  the  in  a voltaic 

However  complicated  may  sum  0f  tbe  quantities  of  heat 

Xch“e  pmducèd' ïndXbed  in  these  various  chemical  processes,  always 

5U^863-'nrheaelectrIc01arm— If  bvci ^rodr^lârbon^  are  th^round 

terminals  of  a battery  or  dynamo  giving  a^  4^  ^ nQ  spark  occurs,  for 

hi”  iSs  rfp"Cof  both  become  brightly 

incandescent,  the  positive  much  more  than  j e “eg  l8oI  b means  0f 

Davy  first  made  the  He  used  charcoal  points 

a battery  of  3000  plates,  eac  1 ° been  heated  to  redness,  and  un- 

made of  light  wood  fx°fhe  n eïcmy  penetrating  into  the  pores  of  the 
mersed  in  a mercury  bath  , the  mere  y P substance  was  introduced 

charcoal  increased  its  c^vi*  Whe^ani 7^  incandescent  ; pla- 

Sarc^i?  ZTofV^^y  appeared  without  undergoing  any 
previous  fusion.  hroueht  into  contact  a strong  current  flows. 

When  the  carbon  rods  are  bioug  great,  and  the  carbon  is 

Just  before  separation  the  ieb'-  pol-tion  of  it  converted  into  carbon 

raised  to  a high  temperature,  ai  t0  aliow  a steady  current  to 

vapour,  which  is  a sufficient  y g for  the  volatilisation  of  the 

flow  through  it.  of  both  rods,  but  only  on  the 

po^tive^the  temperatuve^f  the  negative  terminal  being  always  -s, durably 

l0WThe  length  of  the  electric  arc~th^^ 

varies  with  the  kind  of  carbon,  and  with  the  H.n  PP 

conditions  it  is  about  3 mm.  electric  arc  are  chiefly  due  to  the 

The  temperature  and  luminosity  of  the  elect 
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direct  conversion  of  electric  energy  into  heat,  but  we  partly  derived  from 
combustion  of  the  carbon  in  air.  The  volatilisation  of  the  positive  carbon 
gives  rise  to  a cup-shaped  depression  or  crater  at  its  end,  the  exact  shape  of 
which  depends  upon  the  length  of  the  arc.  The  negative  carbon,  chiefly  owing 
to  combustion,  assumes  a conical  shape  ; if  the  arc  is  formed  in  vacuo , so 
that  combustion  is  prevented,  the  negative  carbon  is  actually  built  up  by  the 
deposition  upon  it  of  condensed  carbon  vapour  from  the  positive  pole.  In 
consequence  of  the  rapid  vaporisation,  the  positive  pole  wastes  about  twice 
as  fast  as  the  negative  ; hence  for  large  currents  the  positive  carbon  should 
be  thicker  than  the  negative. 

A thin  layer  of  carbon  vapour,  with  probably  a high  specific  resistance, 
separates  the  crater  from  the  arc  proper,  which  has  a bulbous  shape  and 
violet  colour,  and  which  consists  of  conducting  carbon  particles  condensed 
from  the  vapour.  The  region  round  the  arc  in  which  combustion  is  going 
on  is  distinguished  by  a greenish  flame.  Of  the  light  of  the  electric  arc 
85  per  cent,  comes  from  the  positive  carbon,  10  from  the  negative,  and  only 
5 from  the  arc  proper  ; for,  although  the  temperature  of  the  latter  is  high,  its 
emissive  power  is  feeble.  The  brightest  part  of  all  is  the  interior  of  the 
crater,  the  temperature  of  which,  according  to  the  estimate  of  Rossetti,  is 
not  less  than  3500°  C.  The  temperature  of  the  negative  carbon  is  between 
2100°  and  2500°. 

It  has  been  shown  by  Violle  that  the  brightness  of  the  crater,  that  is,  the 
amount  of  light  emitted  by  unit  area  of  it,  is  practically  the  same  when 
the  power  supplied  to  the  arc  is  raised  sixty-fold,  and  is  independent 
of  the  size  of  the  carbons  and  of  the  length  of  the  arc.  The  effect  of 
increasing  the  current,  with  given  carbons  at  a given  distance  apart,  is  to 
increase  the  size  of  the  crater,  so  as  to  increase  the  amount  of  light  emitted 
but  not  to  increase  the  amount  per  unit  of  area.  This  is  what  we  should 
expect  if  the  temperature  of  the  crater  is  that  of  the  volatilisation  of  carbon  • 
01  this  temperature  could  not  be  exceeded,  provided  the  pressure  remained 
constant,  however  greatly  the  power  applied  was  increased,  just  as  we 
cannot  raise  the  temperature  of  boiling  water  by  using  a more  powerful 
source  of  heat.  r 

To  maintain  a steady  arc  between  carbon  points,  it  is  necessary  to 
employ  an  E.M.F.  of  more  than  40  volts  ; generally  from  45  to  50  are  used. 

he  necessity  for  this  high  electromotive  force  is  generally  explained  by 
assuming  that  there  is  a back  E.M.F.  of  something  like  39  volts,  whose  seat 
is  at  the  crater  in  the  positive  carbon,  where  a large  amount  of  energy  is 
necessary  for  the  vaporisation  of  the  carbon.  This  back  E.  M.F.  is  analogous 
to  that  which  we  meet  with  in  a water  voltameter  (933)  or  an  electro- 
magnetic motor  The  high  apparent  resistance  of  the  arc,  obtained  by 
dividing  the  D.P.  by  the  current,  is  due  to  this  back  E.M.F.  The  true 
ics'stance  of  an  arc  of  3 mm.  is  something  less  than  half  an  ohm.  Mrs 
Ayrton  suggests  that  the  film  of  carbon  vapour  close  to  the  crater  has  a 
telabvely  high  specific  resistance,  and  may  account  for  the  high  temperature 
of  the  crater  without  the  necessity  of  assuming  a large  back  E.M.F 

and ^flucmabl0118  iTtheVf  " t0°  close  t0^ther,  the  arc  is  noisy 

™ n , r8  f , dlstance  between  them  is  too  great,  the  arc  flares 
and  flickers  from  side  to  side  and  the  chemical  combustion  is  increased! 
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with  .1.0  result  that  the  electric  efficiency Us ; reduceti 

,„o  small,  the  Is  dimhtishecl  in  sire. 

They  are  now  carefully  PiePai^u;.^n^rbo1n)  obtained  by  the  destructive  dis- 
tillation of  some  such  organic  substance  as 
coal  tar  or  bitumen,  is  mixed  with  powdered 
graphite  from  the  gas  retorts,  and  made  into  a 
paste  with  sugar  syrup  or  gum.  This  paste  « 
forced  under  pressure  through  a die  P'ate  an 
the  rods  so  formed  dried  and  baked.  When 
simple  gas-retort  carbon  is  used,  the  impurities 
contained  in  it  are  fused  and  collect  m brig  t 
beads  on  the  surface  of  the  carbon,  presenting 
the  appearance,  when  the  arc  is  thrown  on  the 
screen  by  a lens,  shown  in  fig.  848. 

Cored  carbons  have  an  axial  small  coie  oi 
carbon  mixed  with  other  substances  to  render 
it  more  volatile.  They  are  used  for  positives, 
the  object  of  the  core  being  to  keep  the  ciater 

^“The  candle-power  of  an  arc  iamp  depends, 

expended  is  75°  watts,  or  abouU  ^f^is  required  to  pro'duÏe  the 
the  lamp  gives  about  1000  candles,  o 75 

light  of  one  candle.  , ...  wv>en  the  electric  light  is  to  be 

864.  Regulators  of  the  doc  no  1'^-™”  “ thM  „f  other  sources. 

used  for  illumination,  it  mus  £ constant  but  the  distance  of  the 

Hence,  not  only  must  the  curren  lhe‘use’  0f  some  arrangement  for 

carbons  must  not  alter,  which  necessit  her  in  proportion  as  they  wear 

r;’a  On^oSt  Codes' ofaWec«mg  this  is  b,  a„  apparatus  invented 
* ÏÏS4  regulator  the  two 

velocities,  which  are  virtually  F°P°i  ^ (fig.  g49).  This  turns,  in  the 
transmitted  by  a drum  p acec  , , tbe  diameters  of  which  are  as 

direction  of  the  arrows,  two  wheels, an  ^ ™ ^ rackworUs,  C'and  C. 

i : 2,  and  which  respectively  transmit  tl  J ^ ^ ^ $liding  in  the  tube 

C lowers  the  positive  chat  coal,  p,  >'  ‘charcoal  «,  half  as  rapidly.  By 
H,  while  the  other  C'  raises  the  negat  wound  up>  and  at  the  same 

means  of  the  milled  head  y the ! drum AemiUed  head  amoves  the 
time  the  positive  charcoal  moved  y independently  of  the  first.  For  this 

"-o"  sing  against  each  other  w„h 


Fig.  848 
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some  force,  so  that,  while  the  milled  head  x is  held  between  the  fingers, 
the  other,  y,  may  be  moved,  and  by  holding  the  latter  we  may  move  the 
former.  But  the  friction  is 
sufficient  when  the  drum 
works  to  move  the  two 
wheels  a and  b and  the  two 
rackworks. 

The  two  carbons  being 
placed  in  contact,  an  E.M.F. 
of  about  50  volts  is  applied 
to  the  apparatus  by  means  of 
the  wires  E and  E'.  The 
current  rising  in  H descends 
by  the  positive  carbon  to  the 
negative,  and  reaches  the 
bobbin  B,  which  forms  the 
foot  of  the  regulator,  and 
passes  into  the  wire  E'.  The 
racks  and  wheehvork  are 
carefully  insulated  from  the 
current.  By  means  of  the 
milled  head  x,  the  carbons 
are  then  separated  to  give  a 
steady  arc.  Inside  the  bob- 
bin B is  a bar  of  soft  iron, 
which  is  magnetised  as  long 
as  the  current  passes  in  the 
bobbin,  and  demagnetised 
when  it  does  not  pass,  and 
this  temporary  magnet  is  the 
regulator.  It  acts  attractively 
on  an  armature  of  soft  iron, 

A,  open  in  the  centre  so  as 
to  allow  the  rackwork  C to 
pass,  and  fixed  at  the  end  of 
a lever,  which  works  on  two 
points,  mm,  and  transmits  a 
slight  oscillation  to  a rod,  d,  which,  by  means  of  a catch,  i,  seizes  the  wheel  z 
as  is  seen  on  a larger  scale  in  fig.  850.  By  an  endless  screw,  and  a series 
o toothed  wheels,  the  stop  is  transmitted  to  the  drum,  and  the  rackwork 
being  fixed,  the  same  is  the  case  with  the  carbons.  This  is  what  takes 
place  so  long  as  the  magnetisation  in  the  bobbin  is  strong  enough  to 
keep  down  the  armature  A ; but  in  proportion  as  the  carbons  wear  away 
the  current  becomes  feebler,  though  the  arc  continues,  so  that  ultimately  the 
attraction  of  the  magnet  no  longer  counterbalances  a spring  7-  which  con 
,n»a  1,  tends  to  raise  c arman,,,.  then  ascends.  J pieLÆgS.' 
re  stop  7,  the  chum  works,  and  the  carbons  come  nearer  ; they  do  not 
however,  touch,  because  the  strength  of  the  current  gains  the  upper  hand’ 
the  armature  A is  attracted,  and  the  carbons  remain  fixed.  As  them  distance 


Fig.  849 
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only  varies  within  very  narrow  limits,  a regular  and  continuous  light  is 
obtained  with  this  apparatus  until  the  carbons  are  quite  used 

Von  Hefner’s  differential  regulator  is  represented  in  fig.  851  ; the  current 
arriving  by  A divides  at  i (853)  ; one  portion  passing  through  a fine  wire 
coil  R,  offering  a large  resistance,  and  the  other  through  a short  thick  coil 
’ ’ r , whence  it  passes  to  a lever  which 

turns  about  d ; to  this  is  connected 
at  one  end,  m,  a soft-iron  core  which 
plays  in  the  two  coils,  and  at  the 
other  end  is  the  positive  carbon  C,. 

When  the  carbons  are  apart  a 
great  resistance  is  presented,  and 
the  current  passes  through  R,  so 
that  the  core  is  drawn  within  R,  and 
the  lever,  and  with  it  the  carbon  C„ 
falls  ; the  fastening  in  the  holder  a 
is  such  that  at  a certain  angle  the 
carbon  C,  slips  in  the  holdei  and 
touches  the  lower  one,  and  the 
current  passes  by  r d Cj  C2  B ; the 
iron  core  is  then  drawn  down,  but  the  holder  a moves  up,  grips  the  carbon 
which  it  moves  with  it,  and  the  arc  is  reproduced  ; when  its  normal  lengt  1 
attained  its  resistance  increases  to  an  amount  such  that  the  currents  passu  a 
through  the  two  coils  now  balance  themselves,  and  their  attraction  on  t 
being  equal  the  core  is  stationary.  Several  such  lamps  may  b ar- 
mnged  Sn  a circuit,  and  the  extinction  of  one  of  them  does  not  affect  the 

°lh  865.  Incandescent  lamps.-Incandescent  lamps  though  not 

as  aixlights,  lend  themselves  best  to  the 

current  of  electricity  is  passed 
through  a wire  of  small  conduc- 
tance (845),  its  temperature  is 
raised  to  incandescence  ; if  the 
strength  of  the  current  is  in- 
creased, the  brightness  of  the 
light  increases,  but  in  a greatei 
ratio  than  the  strength  of  the 
current.  At  such  high  tempera- 
tures, however,  wires  even  of  the 
most  difficultly  fusible  metals 

fuse  or  are  disintegrated;  and  the 

only  material  which  does  not 
fuse  at  the  highest  temperature 
is  carbon.  The  first  lamps  in 
which  this  material  was  applied 
were  constructed  independently 


Fig.  852 


Fig.  853 
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double  loop  with  straight  legs  (see  fig.  852).  It  is  made  in  various  ways,  of 
which  we  will  describe  one.  Cotton  thread  such  as  is  used  for  crocheting  is 
parchmentised  by  being  passed  through  sulphuric  acid  of  a certain  strength, 
and  afterwards  carefully  washed  to  remove  all  traces  of  the  acid.  The  acid 
acts  on  the  fibres  of  the  cotton,  destroys  its  structure,  and  reduces  it  to  a 
semi-transparent  gelatinous  state.  It  is  then  passed  through  a draw  plate 
to  ensure  uniformity  of  section,  and  wound  on  a frame  of  a shape  the  com- 
pleted filament  is  intended  to  take.  The  next  stage  in  the  process  is  the 
carbonisation  of  the  cellulose  filaments,  which  is  effected  by  raising  them, 
packed  on  their  frames  in  plumbago  crucibles,  to  a white  heat  in  a suitable 
furnace  and  allowing  them  slowly  to  cool.  The  material  is  thus  converted 
into  hard  brittle  carbon.  The  ends  of  the  filament  have  now  to  be  attached 
to  the  platinum  wires  which  pass  through  the  bottom  of  the  lamp.  One 
way  of  doing  this  is  to  flatten  out  the  ends  of  the  platinum  wires  and  bend 
them  round  into  a tubular  form  for  the  reception  of  the  filament  ends.  The 
junctions  are  then  dipped  into  some  carbonaceous  liquid,  and  an  electric 
current  passed  through  them  by  the  aid  of  a metallic  short-circuiting  piece. 
The  junctions  are  heated  by  the  current,  carbon  is  deposited,  and  firm 
permanent  contact  established  between  the  filament  and  the  platinum  wire. 
The  filament  so  formed  and  mounted  is  not  of  perfectly  uniform  diameter, 
although  the  cellulose  was  passed  through  a draw  plate,  and  when  it  is 
traversed  by  a current  will  give  out  more  light  at  the  thinner  than  at  the 
thicker  parts.  To  obtain  uniformity  of  section  the  process  oi  flashing  is 


some  hydrocarbon  gas  {eg.  olefiant  gas)  and  raising  it  temporarily  to 
incandescence  by  a current.  The  gas  is  decomposed  at  the  high  temperature 
nt°  carbon  and  hydrogen,  and  the  carbon  is  deposited  at  the  thinnest  parts 
where  the  temperature  is  highest.  Thus  uniformity  of  section  is  secur-ed. 


employed  ; it  consists  in  placing  the  filament  in  an  enclosure  which  contains 


Even  if  there  are  no  irregularities  in  the  section  of  the  filament  the 
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The  life  of  an  incandescent  lamp,  or  the  number  of  hours  it  can  maintain 
illumination,  depends  chiefly  on  the  strength  of  current  passed  through  it  , 
under  normal  conditions  it  should  be  from  1000  to  2000  hours.  If  t 
current  is  very  strong  the  life  of  the  lamp  is  shortened,  but  the  illuminating 
power  varies  in  a greater  ratio  than  the  current.  The  efficiency  of  an  electr 
lamp  is  generally  given  in  terms  of  the  watts  required  to  produce  t-cand  e 
power  An  incandescent  lamp  may  be  taken  to  absorb  from  3‘5  to  4 watts 
per  candle  ; an  arc  light  is  much  more  efficient  as  it  gives  one  candle  at 

of  , rod  of  magnesia,  or  of  magnesia  mixed 

with  other  refractory  oxides,  which  is  rendered  brtlliantly  incandescent  y 
with  other  renacro  y ’ At  ordinary  temperatures  magnesia  is 

thC  PaSSafuc0tor  77ec^\ul  acquires  conducting  power  when  its 
a nonconductor  of  electr  Y Th]s  be  effected  by  means  of  a 

temperature  is  b surroundi„g  the  rod  with  a coil  of  wire 

spirit  lamp,  but  more  freq  y y ^ ^ being  ^ QUt  of  the  circuit  as 
through  which  a current  pc  ^ ^ ^ magnesia  becomes  a conductor. 

The  arrangement  by  which  this  is  done  is 
shown  diagrammatically  in  fig.  85 3A.  AHL 
is  the  magnesia  rod,  C an  electromagnet, 
and  K a small  mass  of  iron  attached  to  a 
spring  F which  keeps  it  in  electric  contact 
with  the  fixed  piece  G,  until  it  is  pulled 
away  by  the  attraction  of  the  electromagnet. 
The  current  enters  at  L,  and  at  first,  since 
the  cold  magnesia  rod  is  a non-conductor, 
passes  by  F,  K,  and  G,  to  the  wire  sur- 
rounding the  rod,  and  so  back  to  the  souice. 
The  rod  AB  is  gradually  heated  by  the 
current  in  the  coil  H (which  envelopes  the 
magnesia  rod,  but  is  a little  distance  from 
it)  and  begins  to  conduct,  the  current  m 
the  coil  of  the  electromagnet  increases  in 
strength,  and  presently  the  core  is  sufficiently 

magnetised  to  draw  the  armure :K  away  from  Ch  Jhe^ 
only  one  path,  viz.  that  through  the  magnesia . o , f“nction  of  which 

In  circuit  with  the  rod  is  the  ‘lc  s[^r^  ' h;  h valuè  0f  the  temperature- 
is  to  steady  the  current.  Owing  to  me  0 certain  point 

coefficient  (850)  of  iron,  an  increase  of  cmnent  beyo  . wire  is 

is  checked  by  the  increased  resistance  of  the  non  • . , • 

enclosed  in  a sealed  glass  tube  containing  nitrogen  gas  to  prevent  ox, dal, on 

°f  ^omlinrty  to  ninety  seconds  are  required  from  tbe  montent  j eûnent 

lamp  is  stated 

aï  r.ÆÏÜT-  for  tlte  production  of 
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higher  temperatures  than  those  at  which  carbonic  acid  and  water  are  decom- 
posed. Direct  experiments  by  Siemens  with  the  electric  arc  showed  not  only 
that  it  produces  a very  high  temperature  within  a contracted  space,  but  also 
that  it  will  conveniently  and  economically  produce  such  larger  effects  as  will 
render  it  useful  for  many  purposes  in  the  arts,  like  the  fusion  of  platinum 
and  steel.  He  constructed  an  arrangement  by  which  the  electric  arc  was 
formed  within  a crucible  made  of  the  most  refractory  materials  ; the  one 
electrode  passed  through  the  bottom  of  the  crucible  and  the  other  through 
the  lid,  and  there  was  an  arrangement  by  which  the  distance  of  the  elec- 
trodes could  be  automatically  regulated  ; another  important  point  was  to 
constitute  the  positive  pole  of  the  material  to  be  fused,  as  it  is  at  this  pole 
that  the  heat  is  principally  developed.  The  arrangement  formed,  in  short,  an 
electric  furnace.  A dynamo  machine  capable  of  producing  a current  of 
36  amperes,  and  with  carbons  capable  of  yielding  a light  equal  to  6000  candles, 
fused  a kilogramme  of  steel  within  half  an  hour.  Siemens  calculated  that 


the  heat  in  his  furnace  represented  one-third  of  the  horse-power  expended 
in  working  the  machine  ; and  as  a good  engine  utilises  only  about  one-sixth 
of  the  combustible  value  of  the  coal  employed  in  working  it,  it  follows  that 
the  electric  furnace  utilises  one-eighteenth  of  the  energy  residing  in  the  fuel 
under  the  engine.  The  electric  furnace  is  theoretically  more  economical 
than  the  ordinary  air  furnaces.  Not  only  is  the  furnace  thus  a source  of  in- 
tense heat,  but  in  certain  operations  the  reducing  action  of  the  electrodes  plays 
an  impoi  tant  pai  t,  as  in  Cowles’s  method  for  the  direct  production  of  aluminium 
bionze.  A chaige  of  35  kgr.  powdered  conmdum , an  aluminous  mineral, 
mixed  with  powdered  charcoal  and  twice  its  weight  of  granulated  copper, 
was  placed  between  carbon  electrodes  in  a suitable  vessel.  On  passing 
a powerful  current  the  alumina  was  re- 
duced and  united  directly  with  the 
copper  to  form  aluminium  bronze.  The 
current  actually  employed  was  one  of 
5000  amperes  with  an  E.M.F.  of  50 
volts,  or  a power  of  250  kilowatts.  The 
current  was  continued  for  an  hour  and  a 
half,  and  produced  about  82  kgr.  of  the 
alloy.  Each  kgr.  of  aluminium  in  the 
alloy  represents  a work  of  44  horse-power 
for  an  hour. 

Heron  IPs  furnace,  represented  in  fig. 

854,  consists  ofa  cast-iron  case  lined  on  the 
inside  with  bricks  made  of  carbon  agglomerated  by  coal  tar  ; this  constitutes 
a conducting  and  refractory  lining  A,  and  is  closed  by  a lid  of  graphite  KK. 

ie  material  to  be  treated  is  introduced  by  apertures  zz,  zz,  and  through  a 
squaie  cent! al  aperture  ; the  positive  pole  is  formed  of  a series  of  carbon 
plates,  b b.  The  negative  pole  is  connected  with  the  frame  «,  and  the  lining  A 
jy  an  apeiture  C,  closed  by  a plug  of  carbon,  the  products  of  the  action  may 
be  drawn  off  when  the  operation  is  finished.  } 

A very  remarkable  application  of  the  fusing  power  of  the  electric  arc  has 
been  made  to  tunnelling  apparatus,  the  electric  flame  being  utilised  to  fuse 
the  solid  rock  against  which  it  is  caused  to  impinge. 


Fig.  S54 
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867.  Hot-wire  instruments.— When  a current  of  C amperes  flows  through  a 
wire  of  resistance  R ohms,  the  difference  of  potential,  E,  between  its  ends  is 

CR.  Since  the  rate  of  production  of  heat  in  the  wire  is  C2R  or  —,  we  may 

make  use  of  the  elongation  of  the  wire,  due  to  its  rise  of  temperature,  for  the 
purpose  of  measuring  either  C or  E,  provided  that  the  change  of  resistance 
of  the  wire  is  known  or  can  be  allowed  for.  Instruments  based  on  this 
principle  are  known  as  hot-wire  ammeters  or  voltmeters,  as  the  case  may 
be  • they  have  the  advantage  that  their  indications  are  independent  of  the 
direction  of  the  current,  as  they  depend  upon  C2  or  E'2,  and  may  therefore 
be  used  for  alternating  as  well  as  for  direct  currents.  One  of  the  best 
known  is  Cardew’s  voltmeter , which  consists  essentially  of  a long  and  very 
fine  wire  of  platinum-silver,  stretched  by  a spring  to  which  is  attached  a 
multiplying  motion  and  an  index,  the  whole  being  inclosed  in  a brass  tu 
for  protection.  The  scale  is  graduated  empirically.  The  two  points  where 
D PP  is  to  be  measured  being  connected  to  the  terminals  of  the  instrumen  , 
the  wire  becomes  heated  to  an  extent  proportional  to  the  square  of  the  D.l ., 
and  the  motion  of  the  index  is  a measure  of  this  heating.  In  iecent  year 
more  compact  instruments  based  on  the  same  principle  have  been  constructed 

by  various  makers. 
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CHAPTER  V 
THERMO-ELECTRICITY 


868.  Thermo-electricity.— In  1821,  Seebeck  found  that  by  heating  one  of 
the  junctions  of  a metallic  circuit,  consisting  of  two  metals  soldered  together, 
an  electric  current  was  produced.  This  phenomenon  may  be  shown  by 
means  of  the  apparatus  represented  in  fig.  855,  which  consists  of  a plate 
of  copper,  mu,  the  ends  of  which  are  bent  and  soldered  to  a plate  of  bismuth, 
op.  Inside  the  circuit  is  a magnetic  needle,  a,  moving  on  a pivot. 
When  the  apparatus  is 
placed  in  the  magnetic 
meridian,  and  one  of  the 
solderings  gently  heated, 
as  shown  in  the  figure, 
the  needle  is  deflected  in 
a manner  which  indicates 
the  passage  of  a current 
from  n to  m — that  is,  from 
the  heated  to  the  cool 
junction  in  the  copper.  If, 
instead  of  heating  the 
junction  n , we  cool  it  by 
ice,  or  by  placing  upon 
it  cotton- wool  moistened  Flg‘ 855 


with  ether,  the  other  junction  remaining  at  the  ordinary  temperature,  a 
cunent  is  piocluced,  but  in  the  opposite  direction— that  is  to  say  from  m 
ton-,  m both  cases  the  current  is  in  general  stronger  in  proportion  as  the 
difference  m temperature  of  the  solderings  is  greater. 

Seebeck  gave  the  name  thermo-electric  to  this  current,  and  to  the  couple 
coupLPr°  ’ t0  gU1Sh  k fl'0m  the  ordinary  voltaic  current  and* 

869.  Thermo-electric  series.-If  small  bars  of  two  different  metals  are 
soldered  together  at  one  end  while  the  free  ends  are  connected  with  the 
wires  of  a galvanometer,  and  if  the  point  of  junction  of  the  two  metals 
is  heated,  a current  is  produced,  the  direction  of  which  is  indicated  h v S 

deflection  of  the  needle  of  the  galvanometer.  Moreover  the  stremnh  nf  H 
current,  calculated  from  the  deflection  of  th»  o-d  ’ ° stiength  of  the 

.0  the  electromotive  force  of,”' “ Pm<’0r,i™al 

way  with  different  metals,  we  may  form  them  htto  a list  “”entl"e  1,1  thls 
passes  from  any  one  to  a'nother 


+ 97 

Copper 

. - 1 

22 

Silver  . 

. — 2'5 

22 

Iron  . 

- 14 

12 

Antimony  . 

-25 

0 

Tellurium  . 

- 500 

- 1 

Selenium 

- 800 
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The  E M F.  in  a circuit  of  two  metals  depends  upon  the  difference  of 
temperature  of  the  junctions  and  upon  the  nature  of  the  substances  employed  ; 
it  also  depends  upon  the  mean  temperature  of  the  junctions.  If  the  mean 
temperature  of  the  junctions  of  two  metals  is  t°  and  one  junction  is  half  a 
degree  above,  the  other  half  a degree  below  t°,  so  that  the  difference  of 
temperature  is  one  degree,  the  electromotive  force  in  the  circuit  is  called  the 

thermo-electric  power  of  the  two  metals  at  t . 

If  P denotes  the  thermo-electric  power  of  two  metals  at  the  mean  tem- 
perature 7°,  and  r is  the  difference  of  temperature  between  their  junctions, 

the  E.M.F.  acting  on  the  circuit  is  Pr. 

Thermo-electric  power  is  thus  the  rate  of  change  of  the  thermo-electro- 
motive force  with  temperature.  The  following  table  gives  approximately  the 
thermo-electric  powers  for  certain  metals  at  the  mean  temperature  20  . 

They  are  expressed  in  micro-volts  (848)  per  degree,  and  are  referred  to  that 

of  lead  as  zero. 

Bismuth 
Cobalt . 

Nickel. 

German  silver 
Lead  . 

Tin  . 

Thus  with  whatever  metal  in  the  above  list  bismuth  is  associated  to  form 
a thermo-couple,  the  current,  will  always  pass  from  it  to  the  other  meta 
throtXhe  warmer  junction.  With  a bismuth-antimony  couple  at  a mean 
temperature  of  20°,  the  E.M.F.  per  degree  is  97-(-25)  = ^2  micro-volts^ 
ft  will  be  observed  how  great  is  the  thermo-electric  power  of  the  h^hly 
crystalline  metals.  Alloys  are  not  always  intermediate  to  the  metals  of  whic 
tiev  ai^  composed,  and  therefore  the  position  of  the  metals  is  greatly 
affected  by  slight  admixtures.  The  thermo-electric  behaviour  of  s^bst(anc^ 
hs  greatly  affected  by  hardness,  direction  of  crystallisation,  and  so  forth,  and 
to  thîs  are  no  doubt  due  many  of  the  discrepancies  ,n  the  hsts  g.ven  by 

difforàlHherbodtes  mentioned  in  the  above  series,  bismuth  and  selenium 
nroduce  the  greatest  electromotive  force  ; but  from  the  expense  of  this 
fatter  elementfand  on  account  of  its  low  conducting  power  and  the  d.fficu  ) 
nf  making  good  joints,  antimony  is  generally  substituted.  . . , 

- *s  r e 

za-'Srsz 

at  is  the  same  whether  A and  A/ 

arfmefely  in  contact,  or  are  soldered  together,  or  joined  by  any  other  metal, 
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mean  temperature  is  kept  constant.  In  some  cases  the  E.M.F.  increases 
more  rapidly  than  the  temperature-difference  ; in  others  the  rate  of  increase 
with  rising  temperature  of  the  hot  junction  diminishes,  until  at  a certain 
temperature  it  becomes  zero  and  changes  sign.  Let  one  junction  of  a copper- 
iron  couple  be  kept  at  o°  while  the  other  is  gradually  heated;  the  E.M.F. 
increases  until  the  temperature  reaches  276°,  and  then  diminishes,  becoming 
zero  when  the  temperature  is  552°.  If  one  junction  is  as  much  above  276° 
as  the  other  is  below  it,  there  will  be  no  E.M.F.,  and  no  current,  in  the 
circuit.  This  temperature  is  called  the  neutral  temperature.  When  the  mean 
temperature  of  the  circuit  is  the  neutral  temperature  there  will  be  no  E.M.F., 
however  great  may  be  the  difference  of  temperature  between  the  hot  and 
cold  junctions.  If  the  temperature  in  the  above  case  is  pushed  beyond  5520, 
a negative  E.M.F.  is  developed,  increasing  with  temperature.  This 
phenomenon  is  known  as  thermo-electric  inversion,  and  is  easily  exhibited  by 
twisting  together  the  ends  of  copper  and  iron  wires,  and  connecting  the 
free  ends  to  a low-resistance  reflecting  galvanometer.  If  the  junction  is 
gradually  heated  in  a spirit  flame,  the  spot  of  light  will  be  seen  to  advance, 
first  quickly,  then  more  slowly,  reach  a limiting  position,  return,  pass  the  zero, 
and  proceed  in  the  opposite  direction. 

871.  Causes  of  thermo-electric  currents. — Thermo-electric  currents  are 
probably  to  be  attributed  to  an  electromotive  force  produced  by  the  contact 
of  heterogeneous  substances,  a force  which  varies  with  the  temperature. 
When  all  the  parts  of  a circuit  are  homogeneous,  no  current  is  produced 
on  heating,  because  the  heat  is  equally  propagated  in  all  directions.  This 
is  the  case  if  the  terminals  of  the  galvanometer  are  connected  by  a simple 
copper  wire.  But  if  we  destroy  the  uni- 
formity of  this  wire  by  coiling  it  in  a 
spiral,  or  by  knotting  it  (fig.  856),  the 
needle  indicates  by  its  deflection  a current 
going  from  the  heated  part  to  that  in 
which  the  homogeneity  has  been  destroyed 
by  the  twisting  produced  ; this  is  not  seen 
with  platinum  wire.  If  the  ends  of  the 
galvanometer  wires  are  coiled  in  a spiral, 
and  one  end  is  heated  and  touched  with 
the  other,  the  current  goes  from  the 
heated  to  the  cooled  end. 

If  one  part  of  a piece  of  brass  wire,  whose  ends  are  connected  to  a galvano- 
meter, is  annealed,  and  the  junction  between  annealed  and  unannealed  is 
heated,  a current  is  produced  flowing  from  unannealed  to  annealed  through 
the  hot  junction.  6 

Svanberg  found  that  the  thermo-electromotive  force  is  influenced  by  the 
crystallisation  ; for  instance,  if  the  cleavage  of  bismuth  is  parallel  to  the 
face  of  contact,  it  is  greater  than  if  both  are  at  right  angles,  and  the 
reverse  is  the  case  with  antimony.  Thermo-electric  couples  may  be  con- 
struc  ed  of  either  two  pieces  of  bismuth  or  two  pieces  of  antimony,  if  in  the 

is  at  dtrnT  TagC  1S,  P"™116'  t0  the  Place  of  ««tact,  and  in  the  other 
1 g i fngl.es:  Hence  the  position  of  metals  in  thermo-electric  series  is 
influenced  by  their  crystalline  structure. 


Fig.  856 
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872.  Thermo-electric  battery.— From  what  has  been  said  it  will  be 
understood  that  a thermo-electric  couple  consists  of  two  metals  soldered 
together,  the  two  ends  of  which  can  be  joined  by  a conductor.  I-  ig.  857 

represents  a bismuth-copper  couple  ; fig.  85b 
represents  a series  of  couples  used  by  Pouillet. 
The  former  consists  of  a bar  of  bismuth  bent 
twice  at  right  angles,  at  the  ends  of  which  are 
soldered  two  copper  strips,  c,  d,  which 
terminate  in  two  binding  screws  fixed  on 
some  insulating  material.  _ . 

When  several  of  these  couples  are  joined 
so  that  the  second  copper  of  the  first  is 
soldered  to  the  bismuth  of  the  second,  then 
the  second  copper  of  this  to  the  bismuth 
of  the  third,  and  so  on,  this  arrangement 
constitutes  a thermo-electric  battery,  which  is 
worked  by  keeping  the  odd  solderings,  for 
instance,  in  ice,  and  the  even  ones . in  water 
heated  to  ioo°.  _ . 

The  electromotive  force  of  each  couple  under  these  conditions  is  about 

'OI  87t  Nobili’s  thermo-electnc  “g" 

electric  battery,  or  pile,  as  it  is  ustia ^ ose  he  joined  the 

”!i;tr  ^S^haLfaSLn,  mid.' a tnanuer  that,  after  having  fornted 


Fig.  857 


Fig.  858 


a series  of  five  roupies,  as  represented  in  fig.  £60,  the  £ 

soldered  to  the  antimony  o a seam  d on  for  four  vertical  series, 

“hin°g 

biS  Thus  arranged,  the  couples  are  insulated  ft 

appear  a,  the  tree 
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ends  of  the  pile.  Two  small  copper  binding  screws,  m and  n , insulated 
m an  lvory  ring,  communicate  in  the  interior,  one  with  the  first  antimony, 
representing  the  positive  pole,  and  the  other  with  the  last  bismuth,  repre- 
senting the  negative  pole.  Covers,  not  shown  in  the  figure,  fit  on  the  ends 
of  the  frame  to  protect  the  faces  of  the  pile  from  accidental  changes  of 
temperature. 

The  E.M.F.  of  a single  bismuth-antimony  pair  for  i°  difference  of  tern pe- 
l ature  is  about  122  micro-volts,  and  for  a pile  of  20  pairs,  2440  micro-volts 
it  the  terminals  were  connected  to  a moderately  sensitive  galvanometer— 
of,  say,  5 ohms  resistance,  and  having  a reduction  factor  of -5  micro-ampere 
per  division  (841) — the  deflection  would 
be  1000  divisions,  so  that  a deflection 
of  1 division  would  correspond  to  a 
difference  of  temperature  of  -ooi°  C.  be- 
tween opposite  faces  of  the  thermo-pile. 

The  most  sensitive  arrangement  of 
this  class  is  the  radiomicroineter 
invented  by  Mr.  Boys.  It  consists  of 
a light  thermo-junction  suspended  by 
a thin  quartz  thread  (89)  between  the 

poles  of  a strong  horseshoe  magnet  ; F»g-  859  Fig.  860 

it  resembles  in  fact  D’Arsonval’s  galvanometer  (fig.  897).  With  the  slightest 
difference  in  the  temperature  of  the  two  ends  of  the  bars  of  the  therïïo fair 
d JUTfriS  pr0duced  m lts  circuit-  and  this  being  in  a magnetic  field  is 

distance  of  1 530  feet.  alfpenny  by  the  flame  of  a candle  at  a 

rmpl?  »Wch  have 

perhaps  the  most  successful  has  been  Clamond?  ‘ " 'C‘  y pract,c,,1  PurPoses. 

W lich  has  been  used  for  telegraphic  purposes 
and  also  for  electroplating.  Its  characteristic 
features  are  the  construction  and  arrangement 
o the  elements,  and  the  manner  in  which  the 
heating  is  effected. 

The  negative  element  of  the  couple  consists 
of  an  alloy  of  two  parts  of  antimony  and  one 
of  zinc,  forming  a flat  spindle-shaped  bar  from 

2 to  2 inrnpc  m lnnn-1.1.  1 o • . . . 


is  a thin  strip  or  lug  of  t mplatë  an  !!  ( ,The  P°sitive  m«ai 

this  is  then  bent  in  as  shown  aft  ,at  a in  % 861  ; 

melts  at  260°  C.,  is  poured  in’  TW  • r ^ldinamould,  the  alloy,  which 
appearance  represented  in  fig  86^  and  tftonnert  ,elements  have  then  the 
are  bent  into  shape,  and  ioirfecl in  ’ n rtl'T ? the  tin  ^gs 
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in  their  position  by  a 

“led  over°Mch\ther  ; the  connection  between  the  inclivitlntil  elements  anil 
Se^he  sets  of  rings 

of  the  tin  lugs.  , T1“\ ' “es.°  '’"^reC  Loolietl  at  from  the  inside, 

ïhe'facïs  5TÏÏ&  „ Jen,  the  an 

The  heating  is  effected  by  means  of  coal  gas,  acimiuec  u s 
ine  neamg  nerforated  by  numerous  small  holes,  this 

earthenware  tube,  A , 4>  1 . , i rj}  reaching  nearly  to  the 

is  surrounded  by  a somewhat  lajer  n o,  ube  ' CD  . ^ 

1X1“  £ n^Æ^'Sating,  as  the  gas,ets  do 


Fig.  863 


not  impinge  directly  on  the  ^ than 

by  an  automatic  arrangement,  so  that  the  temp 

about  2000.  thermo-electric  batteries  are  by  no  means 

Although  sometimes  convenie _ ,tf  & GlamoncVs  battery  of  120  ele- 

an  economical  source  of  1 Y-  & resistance  of  3-2  ohms  ; its  maximum 

ments  has  an  E.M.F.  of  8 volts,  second  ; and  the  consump- 

available  work  can  be  shown  to  a 5 ^at  of  combustion  of  a litre  of  gas 
tion  of  gas  per  hour  is  ' 0°  h refi;  ‘ upended  per  second  is,  therefore, 

is there‘ 

fore  only  about  5U  of  the  heat  \e  iar„e  towns,  the  cost  of  producing  a 

sM,inES  an 

hour  for  gas  alone. 
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875.  Becquerel’s  electric  pyrometer.— This  apparatus  consists  (fig.  865) 
of  two  wiiee,  one  of  platinum  and  the  other  of  palladium,  each  two  metres  in 
length  and  a sq.  mm.  in  section.  They  are  not  soldered  at  the  ends,  but  firmly 
tied  for  a distance  of  a centimetre  with  fine  platinum  wire.  The  palladium 
wire  is  enclosed  in  a thin  porcelain  tube  ; the  platinum  wire  is  on  the  outside 
and  the  whole  is  enclosed  in  a larger  porcelain  tube,  P.  At  the  end  of  this 
is  the  junction,  which  is  adjusted  in  the  place  the  temperature  of  which  is  to 
be  investigated.  At  the  other  end  project  the  platinum  and  palladium  wires 
m and  n,  which  are  soldered  to  two  copper  wires  that  lead  the  current  to  a 


Fig.  865 

immers^Tn^c^  soTha(\'eiHgS|ioth^at^tInCt'0n  pU“d  “ “ S‘ass  tube 

to  no  thermo-electromotive  force  temperature,  they  give  rise 

magnet,  and  gives  by  reflection  the  image  of  rl?1’’ WhlCh  nioves  Wlth  the 
sca  e>  E- at  * 
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this  view,  before  the  current  passes  the^mage  the  lightest 

to  coincide  with  the  micromc  ei ' g Qf  anotliev  division,  and  therefore 

deflection  of  the  minor  gi  . This  angle  is  always  small,  and 

tile  angular  deflection  of  the  tar  mag placing,  if 

should  not  exceed  3 01  4 degie  . circuit.  The  angular  deflec- 

necessary,  a rheostat  or  a resistance  coil  m^the  encotn  ^ of  (he 

pri™  Seed  ST “p  romet^ 

ratures^  near  tlios^ mbe  observecl*  ^he  indications  of  the  pyrometer  extend 


lcUUiv^O 

to  the  fusing  point  of  palladium.  method  by  using  a couple  of 

Lechatellier  has  greatly  /er  cent  of  rhodium, 

platinum  associated  "than  a y allc„„„Kted  with  a D'Arsonval's  dead- 
both  in  the  form  of  wn  es.  These  ^ in  various  metals  and  salts 

beat  galvanometei  (897)-  tures  of  which  are  known,  and  from 

a,  their  meltmg  P»'”^  obse„ed  deflections  a scale  is  empirically  gradu- 
ntcrl  In  this  way  temperatures  up  to  1200  C.  ma) 
be  determined  which  are  accurate  to  within  less  than 

IO  The  principle  of  the  arrangement  known  as  Bee- 
caterers  thermo-electric  needle  is  adapted  for  tempeia 
Si  the  boiling  point  of  water.  Two  identical 
couples  are  joined  in  series  in  opposition  to  each  othei. 
The  unctioi  A being  placed  at  the  point  who* ^ tem- 
perature is  to  be  determined,  the  junction  B is  placed 

ThC  j^madrust  ofVrWLtJe™!ninSg  the  rise  of 
r;Juree  rSeStagn.  coiis  of  a dynamo,  one  of  .he  iuncons 
. ^ 1 .1  Jcsd  nmnno-çt  the  field  coils.  . «lûrfn r 


Fig.  866 


temperature  m — - 

being  embedded  amongst  the  Jel  l <e  '.electric  currents. -Thermo-electric 

876.  Properties  and  uses  of  the  Q f t constancy  ; for  the  oppo- 

currents  are  of  extremely  low  potent  > be  k t at  0°  and  100  C. 

site  junctions  of  drermo-electnc  coup  ^ ^ account>  0hm  used  them 

by  means  of  meltmg  ice  and  boil  g law_  They  can  produce  all  the 

in  the  experimental  establis  1 though  in  less  degree.  By  means  ol 

actions  of  the  ordinary  A elements  of  iron  and  german  silver, 

a thermo-electric  pile  consisting  o^^m9  e 1Qo  t0  ,5-,  Kohlrausch 

tVic  ends  of  which  differed  m temperatu  * electricity  at  the  two 


th^ends  oVwhich  differed  in  temP^ ^^e^adve* electricity  at  the  two 
proved  the  presence  of  tund  that  the  E.M.F.  was  nearly 

ends  of  the  open  pile  respective1^  H ^ als0  that  the  electromotive 

proportional  to  the  number m the  above  circumstances  was  about  -oo  15 
force  of  a single  couple  tl  their  low  potential,  thermo- 

that  of  a single  Seal  actions.  Botto,  however,  with 

1^0  platinum  and  iron  wires,  decomposed  ^ m&y  be 

iSrrS  by^To^what  is  called  the  — 
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diagram.  In  fig.  867  the  abscissæ  represent  the  temperatures  of  the  junctions 
on  the  Centigrade  scale,  and  ordinates  represent  thermo-electric  powers  in 
teims  of  micro- volts  per  degree  Centigrade.  Lead,  for  a reason  to  be  presently 
explained  (879),  is  taken  as  the  metal  of  reference.  The  different  metals 
aie  îepiesented  by  straight  lines  and  the  significance  of  the  diagram  may  be 
illustrated  by  taking  an  example.  At  50°  the  ordinate  of  the  iron  curve  is 
- 13,  which  means  that  if  we  make  a circuit  of  the  two  metals  iron  and  lead 
and  if  one  junction  is  at  4910  and  the  other  at  So£°,  so  that  the  temperature 
difference  is  i°  and  the  mean  temperature  50°  the  E.M.F.  in  the  circuit  will 
be  13  micro-volts,  and  the  current  will  flow  from  lead  to  iron  through  the 
warmer  junction.  If,  instead  of  iron,  we  take  copper  at  the  same  temperature, 
the  E.M.F.  is  1 micro-volt  ; and  if  the  metals  employed  are  iron  and  copper, 


Fig.  867 


(276°  C.)  has  now  been  attained  and  L f,  1'  neutral  temPerature 
be  necessary  to  subtract  the  area  Tv  1 > say  to  400°  it  will 

to  get  the  area  representing-  the  f‘°?  th^  tmngIe  °>  n>  ~ I5,  in  order 
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cut  and  when  the  ends  A and  B are  connected  with  a galvanometer,  the 
needle  of  the  galvanometer  is  deflected  in  one  direction  when  the  junction 

li  pi  ted  and  in  the  other  when  it  is  cooled.  . , 

Peltier  found  by  means  of  this  apparatus,  which  is  known  as  Peltier's 

that  the  ends  project  on  each  side.  The  projecting 
parts  are  provided  with  binding  screws,  so  as  to  allow 
l current  to  be  passed  through  When  the  curren 
passes  from  the  antimony  to  the  bismuth  the 
in  the  bulb  is  heated,  it  expands,  and  the  liquid  m 
the  stem  sinks  ; but  if  it  passes  m the  opposite  direc- 
tion the  air  is  cooled,  it  contracts,  and  ^Uqddns« 

XSvS  wlv 1 le 1 :rm^°n  ^sequence  of  the  heating  of  the  metal 

a‘sma.11  hole  at  the  junction  t^fa^b^smuth^ndandmonyJ^rj^n 

which  were  placed  a chop  of  watei  an  a was  passed  from  bismuth 

passing  a feeble  current,  it  is  found 
that  as  much  ice  melts  at  one  junction 
as  is  produced  at  the  other. 

The  Peltier  effect  is  independent  oi 
SN  the  heating  effect  which  is  produced 
k when  a current  traverses  any  con- 
ductor, and  which  maybe  called  the 
frictional  heating  or  Joule  effect.  1 he 
heat  due  to  this  cause  is  proportional 
to  the  square  of  the  current,  C,  to  the 
resistance,  R,  and  to  the  time,  t,  and  is 
Fig.  869  independent  of  the  direction  of  the 

current  (860)  ; while  the  effect ^ eP,X  Unhlctiom  ' This  suggests 

current  and  to  the  time,  and  «levels  ^ It  is  equal  to  $Ct,  where 

a method  of  determining  the  f*  , coefficient  of  the  Peltier  effect.  The 

lolii::  S ~ « - "• in  *• 
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two  cases  : measured  in 
•!pC/,  from  which 


dynamical  units  H = C2R7  + JpC/,  and  H'=  C2R7  — 


Jp  = 


H - H' 
2C  t 


That  the  Peltier  effect  is  independent  of  the  Joule  heating  has  been 
established  by  Edlund,  by  a method  the  principle  of  which  is  represented  in 
fig.  869.  M and  N are  two  bulbs,  and  are  connected  by  a narrow  glass 
tube,  in  which  is  a drop  of  liquid  serving  as  index.  The  rods  of  metal 
A and  B are  fixed  airtight  in  the  bulbs,  and  are  soldered  at  m and  n,  while 
the  free  ends  can  be  connected  with  a battery.  If  the  pieces  m and  n inside 
the  glass  vessels  offer  the  same  resistance,  and  these  vessels  are  of  the  same 
size,  when  the  current  passes  the  Joule  effect  is  the  same  in  each  case,  and 
consequently  the  index  is  equally  pressed  in  opposite  directions,  and  there- 
fore does  not  move.  But  the  Peltier  effect  is  opposite  in  the  two  vessels, 
and  produces  a displacement  of  the  index,  from  which  the  change  of  tem- 
perature can  be  deduced. 


The  Peltier  effect,  as  will  be  seen,  is  greater  as  the  term  2C /,  or  the 
strength  of  the  current,  is  less,  and  hence  it  can  only  be  shown  with  feeble 
currents. 

These  experiments  form  an  interesting  illustration  of  the  principle,  that 
whenever  the  effects  of  heat  are  reversed  heat  is  produced  ; and  whenever 
the  effects  ordinarily  produced  by  heat  are  otherwise  produced,  cold  is  the 
îesult  ; for  cooling  takes  place  when  the  current  is  in  the  same  direction 
as  the  thermo-current  which  would  be  produced  by  heating  the  junctions 
and  heating  when  the  current  is  in  the  opposite  direction. 

879.  Thomson  effect.— If  we  take  two  bars  of  the  same  metal  A B and 
A B , which  are  connected  at  the  ends  B B'  by  a wire,  so  that  a current  can 
be  passed  through  them, 
then  the  temperature  of  each 
part  of  the  bars  due  to  the 
Joule  effect  would  be  the 
same  when  the  stationary 
condition  is  attained.  If  the 
two  ends  B B'  are  kept  at  a 
constant  temperature  of  ioo° 
by  being  immersed  in  boiling- 
water,  while  the  others  A A' 
are  placed  in  melting  ice, 
and  are  thus  at  o°,  and  if 
now  a thermopile  is  placed 

bars  it  will  °HPPPrte/ar:n  ,COntaCt  With  metrical  portions  of  the  two 
ABB' A l ? W1Cn  a current  P^ses  through  the  system  at 

. ÏLA  > the  galvanometer  of  the  thermopile  is  deflected,  showing  that  there 
s a difference  of  temperature  at  the  two  ends  of  the  pile-  that  is  the  corre 
spending  parts  of  the  bars  are  not  at  the  same  temperature.  In  the  case  of 
opper,  silver,  zinc,  and  antimony  the  point  would  be  hotter  on  that  bar 
along  which  the  current  passes  from  hot  to  cold  • in  the  case  nf  . In  1,  • 

SïïT- bismMh'  - * >■  t 


904 


Dynamical  Electricity 


[879 


This  phenomenon,  which  is  known  as  the  Thomson  effect  from  its  dis- 
coverer, Lord  Kelvin,  is  most  marked  in  antimony  among  positive  metals 
and  in’  iron  ; it  is  a sort  of  electric  convection  of  heat  ; in  copper  the 
current  carries  heat  along  with  it.  In  iron  heat  apparently  travels  against 
the  current.  Cold  copper  behaves  towards  hot  copper  in  the  same  way  as 
bismuth  behaves  towards  antimony,  so  that  when  a current  is  passed  from 
the  hot  to  the  cold  end  of  a bar  of  copper  there  is  an  evolution  of  heat 
at  all  points  along  the  bar.  In  a bar  of  iron  under  similar  conditions  there 

is  an  absorption  of  heat.  . 

In  the  case  of  those  metals  whose  lines  slope  downwards  in  the  thermo- 
electric diagram  (fig.  867),  such  as  copper,  zinc,  &c.,  heat  travels  with  the 
electricity  when  the  current  passes  from  the  hotter  to  the  coldei  portion  o 
an  unequally  heated  bar.  In  the  case  of  those  metals  whose  curves  slope 
upwards,  iron,  platinum,  & c.,  heat  travels  in  the  opposite  direction.  L 
Roux  found  that  lead  has  no  Thomson  effect-that  is,  there  is  no  motion  of 
heat  either  with  or  against  the  current.  This  is  why  lead  is  chosen  as 

standard  in  the  thermo-electric  diagram.  . , . ., 

Le  Roux  also  showed  that  the  Thomson  effect  is  proportional  to  the 

strength  of  the  current. 
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CHAPTER  VI 
ELECTRODYNAMICS 

SSo.  Electrodynamics. — By  the  term  electrodynamics  is  understood  the 
laws  of  electricity  in  a state  of  motion,  or  the  action  of  electric  currents  upon 
each  other  and  upon  magnets,  while  electrostatics  deals  with  the  laws  of  elec- 
tricity in  a state  of  rest. 

The  action  of  one  electric  current  upon  another  was  first  investigated 
by  Arnpèie,  shoitly  after  the  discovery  of  Oersted’s  celebrated  fundamental 


even  the  most  complicated,  follow 


experiment  (835).  All  the  phenomena, 
from  two  simple  laws,  which  are — 

anothlr  CUrrentS  WkiCh  are*arallel'  and  in  & direction,  attract  one 

In'  order  C^ents  ^alle\but  «*  contrary  directions,  repel  one  another. 

In  01  de.  to  demonstrate  these  laws,  the  circuit  which  the  current  traverses 
must  consist  of  two  parts,  one  fixed  and  the  other  movable.  This  is  effected 
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by  the  apparatus  (fig.  871),  which  is  a modified  and  improved  form  of  one 

originally  devised  by  Ampere.  . . . , 

^It  consists  of  two  brass  columns,  A and  D,  between  which  is  a shorter 
one.  The  column  D is  provided  with  a rectangular  frame,  MN,  on  which  is 
wound  a number  of  turns  of  insulated  wire  (fig.  873),  the  sensitiveness  of  îe 
instrument  increasing  with  the  number  of  turns.  This  frame  can  be  adjus  ec 
at  any  height,  and  in  any  position,  by  means  of  a universal  screw  clamp 

'SeCTheS'short  column  is  hollow,  and  in  its  interior  slides  a brass  tube  termi- 
nating in  a mercury  cup,  r,  which  can  be  raised  or  lowered.  On  the  column 

A is  another  mercury  cup,  represented  in  section  at 
fig.  872  in  its  natural  size.  In  the  bottom  is  a 
capillary  aperture  through  which  passes  the  point 
of  a sewing  needle  fixed  to  a small  copper  ball. 
This  point  extends  as  far  as  the  mercury,  and  turns 
freely  in  the  hole.  The  movable  part  of  the  circuit 
Fie  872  consists  of  a copper  wire  proceeding  from  a sma 

ball,  and  turning  in  the  direction  of  the  arrows 
r -,  „ Hip  run  c The  two  lower  branches  are  fixed  to  a thin 

strip  oAJci;  and  the  whole  system  is  balanced  by  two  copper  balls,  sus- 

known,  the  current  ^ 

A (fig.  873)  to  the  cup 
traverses  the  circuit  bC, 
reaches  the  cup,  c,  descends 
the  central  column,  and 
thence  passes  by  a wire, 
P,  to  the  coil  MN,  whence 
it  returns  to  the  battery 
by  the  wire  Q-  Now,  if, 
before  the  current  passes, 
the  movable  circuit  has 
been  arranged  in  the  plane 
of  the  coil,  with  the  sides 
B and  M opposite  each 
other,  when  the  current 
passes,  the  side  B is  re- 
pelled, which  demonstrates 

the  second  law  ; for  in  the  branches  B and l M .he  currents,  as  indicated 

by  î:  spu».  * r:r;  h?  ^ ^ 

" » Ï between  £ « 


parts.  ....  tIip  attraction  of  parallel  currents  may 

88,.  Roget's  vibrating  spin  , -The  nttracbc m P in, 

also  be  shown  by  an  experiment  known  as  mat  01  j, 
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(fig.  874).  A copper  wire  about  07  mm.  in  diameter  is  coiled  in  a spiral  of 
about  30  coils  of  25  mm.  in  diameter.  At  one  end  it  is  hung  vertically  from 
a binding  screw,  while  the  other  just  dips  in  a mercury  cup.  On  passing  a 
current  of  2 or  3 amperes  through 
the  spiral  by  means  of  the  mercury 
cup  and  the  binding  screw,  its  coils 
are  traversed  by  parallel  currents  ; 
they  therefore  attract  one  another, 
and  rise,  and  thus  the  contact  with 
the  mercury  is  broken,  and  a small 
spark  occurs.  The  current  having 
thus  ceased,  the  coils  no  longer 
attract  each  other,  they  fall  by 
their  own  weight,  contact  with  the 
mercury  is  re-established,  and  the 
series  of  phenomena  is  indefinitely 
reproduced.  The  experiment  is 
still  more  striking  if  an  iron  rod 
the  thickness  of  a pencil  is  intro- 
duced into  the  interior,  as  shown 
in  the  figure.  The  self-induction 
(967)  of  the  circuit  being  increased, 
the  sparks  are  much  more  vivid 
and  noisy. 

882.  Laws  of  angular  currents. 

I.  Two  rectilinear  currents , the 
directions  of  which  form  an  angle  with  each  other , attract  one  another 
when  both  approach  or  recede  from  the  apex  of  the  angle. 

II.  They  repel  one  another  if  one  approaches  and  the  other  recedes  from 
the  apex  of  the  angle. 

These  two  laws  may  be  demonstrated  by  means  of  the  apparatus  above 
described,  the  mov- 
able circuit  being  * 

replaced  by  the  cir- 
cuit BC  (fig.  875). 

If  then  the  rect- 
angular frame  is 
placed  horizontally, 
so  that  its  current 
is  in  the  same  direc- 
tion as  in  the  mov- 
able current,  on  re- 
moving the  latter  it 
quickly  approaches 
the  fixed  coil,  which 
verifies  the  first  law. 

To  prove  the 
second  law," 


Fig.  874 


Fig.  875 


nnrl  a.  *h.e.coiHs  ^ned-so-that  the  currents  are  inapposite  directions, 
and  then  repulsion  ensues  (fig.  875). 
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Both  laws  are  included  in  the  . statement  .that  the  two  circuits  tend  to 
become  parallel  to  each  other  with  their  currents  in  the  same  direction. 

883.  Laws  of  sinuous  currents. — The  action  of  a sinuous  current  is 
equal  to  that  of  a rectilineal  current  of  the  same  length  in  projection. 

This  principle  is  demon- 
m,  ' strated  by  arranging  the 

fixed  coil  vertically  and 
placing  near  it  a movable 
circuit  of  insulated  wire 
half  sinuous  and  half 
rectilinear  (fig.  876).  It 
will  be  seen  that  there 
is  neither  attraction  nor 
repulsion,  showing  that 
the  action  of  the  sinuous 
portion  mn  is  equalled 
by  that  of  the  rectilinear 
portion. 

An  application  of  this 
principle  will  presently  be 
met  with  in  the  appara- 
tus called  solenoids  (893), 
which  are  formed  of  the  combination  of  a sinuous  with  a rectilinear  current. 

884.  Action  of  an  infinite  rectilinear  current  on  a rectangular  or 

circular  current.— It  is  easy  to  see  that  a horizontal  infinite  ciment  exe 
cises  the  same  directive  action  on  a rectangular  current  movable  about  a 
vertical  axis  (fig.  877)  as  that  which  has  been  above  stated.  For  fi om  the  direc- 
tion of  the  currents  indicated  by  the  arrows,  the  part  QY  acts  b>'  aUnlct1^ 
not  only  on  the  horizontal  portion  YD  ( law  of  angular  currents)  but  also  on 
the  vertical  portion  AD.  This  latter  statement  will  be  evident  if  we  suppose 
a line  to  be  drawn  perpendicular  both  to  YQ  and  to  A ,1  wi 
shortest  line  between  their  directions.  The  part  of  the  current  Q w n 
is  on  the  right  of  this  line  will  attract  AD,  for  both  currents  are  moving 
in  The « direction,  and  the  part  on  the  left  w repe  AD  for  one 

is  moving  towards,  and  the  othei  trom,  tne 
shortest  line  between  them.  Hence,  from  both 
causes,  AD  will  move  to  the  right.  The  same 
action  evidently  takes  place  between  the  part 
PY  and  the  parts  CY  and  BC.  Hence,  tie 
fixed  current  PQ  tends  to  direct  the  movable 
rectangular  current  ABCD  into  a position 
Parallel  to  PQ,  and  such  that  in  the  wires.  CD 
and  PQ  the  direction  of  the  two  currents  is  the 

SCLV16. 

This  principle  is  readily  demonstrated  by 
placing  the  circuit  ABCD  on  the  apparatus  with 
two  supports  (fig.  877),  so  that  at  first  it  ma -es 

saws  £ 


Fig.  877 
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passes  into  that  plane.  It  is  best  to  use  the  circuit  in  fig.  873,  which  is 
astatic,  while  that  of  fig.  877  is  not. 

What  has  been  said  about  the  rectangular  current  in  fig.  877  applies  also 
to  circular  currents,  and  is  demonstrated  by  the  same  experiments. 

885.  Motion  of  currents  in  a magnetic  field.— The  phenomena  of  the 
attraction  and  repulsion  of  currents  described  in  the  preceding  articles  may 
also  be  explained  by  reference  to  the  magnetic  fields  produced  by  the 
currents.  A current  through  a straight  wire  is  accompanied  by  a magnetic 
field,  the  lines  of  force  in  which  are  circles  in  planes  at  right  angles  to  the 
wire,  with  their  centres  in  the  wire  (834).  A north  magnetic  pole  placed 
m such  a field  tends  to  move  round  the  current  along  a line  of  force  and 
the  direction  of  motion  is  given  by  Ampère’s  rule,  which  states  that  if 
we  imagine  a swimmer  in  the  wire  swimming  in  the  direction  of  the 
current,  and  looking  at  the  north  pole,  the  pole  will  move  towards  his  left 
hand.  In  this  case  the  current  is  supposed  to  be  fixed,  and  the  pole 
movable,  but  the  action  between  the  two  is  reciprocal— that  is,  if  the  pole  is 
fixed,  and  the  wire  carrying  the  current  capable  of  motion  in’  a direction  at 
right  angles  to  itself,  it  will  move  to  the  right  hand  of  the  swimmer  And 
generally  a movable  straight  conductor  carrying  a current  in  a magnetic 
field,  and  capable  of  moving  at  right  angles  to  its  own  length,  will  move  to- 
wards the  right  hand  of  the  hypothetical  swimmer  who,  swimming  with 
the  current,  places  himself  so  that  the  lines  of  force  in  the  field  pass 
through  him  from  front  to  back.  Applying  this  rule  to  the  cases  repre- 
sented in  figs.  871,  873,  where  the  lines  of  force  due  to  the  current  in  M 
or  N are  closed  curves  threading  through  the  frame  MN  and  the  swimmer  is 
m the  movable  conductor  B,  apparent  repulsion  of  B in  fig.  871  and  attraction 
C*  * J3  must  occur.  The  motion  of  the  rectangular  coil,  ABCD  in 
fig.  877,  follows  the  same  rule,  for  the  circular  lines  offeree  due  to  the  current 
QP  are  coming  up  towards  the  swimmer  in  YC,  and  his  right  hand  is 
therefore  directed  towards  the  direction  of  P and  away  from  Q,  whatever 
be  the  position  of  the  rectangle.  The  rectangle  will  be  at  rest,  and  in  a 
position  of  minimum  potential  energy  with  regard  to  the  current  QP  when 
. >s  parallel  to  the  latter,  and  in  these  circumstances  more  lines  of  force 
due  to  QP  pass  through  it  than  when  the  rectangle  has  any  other  position 
Moreover,  its  own  lines  of  force  due  to  the  current  flowing  through  it S 
are  in  the  same  direction  as  those  proceeding  from  QP  so  that  in  it, 
position  of  rest  it  has  the  maximum  number  of  lines  of  We 
through  it.  This  is  in  conformity  with  a principle  of  universal  appSon 
which  may  be  stated  thus  .-When  a circuit  in  a magnetic  field  is  tmversed 
by  a current,  it  will  alter  its  position  and  configuration  tiaveised 

greatest  possible  number  of  lines  of  force  ° ' enclose  the 

The  principle  is  illustrated  in  the  following  experiment  .-If  the  ends  of 
two  copper  wires  connected  to  the  terminals  of  n 1,0  . . , s of 

loop  of  a flexible  conductor,  such  as  the  thin  tincnl  ' 1 116  Joine<^  ^y  a 

.OOP  ,vi„  probably  hang  diwn  in^S  f ^ 

area  ; but,  ,f  a current  passes  through  the  circuit  the  l„™.  „ T Sma" 

present  a larger  area  and  to  increase  the  of  I Z 7r ^ “ !° 

If  the  material  were  perfectly  flexible  it  would  tal-n  °-  01ce  tllrough  it. 
order  use  a fair, y strong  current  in  this  exporta^  LZt  sameti.'e 
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. , 0 1 f,  | ci  on  it  is  better  to  immerse  the  fine  wire  in  water, 

whTch  wdUa^y  off  fteTla.  W convection  ns  fns,  as  it  is  produced,  and  is 

a horizontal  circntar  cu,r,„.T 

repus:is  ohZi:  ”i,  «u*  « °f  £ 

clll„tPd  Conner  wire,  through  which  a current  passes.  In  the  centie  ot 
tens  “lass  support,  »,  terminated  by  a small 

I»  clips  a ^ ^ »g  a copper  w™,  ^ “versed 

vertical  branches,  which  aie  soldeieü  y ^ 1 1 t • throUgh  the 

in  acidulated  water  contamed  m the  vesse h A , cnrre, ,u « g 

wire  »«  passes  through  the  cod  Ascending  in 

a "“t  pas  es'by  the  wires  it  into  the  copper  ring,  and  through 
this  column,  it  passes  Dy  tj-,e  acidu]ated 

water  to  the 
sides  of  the 
vessel,  whence 
it  returns  to 
the  battery  by 
the  strip  D. 
The  circuit  be- 
ing thus  closed, 
the  wire  bb  and 
the  ring  tend 
to  turn  in  a 

. . » t1,_  fixeci  current.  This  may  be  explained  by 

direction  contrary  to  that . °f  _ ns  &nd  repulsions  between  the  circular 

reference  to  the  vaiio  _ the  resujt  follows  at  once  from  the  con- 

currents and  those  m the  wn  , ^ A duces  a magnetic  field,  the  lines 

sidération  that  the  cun  en  through  the  coil.  In  the  neighbourhood  of 

efforcé  in  which  come  upward the  drcumference  they  curl 

-ed  tha,  current* 

may  be  shown  by  means  o f the  appa. ^ P^  In  the  centre  of  it  is 
of  a large  glass  vessd,  aim  fi  in  length,  which  projects  a little 

immersed  a magnet,  A,  aboute^  ^ at  the  bottom  with  a 

above  the  surface  of  the magnet  is  a small  cavity  containing 
platinum  cylinder.  A !he  .op  of  the  ^ passes  int0  this  cav„y 

mercury  ; the  current  ascending  g b the  mercury  to  a copper 

by  the  rod  C.  From  the : <g  n when  the  current  flows  the 

ring,  G,  when  it  emerge  by  Qwn  axis  with  a velocity  depending  on  its 

magnetic  p^wer  °and  on  the  strength  of  the  current. 


Fig.  878 
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Fig.  879 


JFig.  880 


Instead  of  making  the  magnet  rotate  on  its  axis,  it  may  be  caused  to 
rotate  round  a line  parallel  to  its  axis  by  arranging  the  experiment  as  shown 
(fig.  880). 

This  rotatory  motion  is  readily  intelligible  on  Ampère’s  theory  of  mag- 
netism (894),  according  to  which,  a magnet  is  traversed  on  its  surface  by 
an  infinity  of  circular  currents  in  the  same  direction,  in  planes  perpen- 
dicular to  the  axis  of  the  magnet.  At  the  moment  at  which  the  current 
passes  from  the 
magnet  into  the 
mercury,  it  di- 
vides on  the 
surface  of  the 
mercury  into  an 
infinity  of  rec- 
tilinear currents 
proceeding  from 
the  axis  of  the 
magnet  to  the 
circumference  of 
the  glass.  Figs. 

881  and  882, 
which  corre- 
spond respec- 
tively to  figs. 

879  and  880, 

give  on  a larger  scale,  and  on  a horizontal  plane  passing  through  the  surface 
of  the  mercury,  the  direction  of  the  currents  to  which  the  rotation  is  due  In 
fig.  879,  the  north  pole  being  at  the  top,  the  Amperian  currents  (894)  pass 
round  the  magnet  m the  reverse  direction  to  that  of  the  hands  of  a watch  as 
indicated  by  the  arrow  i (fig.  881),  while  the  currents  which  radiate  from  the 
îod  C towards  the  metal  ring  GG'  have  the  direction  CD,  CE,  &c.  Thus 
(881)  any  given  element  * of  the  magnetic  current  of  the  bar  A is  attracted 
by  the  current  CE  and  repelled  by  the  current  CD  ; hence  results  a rotation 
the  bar  about  its  axis  in  the  same  direction  as  the  hands  of  a watch 
In  fig.  882  the 
currents  CD,  CF, 
being  in  the  oppo- 
site direction  to 
those  of  the  bar, 
would  repel  the 
latter,  which  would 
be  attracted  by  the 
currents  CE,  CH. 

Hence  the  bar 
rotates  in  a circular 

direction,  shown  by  Fi«- 881  Fig.  882 

the  arrow  .r,  about  the  vertical  axis  which  passes  through  the  rod  C 
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These  motions  may  also  be  explained  by  applying  Ampère’s  rule  to  the 
lines  of  force  clue  to  the  magnet.  In  fig.  88 1 the  current  enters  the  magnet 
at  C the  middle  of  its  north  end.  Lines  of  force  emerge  from  all  parts  of 
the  end,  so  that  a swimmer  in  the  current  which  enters  at  C will  be  looking 
at  a north  pole  in  whatever  direction  he  faces,  and  the  point  to  which  he 
looks  must  move  towards  his  left  hand.  Hence  the  magnet  rotates  m the 
direction  stated.  The  reader  will  have  no  difficulty  in  explaining  in  a similar 
wav  the  motion  of  the  magnet  in  the  second  case  (fig.  882). 

888.  Directive  actions  of  magnets  on  currents.— Not  only  do  currents 
act  upon  magnets, but  magnets  also  act  upon  currents.  In  Oersted  s funda- 
mental experiment  (fig.  871),  the  magnet  being  movable  while  the  current  is 
fixed  the  former  is  directed  and  tends  to  set  at  right  angles  to  the  current. 
If  on  the  contrary,  the  magnet  is  fixed  and  the  current  movable,  the  latter  is 


Fig.  883 


Fig.  884 


directed  and  sets  across  the  direction  magnet.^  ^he  original  form 

tinted  by  the  apparatus  represented  in  Û 8 * demonstration. 

of  Anfris  stand,  and  ^ traverses  is  movable, 

It  needs  no  explanation.  The  circu  t is  placed  ; the  circuit 

immediately  begins*^ upturn,  aT”o‘P"  after  some  oscillations  in  a plane 
possible  of  the  lines  due  to  the  magn  . . nd  thus  diminishes 

connected  either  circu, ar  or 
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rectangular  wires,  coils,  or  solenoids  ; they  are  then  traversed  by  a current, 
and  can  be  subjected  to  the  action  either  of  magnets  or  of  currents. 

S89.  Rotation  of  currents  by  magnets. — Not  merely  can  currents 
be  directed  by  magnets,  but  they  may  also  be  made  to  rotate,  as  is  seen 
from  the  following  experiment,  devised  by  Faraday  (fig.  885).  On  a base 
with  levelling  screws,  and  resting  on  an  ivory  support,  is  a copper  rod, 
BD.  It  is  surrounded  in  part  of  its  length  by  a bundle  of  magnetised 
wires,  AB,  and  at  the  top  of  it  is  a mer- 
cury cup.  A copper  frame,  EF,  balanced 
on  a steel  point,  rests  in  the  cup,  and  the 
other  ends  of  the  circuit,  which  terminate  in 
steel  points,  dip  in  an  annular  trough  full  of 
mercury. 

The  apparatus  being  thus  arranged,  a 
current  of  2 or  3 amperes  enters  at  the  bind- 
ing screw  b ; it  thence  rises  in  the  rod  D, 
descends  by  the  two  branches,  reaches  the 
mercury  by  the  steel  points,  whence  it  passes 
by  the  framework,  which  is  of  copper,  to  the 
battery  by  the  binding  screw  a.  If  now  the 
magnetised  bundle  is  raised,  the  circuit  EF 
rotates  in  a direction  depending  on  the 
polarity  of  A.  There  is  a mechanical  force 
acting  on  the  wii'e  E or  F,  the  direction  of 
which  is  given  by  Ampère’s  rule.  It  is 
proportional  to  the  current  and  to  the  pole 
strength  of  the  magnet. 

In  this  experiment  the  magnetised  bundle 
may  be  replaced  by  a solenoid  (893)  or  by 
an  electromagnet,  in  which  case  the  two 
binding  screws  in  the  base  of  the  apparatus 
on  the  left  give  entrance  to  the  current 
which  is  to  traverse  the  solenoid  or  electro- 
magnet. Fig.  885 

The  motion  of  a movable  current  in  a magnetic  field  is  also  illustrated 
by  Barlows  wheel,  represented  in  fig.  886.  It  consists  of  a light-toothed  metal 
wheel  which  can  lotate  about  a horizontal  axis,  and  is  so  arranged  that  one 
or  more  teeth  dip  in  a mercury  trough.  The  two  branches  oA  horseshoe 
magnet  are  on  opposite  sides  of  the  trough,  and  when  the  poles  of  a batterv 
are  connected  with  the  axis  and  mercurv  resnerhvPh,  .1  1 , °atte  y 

rotates.  If  the  current  flows  fromTe centre to  T il  7 at  ““ 
wheel,  and  the  north  pole  is  in  front,  the  wheel  rotates  in  A™  e.ienCe  °f  the 
that  of  the  hands  of  a watch.  ln  a directl0n  °PP^ite 

sPri^s(^^B(v^ich^ressesagainstt^etaxisUandtthenotlS  1 ^ * «° 

Let  H,  which  represents  the  direction  of  the  lines  of  i . , 

.ho  strength  of  the  held.  Then  the  magnetic  flttx  £&*£££&  £? 
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is  7rr'-H  r being  the  radius  ; and  if  C is  the  current,  the  torque  or  moment 
of  the  couple  tending  to  make  the  disc  rotate  is  nraHC.  The  direction  of 
motion  is  given  by  Ampère’s  rule. 

890.  Electrodynamic  and  electromagnetic  rotation  of  liquids. — '1  he  condi- 
tion of  a linear  current  assumed  in  the  previous  experiments  is  not  necessary. 
This  may  be  illustrated  by  a simple  form  of  experiment  devised  by  Clerk 
Maxwell.  At  the  bottom  of  a small  beaker,  a copper  disc  is  placed  with 
an  insulated  tongue  bent  at  right  angles,  and  connected  with  a similar 
zinc  disc  supported  about  an  inch  above  the  copper.  Dilute  acid  is  placed 
so  as  to  cover  both  discs,  and  some  fine  sawdust  having  been  added  to 
the  liquid,  the  whole  is  placed  on  the  pole  of  an  electromagnet.  The 
rotation  of  the  liquid  is  then  shown  by  that  of  the  sawdust. 

891.  Directive  action  of  the  earth  on  vertical  currents.— The  earth, 
which  exercises  a directive  action  on  magnets  (726),  acts  also  upon  currents, 


Fig.  886 


Fig.  887 


giving  them  in  some  cases  a fixed  direction,  in  others  a continuous  rotatory 

The  first  of  these  two  actions  may  be  thus  enunciated  : Every  vertical 
current  movable  about  an  axis  parallel  to  itself  places  itself  under  the  direc- 
tive action  of  the  earth  in  a plane  through  this  axis  perpendicular  to  the 
magnetic  meridian , and  stops  after  some  oscillations,  on  the  east  of  its  axis 
of  rotation  when  it  is  descending , and  on  the  west  when  it  is  ascending. 

•This  may  be  demonstrated  by  means  of  the  apparatus  lepiesented 
fig  889  which  consists  of  two  brass  vessels  of  somewhat  different  diameters. 
The  larger  « about  13  inches  in  diameter,  has  an  aperture  in  the  centre, 
through  which  passes  a brass  support,  b,  insulated  from  the  vessel,  a,  a 
communicating  with  the  vessel  K.  This  column  terminates nn  a _smal 1 cup 
in  which  a light  wooden  rod  rests  on  a pivot.  At  one  end  of  this  rod  a fine 
wire  is  coiled,  each  end  of  which  dips  in  acidulated  water,  with  which  the 

two  vessels  are  respectively  filled.  . which  is 

The  current  arriving  by  the  wire  m passes  to  a strip  of  coPP^vl^cl 
connected  underneath  the  base  of  the  apparatus  with  the  bottom  of  tire 
inmn  h Ascending  in  this  column,  the  current  reaches  the  \essel 

- a, 


wire  c , 
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reaches  the  sides  of  the  vessel  a,  and  so  back  to  the  battery  through  the 
wire  n. 

The  circuit  being  thus  closed,  the  wire  e moves  round  the  column  b,  and 
stops  to  the  east  of  it,  when  it  descends,  as  is  the  case  in  the  figure.  This 
result  follows  from  the  principles  explained  in  art.  885.  The  horizontal 
component  of  the  earth’s  magnetic  field  only  is  concerned,  and  the  movable 
circuit  bee  places  itself  so  as  to  add  its  own  lines  of  force  to  those  of  the 
earth.  It  tends  therefore  to  remain  in  an  east  and  west  plane,  with  the 
current  as  you  look  at  it  from  the  south  going  round  in  the  same  direction 
as  the  hands  of  a watch,  that  is  with  the  wire  e on  the  east  side.  If  the 
direction  of  the  current  be  reversed  e will  rest  on  the  west  side. 


Fig.  889 


If  the  rod  with  a single  wire,  in  fig.  889,  is  replaced  by  one  with  two 
wires  as  in  fig.  888,  the  rod  will  not  move,  for  as  each  wire  tends  to  place 
itself  on  the  east  of  the  column  a , two  equal  and  contrary  effects  are  produced 
which  counterbalance  one  another. 

892.  Action  of  the  earth  on  currents  movable  about  a vertical  axis.— 

The  action  of  the  earth  on  horizontal  currents  is  not  directive,  but  gives 
them  a continuous  rotatory  motion. 


This  may  be  illustrated  by  means  of  the  apparatus  represented  in  fig.  890, 
which  only  diffeis  from  that  of  fig.  889  in  having  but  one  vessel  containing 
acidulated  water.  The 
current,  ascend i ng  by  the 
column  a,  traverses  the 
two  wires  cc,  and  de- 
scends by  the  wires  b b , 
from  which  it  regains  the 
battery  ; the  circuit  beeb 
then  begins  a continuous 
rotation  anti-clockwise 
or  clockwise,  according 
as  in  the  wires  cc  the  F's' 890 

current  goes  from  the  centre,  as  is  the  case  in  the  figure,  or  goes  towards  it, 
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Fig.  891 


which  is  the  case  when  the  current  enters  by  the  wire  m,  instead  of  by  n.  In 
this  case  we  have  to  consider  the  vertical  component  of  the  earth’s  field  ; for 
the  two  circuits  branching  from  a round  to  the  acid  on  each  side  neutralise 
each  other  so  far  as  the  horizontal  component  is  concerned  (891).  lo  face 
the  vertical  lines  the  swimmer  in  c must  look  upwards,  and  since  he  moves 

to  his  right  the  rotation  is  anti-clockwise. 

When  a circle  of  wire  such  as  is  shown  in 
fig.  891  is  supported  so  as  to  be  movable 
about  a vertical  axis  and  a current  passed 
through  it,  the  circuit  places  itself  in  a plane 
perpendicular  to  the  magnetic  meridian  with 
the  current  descending  on  the  east  side,  for 
in  this  position  the  magnetic  flux  through  the 
circuit  is  greater  than  in  any  other. 

From  the  directive  action  which  the  earth 
exerts  on  circuits  it  is  necessary,  in  many 
experiments,  to  neutralise  this  action.  This 
is  effected  by  arranging  the  movable  circuit 
symmetrically  about  its  axis  of  rotation,  so 
that  the  directive  action  of  the  earth  tends  to 
turn  the  two  branches  in  opposite  directions.  This  condition  is  fulfilled  in 
the  circuit  in  fig.  885.  Such  circuits  are  hence  called  astatic  circuits. 

So-  Solenoid.— A solenoid  is  a system  of  equal  and  parallel  circular 
currents  formed  of  the  same  piece  of  covered  copper  wire  and  coiled  in  the 
form  of  a helix  or  spiral,  as  represented  in  fig.  892.  A solenoid  however, 
is  only  complete  when  part  of  the  wire  BC  passes  in  the  direction  of  t e 
axis  in  the  interior  of  the  helix.  With  this  arrangement,  when  the  circuit  is 
traversed  by  a current  it  follows  from  what  has  been  said  about  sinuous 

currents  (883)  that  the  action  of  a solenoid 
in  a longitudinal  direction,  AB,  is  counter- 
batancri  by  thal  of  the  'MtUmear  cumnt 
BC.  This  action  is  accordingly  null  in  the 
Fis-  892  direction  of  the  length— that  is,  there  is  no 

magnetic  field  in  a plane  perpendicular  to  the  magnetic  axis,  all  the  lines  of 

force  lying  in  planes  containing  the  axis.  1 • 

The  system  of  lines  of  force  due  to  a circular  current  aie  shown  ,11 
fig.  824.  When  a current  flows  through  a number  of  parallel  rings  oiming 
a ^solenoid  (fig.  893),  the  direction  of  the  current  being  the  same  in  each  ring, 
the  lines  offeree  due  to  the  successive  circles  unite  to  form  a " d 

traverses  the  interior  of  the  solenoid  from  end  to  end  emerge  at  A and 
curving  round  in  all  directions,  re-enter  the  solenoid  at  b.  Thu 
solenoid  is  associated  with  a system  of  lines  of  fence  Pjecis Y ^ 1 

already  described  in  the  case  of  a bar  magnet,  and  whic 1 is ■ deh neated  ^ 
fig.  679.  The  solenoid  shown  111  fig.  893  is  constiucted  s 
suspended  on  two  pivots  in  the  cups  a and  9 and  be  freely  movable  about  a 
vertical  axis.  When  the  circuit  is  complete  the  sofenoid  begin  ’ 

and  finally  sets  with  its  axis  in  the  magnetic  meridian  and  t he  end  * 
towards  the  north.  When  deflected  from  this  position  it  returns  t 
some  osions.  The  solenoid,  in  fact,  behaves  exactly  like  a magnet 
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with  a north  pole  at  A,  where  the  lines  of  force  emerge.  It  is  to  be 
observed  that  in  the  position  of  equilibrium  the  current  is  descending  on 
the  east  side  of  the  coil — that 
is,  as  we  look  at  the  end  A, 
which  corresponds  to  the 
north  pole  of  a magnetic 
needle,  we  see  that  the  cur- 
rent is  going  round  in  a direc- 
tion opposite  to  that  of  the 
hands  of  a watch.  Further, 
it  may  be  noted  that  the  posi- 
tion of  equilibrium  of  the 
solenoid  is  in  agreement  with 
the  fundamental  principle 
that  a movable  coil  carrying' 
a current  in  a magnetic  field 
places  itself  in  such  a position 
that  the  maximum  number  of  lines  of  force  passes  through  it.  For  the 
earth’s  horizontal  lines  run  from  south  to  north,  and  therefore  in  the  position 
of  equilibrium  the  solenoid  is  full  of  the  earth’s  lines. 

If  a current  is  passed  through  a wire  PQ  (fig.  893)  stretched  north  and 
south  under  the  solenoid,  Oersted’s  experiment  (835)  may  be  repeated,  the 
solenoid  taking  the  place  of  the  magnetic  needle.  If  the  direction  of  the 
current  in  PQ  is  from  south  to  north,  the  north  end  (A)  of  the  solenoid  is 
deflected  to  the  east,  and  takes  up  a new  position  of  equilibrium  under  the 
combined  action  of  the  magnetic  fields  due  to  the  earth  and  to  the  current 
in  PQ.  The  result  may  also  be  regarded  as  an  illustration  of  one  of 
Ampère’s  fundamental  laws— namely,  that  angular  currents  tend  to  become 
parallel  and  to  flow  in  the  same  direction. 


Fig.  894 


The  same  phenomena  of  attraction  and  repulsion  exist  between  solenoids 
and  magnets  as  between  magnets  themselves.  For  if  one  of  the  poles  of  a 
magnet  ,s  presented  to  a movable  solenoid  traversed  by  a current,  attraction 

thVSlenn01!  ^ P accord'më  as  the  P°les  of  the  magnet  and  of 

the  solenoid  are  of  contrary  or  of  the  same  name.  The  same  phenomenon 
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takes  place  when  a solenoid  traversed  by  a current  and  held  in  the  hand  is 

presented  to  a movable  magnetic  needle. 

When  two  solenoids  traversed  by  a current  are  allowed  to  act  on  each 
other  one  of  them  being  held  in  the  hand  and  the  other  being  movable 
about  a vertical  axis,  as  shown  in  fig.  894,  attraction  and  repulsion  will  take 

place  just  as  in  the  case  of  two  magnets. 

894.  Ampere’s  theory  of  magnetism. — Ampère  propounded  a theory  based 
on  the  analogy  between  solenoids  and  magnets,  by  which  all  magnetic  phe- 
nomena may  be  referred  to  electrodynamic  principles. 

Instead  of  attributing  magnetic  phenomena  to  the  existence  of  two  fluids 
Ampère  assumed  that  each  individual  molecule  of  a magnetic  substance 
is  traversed  by  an  electric  current,  which  circulates  without  meeting  with 
resistance  and  therefore  without  the  expenditure  of  energy.  The  molecular 
currents,  which  thus  remain  of  constant  strength,  are  free  to  move  about  the 
centres  of  the  molecules.  The  coercive  force,  however,  which  is  little  or 
nothing  in  soft  iron,  but  considerable  in  steel,  opposes  this  motion,  and  tends 
to  keep  the  molecular  currents  in  any  position  in  which  they  happen  to  je. 
When  the  magnetic  substance  is  not  magnetised,  these  currents,  under  t e 
influence  of  their  mutual  attractions,  occupy  such  positions  that  their  total 
action  on  any  external  magnetic  substance  is  null.  Magnetisation  consists 
in  giving  to  these  molecular  currents  a parallel  direction,  and  the  strongei 
the* magnetising  force  the  more  perfect  the  parallelism.  The  limit  of  mag- 
netisation is  attained  when  the  currents  are  completely  parallel. 

The  resultant  of  the  actions  of  all  the  molecular  currents  is  equivalent  to 

U,a,  of  a single  current  which  traverses  J in  which 

the  molecular  currents  are  re- 
presented by  a series  of  small 
internal  circles  in  the  two  ends 
of  a cylindrical  bar,  it  will  be 
seen  that  the  adjacent  parts  of 
the  currents  oppose  one  another 
and  cannot  exercise  any  external 
electrodynamic  action.  This  is 
not  the  case  with  the  surface  ; 
there  the  molecular  cui  rents  at 
a b are  not  neutralised  by  other 
currents,  and  as  the  points  ab  c 

are  infinitely  near,  they  form  a series  of  elements  ml the  same 
situated  in  planes  perpendicular  to  the  axts  of  the  magnet,  thus  const, tut, ng 

“ ‘ITTeSstrial  cumnt-In  order  to  explain  terrestrial  magnetic 
895.  1 errestriai  cur  . f electric  currents  is  assumed, 

effects  on  this  supposition,  the  existei °*  * t0  west  perpendicular 
which  continually  circulate  round  oui  f , some  to  be  thermo- 

to  the  magnetic  meridian.  They  aie  suppose  y , , tlie 

electric  currents  Cue  ,0  the  r 

successive  influence  of  the  sun  on  the  different  parts  oi 

east  to  west.  . . r „ snSnended  magnetic 

These  currents  direct  magnetic  needles  ; for  a suspenae 


Fig.  895 
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needle  comes  to  rest  when  the  molecular  currents  on  its  under-surface  are 
parallel  and  in  the  same  direction  as  the  terrestrial  currents.  As  the 
molecular  currents  are  at  right  angles  to  the  direction  of  its  length,  the 
needle  places  its  greatest  length  at  right  angles  to  east  and  west,  or  north 
and  south.  Natural  magnetisation  is  probably  imparted  in  the  same  way  to 
iron  minerals. 

896.  Electrodynamometers. — The  principle  of  the  electrodynamometer  is 
that  of  determining  the  strength  of  a current  by  measuring  the  attraction  or 
repulsion  between  parallel  branches  through  which  the  current  flows,  one 
branch  being  fixed  and  the  other  movable.  Fig.  896  represents  the  main 
features  of  a form  devised  by  Siemens  for  this  purpose  ; iv  is  a coil  of  stout 
copper  wire,  and  w'  a single  wire  ; n n are  mercury  cups, 
and  kk  binding  screws,  by  which  connection  is  made  with 
the  main  circuit  LL. 

The  wire  w'  is  surmounted  by  a spiral  spring,  f which 
is  connected  at  one  end  with  this  wire,  and  at  the  other 
with  a torsion  head,  s ; the  latter  is  provided  with  an 
index,  z,  which  moves  over  a graduated  scale,  S.  An 
index,  z'z',  is  also  fixed  to  the  wire  iu'  ; on  the  right  of 
the  lower  part  of  fig.  896  is  seen  the  end  of  the  wire  z'z', 
which  projects  and  moves  over  the  graduated  disc,  S.  At 
the  outset  both  indexes  point  to  zero  ; when  the  current 
passes  the  movable  coil  tends  to  place  its  plane  parallel 
to  that  of  the  fixed  coil  with  the  currents  in  the  two  flowing 
in  the  same  direction,  and  the  point  z'  is  displaced  along 
the  scale.  By  turning  the  screw  x it  is  brought  back  to 
zero,  and  the  angle  through  which  z is  moved  is  a measure 
of  the  torsion  of  the  spiral  spring  f and  this  angle  is 
proportional  to  the  square  of  the  strength  of  the  current 
traversing  the  circuit. 

This  electrodynamometer  is  not  intended  for  the  mea- 
surement of  very  minute  currents  ; it  has  the  advantage 
that  its  indications  are  independent  of  the  external  mag- 
netic field,  and  when  the  two  coils  are  traversed  by  the 
same  current  they  are  also  independent  of  the  direction  of  the  current,  and 
can  accordingly  be  used  with  advantage  in  measuring  alternating  currents. 

It  will  be  noticed  that  the  movable  coil,  w'w',  is  always  in  the  same 
position— viz.  at  right  angles  to  the  fixed  coil— when  a reading  is  taken, 
and,  therefore,  the  electro-magnetic  torque  on  the  movable  circuit,  which  is 
proportional  to  C2  (since  the  current  C flows  both  in  the  fixed  and  movable 
coils),  is  always  exactly  balanced  by  the  torsion  of  the  spiral  spring  which  is 
proportional  to  the  angle  of  torsion,  that  is  C2  = /c28,  or,  C = kjd,  where  k is 
a constant  and  8 the  angle  through  which  the  torsion  head  has  been  turned. 
If  a current,  whose  strength  in  amperes  is  known,  is  passed  through  the 
instrument,  and  6 is  noted,  k is  determined. 

An  electrodynamometer  devised  by  Giltay  on  a principle  first  introduced 
by  Bellati  is  remarkable  for  its  great  sensitiveness.  A bundle  of  fine  iron 
wires  hangs  by  a bifilar  suspension  inside  a galvanometer  coil,  the  plane 
of  which  is  at  an  angle  of  450  with  the  magnetic  meridian.  The  bundle 
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itself  is  at  an  angle  of  45°  with  the  plane  of  the  coils,  and  is  thus  at  right 
angles  to  the  magnetic  meridian.  When  alternating  currents  are  passed 
through  the  coil  they  magnetise  the  wires  with  alternate  poles,  so  that  the 


and  carrying  a flat  horizontal  coil  at  éach  end.  Above  and  below  each 
of  these  terminal  coils  is  a fixed  coil,  so  that  there  are  altogethei  six 
coils,  of  which  four  are  fixed  and  two  move  in  the  spaces  between  the 
fixed  coils,  and  the  current  to  be  measured  flows  through  all  of  them. 
The  wire  is  so  wound  that  the  coil  at  one  end  of  the  beam  is  îepelled 
by  the  upper,  and  attracted  by  the  lower  fixed  coil,  while  that  at  the 
other  end  is  attracted  by  the  upper,  and  repelled  by  the  lower  coil.  The 
deflected  beam  is  restored  to  the  horizontal  position  by  means  of  a sliding 
weight,  and  the  position  of  the  latter  on  the  beam  enables  the  stiength  of 
the  current  to  be  determined.  The  instrument  really  measuies  the  squat  e 
of  the  strength  of  the  current,  since  the  current  flows  through  both  the 

attracting  and  attracted  coils.  _ 

The  chief  difficulty  in  instruments  of  this  class  is  to  provide  means  foi  the 
current  to  enter  and  leave  the  moving  coil  or  coils.  In  Siemen’s  Electro- 
dynamometer the  device  of  mercury  cups  is  adopted,  but  this  is  unsatisfactoi) 
in  many  ways.  In  the  ampere  balance  the  beam  is  suspended  by  two  sets  of 
fine  parallel  copper  wires,  through  which  the  current  enters  and  leaves  the 
moving  system.  These  copper-wire  ligaments  are  extremely  flexible,  anc 
leave  the  beam  almost  as  much  freedom  as  if  it  were  suspended  on  knife- 
edges  ; and  the  number  of  wires  in  the  ligament  can  be  increased,  withou 
ir=  fl pvihili tv  as  to  enable  it  to  carry  a strong  cunent. 


bundle  is  always  deflected  in 
the  same  direction.  The  de- 
flections are  read  off  by  a mirror 
and  scale,  and  when  small  are 
directly  proportional  to  the 
square  of  the  current.  The 
apparatus  is  so  sensitive  that 
deflections  of  18  cm.  on  the 
scale,  placed  at  the  usual  dis- 
tance from  the  mirror  of  the 
instrument,  are  produced  by  the 
currents  of  an  ordinary  tele- 
phone. 


Fig.  89: 


In  Lord  Kelvin’s  Ampere 
Balance  the  attraction  between 
two  parallel  coils,  through  which 
the  current  to  be  measured 
passes,  is  weighed.  The  appa- 
ratus consists  of  a balance  beam, 
pivoted  at  the  centre,  in  a man- 
ner to  be  presently  described, 
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magnet  between  the  poles  of  which  is  suspended  a coil  carrying  the  current 
to  be  measured.  The  coil  when  traversed  by  a current  tends  to  place  itself 
at  right  angles  to  the  field. 

To  this  class  belong  the  galvanometers  of  Deprez  and  D’Arsonval 
represented  in  fig.  897.  Between  the  branches  of  a strong  horseshoe  magnet 
is  a soft-iron  cylinder,  which  is  supported  independently  and  becomes 
magnetised  by  induction.  Between  this  and  the  magnet  is  a light  rectangular 
wire  coil,  supported  above  and  below  by  wires  conveying  the  current  into 
and  out  of  the  moving  coil.  When  the  current  passes,  the  coil  is  deflected 
and  equilibrium  is  established  when  the  electromagnetic  torque  is  equalled 
by  the  torsion  of  the  wire.  The  motion  of  the  coil  can  be  read  off  by  a 
spot  of  light  reflected  from  a mirror  (532)  attached  to  it,  and  for  small  angles 
the  current  is  proportional  to  the  angle  of  deflection.  Induction  currents 
due  to  the  motion  of  the  coil  in  the  field  are  produced  when  the  circuit  is 
closed,  and  these  are  greater  the  less  the  resistance.  When  the  circuit  is 
closed  by  a small  resistance  the  galvanometer  is  virtually  dead-beat  (963). 
Dead-beat  action  is  secured,  independently  of  the  resistance  in  the  wire 
circuit,  by  winding  the  coil  on  a light  metallic  (eg.  aluminium)  frame. 

These  instruments  are  practically  independent  of  external  magnetic  fields, 
and  may  therefore  be  used  in  the  neighbourhood  of  dynamos. 

898.  Weston  Ammeter. — The  principle  of  this  instrument  is  the  same  as 
that  of  the  D’Arsonval  galvanometer  already  described.  Fig.  898  shows  the 
instiument  with  the  cover  Y (fig.  899)  removed,  while  fig.  900,  which  is  on  a 
larger  scale,  enables  the  coil  and  pole-pieces  to  be  seen.  The  aluminium 
frame  on  which  the  coil  is  wound,  instead  of  being  suspended  by  wires,  is 
pivoted  top  and  bottom  in  jewelled  centres,  J,  and  controlled  by  two  hair- 
spiings,  S,  S,  made  of  non-magnetic  material,  the  springs  also  serving  to  lead 
the  current  into  and  out  of  the  moving  coil.  To  the  ends  of  the  horseshoe 
magnet  M,  M,  curved  iron  pole-pieces,  P,  P,  are  attached,  and  in  the  centre 
of  the  moving  coil  is  a stationary  soft-iron  cylinder  I,  so  that  the  lines  of 
magnetic  foice  in  the  region  in  which  the  coil  moves  are  nearly  radial.  A 
long  pointer  attached  to  the  coil  moves  over  the  scale,  X,  which  is 
giaduated  in  amperes,  or  fractions  of  an  ampere.  The  instrument  illustrated 
is  a milh-ammeter,  the  divisions  on  the  scale  being  milli-amperes,  or 
thousandths  of  an  ampere.  . The  clearance— that  is,  the  space  between  the 
poles  P,  P,  and  the  core  I,  in  which  the  coil  moves — is  very  small.  This 
enables  the  magnetic  field  to  be  made  strong,  and  constant  in  strength. 
The  instrument  is  dead-beat,  and  as  the  moving  system  is  carefully 
balanced,  may  be  used  in  any  position. 

899.  Wattmeter.— A wattmeter  is  an  instrument  for  measuring  the  power 
absorbed  by  any  conductor  or  circuit  when  an  electric  current  passes  through 
it.  If  C is  the  current  in  the  conductor  or  circuit  in  amperes,  and  e the 
difference  of  potential  between  its  ends  in  volts,  Ce  is  the  power  absorbed 
in  watts  C and  ,?  might,  in  the  case  of  continuous  currents,  be  measured 
separately  by  an  ammeter  and  voltmeter  respectively,  and  the  values 
multiplied  together  tog,  ve  the  watts.  A wattmeter  gives  the  product  directly 
It  is  essentially  an  electrodynamometer,  in  which,  however,  the  fixed  and 
movable  cods,  instead  of  being  in  series  with  each  other,  are  entirely  separate 
Wattmeters  are  chiefly  used  with  alternating  currents,  since  their  indication 
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give  the  real  power  expended  in  a circuit,  which  is  generally  less  than  the 
product  Ce  on  account  of  the  difference  in  phase  between  the  E.M.F.  and 
the  current. 

One  of  the  coils,  of  low  resistance,  is  in  series  with  the  circuit  in  ques- 
tion ; the  other,  of  high  resistance,  is  in  parallel  with  the  circuit.  Since  the 


Fig.  898 
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From  Ayrton's  ' Practical  Electricity' 


current  in  the  high-resistance  coil  is  proportional  to  the  difference  of  poten- 
tial e at  its  ends,  and  since  the  torque  on  the  movable  coil,  when  restored 
by  torsion  to  its  zero  position,  is  proportional  to  the  product  of  the  currents 
in  the  two  coils,  it  follows  that  the  angle  through  which  the  pointer,  attached 
to  the  torsion  head,  has  been  moved,  is  proportional  to  Ce. 
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900.  Hall’s  experiment. — In  the  action  of  magnets  on  currents  which 
lias  been  described  in  the  foregoing  sections,  we  have  been  concerned  with 
the  action  of  the  magnet  on  the  body  which  conveys  the  current. 

Professor  Hall  of  Baltimore  has  made  the  following  experiment  to 
determine  whether  the  path  of  a current  itself  in  the  body  of  a conductor  is 
or  is  not  deflected  when  it  is  exposed  to  the  direct  action  of  a magnetic  field. 
A strip  of  gold  leaf  AB,  9 centimetres  in  length  by  2 centimetres  broad 
(fig.  901),  is  fastened  on  a glass  plate  placed  between  the  poles  of  an  electro- 
magnet in  such  a manner  that  the  plane  of  the  strip  is  at  right  angles  to  the 


Fig.  50 r Fig.  902 


lines  of  force  of  the  magnetic  field.  A difference  of  potential  of  from  1 to 
2 volts  is  established  between  the  ends  A and  B.  Two  wires  leading  to  a 
galvanometer  a and  b are  connected  with  two  equipotential  points  at  the 
opposite  edges  of  the  strip  ; that  is  to  say,  at  two  points,  found  by  trial, 
in  which  there  is  no  deflection  in  the  galvanometer.  Fig.  902  shows 
the  general  direction  of  the  lines  of  flow  of  the  current  when  the  electro- 
magnet is  not  excited,  the  dotted  lines  being  equipotential  lines.  When  the 
electromagnet  is  excited  by  passing  a current  through  it,  a distinct  deflection 
is  produced  in  the  galvanometer,. showing  that  the  position  of  the  equipoten- 
tial lines  is  varied  (fig.  903),  and  that  the  paths  of  the  current  in  the  conducting 


strip  have  been  deflected.  This  deflection  is  permanent,  and  cannot  there- 
fore be  due  to  induction,  and  its  direction  is  reversed  when  the  current  in 
the  electromagnet  is  reversed  (fig.  904). 

The  magnetic  field  acts  thus  upon  the  current  in  the  gold  leaf  in  such  a 
manner  as  to  displace  it  towards  one  edge  or  the  other,  and  to  cause  a 
small  portion  to  pass  through  the  circuit  of  the  galvanometer. 

The  electiicity  is  displaced  in  the  direction  of  the  electromagnetic  force, 
due  to  the  magnet,  from  a Yob  through  the  galvanometer  in  the  case  of  iron, 
zinc,  and  cobalt,  but  from  b Yo  a through  the  galvanometer,  with  nickel’ 
gold,  and  bismuth.  Of  all  metals,  bismuth  shows  the  phenomenon  in  far  the 
highest  degree, 
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CHAPTER  VII 

ELECTROMAGNETS.  MAGNETISATION  OF  IRON.  TELEGRAPHS 

901.  Electromagnets.— If  insulated  copper  wire  is  wound  in  the  form  of 
a spiral  on  a tube  of  non-magnetic  material,  and  a current  is  passed  through 
it,  the  spiral  becomes  a magnet.  Such  an  arrangement  is  commonly  called 
a solenoid,  though  it  does  not  strictly  conform  to  the  conditions  for  a 
solenoid  laid  down  in  article  893. 

The  coil  is  said  to  be  right-handed  (fig.  905)  or  left  handed  (fig.  906), 
according  as  the  direction  of  the  successive  turns,  to  an  observer  looking  at 
one  end,  is  with  or  against  the  motion  of  a clock  hand. 


Fig.  905 


But  whatever  the  direction  of  the  coiling,  the  polarity  is  easily  found 
by  the  following  rule  : If  a ■person  swimming  in  the  current  looks  at 
the  axis  of  the  spiral , the  north  pole  is  always  on  his  left.  If  the 
wire  is  not  coiled  regularly,  but  if  its  direction  is  reversed,  at  each 
change  of  direction  a consequent  pole  ( 706 ) is  formed  in  the  magnet.  The 
simplest  method  of  remembering  the  polarity  produced  is  as  follows  . What- 


Fig.  906 


ever  be  the  nature  of  the  helix,  whether  right  or  left  handed,  if  the  end  facing 
the  observer  has  the  current  flowing  in  the  direction  of  the  hands  of  a watch 
it  is  a south  pole,  and  vice  versâ.  The  lines  of  force  pass  through  the  interior 
of  the  coil  in  straight  lines,  emerge  at  the  north  pole  and,  spreading  round, 
enter  again  at  the  south  pole,  each  line  of  force  being  a continuous  curve. 
If  the  coil  contains  an  iron  core,  the  latter  becomes  magnetised,  its  polarity 
being  the  same  as  that  of  the  coil  ; but  the  lines  of  force  are  consideiably 
increased  in  number.  An  arrangement  of  a long  length  of  copper  wire 
wound  on  a bar  or  core  of  soft  iron  forms  what  is  called  an  electromagm  t. 
The  magnetisation  of  the  iron  is  only  temporary  ; when  the  current  ceases 
the  magnetisation  ceases  also,  and  the  iron  reverts  almost  wholly  to  its 
ordinary  magnetic  but  unmagnetised  condition. 

From  its  property  of  producing  a powerful  magnetic  field,  the  coil  in 
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this  experiment  constitutes  a magnetising  coil  or  spiral  ; and  the  mag- 
netisation of  the  iron  by  its  means  is  an  application  of  the  principle  of 
magnetic  induction.  From  the  fact  that  electromagnets  are  far  more 
powerful  than  permanent  magnets,  and 
still  more,  that  their  magnetisation  can 
be  instantaneously  evoked  and  de- 
stroyed, they  have  met  with  a host  of 
applications  of  the  very  greatest  im- 
portance ; and  the  form,  dimensions, 
and  strength  of  such  electromagnets 
vary  greatly  with  the  purpose  for  which 
they  are  intended. 

There  are,  however,  two  principal 
types  : bar  magnets , as  in  fig.  905,  or 
horseshoe  magnets , either  in  one  piece, 
as  shown  in  fig.  907,  or  else  formed 
of  two  straight  electromagnets,  each 
joined  to  a cross-piece  of  soft  iron  or 
yoke , T,  as  shown  in  fig.  909.  It  is 
better  to  have  the  iron  in  one  piece,  but 
the  bending  of  large  masses  is  difficult, 
and  is  apt  to  increase  the  coercive 
force,  so  that  the  other  plan  is  gener- 
ally adopted,  great  care  being  taken 
that  the  surfaces  in  contact  be  very 
accurately  fitted  to  each  other. 

In  order  that  the  poles  at*  the  two 
ends  may  be  of  opposite  kinds,  the 
wire  must  go  round  each  branch  in  the  Flg'  907 

same  direction  as  it  would  do  if  the  core  had  been  bent  after  the  winding 
had  been  finished.  The  windings  ought  to  appear  in  opposite  directions  on 
the  two  legs  to  an  observer  who  is  looking  at  the  two  ends  (fig.  908),  the 
current  going  like  the  hands  of  a watch  round  the  south  pole,  and  in  the 
opposite  direction  round  the  north  pole.  Fig.  910  represents  a compact  form 


Fig.  908 


Fig.  909 


of  electromagnet  devised  by  Joule,  the  core  and  armature  of  which  may  be 
constructed  by  sawing  a piece  of  wrought -iron  tubing  lengthwise.  There 
must  be  space  enough  to  contain  the  wire  necessary 

The  magnetism  in  solid  and  in  hollow  cylinders  of  the  same  diameter  is 


92  6 


Dynamical  Electricity 


[901- 


Fig.  910 


the  same,  provided  in  the  latter  case  there  is  sufficient  thickness  of  iron  for 
the  development  of  the  magnetisation.  With  currents  below  a certain 
strength,  wide  tubes  of  sheet  iron  are  far  more  powerfully  magnetised  than 

solid  rods  of  the  same  length  and  weight  ; 
but  with  more  powerful  currents  the  magne- 
tism of  the  latter  preponderates. 

902.  Magnetic  force  inside  a magnetising 
coil.  Magnetomotive  force. — The  magnetic 
force,  that  is,  the  force  on  unit  pole,  is  the 
same  at  all  points  in  the  interior  of  a long 
coil,  except  near  the  ends  ; and,  further,  is 
independent  of  the  diameter  of  the  coil.  Its 
value  is  4tt;z1C1,  where  is  the  number  oi 
turns  per  centimetre  of  length  of  the  coil,  and  C,  is  the  current  in  absolute 
measure  If  / is  the  length  of  the  coil,  supposed  to  be  wound  uniformly, 
n the  total  number  of  turns,  n = nj,  and  if  the  current  C is  measured 
in  amperes,  then,  since  10  amperes  are  equal  to  1 absolute  unit  of 
current,  the  magnetic  force,  or  strength  of  the  magnetic  field,  inside 

the  coil  is  4nnC-  Let  this  be  called  H.  When  there  is  no  iron  in  the 
10/ 

coil  this  expression  gives  also  the  number  of  lines  of  force  per  square 
centimetre  of  cross-section;  but  if  the  coil  surrounds  an  iron  core  the 
number  of  lines  is  increased  to  an  extent  corresponding  to  the  increased 
permeability  (721).  If  B represents  the  magnetic  induction,  and  p the 
permeability, 

b = fh  = *e^. 

r 10/ 

If  a soft-iron  ring  or  tore  is  coiled  round  with  insulated  wire  through 
which  a current  is  passed,  it  is  the  seat  of  a very  powerful  magnetic  in- 
duction, though  it  has  no  poles,  and  therefore  no  external  aption  Such  a 
system  forms  a closed  magnetic  cirant  ; the  arrangement  represented  m 
fig.  907,  where  the  two  poles  of  an  electromagnet  are  connected  by  an  arma- 
ture, also  forms  such  a circuit,  and  an  interesting  analogy  may  be  made 

between  it  and  a closed  electric  circuit.  , . • 

For  if  N represents  the  total  number  of  lines  passing  through  the  non 

whose  cross-section  is  S,  N = BS, 

1 r * i\T  n c 4^«CS_  4tt»C/io  = M 
therefore  N = BS — j ^ 2 ’ 


pS 


E 


an  expression  analogous  to  Ohm's  formula  for  currents-viz.  C=R.  Mis 

called  the  magnetomotive  force,  and  Z the  magnetic  resistance 
The  magnetomotive  force  is  the  product  of  current  and  total  nun^ro Tu  n 
of  wire  multiplied  by  a constant;  the  reluctance  varies  directly  as  the 
length,  and  inversely  as  the  cross-section  of  the  iron,  and  aho  nwerse  y as  p, 
the  permeability  of  the  iron.  The  reciprocal  of  p is  the  specific  ic  u c 
die  iron  corresponding  to  specific  resistance  in  the  analogous  case.  If  N, 
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the  total  number  of  wires  passing  through  the  iron,  is  called  the  magnetic 
flux,  the  above  relation  may  be  written 

magnetic  flux  = gM^omotive  force 
reluctance 


Flux-density  is  a better  term  for  B than  magnetic  induction. 

The  analogy  between  electric  and  magnetic  circuits  also  holds  if  we 
consider  the  magnetic  circuit  as  made  up  of  bodies  of  different  permeabilities  ; 

Z in  this  case  being  the  sum  of  expressions  like  — . For  example,  in  the 

JiS 

Weston  ammeter  (898)  the  magnetic  circuit  consists  of  the  steel  magnet  M, 
the  pole-pieces  P P,  the  iron  cylinder  P,  and  the  two  air-gaps  separating 
the  pole-pieces  from  the  cylinder  ; for  each  of  these  /,  /x,  and  S must  be 
determined,  and  as  the  reluctance  of  air  is  very  great  as  compared  with 
that  of  iron  or  steel,  we  see  the  importance  of  making  the  air-gap  as  narrow 
as  possible. 

The  analogy  fails,  however,  in  one  important  respect  ; electric  resistance 
is  quite  independent  of  electromotive  force,  while  the  permeability  of  a mag- 
netic substance  depends  upon  the  value  of  the  magnetomotive  force.  Hence 
the  analogy  is  rather  formal  than  real  ; it  is,  however,  useful  in  dealing  with 
calculations  about  electromagnets. 

The  expression  4tt;zC  shows  that  we  get  the  same  magnetic  effect  whether 
we  have  a small  number  of  turns  of  wire  with  a strong  current,  or  a great 
number  of  tuins  with  a weak  current.  Thus,  with  a given  bar  the  same 
effect  is  pioduced  by  one  turn  conveying  a current  of  one  ampere  as  by  ten 
turns  with  a current  of  one-tenth  of  an  ampere.  In  the  case  of  electro- 
magnets the  magnetising  force  is  usually  defined  by  the  number  of  ampere- 
turns  used.  r 


Taking  the  permeability  of  air  as  unity,  that  of  iron  is  many  hundred 
times  as  gieat  ; hence  the  introduction  of  a layer  of  air  in  a magnetic  circuit 
.is  analogous  to  the  introduction  of  a bad  conductor  in  an  electric  circuit. 
Iron  being  the  most  permeable  of  all  substances,  a magnetic  circuit  should 
have  as  much  iron  as  possible.  The  junctions  also  should  be  made  close 
and  tiue,  since  each  joint  increases  the  magnetic  reluctance. 

903.  Ammeters.— A variety  of  instruments  have  been  constructed  for 
measuring  current,  which  depend  upon  the  principle  that  a piece  of  iron 
partially  or  entirely  enclosed  in  a coil  through  which  the  current  passes 
strives  to  place  itself  in  the  strongest  part  of  the  magnetic  field  thereby 
cieated,  the  tendency  being  approximately  proportional  to  the  strength  of 
current  A pointer  attached  to  the  piece  of  iron,  and  moving  over  a 
graduated  scale,  serves  to  indicate  the  strength  of  current.  The  control 
that  is,  the  force  opposing  the  motion  of  the  iron,  is  supplied  either  by  à 
spring  or  a weight.  Instruments  of  the  latter  class  are  called  gravhy 
ammeters.  We  proceed  to  describe  one  of  these,  devised  by  Mr.  Evershed 

a stiff  SS^votedre  n h T'  1 and  9^.  Along  the  axis  of  the  coil  is 
a staff,  SS,  pivoted  in  jewelled  bearings,  carrying  near  one  end  the  pointer 

“."«v5  7—  ah! 

cylinder,  TT,  sce„  i„  *.  9.2,  but  removed  from  iïïÆÎZ 
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cylinder  or  collar,  CD,  part  of  which  is  cut  away,  and  which,  consequently, 
has  the  shape  shown  in  fig.  91 1,  fits  closely  on  the  outside  of  the  brass  tube. 
Fig.  91 1 shows  the  relative  positions  of  the  iron  needle  AB,  and  the  iron 
collar  CD,  when  the  index  points  to  zero  of  the  scale,  that  is,  when  no 
current  is  passing.  When  a current  flows  round  a coil,  the  needle  is  pulled 
round  magnetically,  so  as  to  fill  up,  to  a greater  or  less  extent,  the  space  where 
the  iron  has  been  cut  away  from  the  collar  CD,  its  motion  being  controlled 
by  the  weight  W,  which  is  rigidly  attached  to  the  axis.  The  scale  is 


Fig.  9x2 

From  Ayrton's  ' Practical  Electricity  ' 


graduated  empirically.  Ammeters  with  gravity  control  must  be  rigidly  fixed, 
and  are  generally  secured  to  a vertical  wall.  In  instruments  to  be  used  on 
board  ship  a spring  control  is  substituted. 

An  ammeter,  devised  by  Professors  Ayrton  and  Perry,  depends  on  tie 
principle  that  when  a portion  of  an  iron  core  is  partly  within  and  partly 
without  a magnetising  coil,  it  is  drawn  inwards  when  a current  is  passed 
through  the  coil.  The  magnetic  field  not  being  uniform,  the  iron  is  urged 
towards  the  strongest  part  of  the  field.  The  essential  feature  of  the 
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apparatus  is  a coil  of  insulated  wire,  in  the  axis  of  which  is  a spiral  attached 
at  one  end  to  an  index  moving  over  a graduated  scale.  At  the  other  end 
of  the  spiral  is  a brass  cap  to  which  is  attached  a thin  cylinder  of  sheet 
iron,  which  is  in  fact  the  core  ; it  encircles  the  spiral  and  projects  outside 
the  coil.  The  spiral  itself  is  formed  of  a ribbon  of  thin  phosphorus  bronze 
coiled  so  as  to  form  a very  narrow  cylinder.  This  construction  gives  it 
the  property  that,  unlike  ordinary  spirals,  when  its  length  increases  the 
free  end  rotates  through  a considerable  distance.  Accordingly,  when  the 
current  passes  through  the  coil,  the  iron  tube  is  drawn  within  the  spiral  to 
an  extent  varying  with  the  strength  of  the  current  ; this  thereby  elongates  the 
spiral  to  which  it  is  attached,  and  the  index  attached  to  the  latter  moves 
over  the  scale,  finally  taking  up  a position  which  depends  on  the  strength 


Fig.  913 

From  Slingo  cnid  Brooker's  ' Electrical  Engineeri?ig' 


of  the  outrent.  Such  instruments  are  graduated  empirically  and  within 
any  des, red  range  by  observing  the  deflection  caused  by  passing  through 
them  currents  of  known  strength.  ® 

904.  Magnetisation  curve.-If  we  take  a given  magnetising  spiral  at 
rtght  angles  to  the  magnet, c meridian,  and  place  at  some  distance  fro,,  „ 
and  in  the  Ime  of  ,ts  ax,s,  a small  magnetic  needle,  on  passing"  cm"™ 
through  the  spiral  the  needle  is  deflected,  and  this  deflection  (o,  , no  e 
strictly,  Its  tangent)  ,s  a measure  of  the  magnetic  moment  acquired  ’by  Z 
spnal  (724)  , if  the  current  ,s  gradually  increased  the  deflection  will  also  be 
increased,  and  m proportion  to  the  strength  of  the  current 

If,  however,  the  spiral  contains  a bar  of  unft  .v™  <i  • 

On  plotting  the  curv'  which  repmse^tS^oï^^SS 
the  magnet, sat, on,  as  measured  by  the  deflection  of  the  needle,  h will  be 
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found  that  at  first  the  magnetisation  is  proportional  to  the  magnetising  force  ; 
then  a stage  is  reached  when  the  magnetisation  increases  more  rapidly  than 
in  direct  proportion  to  the  magnetising  force,  but  the  rate  of  increase  gradu- 
ally becomes  less,  and  the  magnetisation  ultimately  approaches  a limit  which 
is  not  materially  exceeded,  even  by  a consideiable  increase  in  the  magnetising 
force.  This  represents  a state  of  saturation  (698),  and  it  corresponds  to  the 
case  in  which  the  axes  of  the  molecular  magnets  are  all  strictly  parallel  to 
the  axis  of  the  spiral. 

The  following  table  gives  a number  of  results  obtained  for  a specimen  of 
soft  iron  examined  by  Professor  Ewing  by  the  above  method,  which  is  known 
as  the  magnetometer  method.  In  the  first  column  magnetising  foices  (H), 
which  are  directly  proportional  to  the  magnetising  current,  are  given.  From 
the  deflection  of  the  magnetometer  needle  the  magnetic  moment  of  the 
iron  can  be  deduced,  and  hence  the  intensity  of  magnetisation  (I)  of  the  iron, 

. T _ magnetic  moment  The  values  of  I are  given  in  the  second 
volume 

column.  The  third  column  contains  the  values  of  the  magnetic  susceptibility 
of  the  iron,  obtained  by  dividing  I by  H.  The  values  of  B are  obtained 
from  the  formula  B = H + 4*I,  and  those  of  y.  by  dividing  B by  H (see 


arts.  721,  722). 


H 

1 

1 

k=h 

•32 

3 

9 

•84 

13 

15 

i '37 

33 

24 

2-14 

93 

43 

2-67 

295 

no 

3’24 

581 

179 

3-89 

793 

204 

4'5° 

926 

206 

5-17 

1,009 

195 

6'20 

1,086 

175 

7 '94 

1,155 

145 

979 

1,192 

122 

1 1 -57 

1,212 

105 

15-06 

1,238 

82 

19-76 

1,255 

64 

21-70 

1,262 

1 53 

40 
170 
420 
1,170 
3,71° 
7, 3°° 
9,970 

1 1 .640 
12,680 

13.640 
14,510 
14,980 
i5,23o 
i5,57o 
15,780 
15,870 


i*= 


H 


120 

200 

310 

55° 

1,390 

2,250 

2,560 

2,590 

2,450 

2,200 

1,830 

1,530 

1,320 

1,030 

800 

73° 


This  table  presents  many  points  01  mieicsL,  ^ u. 
seen  when  the  results  are  plotted  in  the  form  of  a curve.  This  has  been 
done  in  fig  913,  in  which  abscissae  represent  magnetising  forces  (H),  ar 
ordinates  represent  corresponding  values  of  B,  the  magnetic  induction 
Neàr  Ae  origin  the  curve  is  a straight  line,  showing  that  the  magnetism 
produced  by  a small  force  is  proportional  to  the  force.  The  change  in  _> 

P ptkinfr  force  from  2 to  5 units  causes  an  extremely  îapid  use 
r*e  resufting  magnetisation,  but  as  the  magnetising  force  is  further  in- 
creased the  curve  tends  to  become  parallel  to  the  axis  of  magnetising  face 
When  his  parallelism  is  attained  the  iron  is  saturated  with  magnetism,  and 
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its  permeability  is  unity.  The  last  column  in  the  table  shows  that  the 
permeability  of  soft  iron  increases  with  the  magnetic  field,  and  then 
diminishes.  Its  maximum  value,  2590,  was  reached  when  the  magnetising 
force  was  4-5,  and  when  this  was  raised  to  217  the  permeability  fell  to  730. 
Ewing  and  others,  applying  magnetising  forces  as  high  as  20,000  to  wrought 
iron,  reduced  its  permeability  to  nearly  2. 

The  intensity  of  the  magnetisation  which  can  be  imparted  to  a bar  is 
about  1700  C.G.S.  units  in  the  case  of  wrought  iron,  1240  with  cast  iron,  and 
515  in  the  case  of  nickel.  Steel  can  acquire  pretty  much  the  same  intensity 
of  magnetisation  as  wrought  iron,  and  retains  about  one-half  in  the  form  of 
permanent  or  residual  magnetism.  Soft  iron  almost  wholly  loses  its  mag- 
netisation when  the  current  ceases,  and  the  more  so  the  purer  the  iron,  and 
the  more  carefully  it  is  annealed.  In  many  applications  it  is  of  great 
importance  that  the  cessation  of  the  magnetisation  with  the  current  should 
be  as  complete  as  possible.  Permanent  and  residual  magnetism  are  in  fact 
the  same,  but  the  former  expression  is  used  when  it  is  desired  to  retain  the 
magnetism,  and  the  latter  when  its  presence  is  objectionable. 

Residual  magnetism  is  greater  in  long  magnets,  that  is  to  say,  those 
in  which  the  diameter  is  small  in  comparison  with  the  length.  Hence  for 
rapid  demagnetisation  the  core  should  be  short  and  thick.  A bundle  of 
soft-iron  wires  is  more  rapidly  demagnetised  than  a massive  bar  of  the  same 
size.  Residual  magnetism  is  greater  when  the  magnetising  current  is 
not  stopped  suddenly,  as  is  usually  the  case,  but  is  gradually  brought  back 
to  zero  by  successively  introducing  increasing  resistances. 

905.  Portative  force. — The  attraction  between  a magnet  and  a soft-iron 
keeper  (710)  depends  only  on  the  area  of  the  surfaces  in  contact,  and  on  the 
magnetic  induction  (or  flux-density)  B.  If  S represents  the  area,  and  if  a 
weight  of  M grammes  is  required  to  drag  the  keeper  from  the  magnet,  the 

attractive  force  = 1%  dynes,  where  ^=981  (81),  and  M g=  SB8. 

SîT 

When  an  armature  is  not  in  contact  with  the  poles  the  attraction 
diminishes  very  rapidly  with  the  distance  ; for  in  the  first  place  the  attraction 
is  inversely  proportional  to  the  distance,  and  then  the  effect  of  this  distance  is 
to  introduce  a layer  of  air  which  from  its  very  great  reluctance  greatly  lessens 
the  induction  in  the  magnetic  circuit. 

According  to  the  researches  of  Bidwell,  it  appears  that  for  low  degrees  of 
magnetisation  the  portative  force  increased  less  rapidly  than  the  current 
strength  up  to  a certain  point,  at  which  the  field  was  about  240  units  and  the 
load  supported  14,000  grammes  per  square  centimetre.  From  this  point 
the  magnetising  current  and  the  load  increased  in  the  same  ratio.  When 
the  field  had  an  intensity  of  585  units,  the  greatest  weight  supported  was 
H)*?00  grammes  per  sq.  cm.,  or  226  pounds  per  square  inch. 

906.  Change  of  length  of  an  iron  rod  in  a magnetic  field.— Joule  found  (698) 

that  under  a magnetising  force  which  he  considered  sufficient  to  saturate 
the  iron,  but  which  appears  to  have  been  less  than  100  units  the  length 
of  an  iron  bar  was  increased  by  When  the  bar  with  its  coil  was 

placed  in  a sort  of  water  thermometer  consisting  of  a glass  flask  provided 
w.th  a capillary  tube,  Joule  found,  using  the  same  magnetising  force  as 
before,  that,  allowing  for  the  expansion  of  water  due  to  the  heat  of  the 
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current,  there  was  no  motion  in  the  capillary  tube  ; from  this  he  concluded 
that  the  volume  of  the  iron  was  unaltered  by  magnetisation,  and  also  that 
since  its  length  was  increased,  its  diameter  must  have  diminished. 

In  Shelford  Bidwell’s  investigation  of  these  phenomena,  a far  higher 
magnetising  force  was  employed  (up  to  nearly  1 500  units),  and  the  results 
showed  that  Joule’s  conclusions  required  modification. 

Bidwell  found  that  the  length  of  a rod  of  soft  iron  increased  as  the 
magnetising  force  was  raised  to  80  units  and  then  diminished,  regaining  its 
original  value  when  the  magnetising  force  was  about  300  units.  Beyond 
this  point  the  iron  rod  contracted,  and  continued  to  do  so  until  the 
magnetising  force  was  about  1000  units,  after  which  it  remained  constant. 
The  maximum  elongation  varied  in  different  specimens,  ranging  from 
the  jTnftnnr  to  the  *****  part  of  the  length  of  the  rod.  The  amount  of 
the  retraction  under  strong  force  was  xxijWtt  °f  the  length.  1 he  diametei 
of  the  rod  is  also  changed  ; with  small  forces  it  is  diminished,  and  with  large 
forces  increased,  but  the  longitudinal  and  transverse  changes  of  dimensions 
are  not  often  related  in  such  a manner  as  to  leave  the  volume  of  the  bar 
unaltered.  A magnetising  force  of  80  or  90  units  has  indeed  generally  no 
effect  upon  the  volume  ; with  a smaller  force,  however,  the  volume  is 
diminished,  while  with  a larger  one  it  is  increased.  Steel  behaves  in  much 
the  same  way  as  iron,  but  suffers  less  elongation  under  modeiate  foices. 
The  behaviour  of  cobalt  is  the  reverse  of  that  of  iron,  contracting  under 
small  and  lengthening  under  great  magnetic  forces.  A nickel  rod  is 
always  shortened,  whether  the  magnetising  force  is  great  or  small. 

907.  Cyclic  changes.  Magnetic  hysteresis.  — Suppose  that  a rod  of  iron, 
absolutely  free  from  permanent  magnetism,  has  been  subjected  to  gradually 

increasing  magnetising  forces  and  that  its 
magnetisation  curve  is  represented  by  OA 
(fig.  914),  in  which,  as  before,  abscissæ  represent 
magnetising  forces,  and  ordinates  the  corre- 
sponding magnetisations.  If  at  the  point  A 
the  magnetising  force  is  gradually  diminished, 
the  curve  OA  is  not  retraced,  but  the  ordinates 
of  the  descending  curve  are  greater  than  those 
of  the  ascending  curve  for  equal  values  of  the 
current.  When  the  current  is  zero  there  is  still 
a certain  amount  of  magnetisation  left  (residual 
magnetism),  and  to  reduce  this  to  zero  a mag- 
netising force  must  be  applied  in  the  opposite 
direction.  Let  this  force  be  increased  to  - F, 
then  diminished  to  zero,  and  then  increased 
positively  until  the  point  A is  again  reached. 
The  iron  is  now  in  the  same  state  as  it  previously  was  at  the  point  A having- 
passed  through  a complete  cycle  of  changes.  It  may  be  shown  that  the 
area  of  the  loop,  ACA'BA,  is  a measure  of  the  energy  which  has  been  spent 
in  carrying  each  cubic  centimetre  of  the  iron  through  the  cycle— that  is  the 
difference  between  the  energy  spent  in  magnetising  and  that  which 

recovered  in  the  reverse  process.  . . , 

It  will  thus  be  seen  that  the  magnetisation  of  a bar  foi  a given  loi  ce 
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depends  not  only  on  its  existing  condition,  but  also  on  its  previous  state. 
The  magnetisation  is  greater  in  the  descending  than  in  the  ascending  period 
for  the  same  value  of  the  magnetising  force.  This  is  due  to  residual  mag- 
netisation ; there  is  a retardation  or  lag  of  the  magnetisation  in  respect  of 
the  magnetising  force,  to  which  Prof.  Ewing  has  applied  the  term  hysteresis. 
The  hysteresis  is  greater  the  wider  the  difference  in  the  two  curves. 
Hysteresis  is  diminished  if  the  body  is  submitted  to  vibrations  during 
the  process  of  magnetisation. 

When  a soft-iron  bar  is  submitted  to  magnetisations  and  demagnetisations 
in  rapid  succession,  its  temperature  xdses.  The  energy  lost  in  each  cycle  is 
transformed  into  heat.  The  loss  may  attain  15,000  ergs  per  cubic  centi- 
metre of  soft  iron  for  each  complete  cycle,  and  the  term  hysteresis  is  used  to 
express  this  loss  as  well  as  to  represent  generally  the  phenomenon  of 
magnetic  retardation.  One  erg  represents  "238  x 10  7 calories  (506),  and 
since  the  density  of  iron  is  7-8,  and  its  specific  heat  o-n  (464),  the  calorific 
capacity  of  a cubic  centimetre  is  o-858.  So  that,  taking  the  above  number, 
we  have  0-0004°  as  the  rise  in  temperature  for  each  complete  cycle.  The 
coercive  force  of  the  magnetic  substance  is  expressed  numerically  by  the 
length  CO  or  i CB. 

908.  Vibratory  motion  and  sounds  produced  by  currents. — When  a 
rod  of  soft  iron  is  magnetised  by  a strong  electric  current,  it  gives  a very 
distinct  sound,  which,  however,  is  only  produced  at  the  moment  of  closing 
or  opening  the  circuit.  This  phenomenon  arises  from  a sudden  motion  of 
the  molecules  of  iron  due  to  magnetisation  or  demagnetisation. 

When  the  circuit  is  broken  and  closed  at  very  short  intervals,  De  la  Rive 
observed  that,  whatever  be  the  shape  or  magnitude  of  the  iron  bars,  two 
sounds  may  always  be  distinguished  ; one,  which  is  musical,  corresponds  to 
that  which  the  rod  would  give  by  vibrating  transversely  ; the  other,  which 
consists  of  a series  of  harsh  sounds,  corresponding  to  the  interruptions  of 
the  current,  was  compared  by  De  la  Rive  to  the  noise  of  rain  falling-  on  a 
metal  roof.  The  most  marked  sound  is  that  obtained  by  stretching,  on  a 
sounding-board,  pieces  of  soft-iron  wire,  well  annealed,  from  1 to  2 mm.  in 
diameter  and  1 to  2 yards  long.  These  wires,  being  placed  in  the  axis  of  a 
long  magnetising  coil  traversed  by  powerful  currents,  send  forth  a number 
of  sounds,  which  produce  a surprising  effect,  and  much  resemble  that  of  a 
number  of  chuich  bells  heard  at  a distance.  Rods  of  zinc,  copper,  or  brass 
give  no  note  even  with  strong  currents. 

Wertheim  also  obtained  the  same  sounds  by  passing  a discontinuous 
current  through  the  wires  themselves.  The  musical  sound  is  then  stronger 
and  more  sonorous  in  general  than  in  the  previous  experiment.  The 
hypothesis  of  a molecular  movement  in  the  iron  wires  at  the  moment  of 
their  magnetisation  and  demagnetisation  is  confirmed  by  the  researches  of 
Wertheim,  who  found  that  their  elasticity  is  then  diminished. 

909.  Reis’s  telephone. —The  essential  features  of  this  instrument  (fig.  915) 
are  a sort  of  box,  B,  one  side  of  which  is  closed  by  a membrane,  C,  while 
there  is  a mouthpiece,  A,  in  another  side.  On  the  membrane  is  a piece 
of  thin  metal-foil  C,  which  is  connected  with  a wire  leading  to  one  pole  of  the 
battery  G,  the  other  pole  of  which  is  put  to  earth.  Just  above  the  foil,  and 
almost  touching  it,  is  a metal  point  D,  which  is  connected  by  the  line  wire 
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(912)  with  one  end  of  a coil  of  insulated  wire  surrounding  an  iron  rod,  the 
other  end  of  the  wire  being  put  to  earth. 

When  the  mouthpiece  is  spoken  or  sung  into,  the  sounds  set  the  mem- 
brane in  vibration  ; this  coming  into  contact  with  the  point  D causes  a rapid 
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succession  of  currents  to  pass  into  the  line  and  through  the  electromagnet 
in  which  the  corresponding  sounds  are  produced. 

910.  Electric  bell. — One  form  of  this  instrument  is  represented  in  fig.  916. 
On  a wooden  board  arranged  vertically  is  fixed  an  electromagnet,  E ; 

the  line  wire  is  connected  with  the  binding 
screw,  with  which  is  also  connected  one 
end  of  the  wire  of  the  electromagnet  ; the 
other  end  is  connected  with  a spring,  c,  to 
which  is  attached  the  armature,  a ; this  again 
is  pressed  against  by  a spring,  C,  which  in 
turn  is  connected  with  the  binding  screw 
from  which  the  wire  leads  to  earth. 

Whenever  the  current  passes,  which  is 
effected  by  a small  contact-maker  called  a 
push , the  armature  a is  attracted,  carrying 
with  it  a hammer,  P,  which  strikes  against 
the  bell  T and  makes  it  sound.  The  moment 
this  takes  place,  contact  is  broken  between 
the  armature  a and  the  spring  C,  and  the 
current  being  stopped  the  electromagnet 
does  not  act  ; the  spring  c,  however,  in  virtue 
of  its  elasticity,  brings  the  armature  in  con- 
tact with  the  spring  C,  the  current  again 
passes,  and  so  on  as  long  as  the  current  con- 
tinues to  pass. 

91 1.  Electric  clocks.— Electric  clocks  are  clockwork  machines,  in  which 

an  electromagnet  is  both  the  motor  and  the  îegulatoi,  by  means  0 
electric  current  regularly  interrupted,  in  a manner  resembling  that  escn  e 
in  the  preceding  paragraph.  Fig.  917  represents  the  face  of  such  a c oc  -, 
and  fig.  918  the  mechanism  which  works  the  needles. 

An  electromagnet,  B,  attracts  an  armature  of  soft  iron,  P,  movable  on  a 
pivot  a.  The  armature  P transmits  its  oscillating  motion  to  a lever,  s,  wine  1 
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by  means  of  a ratchet,  n , turns-the  wheel  A.  Fh is,  by  the  pinion,  1),  turn» 

the  wheel  C,  which  by  a series  of  wheels  and  pinions  moves  the  hands.  The 
small  one  marks  the  hours,  the  large  one  the  minutes  ; but  as  the  latter  does 
not  move  regularly,  but  by  sudden  starts  from  second  to  second,  it  follows 
that  it  may  also  be  used  to  indicate  the  seconds. 

It  is  obvious  that  the  regularity  of  the  motion  of  the  hands  depends  on 
the  regularity  of  the  oscillations  of  the  piece  P.  This  is  tested  by  connecting 
the  clock  in  series  with  a standard,  which  itself  has  been  previously  regulated 
by  a seconds  pendulum.  At  each  oscillation  of  the  pendulum  theie  is  an 
arrangement  by  which  the  circuit  is  opened|and  closed,  and  thus  the  armatuie 
P beats  seconds  exactly. 

To  illustrate  the  use  of  these  clocks,  suppose  that  on  the  railway  from 
London  to  Birmingham  each  station  has  an  electric  clock,  and  that  from 
the  London  station  a conducting  wire  connects  all  the  clocks  on  the  line  to 
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Birmingham.  When  the  current  passes  in  this  wire  all  the  clocks  will  simul- 
taneously indicate  the  same  hour,  the  same  minute,  and  the  same  second  ; 
for  electricity  takes  an  inappreciable  time  to  go  from  London  to  Birmingham. 

g 1 2.  Electric  telegraphs. — These  are  apparatus  by  which  signals  can  be 
transmitted  to  considerable  distances  by  means  of  voltaic  currents  propa- 
gated in  metallic  wires.  Towards  the  end  of  the  eighteenth  century,  and  at  the 
beginning  of  the  nineteenth,  many  philosophers  proposed  to  correspond  at  a 
distance  by  means  of  the  effects  produced  by  electric  machines  when  pro- 
pagated in  insulated  conducting  wires.  In  1811,  Soemmering  invented  a 
telegraph,  in  which  he  used  the  decomposition  of  water  for  giving  signals. 
In  1820,  at  a time  when  the  electromagnet  was  unknown,  Ampère  proposed 
to  correspond  by  means  of  magnetic  needles,  above  which  a current  was  sent, 
as  many  wires  and  needles  being  used  as  letters  were  required.  In  1834, 
Gauss  and  Weber  constructed  an  electromagnetic  telegraph  in  which  a voltaic 
current  transmitted  by  a wire  acted  on  a magnetised  bar,  the  oscillations  of 
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which  under  its  influence  were  observed  by  a telescope.  They  succeeded 
in  thus  sending  signals  from  the  Observatory  to  the  Physical  Cabinet  in 
Gottingen,  a distance  of  a mile  and  a quarter,  and  to  them  belongs  the  honour 
of  having  first  demonstrated  experimentally  the  possibility  of  electric  com- 
munication at  a considerable  distance. 
In  1837,  Steinheil  in  Munich,  and 
Wheatstone  in  London,  constructed  tele- 
graphs in  which  several  wires  each  acted 
on  a single  needle  ; the  current  in  the 
first  case  being  produced  by  an  electro- 
magnetic machine,  and  in  the  second  by 
a constant  battery. 

Every  electric  telegraph  consists 
essentially  of  three  parts  : ( 1 ) a circuit 
consisting  of  a metallic  connection  be- 
tween two  places,  and  a battery  or  its 
equivalent  for  producing  the  current  ; 
(2)  a transmitter  for  sending  the  signals  from  the  one  station  ; and  (3)  an 
indicator  for  receiving  them  at  the  other  station.  The  mode  of  transmitting 
and  receiving  electric  signals  can  be  greatly  varied,  and  we  shall  limit 
ourselves  to  a description  of  the  three  principal  methods. 

On  the  larger  circuits  dynamos  or  accumulators  or  combinations  of  the 
two  are  used  ; on  smaller  ones,  where  there  is  constant  work,  some  form  of 
Daniell’s  battery  is  used,  and  for  other  circuits  Leclanche’s  cell  is  in  extended 
use.  In  France,  Daniell’s  battery  is  used  for  telegraphic  purposes. 

The  connection  between  two  stations  is  made  by  means  of  copper  or 
galvanised  iron  wire  suspended  by  porcelain  supports  (fig.  919),  which 
insulate  the  wire  and  protect  it  against  the  rain  ; they  are  attached  to  posts 
or  against  the  sides  of  buildings.  In  England  and  other  moist  climates 
special  attention  is  required  to  be  paid  to  the  perfection  of  the  insulation. 
In  towns,  wires  covered  with  gutta-percha  are  placed  in  tubes  laid  in  the 
ground.  Submarine  cables,  where  great  strength  is  required  combined  with 
lightness  and  high  conducting  power,  are  formed  on  the  general  type  of  one 
of  the  Atlantic  cables,  a longitudinal  view  of  which  is  given  in  fig.  920,  while 
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fig.  921  represents  a cross-section.  In  the  centre  is  the  core , which  is  the 
conductor  ; it  consists  of  seven  copper  wires,  each  1 mm.  in  diameter,  twisted 
in  a spiral  strand  and  covered  with  several  layers  of  gutta-percha,  separated 
from  each  other  by  a coating  of  Chatterton' s compound — a mixture  of  tar, 
resin,  and  gutta-percha.  This  forms  the  insulator  proper,  and  it  should  have 
great  resistance  to  the  passage  of  electricity,  combined  with  low  specific 
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inductive  capacity  (783).  Round  the  insulator  is  a coating  of  hemp, -and  on 
the  outside  is  wound  spirally  a protecting  sheath  of  steel  wire,  spun  round 
with  hemp. 

At  the  station  which  sends  the  despatch,  the  line  is  connected  with  the 
positive  pole  of  a battery,  the  current  passes  by  the  line  to  the  other  station, 
and  if  there  were  a second  return  line,  it  would  travei'se  it  in  the  opposite 
direction  to  return  to  the  negative  pole.  In  1837,  Steinheil  made  the  very 
important  discovery  that  the  earth  might  be  used  for  the  return  conductor, 
thereby  saving  the  expense  of  the  second  line.  For  this  purpose  the  end  of 
the  conductor  at  the  one  station,  and  the  negative  pole  of  the  battery  at  the 
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other,  are  connected  with  large  copper  plates,  which  are  sunk  to  some  depth 
in  the  ground.  The  action  is  then  the  same  as  if  the  earth  acted  as  a 
return  wire.  The  earth  is,  indeed,  far  superior  to  a return  wire  ; for  the 
added  resistance  of  such  a wire  would  be  considerable,  whereas  the  resist- 
ance of  the  earth  beyond  a short  distance  is  absolutely  nil.  The  earth  really 
dissipates  the  electricity,  and  maintains  the  earth  plates  at  the  same  potential 
as  the  earth,  so  that  there  is  practically  no  fall  of  potential  between  two  earth 
plates  connected  with  a circuit  through  which  a current  is  flowing. 

913.  Wheatstone  and  Cooke’s  single-needle  telegraph.— This  con- 
sists essentially  of  a vertical  galvanometer  (840)  with  a single  needle  the 
arrangement  of  which  is  seen  in  fig.  923,  while  fig.  922  gives  a front  view 
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of  the  case  in  which  the  apparatus  is  placed,  and  shows  an  index  parallel  to 
the  needle.  A (fig.  923)  is  the  galvanometer  coil  consisting  of  about 
400  feet  of  fine  copper  wire,  wound  on  two  bobbins. 

The  signs  are  made  by  transmitting  the  current  in  different  directions 
through  the  galvanometer,  by  which  the  needle  is  deflected  either  to  the 
right  or  left,  according  to  the  will  of  the  operator.  The  instrument  by  which 
this  is  effected  is  a commutator  or  key , worked  by  a handle  seen  in  front  of 
fig.  922.  When  the  handle  is  turned  to  the  right  the  positive  pole,  and  when 
it  is  to  the  left,  the  negative  pole  of  the  battery  is  put  in  connection  with  the 
line.  If  the  handle  is  vertical,  as  shown,  the  battery  is  disconnected  from 
the  line. 

Another  form  of  sending  apparatus,  called  a tapper , is  similar  to  the 
commutator  shown  in  fig.  924.  There  are  two  horizontal  strips  of  springy 

brass,  each  of  which  is  fixed  at  one  ex- 
tremity to  the  top  of  an  ebonite  pillar, 
where  binding-screws  are  attached  to 
them.  At  their  other  ends  they  are 
provided  with  ebonite  pressure  knobs, 
whereby  each  may  be  pressed  into  con- 
tact with  the  metal  piece  below,  to  which 
a binding-screw  is  also  attached.  Two 
other  ebonite  pillars  are  connected  across 
Fls-  924  the  top  p,y  a brass  bridge  with  a binding- 

screw  at  one  end.  The  brass  springs  are  in  contact  with  this  bridge 
unless  one  or  other  of  the  knobs  is  depressed.  All  metallic  contacts 
are  tipped  with  platinum.  Of  the  two  binding-screws  at  the  left  of  the 
figure  one  is  earthed,  the  other  connected  through  the  galvanometer  to 
line  ; the  other  two,  one  in  the  middle,  the  other  (low  down)  on  the  right, 
are  connected  to  the  poles  of  a battery.  If  neither  knob  is  depressed  the 
battery  is  not  in  action,  and  a current  from  the  line,  after  traversing  the 
galvanometer,  passes  from  one  strip  through  the  bridge  to  the  other  and  so 
to  earth.  By  pressing  the  right-  or  left-hand  knob,  a positive  or  negative 
current  may  be  sent  into  the  line,  the  strip  which  is  depressed  being  foi  the 
time  disconnected  from  the  bridge.  The  instrument  illustrated  in  the 
figure  is  provided  also  with  ebonite  cams  (not  required  for  telegraphic  pur- 
poses), for  keeping  either  pole  of  the  battery  permanently  connected  with 
the  circuit. 

The  signs  are  given  by  differently  combined  deflections  of  the  needle 
as  represented  in  the  alphabet  on  the  dial  (fig.  922)-  \ denotes  a deflection 

of  the  upper  end  of  the  needle  to  the  left,  and  / a deflection  to  the  light  , 
I,  for  instance,  is  indicated  by  two  deflections  to  the  left,  and  M by  two  to 
the  right.  D is  expressed  by  right-left-left,  and  C by  right-left-right-left,  &c. 

These  signs  are  somewhat  complicated,  and  complete  master)'  of  them 
requires  great  practice  : usually  not  more  than  12  to  20  woids  can  be  sent 
in  a minute.  The  single-needle  telegraph  was  formerly  sometimes  replaced 
by  the  double-needle  one,  which  is  constructed  on  the  same  principle,  but 
there  are  two  needles  and  two  wires  instead  of  one. 

914.  Morse’s  telegraph.— The  telegraph  just  described  leaves  no  trace 
of  the  despatches  sent,  and  if  any  errors  have  been  made  in  copying  the 
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signals  there  is  no  means  of  remedying  them.  These  objections  are  met  in 
the  case  of  the  writing  telegraphs , in  which  the  signs  themselves  are  printed 
on  a strip  of  paper  at  the  time  at  which  they  are  transmitted. 

Of  the  numerous  printing  and  writing  telegraphs  which  have  been  devised, 
that  of  Morse,  first  brought  into  use  in  North  America,  is  best  known.  It 
has  been  almost  universally  adopted  on  the  Continent,  and  in  England  has 
nearly  superseded  the  needle  telegraph.  In  this  instrument  there  are  three 
distinct  parts  : the  receiver , the  sender , and  the  relay  ; figs.  925,  926,  927> 
and  928  represent  these  apparatus. 

Receiver—  W e will  first  describe  the  receiver  (figs.  925  and  926),  leaving 
out  of  sight  for  the  moment  the  accessory  pieces,  G and  P,  placed  on  the 
right  of  the  figure.  The  current  which  enters  the  indicator  by  the  wire,  C, 
passes  into  an  electromagnet,  E,  which  when  the  circuit  is  closed  attracts  an 
armature  of  soft  iron,  A,  fixed  near  the  end  of  a horizontal  lever  movable 


Fig.  925 


about  an  axis,  I ; when  the  circuit  is  open  the  lever  is  raised  by  a spring. 
By  means  of  two  screws,  in  and  «,  the  extent  of  movement  of  the  lever  is 
regulated.  At  the  other  end  of  the  lever  there  is  a blunt  point  which  writes 
the  signals.  For  this  purpose  a long  band  of  strong  paper,  hp , rolled  round 
a drum,  R,  passes  between  two  copper  rollers  with  rough  surfaces,  u and  /, 
turning  in  contrary  directions.  Drawn  in  the  direction  of  the  arrow, 
the  band  of  paper  becomes  rolled  on  a second  drum,  Q,  which  is  turned  by 
hand.  A clockwork  motion  placed  in  the  box,  BD,  works  the  rollers, 
between  which  the  band  of  paper  passes. 

The  papei  being  thus  set  in  motion,  whenever  the  electromagnet  works, 
the  point  stiikes  the  paper,  and,  without  perforating  it,  produces  an  inden- 
tation the  shape  of  which  depends  on  the  time  during  which  the  point  is  in 
contact  with  the  paper.  If  it  only  strikes  it  instantaneously  it  makes  a dot. 
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(-)  or  short  stroke  ; but  if  the  contact  has  any  duration,  a dash  ( — ) of  corre- 
sponding length  is  produced.  Hence,  by  varying  the  length  of  contact  of 
the  transmitting  key  at  one  station,  the  operator  produces  a combination  of 
dots  and  dashes  at  another  station,  and  it  is  only  necessary  to  give  a definite 
meaning  to  these  combinations. 

In  order  to  make  an  indentation  a considerable  pressure  is  required,  which 
necessitates  the  employment  of  a strong  current,  and  the  newer  instruments 

(fig.  926)  are 
based  on  the 
use  of  ink- 
writers.  The 
paper  band 
passes  close  to, 
but  not  touch- 
ing, a metal 
disc  with  a fine 
edge,  c,  which 
turns  against 
a small  ink- 
Flg' 926  roller,  a,  all 

being  rotated  by  the  same  mechanism.  When  the  armature  A is  attracted, 
the  bent  plate  at  the  other  end  of  the  lever  presses  the  paper  against  the 
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disc,  which  is  inked  by  contact  with  the  ink-roller,  and  thus  produces  a 
mark  on  the  paper,  which  is  either  short  or  long  according  to  the  duration 
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of  the  contact.  The  signs  are  thus  more  legible,  and  are  produced  by 
far  weaker  currents. 

The  same  telegraphic  alphabet  is  now  universally  used  wheievei  tele- 
graphic communication  exists  \ and  the  signals  for  the  single-needle  instill- 
ment (fig.  922)  as  well  as  those  used  for  printing  have  been  modified,  so  that 
they  now  correspond  to  each  other.  Thus  a beat  of  the  top  of  the  needle  to 
the  left  \ is  equivalent  to  a dot  : and  a beat  to  the  right  / to  a dash.  The 
table  on  the  preceding  page  gives  the  alphabet. 

The  flag  signals  employed  in  military  operations  are  similarly  used.  A 
swing  of  the  flag  from  its  upright  vertical  position  to  the  right  or  left  has 
the  same  meaning  as  the  corresponding  motion  of  the  top  end  of  the  needle. 
So,  too,  long  or  short  obscurations  of  the  limelight  used  in  signalling  by 
night,  or  of  the  heliograph  (533),  correspond  to  dashes  and  dots. 

Morse  key. — This  consists  of  a small  mahogany  base,  which  acts  as 
support  for  a metal  lever  ab  (fig.  927),  movable  about  a horizontal  axis  which 
passes  through  its  middle.  The  end  a of  this  lever  is  always  pressed 
upwards  by  a spring  beneath,  so  that  it  is  only  by  pressing  with  the  finger 
on  the  knob  B that  the  lever  strikes  the  platinum  contact  .r.  Round  the  base 
are  three  binding  screws,  one  connected  with  the  wire  P,  which  comes  from 
the  positive  pole  of  the  battery  ; the  second  connected  with  L,  the  line  wire  ; 
and  the  third  with  the  wire 
A,  which  passes  to  the 
indicator  ; for  of  course 
two  places  in  communi- 
cation are  each  provided 
with  an  indicator  and 
communicator. 

These  details  known, 
there  are  two  cases  to  be 
considered.  1.  When  a 
message  is  to  be  received,  Fig.  927 

the  contact  b is  down, 

and  a current  arriving  by  the  line  wire  passes  into  the  lever  of  the  key  and 
thence  by  the  contact  b to  the  indicator.  2.  A message  is  to  be  transmitted  ; 
in  this  case  the  knob  B is  pressed  so  that  the  lever  comes  in  contact  with  the 
contact  piece  x,  thereby  establishing  connection  between  the  battery  wire  P 
and  the  line  L,  and  cutting  out  the  local  indicator.  According  to  the  length 
of  time  during  which  B is  pressed,  a dot  or  dash  is  produced  in  the  receiver 
to  which  the  current  proceeds. 

Relay. — In  describing  the  receiver  we  have  assumed  that  the  current  of 
the  line  coming  by  the  wire  C (fig.  925)  entered  directly  into  the  electro- 
magnet, and  worked  the  armature  A,  recording  the  signal  ; but  when  the 
circuit  consists  of  many  miles  of  wire,  the  current  may  be  too  weak  to  act 
upon  the  electromagnet  with  sufficient  force  to  print  a despatch.  Hence  it 
is  necessary  to  have  recourse  to  a relay — that  is,  to  an  auxiliary  electromagnet 
which  is  still  traversed  by  the  current  of  the  line,  but  which  serves  to  intro- 
duce into  the  recording  apparatus  the  current  of  a local  battery  of  from  6 to 
r 5 volts  placed  at  the  station,  and  which  is  only  used  to  print  the  signals 
transmitted  by  the  wire. 
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Fig-.  928  shows  the  relay.  The  current  entering  the  relay  by  the  binding 
screw,  L,  passes  into  an  electromagnet,  E,  whence  it  passes  into  the  earth 
by  the  binding  screw  T.  Now,  each  time  that  the  current  of  the  line 
passes  into  the  relay,  the  electromagnet  attracts  an  armature,  A,  fixed  at 
the  bottom  of  a vertical  lever,  which  oscillates  about  a horizontal  axis. 

At  each  oscillation  the  top  of  the  lever  p strikes  against  a button  «, 
and  at  this  moment  the  current  of  the  local  battery,  which  enters  by  the 
binding  screw  c,  ascends  the  column  m , passes  into  the  lever  fi,  descends 
by  the  rod  o,  which  transmits  it  to  the  screw  Z : thence  it  enters  the 
electromagnet  of  the  indicator,  and  returns  to  the  local  battery  from  which 
it  started.  Then,  when  the  circuit  of  the  line  is  open,  the  electromagnet  of 
the  relay  does  not  act,  and  the  lever  fi,  drawn  by  a spring  r,  leaves  the  button 
n , as  shown  in  the  drawing,  and  the  local  current  no  longer  passes.  Thus 


Fig.  928 


the  relay  transmits  to  the  indicator  exactly  the  same  phases  of  passage  and 
intermittence  as  those  effected  by  the  manipulator  in  the  station  which  sends 
the  despatch. 

With  a general  battery  of  25  Daniell  cells  the  current  is  usually 
strong  enough  at  upwards  of  90  miles  from  its  starting-point  to  work  a relay. 
For  a longer  distance  a new  current  must  be  taken,  as  will  be  seen  in  the 
paragraph  on  the  change  of  current  ( vide  infra). 

The  three  principal  pieces  of  the  Morse  apparatus  being  thus  known,  the 
following  is  the  actual  path  of  the  current. 

The  current  of  the  line  coming  by  the  wire  L (fig.  925)  passes  at  first 
to  the  piece  P intended  to  serve  as  lightning-conductor,  when,  from  the 
influence  of  atmospheric  electricity  in  time  of  storm,  the  conducting  wires 
become  so  highly  charged  with  electricity  as  to  give  dangerous  sparks. 
This  apparatus  consists  of  two  copper  discs,  d and  f provided  with  teeth  on 
the  sides  opposite  each  other,  but  not  touching.  The  disc  d is  connected 
with  the  earth  by  a metal  plate  at  the  back  of  the  stand  which  supports  this 
lightning-conductor,  while  the  disc  f is  in  the  circuit.  The  current  coming 
by  the  line  L enters  the  lightning-conductor  by  the  binding  screw  fixed  at 
the  lower  part  of  the  stand  on  the  left  ; then  rises  to  a commutator,  ?i,  which 
conducts  it  to  a button,  c,  whence  it  reaches  the  disc  f by  a metal  plate  at 
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the  back  of  the  stand  ; in  case  a lightning  discharge  should  pass  along  the 
wire,  it  would  now  act  inductively  on  the  disc  d,  and  emerge  by  the  points 
without  danger  to  the  apparatus  or  the  person  manipulating  it.  Moreover, 
from  the  disc/,  the  current  passes  into  a very  fine  wire  insulated  on  a tube,  e. 
As  the  wire  is  melted  when  the  discharge  is  too  strong,  it  acts  as  a safety 
fuse  (859),  and  preserves  the  apparatus  from  damage. 

Lastly,  the  current  proceeds  from  the  foot  of  the  support  to  a screw  on 
the  right,  which  conducts  it  to  a small  galvanometei,  G,  seivmg  to  indicate 
by  the  deflection  of  the  needle  whether  the  cunent  passes.  Fiom  this 
galvanometer  the  current  passes  to  a key  (fig.  927),  which  it  enters  at  L, 
emerging  at  A to  go  to  the  relay  (fig*.  9^)*  Enteiing  this  at  L,  it  woiks 
the  electromagnet,  and  establishes  the  communication  necessary  for  the 
passage  of  the  current  of  the  local  battery,  as  has  been  said  in  speaking  of 
the  relay. 

Change  of  current.—  To  complete  this  description  of  the  Morse  apparatus, 
it  must  be  observed  that  in  general  the  current  which  arrives  at  L,  after 
having  traversed  several  miles,  has  not  sufficient  force  to  register  the 
despatch,  or  to  proceed  to  a new  distant  point.  The  relay  already  described 
enables  the  telegraphic  message  to  be  registered  by  aid  of  the  local  battery. 
In  order  to  transmit  the  signals  to  a more  distant  station  anotherlocal  battery 
of  20  or  30  cells  is  switched  on  by  another  relay,  and  passes  the  signals  on 
through  the  further  section  of  the  line,  without  necessarily  affecting  the 
Morse  instrument  at  the  station  itself. 

915.  The  sounder. — The  sound  produced  when  the  armature  of  the 
electromagnet  in  a Morse  instrument  is  attracted  by  the  passage  of  the 
current  is  so  distinct  and  clear  that  many  telegraph  operators  have  been  in 
the  habit  of  reading  the  messages  by  the  sounds  thus  produced.  When 
necessary  their  reading  could  be  checked  by  comparison  with  the  signs 
produced  on  the  paper. 

Based  on  this  fact  a form  of  instrument  invented  in  America  has  come 
into  use  for  the  purpose  of  reading  by  sound.  The  sounder , as  it  is  called, 
is  essentially  a small  electromagnet  on  an  ebonite  base,  resembling  the  relay 
in  fig.  928.  The  armature  is  attached  to  one  end  of  a lever,  and  is  kept  at 
a certain  distance  from  the  electromagnet  by  a spring.  When  the  current 
passes,  the  armature  is  attracted  against  the  electromagnet  with  a sharp 
click,  and  when  the  current  ceases  it  is  withdrawn  by  the  spring.  Hence 
the  interval  between  the  sounds  is  of  longer  or  shorter  duration  according  to 
the  will  of  the  sender,  and  thus  in  effect  a series  of  short  or  long  intervals 
which  represent  short  and  long  sounds  can  be  produced  which  correspond  to 
the  dots  and  dashes  of  the  Morse  alphabet.  Such  instruments  are  simple, 
easily  adjusted,  and  portable,  not  occupying  more  space  than  an  ordinary 
field-glass.  They  are  coming  into  extended  use,  especially  for  military 
telegraph  work.  • 

916.  Induction  in  telegraph  cables. — In  the  earliest  experiments  on  the 
use  of  insulated  subterranean  wires  for  telegraphic  communication  it  was 
found  that  difficulties  occurred  in  their  use  which  were  not  experienced  with 
overhead  wires.  This  did  not  arise  from  defective  insulation,  for  the  better 
the  insulation  the  greater  the  difficulty.  It  was  suspected  by  Siemens  and 
others  that  the  retardation  was  due  to  statical  induction  taking  place 
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betweenthe  inner  wire  through  the  insulator  and  the  conducting  sheath  ; and 
Faraday  proved  that  this  was  the  case  by  the  following  experiments  among 
others.  A length  of  about  ioo  miles  of  gutta-percha-covered  copper  wire 
was  immersed  in  water,  the  ends  being  led  into  the  observing-room. 
When  the  pole  of  a battery  containing  a large  number  of  cells  was  momen- 
tarily connected  with  one  end  of  the  wire,  the  other  end  being  insulated,  and 
a person  simultaneously  touched  the  wire  and  the  earth  contact,  he  obtained 
a violent  shock. 

When  the  wire,  after  being  in  momentary  contact  with  the  battery,  was 
placed  in  connection  with  a galvanometer,  a considerable  deflection  was 
observed  ; there  was  a feebler  one  3 or  4 minutes  after,  and  even  as  long  as 
20  or  30  minutes  afterwards. 

When  the  insulated  galvanometer  was  permanently  connected  with  one 
end  of  the  wire,  and  then  the  free  end  of  the  galvanometer  wire  joined  to  the 
pole  of  the  battery,  a rush  of  electricity  through  the  galvanometer  into  the 
wire  was  perceived.  The  deflection  speedily  diminished  and  the  needle 
ultimately  came  to  rest  at  zero.  When  the  galvanometer  was  detached 
from  the  battery  and  put  to  earth,  the  electricity  flowed  as  rapidly  out 
of  the  wire,  and  the  needle  was  momentarily  deflected  in  the  opposite 
direction. 

These  phenomena  are  not  difficult  to  explain.  The  wire  with  its  thin 
insulating  coating  of  gutta-percha  becomes  statically  charged  with  electricity 
from  the  battery  like  a Leyden  jar.  The  coating  of  gutta-percha  through 
which  the  inductive  action  takes  place  is  comparatively  thin,  and  the  extent 
of  the  coatings  (copper  wire  on  the  one  side,  and  the  conducting  sheath  in 
contact  with  water  on  the  other  side  of  the  dielectric  gutta-percha)  is  very 
great.  The  surface  of  the  copper  wire  amounted  to  8300  square  feet  and 
that  of  the  outside  coating  to  four  times  as  much.  The  potential  can  only  be 
as  great  as  that  of  the  battery,  but,  from  the  enormous  surface,  the  capacity, 
and  therefore  the  quantity  (760),  is  very  great.  Thus  the  wires,  after  being 
detached  from  the  battery,  showed  all  the  actions  of  a powerful  electric 
battery.  These  effects  take  place,  but  to  a less  extent,  with  wires  in  air  ; the 
external  coating  is  here  the  earth,  which  is  so  distant  that  induction  and 
charge  are  very  small,  more  especially  in  the  long  lines. 

Hence  the  difficulty  in  submarine  telegraphy.  The  electricity  which 
enters  the  insulating  wire  must  first  charge  the  large  Leyden  jar  which  it 
constitutes,  and  only  after  this  has  happened  can  the  current  reach  the 
distant  end  of  the  circuit.  The  current  begins  later  at  the  distant  end,  and 
ceases  later.  The  electricity  is  not  projected  like  the  bullet  from  a gun,  but 
rather  resembles  a quantity  of  water  flowing  from  a large  reservoir  into  a canal 
in  connection  with  large  basins  which  it  has  to  fill  as  well  as  the  canal  itself. 
If  the  electric  currents  follow  too  rapidly,  an  uninterrupted  current  will  appear 
at  the  other  end,  which  indicates  small  differences  in  strength,  but  not  with 
sufficient  clearness  differences  in  duration  or  direction.  Hence  in  submarine 
wires  the  signals  must  be  slower  than  in  air  wires  to  obtain  clear  indications. 
The  retardation  depends  not  only  on  the  length  (and  therefore  capacity)  of 
the  cable,  but  also  on  its  self-induction,  which  will  be  explained  later  (967). 

By  the  use  of  alternating  currents  sent  by  a special  form  of  key — that 
is  of  currents  which  are  alternately  positive  and  negative  (985)— these 
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disturbing  influences  may  be  materially  lessened,  and  communication  be 
accelerated  and  made  more  certain,  but  they  can  never  be  entirely  obviated. 

The  first  submarine  telegraph  cable  (figs.  920,  921)  was  laid  between 
Dover  and  Cape  Grisnez  in  1851,  and  this  was  followed  during  the  next  ten 
years  by  the  laying  of  submarine  cables  of  greater  length,  which  were  short, 
however,  in  comparison  with  more  recent  developments.  The  successful 
telegraphic  bridging  of  the  Atlantic  was  effected  in  1866,  after  three  un- 
successful attempts  in  1857,  1858,  and  1865.  At  the  present  day  there  are 
about  200,000  miles  of  submarine  telegraph  cable.  The  greatest  under- 
taking of  the  kind  hitherto  attempted  is  the  Pacific  cable  now  being  con- 
structed between  Vancouver  and  Australia,  viâ  Fanning  Island,  Fiji,  and 
Norfolk  Island. 

917.  Siphon  recorder. — Lord  Kelvin  invented  an  extremely  ingenious 
instrument  called  the  siphon  recorder , by  which  the  very  feeble  signals 
transmitted  through  long  lengths  of 
submarine  cable  are  observed  and  also 
recorded.  In  principle  it  is  a suspended 
coil  galvanometer  (896).  It  must  be 
noted,  however,  that  suspended  coil 
galvanometers  for  ordinary  electric 
work  have  only  comparatively  recently 
come  into  use. 

A light  rectangular  coil  of  fine  wire 
s (fig.  929)>  connected  with  the  line  wire 
by  the  screws  p and  q,  hangs  by  a 
bifilar  suspension  between  the  two 
poles  of  a powerful  electromagnet  AB, 
so  that  its  plane  is  parallel  to  the  lines 
of  force  between  the  poles.  The  space 
inside  the  coil  is  occupied  by  a mass 
of  soft  iron,yj  by  which  the  strength  of 
the  field  is  greatly  increased.  When 
a current  is  passed  this  coil  tends  to 
place  itself  perpendicular  to  the  lines 
of  force,  and  is  deflected  either  to  the  right  or  the  left  according  to  the  direction 
of  the  current  ; its  movements  are  almost  dead-beat  (963),  as  the  damping  is 
considerable. 


Fig.  929 


A very  light  capillary  tube  c dips  with  its  short  end  in  a reservoir  of 
ink,  while  the  other  end  is  in  front  of  a paper  ribbon  which  is  moved  along 
at  a uniform  rate  like  the  ribbon  in  a Morse’s  recorder.  By  the  action 
of  a light  tapper  the  ink  spurts  out  in  a continuous  series  of  fine  drops 
against  the  paper,  marking  on  it  a straight  line  so  long  as  no  current  passes 
in  the  coil.  The  siphon  is,  however,  connected  by  a system  of  silk  threads 
with  the  coil,  and  according  as  this  is  deflected  to  the  right  or  the  left  the 
end  of  the  siphon  is  deflected  too,  and  traces  a wavy  line  (fig.  930)  on  the 
paper,  vyh.ch  represents  deflections  right  or  left  of  the  central  line  that 
are,  in  short,  the  Morse  signals  (914). 

918.  Duplex  telegraphy. -By  this  is  meant  a system  of  telegraphy  by 
which  messages  maybe  simultaneously  sent  in  opposite  directions  on  one 
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and  the  same  wire,  whereby  the  working  capacity  of  a line  is  practically 
doubled. 

Several  plans  have  been  devised  for  accomplishing  this  very  important 
improvement  ; no  more  can  here  be  attempted  than  to  give  a general  account 
of  the  principle  of  the  method  in  one  or  two  cases. 


b c d c f g h i j k l m n 


p q r s t u v w x y 
Fig.  930 


Let  in  (fig.  931)  represent  the  electromagnet  of  a Morse’s  instrument 
which  is  wound  round  with  two  equal  coils  in  opposite  directions  , these  coils 
are  represented  by  the  full  and  dotted  lines,  and  one  of  them,  which  may  be 
called  the  line  coil 's  joined  to  the  line  LL  , which  connects  the  two  stations. 
The  other  coil,  that  represented  by  the  dotted  line,  which  may  be  called  the 

equating  coil  is 
in  connection 
with  the  earth  at 
E through  an 
adjustable  re- 
sistance, or  arti- 
ficial line , R. 
By  this  means 
the  resistance  of 
the  branch  «RE 
may  be  made 
equal  to  that  of 
the  branch 
rtLLV.  The 
battery  b has 
one  pole  to  earth 
at  E,  and  the 

other  pole,  by  a Morse  key,  c,  can  be  connected  at  « where  the  two 
oppositely  wound  coils  bifurcate.  The  back  contact  of  the  key  is  also  con- 
nected with  earth.  , . . , . 

The  station  at  B is  arranged  in  a similar  manner,  as  is  îepiesented  b) 

corresponding  dashed  letters.  . . , 

Now  when  B depresses  his  key  and  sends  a current  into  the  line,  masmucl 

as  the  electromagnet  of  his  instrument  is  wound  with  equal  coils  in  opposite 
directions,  the  armature  is  not  attracted,  for  the  core  is  not  magnetised  be- 
cause the  currents  in  the  two  coils  counteract  one  another.  Thus,  altho  e 
a current  passes  from  B,  there  is  no  indication  of  it  by  his  own  instrument 
a condition  essential  in  all  systems  of  duplex  telegiaphy. 

But  with  regard  to  the  effect  on  A,  there  are  two  cases,  according  as  he 
is  or  is  not  sending  a message  at  the  same  time.  If  A’s  key  is  not  down, 
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then  the  current  will  circulate  round  the  core  of  the  electromagnet  and  will 
reach  the  earth  by  the  path  LacE  ; the  core  will  therefore  become  magnetised, 
the  armature  attracted,  and  a signal  produced  in  the  ordinary  way. 

If,  however,  at  the  moment  at  which  B has  his  key  down,  A also  depresses 
his,  then  it  will  be  seen  that,  as  the  batteries  b b’  are  exactly  alike,  their 
electromotive  forces  neutralise  one  another,  and  no  current  passes  in  the 
line  aLE'a’  : it  is,  as  it  were,  blocked.  But  though  no  current  passes  in  the 
line  coil,  a current  does  pass  at  each  station  to  earth,  through  the  equating 
coil,  the  current  in  which,  being  no  longer  counterbalanced  by  any  opposite 
current  in  the  line  coil,  magnetises  the  core  of  the  electromagnet,  which  thus 
attracts  the  armature  and  produces  a signal. 

We  have  here  supposed  that  A and  B both  send,  for  instance,  the  same 
currents  to  line  : the  final  effect  is  not  different  if  they  send  opposite  currents 
at  the  same  time.  For  then  the  current  in  the  line  LL'  is  doubled.  More 
electricity  flows  to  line  from  each  station  through  the  line  coil  being  no  longer 
balanced  by  the  equating  coil  ; the  current  of  the  line  coil  preponderates  and 
then  works  the  electromagnet. 

Hence  each  station,  so  to  speak,  produces  the  signal  which  the  other  one 
wishes  to  send. 

Another  method  is  based  on  the  principle  of  Wheatstone’s  bridge  (923). 
At  each  station  is  a battery  P (fig.  932),  one  pole  of  which  is  to  earth  while 
the  other  is  connected  with  the  key  M. 

The  wire  from  M is  connected  at  A with 
the  two  branches  AB  and  AC,  a galvano- 
meter or  other  receiving  instrument  being 
introduced  between  B and  C.  The  branch 
AB  goes  to  line  and  AC  to  earth.  There 
are  exactly  corresponding  parts  at  the 
other  station.  Now,  from  the  principle  of 
the  bridge,  the  resistances  AB  and  AC 
may  be  adjusted  in  such  a manner  that  the 
potentials  at  the  points  B and  C are  equal 
when  the  key  is  depressed  and  the  current 
sent  ; accordingly,  no  current  passes  in 
the  bridge,  and  the  galvanometer  is  at  rest  ; but  the  current  from  A passing 
to  line  bifurcates  at  B',  a portion  traversing  the  galvanometer  and  going 
to  earth  ; hence  a signal  is  received  at  that  station. 

Other  methods  of  duplex  telegraphy  are  based  on  the  principle  of  leakage  ; 
but  for  these,  as  well  as  for  quadruplex  telegraphy,  special  manuals  must& be 
consulted.  The  present  speed  of  transatlantic  telegraphy  is  about  twenty 
words  a minute,  and  there  are  twelve  duplexed  cables  having,  therefore  a 
carrying  capacity  of  500  words  a minute. 

919.  Bain’s  electrochemical  telegraph.— If  a strip  of  paper  is  soaked 
in  a solution  of  potassium  ferrocyanide  and  is  placed  on  a metal  surface 
connected  with  the  negative  pole  of  a battery,  on  touching  the  paper  with  a 
steel  pointer  connected  with  the  positive  pole,  a blue  mark  due  to  the  forma- 
tion of  Prussian  blue  will  be  formed  about  the  iron,  so  long  as  the  current 
passes.  The  first  telegraph  based  on  this  principle  was  invented  by  Bain 
The  alphabet  is  the  same  as  Morse’s,  but  the  despatch  is  first  composed  at 
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the  departure  station  on  a long  strip  of  ordinary  paper.  The  paper  is  per- 
forated successively  by  small  round  and  elongated  holes,  which  correspond 
respectively  to  the  dots  and  dashes.  The  strip  so  prepared  is  interposed 
between  a small  metal  wheel  and  a metal  spring,  both  forming  part  of  the 
circuit.  The  wheel,  in  turning,  carries  with  it  the  paper  strip,  all  parts  of 
which  pass  successively  between  the  wheel  and  the  plate.  If  the  strip  were 
not  perforated,  it  would,  not  being  a conductor,  constantly  offer  a resistance 
to  the  passage  of  a current  ; but,  in  consequence  of  the  holes,  every  time  one 
of  them  passes,  there  is  contact  between  the  wheel  and  the  plate.  Thus  the 
current  works  the  relay  of  the  station  to  which  it  is  sent,  and  traces  in  blue, 
on  a paper  disc,  impregnated  with  potassium  ferrocyanide,  the  same  series 
of  points  and  marks  as  those  on  the  perforated  paper. 

920.  Earth  currents. — In  long  telegraph  circuits  more  or  less  powerful 
currents  are  produced,  even  when  the  battery  is  not  at  work.  This  arises 
from  a difference  of  potential  being  established  in  the  earth  at  the  two  places 
between  which  the  communication  is  established.  These  currents  are  some- 
times in  one  direction  and  sometimes  in  another,  and  are  at  times  so 
powerful  and  irregular  as  quite  to  interfere  with  the  working  of  the  lines. 
Lines  running  NE  and  SW  are  most  frequently  affected  ; lines  running  NW 
and  SE  are  less  so,  and  the  currents  are  far  weaker.  Their  strength  often 
amounts  to  as  much  as  40  milliampères  (849),  which  is  a stronger  current 
than  is  required  for  working  ordinaiy  telegraph  instruments. 

These  currents  do  not  seem  to  be  due  to  atmospheric  electricity,  but  they 
are  certainly  intimately  connected  with  magnetic  storms  (738)- 

921.  Writing  telegraphs.  Telautograph. — Many  systems  have  been 
devised  for  transmitting  by  electricity  the  actual  handwriting  of  the  person 
who  sends  the  message.  The  following  gives  a general  idea  of  the  principle 
of  that  invented  by  Mr.  Cowper  : — 

Two  line  wires  are  required,  which  are  severally  connected  at  the  re- 
ceiving station  with  two  galvanometers,  whose  coils  are  at  right  angles  to 
each  other.  At  the  sending  station  is  a vertical  pencil  with  two  light  rods, 
jointed  to  it  at  right  angles  to  each  other.  One  of  these  contact  rods  guides 
a contact  piece  which  is  connected  by  a wire  with  one  pole  of  a battery,  the 
other  pole  of  which  is  to  earth.  This  contact  piece  slides  over  the  edges  of 
a series  of  contact  plates  insulated  from  each  other,  between  each  of  which 
and  the  next  a special  resistance  is  interposed,  and  the  last  of  the  contact 
plates  is  connected  with  one  line  wire.  The  other  contact  piece  slides  o\  ei 
a second  series  of  such  plates  connected  with  the  other  line  wiie. 

Let  us  consider  one  contact  piece  alone  ; as  it  moves  over  the  contact 
plates  in  one  direction  or  the  other,  it  brings  less  or  more  resistance  into  the 
circuit,  and  thereby  alters  the  strength  of  the  current.  The  effect  of  this  is 
that  the  needle  of  the  corresponding  galvanometer  is  less  or  more  deflected. 
Now  the  end  of  this  needle  is  connected  by  a light  thread  with  a îecehing 
pen,  which  consists  of  a glass  tube  terminating  in  a very  small  oiifice, 
and  containing  ink.  An  oscillation  of  the  needle  would  produce  an  up 
and  down  motion  of  the  pen,  and  if  simultaneously  a band  of  papei  pa^se 
under  the  pen,  being  moved  regularly  by  clockwork,  there  would  e 
produced  on  it  a series  of  up  and  down  strokes.  A correspon  mg 
effect  would  be  produced  by  the  action  of  the  needle  of  the  other  galvano- 
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meter,  except  that  its  strokes  would  be  backwards  and  forwards  instead  of 
up  and  down. 

Now  the  action  of  the  writing-  pen  is  that  it  varies  simultaneously  the 
strengths  of  the  two  currents,  and  they  produce  a motion  of  the  îeceiving 
pen  which  is  compounded  of  the  two  movements  described  above,  and 
which  is  an  exact  reproduction,  on  a smaller  scale,  of  the  original  motion. 
The  following  line  is  a facsimile. 

Fig-  933 

Both  the  paper  written  in  pencil  at  the  sending  station  and  that  written 
in  ink  at  the  receiving  station  move  along  as  the  writing  proceeds,  and  the 
messages  have  only  to  be  cut  off  from  time  to  time. 

Experiments  made  with  this  instrument  show  that  it  will  write  through 
resistances  equal  to  36  miles  of  telegraph  wire. 

In  Mr.  Foster  Ritchie’s  Telautograph  two  wires  also  are  needed  to  con- 
nect the  transmitting  and  receiving  instruments  ; these  are  connected  as  a 
single  loop  earthed  at  each  end,'  thus  providing  three  distinct  circuits,  since 
currents  can  be  sent  through  either  of  the  wires  to  return  by  earth,  or  can  be 
sent  by  one  wire  to  return  by  the  other.  The  pencil  with  which  the  operator 
writes  is  connected  to  two  sets  of  levers  which  actuate  the  sliding  contacts 
of  two  rheostats  (857)  ; these  rheostats  are  connected  one  in  series  with 
each  of  the  two  lines.  As  the  resistances  are  varied  by  the  motion  of  the 
sliding-contacts  corresponding  to  the  motion  of  the  pencil,  the  currents  in 
the  two  lines  will  vary.  These  currents  pass  through  and  deflect  the  moving- 
coils  of  two  d’Arsonval  galvanometers  (896)  in  the  receiving  instrument, 
which  are  connected  by  two  sets  of  levers  to  the  receiving  pen.  Thus  the 
position  of  the  pen  is  controlled  by  the  deflections  of  the  two  galvanometers, 
which  are  in  their  turn  dependent  on  the  position  of  the  transmitting  pencil. 
The  pen  will,  therefore,  exactly  follow  in  its  motions  the  movements  of  the 
pencil,  and  will  consequently  repeat  on  the  paper  at  the  receiving  end  the 
words  written  on  that  at  the  transmitting  end.  There  is  an  ingenious 
arrangement  by  which  the  receiving  pen  only  makes  marks  on  the  paper 
when  the  transmitting  pencil  is  pressed  down  on  the  writing-table.  The 
message  can  be  written  at  the  ordinary  speed  of  handwriting.  There  is  no 
difficulty  in  writing,  in  spite  of  the  pencil  being  attached  to  the  rheostats, 
and  having  to  move  them.  Moreover,  as  long  as  the  paper  is  not  shifted 
the  writer  can  go  back  and  make  alterations  and  additions  with  perfect 
accuracy. 
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CHAPTER  VIII 

ELECTRIC  MEASUREMENTS 

922.  Current.— Several  types  of  instruments  for  measuring  current  have 
already  been  described  (837-843,  867,  896,  898,  903).  In  some  of  these  the 
relation  between  the  indication  of  the  instrument  and  the  current  flowing 
through  it  follows  a known  law,  as  in  the  tangent  and  sine  galvanometers 
and  Siemens’  electrodynamometer.  In  others,  for  example  in  most  ammeters, 
there  is  no  simple  connection  between  current  and  deflection,  and  the  scale 
has  to  be  graduated  empirically.  In  reflecting  galvanometers  the  maximum 
angular  motion  of  the  needle  which  can  be  observed  does  not  exceed  five  or 
six  degrees,  and  the  movement  of  the  spot  of  light  may  be  taken  as  directly 
proportional  to  the  current  producing  it. 

923.  Resistance. — The  most  convenient  method  of  ascertaining  experi- 
mentally the  ratio  between  the  resistance  of  two  conductors  is  by  a method 
known  as  that  of  Wheatstone's  bridge , the  general  principle  of  which  may  be 
thus  stated  : — 

Suppose  two  points,  A and  C (fig.  934),  to  be  connected  to  the  positive  and 
negative  poles  respectively  of  a voltaic  cell,  and  these  points  to  be  joined  by 


two  wires,  ABC,  AB'C.  The  current  arriving  at  A flows  through  the  two 
branches  in  strengths  inversely  proportional  to  their  resistances  (853).  The 
potential  of  any  point  B in  ABC  is  intermediate  between  those  of  A and  C, 
and  there  must  be  some  point  TV  in  the  lower  branch,  which  has  the  same 
potential  as  B,  and  if  these  points  are  joined  by  a wire,  no  current  will  flow 
through  it.  If  B'  is  moved  a little  towards  C,  B will  be  at  a higher 
potential  than  B',  and  the  needle  of  a galvanometer  inserted  at  G,  between 
B and  B',  will  be  deflected,  say,  to  the  right  ; contrariwise,  if  B'  moves 
towards  A,  the  deflection  will  be  to  the  left,  B'  being  no'w  at  a highei 
potential  than  B.  If  the  galvanometer  needle  is  not  deflected,  B and  B'  are 
at  the  same  potential,  and  this  being  so,  it  may  be  proved  that 

r : r'  = s : s', 

where  r r1,  s,  s',  are  the  resistances  respectively  of  AB,  BC,  AB',  B'C. 
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Hence  r'  = r\  ancl  if  r is  a standard  resistance,  and  the  ratio  of  s'  to  j 

is  known,  the  value  of  the  unknown  resistance  r'  is  determined 

To  prove  the  relation  just  given,  let  MN,  NO,  MN  and  N O (fig.  935) 
be  taken  in  the  same  straight  line,  proportional  respectively  to  the  several 
resistances  r,  r',  r,  s';  and  let  MP  be  drawn  at  right  angles  to  O MO 
of  a length  proportional  to  the  difference  of  potential  between  the  points  A 
and  C.  Then  the  straight  lines  PO  and  PO'  represent  the  slope  (or  rate  ot 


P 


fall)  of  potential  from  A to  C along  the  two  branches  respectively.  If  NQ 
is  drawn  perpendicular  to  MO,  meeting  PO  in  Q,  NQ  represents  the 
difference  of  potential  between  B and  C ; and  the  point  N (coi responding 
to  B'  in  the  previous  figure),  where  the  potential  is  the  same  as  at  N,  will 
be  found  by  drawing  QQ'  parallel  to  00',  and  letting  fall  from  Q'  the 
perpendicular  Q'N'  upon  O'M.  The  geometry  of  the  figure  gives  obviously, 

- NQ  and  ^ =N'Q' 
r+?'MP  j + j'  MP’ 


and  therefore  since  NQ  = N'Q' 

r _s 
r'  s' 


A convenient  form  of  Wheatstone’s  bridge,  and  one  well  adapted  for 
purposes  of  instruction,  is  that  represented  in  fig.  936.  It  is  called  the 
metre  wire  bridge.  It  consists  of  a long  mahogany  board,  on  which  is  fixed 


B 


a thick  copper  band,  which  practically  offers  no  resistance.  To  the  ends  of 
this  band  is  soldered  a straight  platinum  or  german-silver  wire,  near  which 
is  a scale  divided  into  100  parts.  At  c and  d are  breaks  in  the  copper 
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band,  provided  with  binding  screws,  in  which  are  introduced  the  resistances 
to  be  compared,  O and  .r.  The  wires,  from  a cell  of  small  E.M.F.,  so  as 
not  to  introduce  heating  effects,  are  connected  with  the  binding  screws  b 
and  b'.  Another  wire  connects  the  binding  screw  g and  one  terminal  of  a 
sensitive  galvanometer,  the  other  terminal  of  which  is  connected  with  a 
sliding  spring  contact-key^',  so  constructed  that  when  the  knob  is  depressed 

a knife-edge  makes  contact 
with  the  wire.  The  resist- 
ances to  be  compared  having 
being  introduced  at  c and  d, 
the  position  on  the  metre 
wire  is  found  by  trial,  at 
which,  when  the  key  is  de- 
pressed, the  needle  of  the 
galvanometer  is  not  deflected. 
When  this  is  found,  for  in- 
stance, at  34,  the  resistance 
of  O : the  resistance  of  x = 
34  : 66. 

Another  form  of  Wheat- 
stone’s bridge,  known  as  the 
Post  Office  Pattern,  is  illus- 
trated in  fig.  937  ; fig.  938 
gives  a plan  of  the  instru- 
ment. AC  and  AD  are  two 
Flg-  937  resistances  each  of  10  or  100 

or  1000  ohms,  which  correspond  to  the  two  parts  of  the  straight  wire  in  the 
metre  bridge  ; from  D to  B is  a set  of  standard  coils,  R,  the  individual 
resistance  ranging  from  1 to  4000,  and  the  total  resistance  being  about  10,000 
ohms.  The  box  is  provided  with  two  contact  keys,  K,  K,  that  on  the  right 

for  the  battery'  circuit,  that 
on  the  left  for  the  galvano- 
meter circuit.  K on  the  right, 
when  depressed,  connects  to- 
gether the  two  points,  A,  A, 
by  means  of  a wire  under- 
neath the  ebonite  top  of  the 
box,  indicated  in  fig.  938  by 
a dotted  line.  Similarly  the 
left-hand  key  connects  D and 
D together.  The  battery  is 
introduced  between  A and  B, 
the  galvanometer  between  C 


Fig.  938 


and  D,  while  the  coil,  whose  resistance  is  to  be  measured,  is  connected  by 
wires  to  the  terminals  C and  B. 

The  letters  a,  b,  x,  R in  fig.  938,  representing  corresponding  resistances, 
it  will  be  seen  that  the  bridge  is  balanced — that  is,  no  current  flows  through 
the  galvanometer,  when  .r/R  = ajb. 

To  determine  the  value  of  the  unknown  resistance,  x,  we  proceed  as 
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follows: — (i)  Unplug  loancl  io  in  the  branches#  and  b,  that  is,  make#  = b=  io, 
and  leave  all  the  rest  of  the  plugs  in  their  places,  so  that  R =o.  Now  press 
the  keys  K,  K,  first  the  battery  key  on  the  right,  then  the  galvanometer  key 
on  the  left.  The  needle  will  be  deflected,  say,  to  the  right.  Now,  unplug  a 
large  resistance,  or  ‘ infinity,’  in  R ; the  needle  will  be  deflected  to  the  left. 
Gradually  reduce  the  resistance  in  R,  and  suppose  that,  when  R = 23  the 
deflection  is  to  the  right,  and  when  R = 24  it  is  to  the  left.  Then  the 
unknown  resistance  is  something  between  23  and  24  ; and  so  long  as 
#/<5=io/iowe  cannot  approximate  closer  to  the  real  value  of  x , since  the 
smallest  resistance  in  the  box  is  1 ohm. 

(2)  Let  # = 10,  b - 100  ; then  x/R  = 10/100  and  x = R/10,  and  therefore  R 
must  be  something  between  230  and  240.  Suppose  we  find  that  the  needle 
moves  to  the  right  when  R = 245,  and  to  the  left  when  R = 2q6  ; it  follows 
that  x is  between  24-5  and  24-6  ohms. 

(3)  Make  b=  1000,  a being  still  10;  then  ur=R/ioo,  and  R must  be 
between  2450  and  2460.  If  there  is  practically  no  deflection  on  depressing 
the  keys  when  R is  2457,  ^r  = 24^57  ohms.  It  will  thus  be  seen  that  we  can 
by  this  arrangement  measure  a resistance  whose  value  does  not  exceed 
100  ohms  to  the  hundredth  of  an  ohm.  If  the  resistance  to  be  determined 
is  very  large,  say  200,000  ohms,  we  can  measure  it  (though  with  no  great 
accuracy)  by  making  #=1000  and  b-  10,  so  that  jtr=iooR,  and  R will 
be  2000  ohms.  This  bridge,  in  fact,  enables  us  to  measure  a resistance 
whose  value  is  anything  between  -oi  ohm  and  1,000,000  ohms.  But  for  very 
high  or  very  low  resistances  other  methods  of  determination  are  generally 
employed. 

924.  Resistance  of  a galvanometer. — The  resistance  of  a galvanometer 
may  be  determined  by  Wheatstone’s  bridge  in  the  ordinary  way,  introducing 
it  in  the  place  of  x in  fig.  936  or  fig.  938.  A modification  of  the  bridge 
method,  however,  due  to  Lord  Kelvin,  enables  the  resistance  to  be  measured 
by  means  of  the  deflection  of  the  instrument  itself. 

Thus  let  the  galvanometer  whose  resistance  G is  required  be  inserted  at 
the  gap  d of  the  Wheatstone’s  bridge  (fig.  936),  O being  a known  resistance. 
Jom  &§'  by  a simple  wire  and  let  the  other  connections  be  as  before.  The 
galvanometer  needle  will  be  deflected,  and  the  deflection  will  generally  alter 
when  K is  depressed.  Now  let  K be  moved  until  a position  has  been  found 
for  it,  such  that  the  deflection  is  the  same  whether  K is  depressed  or  not. 
We  then  have  G : O = the  ratio  in  which  K divides  the  wire. 

925.  Difference  of  potential. — The  difference  of  potential  between  two 
points  may  be  measured  by  the  quadrant  electrometer,  or  the  electrostatic 
voltmeter  (798).  Large  differences  of  potential  may  also  be  measured  by 
Cardew’s  voltmeter  (867),  or  other  hot-wire  instrument.  The  voltmeter, 
however,  in  most  common  use  is  essentially  a sensitive  galvanometer' 
having  either  a high  resistance  of  its  own,  or  an  independent  high  resistance 
m series  with  it.  Suppose,  for  example,  it  is  desired  to  determine  the 
difference  of  potential,  e,  between  the  ends  A,  B,  of  a coil  through  which 
a cunent  is  flowing.  Connect  A and  B to  "the  terminals  of  the  galvanometer 
so  that  between  A and  B we  have  a divided  circuit.  If  R is  the  resistance 
of  the  galvanometer  (or  galvanometer  and  associated  high  resistance  coil) 
and  r the  resistance  of  the  coil  AB,  the  current  flowing  through  the 


954  Dynamical  Electricity  [925- 

galvanometer  is  r of  that  flowing  through  the  coil  (853),  and  if  R is  very 

large  in  comparison  with  r,  we  shall  make  no  appreciable  error  in  assuming 
that  the  presence  of  the  galvanometer  does  not  affect  the  value  of  e,  the  D.P. 
that  we  wish  to  measure.  Then  e = cR,  where  c is  the  current  flowing 
through  the  galvanometer,  and  is  directly  read  off  if  the  galvanometer  is  a 
direct-reading  voltmeter,  or,  if  an  ordinary  galvanometer,  is  obtained  by 
multiplying  the  deflection  by  the  reduction  factor  (841).  The  Weston 
voltmeter  is  constructed  on  the  same  principle  as  the  ammeter  already 
described  (898).  It  has  a resistance  of  ten  or  fifteen  thousand  ohms. 

The  electromotive  force  of  a cell,  that  is,  the  D.P.  between  its  poles  on 
open  circuit,  may  be  measured  by  connecting  it  in  circuit  with  a voltmeter. 
It  is  true  that  in  this  case  the  circuit  is  not  open,  but  if  the  resistance  of  the 
voltmeter  is  large  in  comparison  with  that  of  the  cell,  the  D.P.  between  the 
poles  is  practically  the  same  whether  the  circuit  is  open  or  closed.  This  will 
be  made  evident  by  an  examination  of  fig.  835,  for  if  r\ R is  very  small,  HD 
is  practically  equal  to  MA. 

926.  Determination  of  resistance  by  measuring  C and  e. — There  are  many 
instances  in  which  the  resistance  of  a conductor  cannot  be  conveniently 
determined  by  Wheatstone’s  bridge.  In  these  cases  the  method  of 
measurement  usually  adopted  is  to  connect  the  resistance  to  be  measured 
in  circuit  with  a suitable  battery  and  an  ammeter,  and  to  note  the 
current,  C,  at  the  same  time  that  the  D.P.,  e,  between  the  ends  of  the 
conductor,  is  measured  by  a voltmeter  (925)-  The  resistance  required  is  then 
ejC.  This  method  would  be  adopted  for  the  measurement  of  the  resistance 
of  a short  length  of  thick  wire  or  cable.  A powerful  current  is  passed  through 
the  cable,  and  the  D.P.  between  its  ends  measured  by  a sensitive  voltmeter. 
Since  ^=CR,  and  R is  assumed  to  be  very  small,  it  is  necessary  for  C to 
be  large  in  order  that  a measurable  value  of  e may  be  obtained. 

The  resistance  of  the  carbon  filament  of  a glow  lamp  cannot  be  measuied 
by  Wheatstone’s  bridge  when  the  lamp  is  glowing,  but  is  easily  determined 
by  the  above  method.  For  example,  if  C,  the  current  flowing  thiough  the 
lamp,  is  '5  ampere,  and  e , the  difference  of  potential  at  its  terminals,  is  no 
volts,  R = 220  ohms.  The  resistance  of  the  lamp  when  cold,  which  could 
be  readily  measured  by  the  method  of  Wheatstone’s  bridge,  would  be  about 
400  ohms. 

927.  Internal  resistance  of  a cell. — The  following  is  a method  of 
determining  the  internal  resistance  of  a cell.  A circuit  is  formed  containing 
the  cell,  a box  of  resistance  coils,  and  a galvanometer,  and  the  resistance 
adjusted  so  that  a convenient  deflection  of  the  needle  is  obtained.  The 
cell  is  now  arranged  in  parallel  with  another  exactly  similar  cell,  whereby 
the  internal  resistance  is  halved,  but  the  current  is  kept  constant  by 
introducing  additional  resistance,  R„  into  the  circuit.  Let  C be  the  current, 
E the  E.M.F.,  x the  internal  resistance  of  each  cell,  and  R the  rest  of  the 

resistance,  then  C = ^ = — — > and  x=  2R1. 

R + ;r  R + Rl+* 

Another  method  is  that  due  to  Sir  H.  Mance.  The  cell  whose  internal 
resistance  is  to  be  determined  is  placed  in  one  of  the  arms  of  a Wheatstone  s 
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bridge  as  at  fig.  936,  a resistance  box  being  placed  in  the  othei  foi  example, 
the  cell  in  the  gap  d,  and  the  box  of  coils  at  c.  The  galvanometei  is  con- 
nected to  b and  b\  and  a simple  wire  connects  ^and^  ; by  trial  a position 
is  found  for  the  sliding'  contact  such  that  when  the  key  is  depiessed  no 
alteration  is  produced  in  the  deflection  of  the  galvanometer.  When  this 
is  found,  the  ordinary  conditions  of  the  bridge  hold — that  is,  the  cross  pro- 
ducts of  the  resistances  are  equal. 

If  the  resistance  of  the  cell  or  battery  is  very  small,  a good  method  of 
determining  it  is  as  follows  : — 

Measure  by  a voltmeter  the  E.M.F.  (E)  of  the  cell,  that  is,  the  D.P. 
between  its  terminals  when  it  is  otherwise  on  open  circuit  ; connect  the 
poles  by  an  ammeter  and  again  note  the  D.P.  {e)  between  the  terminals,  and 

, . „ E e ..  r „ . E — e 

also  the  current.  Then  since  L - 


R + x 


e E - 

■ , it  follows  that  x = 

K.  v-' 


928.  Ohmmeter. — The  resistance  of  a conductor  = where  C is  the 

current  flowing  through  the  conductor,  and  e the  difference  of  potential  at 
its  ends.  The  ohmmeter  is  an  ingenious  piece  of  apparatus  by  which  the 
ratio  ej C may  be  directly  obtained.  Its  principle  will  be  understood  from 
what  follows  : — 

We  have  already  seen  (724)  that  when  a compass  needle  is  deflected  from 
the  magnetic  meridian  by  an  angle  6,  due  to  the  action  of  a transverse 
field  F,  F = H tan  6. 

In  fig.  939,  AAj  are  two  parallel  circular  coils  of  low  resistance  con- 
nected together  like  the  coils  of  a Helmholtz  galvanometer  (837)  ; B Bj 


Fig-  939 


are  two  similar  coils,  of  high  resistance,  with  their  planes  at  right  angles  to 
those  of  AAj.  N is  a small  magnetic  needle  pivoted  at  the  centre  of  these 
coils,  the  action  of  the  earth’s  magnetism  on  which  is  neutralised  by  a weak 
bar-magnet  suitably  placed.  A current  flowing  through  the  coils  AA,  will 
give  rise  to  a magnetic  field,  the  direction  of  which  at  N will  be  along  NF  . 
Similarly  the  field  at  N due  to  a current  in  the  coils  BBj,  will  be  along 
NF2.  If  the  strengths  of  these  fields  are  denoted  by  F1}  F„,  and  if  6 is  the 

angle  which  the  axis  of  the  needle  makes  with  NF1}  then,  from  the  relation 
jr 

given  above,  tan  d = ^-2.  Now  let  LM  be  the  conductor  whose  resistance, 

R,  is  to  be  measured,  and  let  it  be  joined  in  series  with  the  low-resistance 
coils  A A1;  while  fine  wires  connect  its  extremities  with  the  terminals  of  the 
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high-resistance  coils  BBi.  The  magnetic  forces  F,,  Fa.  are  proportional  to 
the  currents  C,  c,  flowing  through  the  coils,  and  c the  current  through  BBt, 

is  proportional  to  e,  the  D.P.  at  the  ends  of  R.  Hence  ^ = k-'l  = k tan  0, 

C r i 

where  k is  a constant,  and  thus  the  required  resistance  is  proportional  to  the 
tangent  of  the  deflection.  The  value  of  k is  determined  by  noting  the  value 
of  6 when  R has  a known  value. 

929.  Comparison  of  electromotive  forces.  Wheatstone’s  method. 
Wiedemann’s  (sum  and  difference)  method. — We  may  compare  the  E.M.F.s 
of  two  cells  by  the  aid  of  a galvanometer  (tangent  or  sensitive  reflecting)  and 
a box  of  resistance  coils.  Let  E1}  Ea  be  the  E.M.F.s  of  the  two  cells. 

(1)  Join  up  the  first  cell,  E1;  in  circuit  with  galvanometer  and  resistance 
box,  and  adjust  the  resistance  until  a suitable  deflection  has  been  obtained 
(say  6o°  in  the  case  of  a tangent  galvanometer,  or  200  scale  divisions  with 
a reflecting  instrument).  Let  R be  the  total  resistance  in  the  circuit.  Now 
introduce  more  resistance,  a,  from  the  box  of  coils,  so  that  the  deflection  is 
reduced  to,  say,  30°  or  100  divisions.  Let  Cj,  C2  be  the  currents  in  the  two 
cases. 

The  second  cell,  E„,  is  now  substituted  for  Ex,  and  the  resistance  modified 
until  the  current  is  CL,  the  total  resistance  being  R2  ; then  further  resistance, 
b,  is  introduced  until  the  current  is  reduced  to  Cr 

By  Ohm’s  law 


E! 

Ri 

E, 

C — E 2 

1 R2 

C - Eg 

Rj  + a 

2 Rg  + £ 

from  which  we  have  ' = 


Et  a 
Eg  = ~b‘ 

This  is  Wheatstone’s  method. 

(2)  In  Wiedemann’s  method  the  two  cells  are  introduced  together  into  a 
circuit,  their  E.M.F.s  being  similarly  directed  and  a suitable  deflection 
obtained  by  adjusting  the  resistance  in  the  circuit.  One  of  the  cells  is  then 
reversed  so  that  the  E.M.F.s  may  oppose  each  other,  and  the  deflection 
noted,  the  resistance  in  the  circuit  not  being  altered.  If  R is  this 


resistance,  rJy  r2  the  resistances  of  the  cells, 
two  cases, 


r - E,  + Ea 


and  O,,  C„  the  currents  in  the 


Ei -E2 


R + r1  + r2 
E1  + E2 


R + r,  + r„ 


Çi 

Cg-E,  - Eg’ 
di  + d, g 

d dn 


and  I 


- Cj_+C2 

C:  - Cg 


where  dn  d2  are  the  deflections  of  the  spot  of  light 
(reflecting  galvanometer), 


or  = -tan  + t.-n— t in  the  case  of  a tangent  galvanometer, 
tan  d!  — tan  n.2 

(3)  The  electromotive  force  of  a cell,  and  generally  the  difteience  of 
potential  between  any  two  points  of  a circuit  conveying  a current,  may  be 
determined  by  charging  a condenser  from  the  poles  of  the  cell  or  the  points 
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in  question,  and  discharging  it  through  a ballistic  galvanometer.  Suppose 
the  throw  of  the  needle  due  to  the  discharge  to  be  D.  Now  charge  the  con- 
denser from  a Latimer  Clark  cell,  the  E.M.F.  of  which  at  150  C.  is  i'435 
volts  (827),  discharge  through  the  galvanometer  and  let  the  throw  be  d. 

Then,  the  E.M.F.  or  potential  difference  required  is  ^ x 1-435.  If  >n  the 

second  experiment  the  galvanometer  is  shunted  (854)  so  that  only  ijn  of  the 

nD 

discharge  passes  through  it,  the  difference  of  potential  is  ^ x 1-435. 

930.  Quantity  of  electricity. — The  strength  of  an  electric  current  in  a con- 
ductor is  the  quantity  of  electricity  which  passes  through  a cross-section  of  the 
conductor  in  the  unit  time,  so  that  if  Q represent  quantity,  and  t the  time 
during  which  the  current  C flows,  Q = C t.  If  the  current  is  steady,  the  quantity 
of  electricity  which  has  passed  through  a circuit  in  a certain  time  is  given  by 
a galvanometer,  but  the  case  is  different  if  C is  variable.  We  shall  see  in 
the  chapter  on  Electrolysis  how  a quantity  of  electricity  may  be  measured 
by  the  amount  of  chemical  decomposition  it  is  capable  of  effecting.  A 
ballistic  galvanometer  (843)  is  used  to  measure  the  quantity  of  electricity 
with  which  a condenser  is  charged,  or  the  quantity  which  has  traversed  a 
circuit  in  consequence  of  induced  electromotive  force. 

The  practical  unit  of  electric  quantity  is  a coulomb.  It  is  the  quantity 
due  to  the  passage  of  a current  of  1 ampere  for  1 second,  or  of  \ ampere  for 
2 seconds,  and  so  on. 

931.  Electric  capacity. — The  capacity  of  a conductor  is  measured  by 

the  quantity  of  electricity  required  to  raise  its  potential  by  unity,  the 
potential  of  surrounding  bodies  being  supposed  to  remain  unchanged.  The 
capacity  of  a condenser  is  the  quantity  of  electricity  which  will  raise  by 

unity  the  difference  of  potential  between  its  coatings.  If  one  coating  of  a 

condenser  receives  a charge  of  1 coulomb,  and  the  D.P.  between  its 
coatings  is  increased  by  1 volt,  the  capacity  is  1 farad.  A farad  is  10  3 

C.G.S.  units  of  capacity.  The  farad  is  far  too  large  a unit  for  practical 

use  ; thus  the  capacity  of  the  earth  regarded  as  a spherical  conductor  is  only 
•000636  of  a farad,  and  even  that  of  the  sun  does 
not  reach  a farad.  Accordingly,  the  technical  or 
working  unit  of  capacity  is  the  millionth  part  of  a farad, 
or  a microfarad.  It  is  10 -15  absolute  units.  A Leyden 
jar  with  a total  coated  surface  of  a square  metre,  the 
glass  of  which  is  1 mm.  thick,  has  a capacity  of  ^ of  _p 
a microfarad,  assuming  the  specific  inductive  capacity 
of  the  glass  to  be  3.  The  capacity  of  an  ordinary  sub- 
marine cable  may  be  taken  at  about  g of  a microfarad 
per  nautical  mile  of  1 829  metres  (2000  yards).  A sphere 
9 kilometres  in  radius  has  a capacity  of  a microfarad. 

The  practical  standards  consist  of  circular  or  square 
sheets  of  tinfoil  with  projecting  tongues,  a and  a' 

(fig.  940),  fastened  on  thin  sheets  of  mica.  Between  each  pair  of  such  coated 
sheets  is  placed  an  uncoated  one  of  mica,  the  two  sets  of  tongues  being 
severally  connected  with  each  other,  and  thus  the  coatings  represent  the 
coated  surfaces  of  a condenser,  the  area  of  the  coated  surface  of  which  is  the 
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sum  of  the  areas  of  the  tinfoil  sheets.  The  whole  is  tightly  compressed  and 
enclosed  in  a box. 

The  capacities,  C and  C',  of  two  condensers  may  be  compared,  by  an 
arrangement  (fig.  941)  resembling  that  of  Wheatstone’s  bridge,  by  con- 


Earth 


Fig.  941 


necting  the  inner  coatings  at  B and  B'  respectively  (fig.  941),  their  outer 
coatings  being  put  to  earth.  The  two  resistances  a and  a are  adjusted,  so 
that  by  pressing  or  releasing  the  key  K,  which  puts  the  battery  E in  con- 
nection with  A,  no  current  is  shown  in  the  galvanometer. 

The  condition  of  equilibrium  is  that  the  two  points  of  the  bridge  B and 
B'  are  at  the  same  potential— that  is  to  say,  at  a given  time  the  charges 
Q and  Ql5  are  proportional  to  the  capacities  C and  C'  ; as  these  charges  are 
proportional  to  the  currents  which  produce  them,  and  as  these  latter  again 
are  inversely  as  the  resistances,  we  have  the  proportion 

C : C'  = a'  : a. 


The  capacities  of  two  condensers  may  also  be  compared  by  means  of 
a ballistic  galvanometer  (843)  as  follows  Each  condenser  is  connected 
with  a cell  and  ballistic  galvanometer  by  a switch  with  a movable  tongue. 
When  the  tongue  is  over  on  one  side,  the  condenser  is  charged  by  the  cell, 
the  difference  of  potential  between  its  coatings  being  the  E.M.F.  (E)  of  the 
cell.  When  the  tongue  is  rapidly  thrown  over  to  the  other  side  the  con- 
denser is  discharged  through  the  galvanometer.  The  throw  of  the  needle 
measures  the  charge  of  the  condenser.  Since  Q = EC  (760),  it  follows 
that  if  C,  C'  are  the  capacities  of  the  two  condensers,  C/C'  = Q/Q'  = d\d\ 
where  d,  d!  are  the  throws  of  the  galvanometer  needle  in  the  two  cases. 

Q22.  Electric  resistance  thermometer. — 1 his  instrument,  which  is  adapted 
for  the  measurement  of  temperatures  between  -200°  and  +noo°  C., 
depends  on  the  change  in  the  electric  resistance  of  platinum  wire  with 
temperature.  If  the  temperature  coefficient,  a (851),  of  pure  platinum  is 
known,  and  the  resistance,  R0,  lv,  of  a coil  of  platinum  is  determined  .it  o 

and  at  7°,  the  temperature  t is  given  by  the  formula  t=  ■ 

One  form  of  Calendar's  platinum  thermometer  is  shown  in  fig.  942- 
Fine  wire  of  pure  platinum  is  wound  on  a strip  of  mica,  B,  which  is  enclose 
in  a porcelain  tube,  D,  the  ends  of  the  wire  being  connected  to  thick 
platinum  leads,  which  terminate  at  the  screws  P,  P.,  by  which  the  coil  is 
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connected  with  the  ends  of  the  gap  d , fig.  93^»  a Wheatstone  bridge,  and 
its  resistance  measured  when  cold,  and  again  when  the  tube  is  placed  in  the 
furnace  whose  temperature  is  required.  To  obviate  error  due  to  change  of 
resistance  of  the  thick  platinum  leads,  a compensating 
device  is  introduced  which  consists  of  a platinum  wire,  A, 
of  the  same  length  and  thickness  as  the  platinum  leads. 

This  is  inclosed  in  the  tube  by  the  side  of  the  leads,  its 
terminals  being  at  C1Ca.  Hence  its  resistance  will  be  the 
same  as  that  of  the  leads,  since  their  temperatures  are  always 
the  same.  This  compensating  wire  is  introduced,  along 
with  the  balancing  resistance,  O,  into  the  gap  c,  fig.  936, 
the  copper  wire  leads  connecting  PiP2  and  CxC2  to  the 
bridge  being  exactly  alike.  If  the  key  K is  kept  at  the 
graduation  50  on  the  metre  scale  and  a balance  obtained 
by  varying  O,  the  resistance  of  O is  exactly  the  same  as 
that  of  the  fine  platinum  wire. 

If  the  resistance  of  the  coil  at  o°has  been  also  measured, 
the  temperature  t is  deduced  from  the  above  formula. 

The  same  principle  has  been  applied  by  Professor 
Langley  to  the  invention  of  an  instrument  called  the 
bolometer , or  actinic  balance , for  measuring  radiant  heat. 

The  characteristic  part  of  such  a balance  is  a resistance 
which  for  a great  surface  has  a very  small  mass.  In  the 
latest  improved  form  this  consists  of  a grating  of  platinum, 
the  bars  of  which  are  32  mm.  in  length  by  1*5  mm.  in 
breadth,  and  are  1 mm.  apart  (fig.  943).  The  thickness  is 
about  1 micron,  and  this  extraordinary  tenuity  is  attained 
by  a process  based  on  that  by  which  Wollaston  obtained 
fine  wire.  Such  a grating  is  fixed  in  a slate  frame  (fig.  944)  ; two  of  them 
being  placed  in  the  two  arms  of  a Wheatstone’s  bridge,  one  of  them  is  exposed 
to  the  action  of  radiant  heat.  The  sensi- 
tiveness is  comparable  with  that  of  the  most 
sensitive  form  of  thermo-electric  apparatus, 
e.g.  that  of  Mr.  Boys  (873).  It  has  been  used 
by  the  inventor  to  measure  the  distribution 
of  heat  in  the  solar  spectrum.  By  its  means 
he  has  been  able  to  map  the  dark  heat  of  the 
spectrum  (436),  and  to  extend  it  far  beyond 
the  limits  which  were  previously  known.  It 
has  also  been  used  in  the  investigation  of  electric  vibrations  (1003).  By 
recent  improvements  Professor  Langley  has  been  able  to  increase  the 
sensitiveness  of  the  apparatus  tenfold. 
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CHAPTER  IX 


ELECTROLYSIS 


When  strips  of  platinum  foil  connected  with  the  poles  of  a battery  are 
immersed  in  a conducting  liquid,  the  latter  is  decomposed,  one  of  its  con- 
stituents appearing  at  the  place  where  the  current  enters  the  liquid,  the  other 
at  the  place  where  it  leaves. 

933.  Decomposition  of  water. — The  first  decomposition  effected  by 
electricity  was  that  of  water,  in  1800,  by  Carlisle  and  Nicholson,  by  means 
of  a voltaic  pile.  Water  is  rapidly  decomposed  by  a battei'y  of  5 or  6 volts  ; 
the  apparatus  (fig.  945)  is  convenient  for  the  purpose.  It  consists  of  a glass 
vessel  fixed  on  a wooden  base.  In  the  bottom  of  the  vessel  two  platinum 
plates  called  electrodes,  p and  n,  are  fitted,  communicating  by  means  of 
copper  wires  with  the  binding  screws.  The  vessel  is  filled  with  water  to 
which  some  sulphuric  acid  has  been  added  to  increase  its  conductivity,  for 
pure  water  is  a very  imperfect  conductor  (852)  ; two  glass  tubes  filled  with  the 
acidulated  water  are  inverted  over  the  electrodes,  and  on  interposing  the 
apparatus  in  the  circuit  of  a battery,  decomposition  is  rapidly  set  up,  and  gas 
bubbles  rise  from  the  surface  of  each  plate.  The  volume  of  gas  liberated  at 
the  negative  electrode  is  about  double  that  at  the  positive,  and  on  examina- 


than  hydrogen.  Owing  to  these  causes  the  volume  of  oxygen  is  less  than 
that  required  by  the  composition  of  water,  which  is  two  volumes  of  hydrogen 
to  one  of  oxygen.  Hence  measurements  are  most  exact  when  the  hydrogen 
alone  is  determined,  and  when  this  is  liberated  at  the  surface  of  a small 
electrode.  This  arrangement  is  called  a water  voltameter  (941). 
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tion  the  former  gas  is  found  to  be 
hydrogen  and  the  latter  oxygen. 
This  experiment  accordingly  gives 
at  once  the  qualitative  and  quanti- 
tative analysis  of  water.  The  oxy- 
gen thus  obtained  has  the  peculiar 
and  penetrating  odour  observed 
when  an  electric  machine  is 
worked  (809),  which  is  due  to 
ozone.  The  water  contains  at  the 
same  time  peroxide  of  hydrogen, 
in  producing  which  some  oxygen 
is  consumed.  Moreover,  oxygen 
is  somewhat  more  soluble  in  water 
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934.  Nomenclature. — The  term  electrolyte  was  applied  to  those  liquids 
which  are  resolved  into  their  elements  by  the  electric  current,  by  b araday, 
to  whom  the  principal  discoveries  in  this  subject  and  the  nomenclatuie 
are  due.  Electrolysis  is  the  decomposition  by  the  battery  ; the  electrodes 
are  the  conductors  by  which  the  current  enters  and  leaves  the  electrolyte  ; 
the  positive  electrode,  or  that  by  which  positive  electricity  enters,  Faraday 
called  the  anode , and  the  negative  electrode  the  kathode.  The  products 
of  decomposition  are  ions  ; kation , that  which  appears  at  the  kathode  ; 
and  anion , that  which  appears  at  the  anode.  The  kation  is  said  to  be 
electropositive  with  regard  to  the  anion,  which  is  relatively  electronegative. 

Pure  water  is  practically  not  a conductor  of  electricity,  nor  is  sulphuric 
acid  ; but  a solution  of  sulphuric  acid  in  water  is  a good  conductor.  The 
conductivity  increases  with  the  proportion  of  H2S04  until  the  density  reaches 
1-225,  after  which  it  diminishes.  The  solution  of  highest  conductivity  has  a 
specific  resistance  of  about  ri  ohm. 

935.  Secondary  actions. — The  apparatus  represented  in  fig.  946  consists 
of  a U tube  resting  on  a glass  foot.  An  electric  current,  produced  by  three 
or  four  Daniell  cells,  may  be  passed  into  any  electrolyte  contained  in  the 
tube  by  means  of  electrodes  made  of  sheet'platinum,  connected  by'platinum 
wires  with  the  terminals  A and  B.  Suppose  the 
liquid  to  be  a solution  of  sodium  sulphate  in  water, 
and  to  be  coloured'  with  neutral  litmus.  The  action 
of  the  current  is  to  split  up  the  sodium  sulphate 
(Na2S04)  into  sodium  (Na2)  and  sulphion  (S04). 

These  are  the  ions.  By  a secondary  chemical  action 
the  sodium  combines  with  water  at  the  moment  of 
its  separation,  producing  soda  and  hydrogen, 
according  to  the  equation  Na2  + 2H20  = 2NHO  + H„. 

Similarly  the  anion  S04  combines  with  the  water  of 
the  solution,  giving  rise  to  sulphuric  acid  and  oxygen, 

S04  + H20  = H2S04  + O.  What  is  seen,  therefore, 
a short  time  after  the  circuit  is  completed,  is  the 
evolution  of  gas  at  the  two  electrodes,  oxygen  at 
the  anode,  and  hydrogen  at  the  kathode,  while  at 
the  same  time  the  liquid  becomes  red  at  the  anode  and  blue  at  the  kathode. 

If  the  tube  contains  neutral  solution  of  copper  sulphate  (CuS04)  in 
water,  the  ions  are  copper  (Cu)  and  sulphion  (S04).  The  copper  is  de- 
posited in  the  metallic  state  on  the  platinum  kathode,  while  at  the  anode 
oxygen  bubbles  appear  and  the  solution  becomes  acid.  If  the  electrodes 
are  made  of  copper  instead  of  platinum  no  gas  appears,  for  the  S04,  at  the 
moment  of  its  liberation,  attacks  the  anode  copper,  reforming  copper 
sulphate,  so  that  what  the  anode  loses  in  weight  the  kathode  gains,  and 
there  is,  on  the  whole,  no  decomposition. 

The  decomposition  of  a solution  of  hydrochloric  acid  into  its  constituents, 
chlorine  and  hydrogen,  may  be  shown  by  means  of  this  apparatus.  Carbon 
electrodes  must,  however,  be  substituted  for  those  of  platinum,  this  metal 
being  attacked  by  the  liberated  chlorine  : a quantity  of  common  salt  also 
must  be  added  to  the  hydrochloric  acid,  in  order  to  diminish  the  solubility 
of  the  liberated  chlorine.  The  decomposition  of  potassium  iodide  may  be 
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Fig.  947 


demonstrated  by  means  of  a single  Daniell  cell.  For  this  purpose  a piece  of 
bibulous  paper  is  soaked  with  a solution  of  starch,  to  which  potassium  iodide 
has  been  added.  On  touching  this  paper  with  the  electrodes,  a blue  spot  is 
produced  at  the  anode  due  to  the  action  of  the  liberated  iodine  on  the  starch. 

936.  Davy’s  experiment.— By  means  of  the  battery,  the  compound  nature 
of  several  substances  which  had  previously  been  considered  as  elements  has 
been  determined.  By  means  of  a battery  of  250  cells,  Davy,  shortly  after 
the  discovery  of  the  decomposition  of  water,  succeeded  in  decomposing  the 
alkalies  potash  and  soda,  and  proved  that  they  were  the  oxides  of  the 

hitherto  unknown  metals  potas- 
sium and  sodium.  The  decom- 
position of  potash  may  be  de- 
monstrated, with  the  aid  of  a 
battery  of  4 to  6 volts,  in  the  fol- 
lowing manner  : a small  cavity  is 
made  in  a piece  of  solid  caustic 
potash,  which  is  moistened,  and 
a drop  of  mercury  placed  in  it 
(fig.  947).  The  potash  is  placed 
on  a piece  of  platinum  connected 
with  the  positive  pole  of  the 
battery.  The  mercury  is  then  touched  with  the  negative  pole.  When  the 
current  passes,  the  potash  is  decomposed,  oxygen  is  liberated  at  the  positive 
electrode,  while  the  potassium  liberated  at  the  negative  electrode  amalga- 
mates with  the  mercury.  On  distilling  this  amalgam  out  of  contact  with 

air,  the  mercury  passes  off,  leaving  the  potassium.  . , 

937.  Grothiiss’s  hypothesis. — Grothiiss  gave  the  following  explanat  on 
of  the  chemical  decompositions  effected  by  the  battery.  Adopting  tie 
hypothesis  that  in  every  binary  compound,  or  body  which  acts  as  such, 
of  the  elements -is  electropositive,  and  the  other  eiectronegative  he  asSum 
that  under  the  influence  of  the  opposite  electricities  of  the  electiodes,  the 
is  effected,  in  the  liquid  in  which  they  are  immersed,  a series  of  successive 
decompositions  and  récompositions  from  one  electrode  to  the  other.  Hence  it 
is  onlythe  elements  of  the  terminal  molecules  which  do  not  lecombme,  bu 
remaining  free,  appear  at  the  electrodes.  Water,  for  instance,  is  foime 
n”  m ’of  oxygen  and  two  atoms  of  hydrogen  ; the  first  gas  being  elect, o- 
ne'adv'the  second  electropositive.  Hence  when  the  liquid  ,s  traversed  by 
a sufficiently  powerful  current,  the  molecule  a,  m contact  with  the  positive  elec 
trod®  arranges  itself  as  shown  in  fig.  948-that  is,  the  oxygen  is  attracted  and 
the  hydrogen  repelled.  The  oxygen  of  this  molecule  is  then  given  off  at  the 
positive  electrode,  the  liberated  hydrogen  immediately  unites  with  the  oxygen 
of  the  molecule  b,  the  hydrogen  of  this  with  the  oxygen  of  the  molecule  c, 
and^soon  to  the  negative  electrode,  where  the  last  atoms  of  hydrogen 
become  free  and  appear  on  the  electrode.  The  same  theory  applies  to  the 
metallic  oxtdes,  to  the  acids  and  salts,  and  explains  why  m the  experiment 
described  in  the  next  article  the  syrup  of  violets  in  the  vessel  B becomes 
either  red  nor  green.  The  reason  why,  in  the  fundamental  experiment,  the 
;£e fis  given  off  at  the  negative  electrode  when  the  circuit  » Cosed 
wUl  be  readily  understood  from  a consideration  of  this  hypothesis. 
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Clausius  objected  that,  according  to  this  theory,  a very  great  force  must 
he  required  for  overcoming  the  affinity  for  each  other  of  the  oppositely 
electrolysed  particles  of  the  com- 
pound ; and  that  below  a certain 
minimum  strength  of  current  no 
decomposition  could  occur.  Now 
Buff  showed  that  the  action  of  i 
even  the  feeblest  currents,  Fig.  948 

of  an  arîipere,  for  instance,  can  _ , 

produce  decomposition.  Ag'ain,  when  the  necessaiy  potential  is  obtained,  it 
should  be  sudden  and  complete  ; whereas  we  know  that  it  is  proportional  to 
the  strength  of  the  current. 

To  overcome  this  difficulty  Clausius  applied  the  theory  now  generally 
admitted  of  the  constitution  of  liquids  (294),  which  was  originally  pro- 
pounded by  Williamson  on  the  basis  of  purely  chemical  considerations. 
On  this  theory  the  particles  of  a conducting  liquid— such  as  the  solution 
of  a salt  in  water— have  not  the  rigid  unalterable  condition  of  a solid  body  ; 
they  are  in  a perpetual  state  of  separation  and  reunion,  so  that  we  must 
suppose  compound  bodies  and  their  elementary  constituents  to  coexist  with 
each  other  in  a liquid. 

The  theory  of  Van  ’t  Hoff  on  the  nature  of  solutions  (139),  and  the 
experimental  researches  to  which  it  has  led,  support  the  present  explanation 
of  electrolytic  phenomena,  which  is  due  to  Arrhenius.  In  the  case  of  a 
solution  of  potassium  chloride,  KC1,  in  water,  a certain  proportion,  probably 
considerable,  of  the  molecules  of  the  salt  is  in  a state  of  dissociation  (394), 
or  ionisatio «,  as  it  is  called,  which  proportion  increases  with  the  dilution  of 
the  solution  ; so  that  along  with  molecules  of  the  undecomposed  salt  there 
are  present  the  free  ions  potassium  and  chlorine.  These  latter  are  exclusively 
the  carriers  of  the  positive  and  negative  electricity  respectively.  They  may 
in  this  respect  be  regarded  as  performing  a function  analogous  to  that  of 
the  pith  ball  in  the  convective  discharge  (786).  When  electromotive  force 
acts  on  the  solution  the  ions  of  chlorine,  with  their  negative  charges,  tend  to 
move  in  the  direction  of  the  anode,  and  the  ions  of  potassium,  with  their 
positive  charges,  to  the  kathode.  As  they  reach  the  electrodes  they  give  up 
their  charges  and  are  liberated  in  the  free  state.  Hence  the  current  does 
not  bring  about  the  decomposition,  but  utilises  it,  to  give  definite  direction 
to  the  particles  which  are  already  separated. 

These  considerations  explain  why  the  conductivity  of  a liquid  increases 
with  the  temperature  (852)  ; for  this  increases  the  velocity  of  the  molecules 
(295)  and  also  the  ionisation — that  is,  the  number  of  partial  molecules. 

It  also  shows  that  the  conductivity  should  increase  with  the  concentra- 
tion of  the  liquid,  seeing  that  an  increase  in  the  number  of  decomposable 
molecules  must  be  favourable  to  the  movement  of  electricity.  On  the  other 
hand,  an  increase  in  the  number  must  give  rise  to  an  increased  number  of 
collisions  ; hence  it  is  that,  though  for  very  dilute  solutions  the  conductivity 
increases  with  the  concentration,  it  does  so  more  slowly  than  in  direct  ratio, 
and  it  is  not  difficult  to  understand  that  for  some  liquids  there  is  a concentra- 
tion which  corresponds  to  a maximum  conductivity,  and  this  in  a great  many 
cases  is  below  the  point  of  saturation  of  the  solution. 
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In  dealing  with  molecular  magnitudes,  theoretical  investigations  make 
it  probable  that  the  electrolytic  resistance,  which  the  ions  experience  in 
being  moved  by  the  current,  is  of  the  same  order  of  magnitude  as  the 
capillary  resistance  which  results  from  their  friction  in  the  liquid  (149). 
Nothing  is  opposed  to  the  idea  that  electrolysis  is  a purely  mechanical 
process.  The  substance  becomes  by  solution  in  water  (or  other  solvent)  a 
conductor  of  electricity — that  is,  is  ionised.  The  free  ions  carrying  their 
charges  of  positive  and  negative  electricity  are  moving  about  in  all 
directions,  but  not  more  in  one  direction  than  in  another  ; the  difference  of 
potential  is  the  force  in  virtue  of  which  they  are  urged  in  contrary  directions. 
This  motion  constitutes  the  current  ; the  resistance  which  the  ions  thereby 
experience  is  the  electric  resistance  of  the  liquid.  This,  therefore,  is  the 
cause  of  the  development  of  heat  in  the  liquid. 

938.  Transmissions  effected  by  the  current.— The  following  experiments 
made  by  Davy  illustrate  the  migration  of  the  ions  (943)  in  an  electrolyte 
traversed  by  a current  : — 

i.  He  placed  solution  of  sodium  sulphate  in  two  capsules  connected  by  a 
thread  of  asbestos  moistened  with  the  same  solution,  and  immersed  the 
positive  electrode  in  one  of  the  'capsules,  and  the  negative  electrode  in  the 

other.  The  salt  was  decom- 
A 11  c posed,  and  at  the  expiration  of 

some  time  all  the  sulphuric  acid 
was  found  in  the  first  capsule, 
and  the  soda  in  the  second. 

ii.  Havingtaken  threeglasses, 
A,  B,  and  C (fig.  949)1 he  poured 
into  the  first  solution  of  sodium 
sulphate,  into  the  second  dilute 
syrup  Of  violets,  and  into  the 
third  pure  water,  and  connected  them  by  moistened  threads  of  asbestos. . The 
current  was  then  passed  in  the  direction  from  C to  A.  The  sulphate  in  the 
vessel  A was  decomposed,  and  in  the  course  of  time  there  was  nothing  but 
sodium  hydrate  in  this  glass,  which  formed  the  negative  end,  while  all  the 
acid  had  been  transported  to  the  glass  C,  which  was  positive,  B containing 
only  coloured  water.  If,  on  the  contrary,  the  current  passed  from  A to  C, 
the  soda  was  found  in  C,  while  all  the  acid  remained  in  A ; but  in  both  cases 
the  remarkable  phenomenon  was  seen  that  the  syrup  of  violets  in  B became 
neither  red  nor  green  by  the  passage  of  the  acid  or  base  through  its  mass, 
a phenomenon  which  will  be  readily  understood  from  what  has  preceded. 

939.  Laws  of  electrolysis.— The  laws  of  electrolysis  were  discovered 
by  Faraday  ; the  most  important  of  them  are  the  following 

I.  Electrolysis  cannot  take  place  unless  the  liquid  is  a conductor.  Ice 
is  not  decomposed  by  the  battery.  Other  bodies,  such  as  lead  oxide,  silver 
chloride,  &c.,  are  only  electrolysed  in  a fused  state— that  is,  when  they  can 
conduct  the  current.  The  converse  of  this  is  true  ; if  a liquid  transmits  a 
current  it  must  be  an  electrolyte.  From  the  fact  that  lie  was  able  to  obtain 
a current  in  liquids  which  deflected  a galvanometer  without  producing  any 
visible  decomposition,  Faraday  inferred  that  liquids  had  a slight  conductivity 
like  that  of  metals  independently  of  their  electrolytic  conductivity.  Latei 
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researches  have  shown  that  there  is  no  current  without  decomposition. 
There  may  be  a momentary  movement  of  the  needle  of  the  galvanometer 
when  the  circuit  is  completed,  but  there  is  no  permanent  current. 

II.  The  energy  of  the  electrolytic  action  of  the  current  is  the  same  in  all 
its  parts. 

For  if  a number  of  water  voltameters,  V,  V',  V",  are  arranged  in  series 
so  that  they  are  all  traversed  by  the  same  current  (fig.  950),  it  is  found 
that  the  weight  of  hydro- 
gen in  each  of  them  in  the 
same  time  is  the  same, 
whatever  may  be  the 
size  and  distance  apart  of 
the  electrodes,  or  the  pro- 
portion and  nature  of  the 
acid. 

If  the  current  from  the 
battery  divides  at  A into 
two  branches  (fig.  951), 
in  which  are  two  equal 
voltameters  Vj  and  V„, 
then  the  quantities  of  gas 
liberated  in  V and  V"  will 
still  be  equal  to  each  other,  and  each  equal  to  the  sum  of  the  quantities 
liberated  in  V1  and  V„,  and  the  quantities  in  V1  and  V3  will  be  inversely  as 
the  resistances  of  the  two  branches. 

III.  The  same  quantity  of  electricity — that  is,  the  same  electric  current — 
decomposes  chemically  equivalent  quantities  of  all  the  bodies  which  it  tra~ 
verses  ; from  which  it  follows,  that  the  weights  of  the  ions  separated  in  these 
electrolytes  are  to  each  other  as  their  chemical  equivalents. 

In  a circuit  containing  a water  voltameter,  V,  Faraday  introduced  a tube, 
AB,  containing  tin  chloride  kept  in  a state  of  fusion  by  the  heat  of  a spirit 


Fig.  952 


lamp  (fig.  952).  In  the  bottom  of  the  tube  a platinum  wire  was  fused 
which  served  as  the  kathode,  while  the  anode  consisted  of  a rod  of 
graphite  ; when  the  current  passed  chlorine  was  liberated  at  the  anode, 
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while  tin  collected  at  the  kathode  ; lead  oxide  contained  in  a similar  tube 
was  also  electrolysed  and  yielded  lead  at  the  negative  and  oxygen  at  the 
positive  electrode.  Comparing  the  quantities  of  substances  liberated,  they 
are  found  to  be  in  a certain  definite  relation.  Thus  for  every  1 8 parts  of  water 
decomposed  in  the  voltameter  there  will  be  liberated  two  parts  of  hydrogen, 
207  parts  of  lead,  and  117  of  tin  at  the  respective  negative  electrodes,  and  16 
parts  of  oxygen  and  71  (or  2 x 35 ‘5)  Pai'ts  of  chlorine  at  the  corresponding 
positive  electrodes.  Now  these  numbers  are  exactly  as  the  chemical  equiva- 
lents (not  as  the  atomic  weights)  of  the  bodies. 

It  will  further  be  found  that  in  each  of  the  cells  of  the  battery  65  parts 
by  weight  of  zinc  have  been  dissolved  for  every  two  parts  by  weight  of 
hydrogen  liberated  ; that  is,  that  for  every  equivalent  of  a substance  decom- 
posed in  the  circuit  one  equivalent  of  zinc  is  dissolved.  This  is  the  case 
whatever  be  the  number  of  cells.  An  increase  in  the  number  only  has  the 
effect  of  accelerating  the  decomposition.  It  does  not  inciease  the  relative 
quantity  of  electrolyte  decomposed.  If  in  any  of  the  cells  moie  than  63 
parts  of  zinc  are  dissolved  for  every  two  parts  of  hydrogen  liberated,  the 
excess  arises  from  a disadvantageous  local  action  (819)  > and  the  moie  pei 


feet  the  battery,  the  more  nearly  is  the  ratio  65  : 2 satisfied. 

Chemistry  takes  account  of  the  valency  of  an  element,  and  divides  elements 
into  monads , dyads,  triads,  and  tetrads —a  classification  based  on  their  equiva- 
lence to  and  their  power  of  replacing  other  elements  ; thus  one  atom  of  the 
monad  hydrogen  (H  = 1),  the  basis  of  this  classification,  or  one  atom  of  monad 
silver  (Ag  = 108),  would  combine  with  one  atom  of  chlorine  (Cl  = 35*5)  °r  one 
atom  of  iodine  (I  = 127).  One  atom  of  oxygen  (O  = 16)  unites  with  two  atoms 
of  hydrogen  to  form  water,  or  with  two  atoms  of  silver  to  form  silver  oxide, 
Ag,0  ; one  atom  of  the  dyad  zinc  (Zn  = 65)  unites  with  one  atom  of  the 
dyad  oxygen  to  form  ZnO,  or  with  the  dyad  sulphur  (S  - 32)  to  form  ZnS. 
Again,  gold  is  a triad,  and  one  atom  (Au  = 196)  can  combine  with  three  atoms 
of  chlorine  to  form  AuC13,  and,  accordingly,  one  monad  atom  is  equn  aient 
to  one-third  of  the  atom  of  the  triad.  Now  electrolysis  proceeds  according 
to  the  equivalence  ; that  is,  the  same  quantity  of  electricity  which  liberates 
one  atom  of  a monad  liberates  half  an  atom  of  a dyad,  and  a third  of  an  atom 
of  a triad.  This  remark  applies  also  to  the  compound  groups,  such  as  N U3, 
which  acts  as  a monad,  and  SO.j,  which  acts  as  a dyad.  . 

Thus  if  a current  be  passed  through  solutions  of  mercurous  nitrate, 
HgNO.,,  and  mercuric  cyanide,  Hg(CN),  in  series,  while  200  grammes  of 
mercury  are  separated  in  the  former,  100  grammes  will  be  separated  ,11 

laU  I V.  The  quantity  of  an  electrolyte  decomposed  in  a given  time  is  pro- 
portional to  the  strength  of  the  current.  This  may  be  proved  by  insert- 
ing a water  voltameter  and  a tangent  galvanometer  in  a cncuit  ^th  a 
variable  number  of  Daniell  cells,  and  comparing  m each  case  the 
quantity  of  hydrogen  evolved  in  a given  time  with  the  tangent  of  the 
angle  of  deflection  of  the  galvanometer  needle.  The  ratio  wi  3e  o 

10  '94a  Electrochemical  equivalent. -The  electrochemical  equivalent  of 

an  element  is  the  weight  in  grammes  of  that 

solution  of  its  salt  by  the  passage  of  the  unit  quantity  of  elei.ti.cit>,  the 
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and  electrochemical  equivalents  of  various  elements  . 


Element 


Hydrogen 

Oxygen 

Chlorine 

Sodium 

Silver  . 

Aluminium 

Lead 

Zinc 

Copper  (ic) 
Copper  (ous) 
Iron  (ic) 

Iron  (ous) 
Mercury  (ic) 
Mercury  (ous) 


Atomic 

weight 


I 

iS'96 
35  '37 
2 y oo 
1077 
27 '4 
206  -4 
64-88 
ôj'iS 
63-18 
55-88 
55-88 
199-80 
199-80 


Valency 


1 

I 

1 

0 

J 

2 
2 
2 

1 

3 


Chemical 

Equivalent 


7-98 

35-37 

23-00 

107-7 

9-01 

103-2 

32-44 

31-59 

63-18 

18-63 

27-94 

9990 

199-80 


Electrochemical  Equivalents 

Grs.  per  Coulomb  | 

Coulombs  per  Gr. 

•OOOOI038 

" 96340 

•OOOOS283 

12070 

•OOO3671 

2724 

•OOO2387 

4189 

•OOI  1 18 

S94-5 

•OOOO93S 

10700 

•001071 

933'7 

•0003367 

2970 

j -0003279 

3050 

•0006558 

I525 

■OOOI934 

5171 

•OOO29OO 

3448 

■OOIO37 

964-3 

1 -002074 

482-1 

The  chemical  equivalent  in  the  fourth  column  is  obtained  by  dividing 
the  atomic  weight  by  the  valency.  Since  by  Faraday’s  law  (839.  m.)  chemi- 
cally equivalent  quantities  of  different  elements  are  separated  from  their 
compounds  by  the  same  quantity  of  electricity,  it  follows  that  when  the  electro- 
chemical equivalent  of  any  element  has  been  determined  experimentally, 
that  of  any  other  may  be  calculated  when  the  chemical  equivalents  of  the  two 
are  known.  For  example,  the  electrochemical  equivalent  of  zinc  is  derived 

from  that  of  silver  by  multiplying  -ooi  1 18  by  tlie  rat‘°  of  tlie  chemical 

equivalents  of  zinc  and  silver. 

From  the  above  table  we  see  that  96,340  coulombs  are  required  to  sepa- 
rate 1 gramme  of  hydrogen  from  8 grammes  of  oxygen,  that  is,  to  decompose 
9 grammes  of  water  ; or,  otherwise,  we  may  say  that  a coulomb  of  electricity 
in  traversing  an  electrolyte  carries  with  it  a weight  of  a metal  which  is 
represented  by  its  electrochemical  equivalent.  The  quantity  of  electricity 
which  is  thus  associated  with  an  atom  of  hydrogen  or  other  monovalent 
element  represents-a  minimum  quantity  of  electricity — the  electric  atom  or 
electron  (982)  as  it  has  been  called  by  Johnstone  Stoney.  By  various 
theoretical  considerations  it  has  been  attempted  to  estimate  its  amount  ; 
Richarz  obtained  the  number  1-29  x io"10,  Ebert  rqxio-10,  and  Stoney 
3 x 10- 10  electrostatic  units  ; numbers  which,  arrived  at  independently,  agree 
very  well  as  to  the  order  of  their  magnitude.  The  most  recent  value  ob- 
tained by  Professor  J.  J.  Thomson  is  1-34  x io~10.  It  was  calculated  by  Weber 
that  if  the  quantity  of  positive  electricity  required  to  decompose  a grain  of 
water  were  accumulated  on  a cloud  at  a distance  of  3000  feet  from  the 
earth’s  surface,  it  would  exert  an  attractive  force  upon  the  earth  of  upwards 
of  1500  tons.  Helmholtz  estimated  that  if  the  +E  attached  to  the  atoms 
of  1 milligramme  of  water  could  be  transferred  without  loss  to  a sphere, 
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and  the  — E similarly  to  another  sphere  at  a distance  of  a kilometre,  the 
two  spheres  would  attract  each  other  with  a force  equal  to  the  weight  of 
26,800  kilogrammes. 

If  w represents  the  weight  of  an  element  separated  from  one  of  its  com- 
pounds by  the  passage  of  a quantity  Q coulombs  of  electricity,  or  by  a cur- 
rent of  C amperes  for  t seconds,  and  if  z is  the  electrochemical  equivalent 
of  the  element, 

W = tfQ  = zCt. 


941.  Voltameters. — A voltameter  is  an  apparatus  for  decomposing  an 
electrolyte  in  which  the  relation  between  z and  Q can  be  determined.  It 
may  be  used  for  measuring  the  strength  of  current  when  uniform,  if  the 
electrochemical  equivalent  of  one  of  the  constituents  of  the  electrolyte  is 
known,  for  w and  t can  be  observed  and  measured  ; or,  conversely,  by 
passing  a known  constant  current  for  a definite  time  through  a voltameter 
the  electrochemical  equivalent  of  the  electrolyte  and  of  its  constituents  may 
be  determined. 

A voltameter  must  be  distinguished  from  a voltmeter  which  measures 
difference  of  potential.  A voltameter  is  generally  used  as  a measurer  of 
electric  quantity. 

Water  'voltameter. — A convenient  form  of  apparatus  for  determining 
the  electrochemical  equivalent  of  hydrogen  is  shown  in  fig.  953.  It  is  a 
vessel  containing  pure  dilute  sulphuric  acid,  through  the  base  of  which  pass 
two  platinum  wires,  terminating  in  platinum  plates  <?,_/!  P is  a glass  bulb 
connected  by  a fine  tube  to  a wider  tube  enveloping 
the  plate  f.  Its  volume  from  the  stopcock  at  the  top 
to  a mark  on  the  fine  tube  near  the  dotted  line  is  care- 
fully determined  beforehand,  as  is  also  the  volume  of 
the  fine  tube  per  centimetre  of  length.  When  an  ex- 
periment is  to  be  made,  the  dilute  acid  is  drawn  up 
to  the  top  of  the  bulb  by  aspiration,  and  e and  f are 
connected  in  circuit  with  a tangent  galvanometer  or 
ammeter,  and  a battery  of  3 or  4 storage  cells  (947), 
care  being  taken  that  the  positive  pole  is  connected 
to  e.  The  oxygen  evolved  escapes  into  the  air,  the 
hydrogen  displaces  the  liquid  in  the  bulb  P,  and  the 
circuit  is  broken  when  the  level  of  the  liquid  reaches 
the  neighbourhood  of  the  mark  in  the  fine  tube,  the 
interval  during  which  the  current  has  been  flowing 
being  noted.  The  weight  of  hydrogen  is  determined 

from  the  observed  volume  v by  the  formula  iu  = " • 

J I + at 


P 


76 


Fig-  953 


(333)  5 in  which  d 


is  the  density  of  hydrogen  at  o°  and  76  cm-  = '00009,  a~^^P  *s  ^ie  Pres‘ 

sure  of  dry  hydrogen  in  the  bulb,  and  t is  the  temperature.  The  bulb  con- 
tains a mixture  of  dry  hydrogen  and  aqueous  vapour.  The  pressure  of  the 
latter  pv  may  be  obtained  from  a table  (361).  If  B = the  reduced  height 
of  the  barometer  in  cm.,  p 2 the  pressure  in  cm.  of  mercury  due  to  the 
height  h of  liquid  in  the  tube,  the  pressure  of  the  mixed  gases  is  B —pt  ; 
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hence  p = B -p..  —pv  When  the  value  of  w has  been  calculated,  z,  the 
electrochemical  equivalent  of  hydrogen,  is  given  by  the  formula 


2 — 


W 

Ct 


It  is  usual  to  measure  the  volume  of  the  hydrogen  rather  than  that  of  the 
oxygen,  in  consequence  of  uncertainty  as  to  the  amount  of  the  lattei  con- 
verted into  ozone  and  peroxide  of  hydrogen,  but  sometimes  the  volume  of 
the  mixed  gases  is  measured.  A convenient  apparatus  for  this  purpose  is 
represented  in  fig.  954-  The  vessel  a is  that  in  which  the  water  is  decom- 
posed ; it  contains  two  platinum  plates,  and  is  in  connection  with  the  flask  b, 
which  contains  water.  In  this  is  a lateral  delivery  tube,  c,  which  is  inclined 
until  the  level  of  the  liquid  in  it  is  the  same  as  in  the  funnel  tube  n.  The  air 
is  then  under  the  same  pressure  as  the  atmosphere.  When  the  battery  is 
connected  with  the  decomposing  cell  a,  the  gases  -^disengaged  expel  a coi  1 e- 
sponding  volume  of  water  through  the  delivery  tube  c ; at  the  conclusion  of 


Fig.  954 


Fig.  955 


the  experiment,  this  tube  is  inclined  until  the  liquid  is  at  the  same  level  as  in 
the  tube  n and  in  the  flask.  The  weight,  of  the  liquid  expelled  is  then  a 
direct  measure  of  the  volume  of  the  disengaged  gases. 

Silver  voltameter.— One  form  of  silver  voltameter  is  shown  in  fig.  955. 
A solution  of  silver  nitrate  is  placed  in  a platinum  dish  A,  of  known  weight, 
resting  on  a brass  plate  that  can  be  connected  with  the  negative  pole  of 
the  battery  by  means  of  the  binding  screw  b.  In  this  solution  dips  the 
positive  electrode,  which  consists  of  a rod  of  silver  wrapped  round  with 
muslin,  and  suspended  to  an  adjustable  support. 

When  the  current  passes,  silver  is  deposited  on  the  inside  of  the  platinum 
dish,  and  after  a certain  time  the  current  is  stopped  and  the  dish  washed, 
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clried,  and  weighed  ; the  increase  of  weight  is  a very  accurate  measure  of  the 
quantity  of  electricity  which  has  passed.  Or,  if  a tangent  (or  other  measuring) 
galvanometer  is  included  in  the  circuit  and  the  current  maintained  constant 
lay  means  of  a rheostat,  the  electrochemical  equivalent  of  silver  may  be 
determined,  since  w = zCt,  where  w is  the  increase  of  weight  of  the 
platinum  dish  in  grammes  due  to  the  deposited  silver,  C the  current 


in 


amperes,  and  t the  time  in  seconds.  Any  silver  particles  which  may  become 
detached  from  the  silver  anode  are  retained  in  the  muslin. 

Edison  has  used  a zinc  voltameter  for  measuring  quantities  of  electricity 
employed  for  technical  purposes. 

Lord  Kelvin  uses  a copper  voltameter , consisting  of  two  copper  plates, 
immersed  in  a slightly  acid  and  nearly  saturated  solution  of  copper 
sulphate,  for  standardising  the  various  ampere-meters  he  has  devised.  Care 
must  be  taken  that  the  density  of  the  current — that  is,  the  actual  current 
divided  by  the  area  (in  sq.  cm.)  of  the  kathode  plate  exposed — does  not 
exceed  a certain  value,  which  is  generally  about  1/70  ; in  other  words  there 
should  be  1 ampere  for  every  70  square  centimetres  of  plate  exposed. 

942.  Resistance  of  a liquid. — Liquids  only  conduct  by  being  electro- 
lysed (939)  ; such  liquids  as  pure  ether,  turpentine,  benzole,  and  even 
water,  do  not  conduct.  Solutions  of  acids  of  a certain  strength  are  the 
best  conducting  liquids  known. 

The  most  important  of  recent  researches  on  the  conductivity  of  liquids 
are  those  of  Kolilrausch.  Owing  to  the  effects  of  polarisation  of  the  elec- 
trodes, which  give  rise  to  unknown  electromotive  forces,  it  is  difficult  to  get 
very  accurate  results  with  the  ordinary  methods,  and  Kohlrausch  introduced 
the  use  of  alternating  currents,  employing  for  this  purpose  those  of  a small 
induction  coil.  His  apparatus  consisted  essentially  of  a Wheatstone’s  bridge 
arrangement,  in  one  arm  of  which  was  introduced  the  liquid  resistance  to  be 
determined.  For  the  rarer  liquids  he  used  such  vessels  as  are  represented 
in  fig.  956,  which  consists  of  two  small  glass  vessels  joined  by  a glass  tube 
3 to  9 mm.  in  the  clear.  In  these  are  placed  cup-shaped  electrodes  of 
platinised  platinum,  in  the  centre  of  which  are  small  apertures  to  allow  gas 
to  escape.  In  place  of  the  galvanometer  an  electrodynamometer  was  used, 
and  more  recently  the  telephone  was  found  of  great 
service  (971).  The  resistances  were  varied  in  the  other 
branches  until  the  sound  heard  in  the  telephone  vas 

1 reduced  to  a minimum.  _ . 

In  another  method  the  tube  containing  the  liquid 
and  a box  of  x'esistance  coils  are  included  in  a simple 
circuit  with  battery  and  key.  The  difference  of 
potential  between  two  points  in  the  tube  is  measuied  b) 
a quadrant  electrometer  and  compared  with  the  differ- 
ence of  potential  at  the  terminals  of  the  box  of  coils  in 
which  a known  resistance  is  unplugged.  If  L and  R are 
the  resistances  of  liquid  and  coils  respectively,  and  eu  e.,  the  corresponding 


Fig.  956 


D.P.s,  since  the  same  current  flows  through  both, 


L = R-1. 


F rom 


this  the  specific  resistance  of  the  liquid  is  obtained  if  the  tube  is  unifonn 
and  of  known  length  and  section. 
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Q4,  Migration  of  the  ions.— From  what  has  been  said,  it  would  seem 

This  however,  is  not  the  case  ; when  the  operation  takes  place  wltl^t  a P 
agitation  of  the  solution,  the  liquid  about  the  kathode  becomes  lighter 

colour  indicating  that  the  solution  there  is  weaker.  , . 

This  phenomenon,  which  was  investigated  by  Iiittorf,  is  ascribed  by h™ 
to  the  fact  that  in  electrolysis  both  electricities  associated  with  then  tons  01 
products  of  electrolytic  decomposition,  travel  in  the  liquid  towards  then 
respective  electrodes,  but  with  unequal  velocities,  and  this  transference  is 
called  the  migration  of  the  ions.  Each  ion  has  a special  velocity  m the  liquid 
independently  of  the  compound  of  which  it  forms  part  ; thus  in  CuSO, 

solution  SO.,  travels  twice  as  fast  as  Cu.  . . n t 

The  number  which  expresses  this  relative  rate  of  travel  is  called  n,  ai 
has  this  meaning  : let  us  conceive  a vertical  layer  m the  liquid  the  con- 
centration of  which  remains  unchanged  by  what  takes  place  on  each  side  , 
then  if  after  electrolysis  we  determine  the  quantity  of  the  constituents  on 
each  side,  there  is  an  increase  of  the  positive  on  one  side  and  of  the  negative 
on  the  other.  These  increases  correspond  to  the  quantities  of  the  two  con- 
stituents which  have  been  driven  through. 

The  number  n expresses  the  ratio  of  the  number  of  molecules  of  the 
anion  which  passes  through  the  imaginary  layer  in  a given  time  to  the  sum 

of  the  molecules  of  anion  and  kation. 

If  k is  the  velocity  of  the  kation,  and  a that  of  the  anion,  then 

k i—nk 


n = 


a 


k + a ’ 


i -n  = 


k + a’ 


n 


Hittorf  has  shown  that  n is  a constant  independent  of  the  strength  of  the 
current,  but  varying  with  the  concentration  of  the  liquid. 

944.  Polarisation.— When  the  platinum  electrodes,  which  have  been  used 
in  decomposing  water,  are  disconnected  from  the  battery,  and  connected 
with  a galvanometer,  the  existence  of  a current  is  indicated  which  has  the 
opposite  direction  through  the  electrolyte  to  that  which  had  pieviously 
passed.  This  phenomenon  is  explained  by  the  fact  that  oxygen  has  been 
condensed  on  the  surface  of  the  positive  plate,  and  hydrogen  on  the  surface 
of  the  negative  plate,  analogous  to  what  has  been  already  seen  in  the  case 
of  the  non-constant  batteries  (820).  The  effect  of  these  is  to  set  up  an 
electromotive  force  e opposed  to  that  of  the  batteiy  and  called  the 
electromotive  force  of  pohinscition.  The  polarisation  is  not  instantaneous, 
but  may  increase  continuously  from  zero  to  a certain  maximum  limit 
which  may  be  considerable  ; the  E.M.F.  of  polarisation  increases  with  the 
strength  of  the  current,  attaining  a value  of  about  1-5  volt  with  platinum 
plates  in  dilute  sulphuric  acid.  It  constitutes  a negative  electromotive 
force,  and  must  be  allowed  for  in  Ohm’s  formula  (845),  which  then  becomes, 
when  applied  to  a circuit  containing  a battery  whose  E.M.F.  is  E,  and  an 
electrolyte  in  which  the  E.M.F.  of  polarisation  is  e,  C = (E-e)/R,  R being 
the  total  resistance  of  the  circuit. 
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The  quantity  of  electricity  required  to  produce  a given  state  of  polarisa- 
tion depends  on  the  condition  and  dimensions  of  the  plate,  and  is  often 
called  the  capacity  of  polarisation  relative  to  the  given  system.  When  the 
electrodes  consist  of  plates  of  the  same  metal  as  that  of  the  salt  decomposed, 
there  is  practically  no  polarisation.  Thus  the  polarisation  is  negligible  when 
a copper  salt  is  electrolysed  between  copper  electrodes  or  a silver  salt 
between  silver  electrodes. 

If  a test  tube  containing  mercury  is  placed  in  a vessel  of  mercury,  and 
the  electrodes  of  a voltaic  battery  are  connected  with  the  two  masses  of 
mercury  separated  by  the  glass,  no  current  passes  at  the  ordinary  tempera- 
ture. But,  if  the  arrangement  is  gradually  heated,  a current  is  set  up  which 
increases  with  the  temperature,  while  the  physical  condition  of  the  glass 
appears  quite  unchanged.  If  the  battery  is  removed  and  the  electrodes 
connected  with  a galvanometer,  a current  in  the  opposite  direction  to  the 
primary  one  is  observed.  The  surfaces  of  the  mercury  in  contact  with  the 
glass  are  thus  polarised,  and  the  electricity  must  have  been  transmitted  by 
the  hot  glass,  which  must  therefore  have  undergone  a certain  amount  of 
decomposition. 

945.  Secondary  batteries.  Grove’s  gas  battery. — On  the  property, 
which  platinum  has,  of  condensing  gases  on  its  surface,  Sir  W.  Grove 
constructed  his  gas  battery  (fig.  957).  A single  cell  consists  of  two  glass 

tubes,  B and  A, 
in  each  of  which 
is  fused  a plati- 
num electrode, 
provided  on  the 
outside  with 
binding  screws. 
These  electrodes 
are  made  more 
efficient  by  be- 
ing covered  with 
finely  divided 
platinum.  The 
tubes  being  filled 
with  the  dilute 
acid,  a current 
from  an  inde- 
pendent battery 

is  allowed  to  pass  through  the  liquid  from  A to  B until  B is  nearly  full  of 
hydrogen,  when  A will  be  about  half  full  of  oxygen.  The  vessel  M with  its 
tubes,  when  detached  from  the  battery,  has  now  the  properties  of  a voltaic 
cell.  If  A and  B are  joined  to  a galvanometer,  the  deflection  of  the  needle 
shows  that  A is  the  positive  and  B the  negative  pole.  The  E.M.F.  is  about 
1 '5  volt.  The  action  of  the  cell  when  discharging  is  to  decompose  the 
liquid  in  the  cell,  hydrogen  being  produced  at  A which  combines  with  the 
oxygen  to  re-form  water.  Similarly  in  the  B tube  oxygen  is  evolved,  which 
combines  with  the  hydrogen  ; so  that  the  liquid  rises  in  both  tubes,  but 
twice  as  fast  in  B as  in  A.  The  action  ceases  when  the  gases  have  disap- 


Fig.  957 
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peared  from  both  tubes,  and  the  cell  must  be  recharged  from  an  independent 

S°UThese  cells  can  be  formed  into  a battery  (fig.  957)  by  joining  the  dis- 
similar  plates  with  one  another  just  as  they  are  joined  in  an  oidinaiy 
battery.  One  cell  of  such  a battery  is  sufficient  to  decompose  potassium 

iodide,  and  four  will  decompose  water.  . 

046.  Plante  battery.— Ritter  was,  however,  the  first  to  show  that  on  this 
principle  batteries  might  be  constructed  of  pieces  of  metal  of  the  same  kind 
—for  instance,  platinum — which  otherwise  give  no  current.  A piece  of 
moistened  cloth  is  interposed  between  a pair  of  metal  plates,  and  the  ends 
of  this  system  are  connected  with  the  poles  of  a battery.  After  some 
time  the  apparatus  has  received  a charge,  and  if  separated  from  the  battery 
can  itself  produce  all  the  effects  of  a voltaic  battery.  Such  batteries  aie 
called  secondary  batteries.  Their  action  depends  on  an  alteration  of  the 
surface  of  the  metal  produced  by  the  electric  current,  the  constituents  of  the 
liquid  with  which  the  cloth  is  moistened  having  become  accumulated  on 
the  opposite  plates  of  the  secondary  cell. 

Planté  first  showed  the  practical  importance  of  these  batteries.  His 
cell  (fig.  958)  is  constructed  as  follows  : A broad  strip  of  sheet  lead  with  a 
tongue  is  laid  upon  a second 
similar  sheet,  contact  being 
prevented  by  narrow  strips 
of  felt  ; and  two  similar 
strips  having  been  laid  on 
the  upper  piece,  the  sheets 
are  rolled  together  so  as  to 
form  a compact  cylinder. 

This  is  placed  in  a vessel 
containing  dilute  sulphuric  ” 
acid,  and,  being  connected 
by  wires  attached  to  the 
tongues  with  a batteiy  of  4 or  5 volts,  a current  (the  primary  current)  is 
passed  through  it.  The  effect  of  this  is  that  water  is  decomposed,  oxygen 
being  liberated  at  the  anode  plate,  and  hydrogen  at  the  kathode.  The 
oxygen  unites  with  the  lead,  forming  peroxide  of  lead.  If  now  the  plates 
are  detached  from  the  charging  battery  and  are  connected  with  each  other, 
a powerful  current  is  produced  in  the  opposite  direction  to  the  primary  ; 
the  oxygen  of  the  peroxide  at  the  anode,  produced  by  the  decomposition  of 
the  dilute  acid,  combines  with  the  hydrogen,  while  the  lead  plate  is  oxidised. 
When  these  operations  are  repeated  several  times,  the  charging  current 
after  each  discharge  being  reversed  in  direction,  the  activity  of  the  cell 
increases,  owing  to  the  metallic  lead  which  is  reduced  from  the  oxide  being 
in  a more  voluminous  and  less  compact  condition,  and  presenting  a much 
larger  surface  than  the  original  lead.  It  is  known  as  spongy  lead. 

947.  Storage  batteries.  Accumulators. — Faure  made  a great  improve- 
ment in  the  preparation  of  the  plates.  It  consists  in  coating  the  lead  plates 
with  a thick  paste  of  red  lead,  Pb.,0.,,  so  as  to  have  about  one  gramme 
to  the  square  centimetre.  This  is  kept  in  its  place  by  a sheet  of  parch- 
ment paper  and  slips  of  felt,  and  is  then  coiled  up  as  in  Planté’s  (fig.  959). 


Fig.  958 
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Fig.  959 
insulating  material. 


When  the  current  is  passed,  the  ultimate  effect  is  that  the  red  lead  at 
the  one  electrode  is  oxidised  to  PbOa,  while  the  other  is  reduced  to 
granular  porous  grey  metallic  lead,  both  which 
coatings  present  a large  surface.  Such  coatings, 
however,  are  liable  to  become  detached,  and  a con- 
siderable advance  was  made  in  the  introduction  of 
grids,  or  gratings  of  lead  in  which  square  or  round 
holes  are  filled  with  compressed  lead  oxide  ; the 
object  being  to  store  firmly  as  much  of  the  porous 
material  as  possible,  consistently  with  strength,  light- 
ness, and  compactness. 

There  are  many  plans  by  which  this  may  be 
effected.  Fig.  960  represents  one  of  the  cells  of  the 
Electric  Power  Storage  Company  ; it  will  be  seen 
that  the  whole  of  one  set  of  six  plates,  forming  the 
negative  electrode,  are  fixed  together,  and  a corre- 
sponding set  of  five  plates,  also  joined  together,  can 
be  placed  between  the  other  set,  being  kept  from 
touching  each  other  by  staples  or  studs  of  some 
Each  set  of  plates  forms  in  effect  a single  large  plate, 
which  is  thus  placed  with  its  coated  face  opposite  the  coated  faces  of  the 
other  plate.  The  object  of  bringing  the  plates  near  each  other  is  to 
diminish  the  internal  resistance. 

The  electromotive  force  of  such  a cell  while  it  is  being  charged  rises 
to  about  2I  volts,  so  that  a larger  E.M.F.  than  this  is  required  to  charge  it. 

In  charging,  a considerable  number  of 
these  cells  are  often  arranged  in  parallel. 
By  means  of  a specially  contrived  com- 
mutator a given  number  of  such  cells 
may  be  combined  so  as  to  produce  at 
will  the  effects  either  of  high  potential 
or  of  quantity. 

The  fact  that  these  cells  after  having 
been  once  charged  retain  the  charge  for 
a considerable  time  has  led  to  their  use 
in  what  is  called  ‘storing  electricity ’ 
produced  by  mechanical  power  through 
the  agency  of  powerful  dynamo  machines. 
What  they  do  is  to  store  the  products 
of  chemical  decomposition  in  a form  in 
which  they  are  immediately  available  for 
electric  effects. 

They  are  usually  charged  by  shunt 
wound  dynamos'  (991),  whereby  about 
75  per  cent,  of  the  energy  is  available. 
Fig-  960  An  accumulator  of  a given  size  can  only* 

consume  in  each  interval  of  time  a definite  quantity  of  gas  for  its  formation 
by  oxidation  and  reduction.  If  more  gas  is  developed  it  escapes  uselessly. 
The  charging  current  must  be  neither  too  strong  nor  too  weak,  for  each 
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is  10-16  x 2-15  x 5 = 109  watt-hours.  In  the  discharge,  which  lasted  7-35 
hours,  the  average  potential  was  1 -88,  and  the  currents  6-5  amperes,  repre- 
senting therefore  90  watt-hours  ; the  ratio  of  the  two  is  0-826 — that  is,  the 
efficiency  of  the  accumulator  is  82-6  per  cent.  ; a number  which  is  now 
required  for  a good  accumulator. 

It  cannot  be  said  that  the  reactions  which  take  place  during  the  charge 
and  discharge  of  an  accumulator  are  thoroughly  understood  ; they  are 
undoubtedly  more  complicated  than  has  been  represented  above,  in  which 
no  account  has  been  taken  of  the  sulphuric  acid.  During  the  charge  the 
strength  of  the  dilute  sulphuric  acid,  and  therewith  its  conductivity,  gradually 
diminish,  while  during  the  discharge  both  increase.  Hence  a determination 
of  the  specific  gravity  of  the  solution  at  any  time  is  a convenient  practical 
method  of  measuring  the  state  of  the  charge.  This  is  effected  by  flat  densi- 
meters ( 1 29)  which  float  between  the  plates.  The  density  may  vary  between 
I-I2  and  1-22,  representing  respectively  about  16  and  30  per  cent,  of  sul- 
phuric acid,  SH204. 

As  an  example,  one  cell  of  the  Electric  Power  Storage  Company  had 
an  internal  resistance  of  0-0012  ohm  at  the  beginning,  and  0-0028  at  the 
end,  and  weighed  50  kilos.  In  such  a cell  880  watt-hours  could  be  accumu- 
lated, and  680  watt-hours,  or  about  79  per  cent.,  obtained  in  the  discharge. 
Thus  each  kilo,  l-epresents  13-6  watt-hours  of  available  energy,  or  J-j-  of  a 
horse-power  ; that  is,  it  could  yield  3^  H.P.  for  an  hour,  or  1 H.P.  for  ri 
minute. 

In  accumulators  which  are  to  be  used  to  work  motors,  as  in  tram- 
cars,  electric  boats,  &c.,  the  capacity  is  of  first  importance,  while  with 
stationary  accumulators,  as  in  electric  lighting,  the  efficiency  is  the  chief 
point. 

Many  instructive  comparisons  may  be  made  between  a secondary  bat- 
tery and  a charged  Leyden  jar.  Thus,  for  instance,  when  the  poles  of  a 
secondary  battery  have  been  connected  until  no  current  passes,  and  are 
then  disconnected  for  a while,  a current  in  the  same  direction  as  the  first  is 
obtained  on  again  connecting  them  ; this  is  the  residual  discharge.  The 
capacity  of  a secondary  battery  depends  on  the  area  of  the  electrodes,  on  their 
nature,  and  on  that  of  the  interposed  liquid,  but  not  on  the  distance  between 
them.  The  energy  of  the  Leyden  jar  is  stored  in  that  state  of  mechanical 
strain  which  is  called  polarisation  of  the  dielectric  ; in  the  secondary  battery 
the  energy  consists  in  the  products  which  are  stored  up  on  the  surface  of 
the  electrodes  in  a state  ranging  from  chemical  combination  to  mechanical 
adherence  or  simple  juxtaposition. 

A dry  battery  (829)  which  has  become  inactive  may  be  used  as  a secondary 
battery.  When  a current  is  passed  through  it,  in  a direction  contrary  to  that 
which  the  active  batteiy  would  itself  yield,  it  regains  its  activity  to  a certain 
extent. 

948.  Nobili’s  rings. — When  a drop  of  copper  acetate  is  placed  on  a 
silver  plate,  and  the  silver  is  touched  in  the  middle  of  the  drop  with  a piece 
of  zinc,  there  are  formed  around  the  point  of  contact  a series  of  copper  rings 
alternately  dark  and  light.  These  are  Nobili’s  coloured  I'btgs.  They  may 
be  obtained  in  beautiful  iridescent  colours  by  the  following  process  : A solu- 
tion of  lead  oxide  in  potash  is  obtained  by  boiling  finely  powdered  litharge 
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in  a solution  of  potash.  In  this  solution  is  immersed  a polished  plate  ot 
silver  or  of  german  silver,  which  is  connected  with  the  positive  electrode  of 
a battery  of  io  volts.  With  the  negative  pole  is  connected  a fine  platinum 
wire  fused  in  glass,  so  that  only  its  point  projects  ; and  this  is  placed  in  the 
liquid  at  a small  distance  from  the  plate.  Around  this  point  lead  peroxide 
is  separated  on  the  plate  in  very  thin  concentric  layers,  the  thickness  of 
which  decreases  from  the  middle.  They  show  the  same  series  of  colours  as 
Newton’s  coloured  rings  in  transmitted  light  (664).  The  lead  peroxide  owes 
its  origin  to  a secondary  decomposition  ; by  the  passage  of  the  current 
some  lead  oxide  is  decomposed  into  metallic  lead,  which  is  deposited  at 
the  negative  pole,  and  oxygen  which  is  liberated  at  the  positive  ; and  this 
oxygen  combines  with  some  lead  oxide  to  form  peroxide,  which  is  deposited 
on  the  positive  pole  as  the  decomposition  proceeds.  This  process  is  used 
for  the  metallic  coloration  of  objects  of  domestic  use  and  ornamentation. 

The  effects  are  also  well  seen  if  a solution  of  copper  sulphate  is  placed 
on  a silver  plate,  which  is  touched  with  a zinc  rod,  the  point  of  which  is 
in  the  solution  ; for  then  a current  is  formed  by  these  metals  and  the 
liquid. 

949.  Arbor  Saturni,  or  lead  tree.  Arbor  Dianæ.— When  in  a solu- 
tion of  a salt  is  immersed  a metal  which  is  more  oxidisable  than  the  metal 
of  the  salt,  the  latter  is  precipitated  by  the  former,  while  the  immersed  metal 
is  substituted,  equivalent  for  equivalent,  for  the  metal  of  the  salt.  This  pre- 
cipitation of  one  metal  by  another  is  attributable  partly  to  the  difference 
in  their  affinities,  and  partly  to  the  action  of  a current  which  is  set  up  as 
soon  as  a portion  of  the  less  oxidisable  metal  has  been  deposited.  The 
action  is  promoted  by  the  presence  of  a slight  excess  of  acid  in  the 
solution. 

A remarkable  instance  of  the  precipitation  of  one  metal  by  another  is 
the  Arbor  Saturni.  This  name  is  given  to  a series  of  brilliant  ramified 
crystallisations  obtained  by  zinc  in  solutions  of  lead  acetate.  A glass  flask 
is  filled  with  a clear  solution  of  this  salt,  and  the  vessel  closed  with  a cork, 
to  which  is  fixed  a piece  of  zinc  in  contact  with  some  copper  wire.  The 
flask,  being  closed,  is  left  to  itself.  The  copper  wire  at  once  begins  to  be 
covered  with  a moss-like  growth  of  metallic  lead  out  of  which  brilliant 
crystallised  laminae  of  the  same  metal  continue  to  form  ; the  whole  pheno- 
menon has  great  resemblance  to  the  growth  of  vegetation,  from  which  indeed 
the  old  alchemical  name  is  derived.  For  the  same  reason  the  name  Arbor 
Diance  has  been  given  to  the  metallic  deposit  produced  in  a similar  manner 
by  mercury  in  a solution  of  silver  nitrate. 

If  a rod  of  zinc  is  dipped  in  an  acid  solution  of  stannous  chloride 
crystallised  tin  is  formed  upon  it  ; the  experiment  is  rendered  more  beautiful 
by  dipping  the  platinum  electrodes  of  a battery  in  the  solution  : if  the  poles 

die  otherSed’  ^ Crystallised  laminæ  disappear  at  one  pole  to  reappear  at 

950.  Electrocapillary  phenomena.-If  a drop  of  mercury  is  placed  in 
lu  e sulphui  ic  add  containing:  a trace  of  chromic  acid,  and  the  end  of  a 

bright  iron  wire  be  so  fixed  that  it  dips  in  the  acid  and  just  touches  the  edge 

nrifhstTT7’  theT  atter  deS'ns  a senes  of  regular  vibrations  which 
may  last  for  hours.  The  explanation  of  this  phenomenon,  which  was  first 
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observed  by  Kiihne,  is  as  follows  When'.the  iron  first  touches  the  mercury, 
an  iron-mercury  couple  is  formed,  in  consequence  of  which  the  surface  of  the 
mercury  is  polarised  by  the  deposition  of  an  invisible  layer  of  hydrogen  ; 
this  polarisation  (820)  increases  the  surface-tension  of  the  mercury  (137),  it 
becomes  rounder,  and  contact  with  the  iron  is  broken  ; the  chromic  acid 
present  dèpolarises  the  mercury,  its  original  shape  is  restored,  the  couple  is 
again  formed,  and  the  process  repeats  itself  continuously. 

Lippmann  was  led  by  the  observation  of  this  phenomenon  to  a series 
of  interesting  experimental  results,  which  have  demonstrated  a relation 
between  capillary  and  electric  phenomena.  Of  these  results  the  most 
important  is  the  construction  of  a capillary  electrometer. 

A glass  tube,  A (fig.  962),  is  drawn  out  to  a fine  point,  and  is  filled  with 
mercury  1 its  lower  end  dips  in  a glass  vessel,  b,  containing  mercuiy  at 
the  bottom  and  dilute  sulphuric  acid  at  the  top.  Platinum  wires  are 
fused  in  the  tubes  A and  B,  and  terminate  in  the  binding  screws  a and  b 
respectively. 

At  the  beginning  of  the  experiment,  the  position  of  the  mercury  in 
the  drawn-out  tube  is  such  that  the  pressure  due  to  the  surface-tension  at 





Fig.  (,62 


the  surface  of  separa- 
tion of  the  mercuiy  in 
the  tube  and  the  liquid 
is  sufficient  to  coun- 
terbalance the  pres- 
sure of  the  column  of 
mercury,  A.  This 
position  is  observed 
by  means  of  a micro- 
scope, the  focus  of 
which  is  at  the  fiducial 
mark  on  the  glass  at 
which  the  mercury' 
stops.  If  now  a differ- 
ence of  potential  is 
established  between  a 
and  b,  b being  at  the 
higher  potential,  the 
surface-tension  of  the 
mercury  in  the  capil- 
lary tube  is  increased, 
the  mercury  ascends, 
and  in  order  that  the 
meniscus  may  be 
brought  to  its  former 


-951] 


Electric  Endosmose 


979 


found  that,  b being  at  the  higher  potential,  the  capillary  surface  continues 
D.P.  is  about  -9  volt,  beyond  which  it  descends,  mdi- 
surface-tension.  Up  to  -6  volt  the 
which  must  be 


to  rise  until  the  D.P.  is  about  -9 
eating  a diminution  in  the  apparent 

curve  giving  the  relation  between  the  D.P.  and  the  pi  essuie 
applied  to  bring  back  the  mercury  to  the  fiducial  mark  is  a straight  line, 
showing  that  D.P.  is  proportional  to  pressure  Tf  - " ° 1,<r  pr  nn,pn  ia 

than  b,  the  mercury  surface  moves 


If  « is  at  a higher  potential 
downwards,  whatever  the  D.P.  This 
apparatus  is  much  used  in  physiological  work  ; the  electromotive  force  applied 
to  it  should  not  exceed  06  volt,  but  it  can  estimate  the  one-thousandth  part 
of  this  quantity,  and,  as  its  electric  capacity  is  very  small,  it  shows  rapid 
changes  of  potential,  which  ordinary  electrometers  cannot  do.  For  very 
small  electromotive  forces,  the  pressure  is  kept  constant,  and  the  displace- 
ment of  the  meniscus  is  measured  by  the  -microscope.  In  practical  use  as 
an  electrometer  b is  always  at  a higher  potential  than  a.  . 

Dewar  suggested  a modified  form  of  the  capillary  electrometei  in  which 
a fine  horizontal  tube  of  about  i mm.  diameter  contained  mercury  with  a 
drop  of  acid  at  the  centre.  The  ends  of  the  tube  are  fitted  into  lateral 
tubulures  in  glass  bottles  containing  mercury.  A difference  of  potential  of 
■003  volt  causes  the  drop  of  acid  to  move  in  the  direction  of  the  cunent  along 
the  tube. 

Ç31.  Electric  endosmose. — By  electric  endosmose  is  meant  the  passage 
of  matter  with  the  current  through  a porous  diaphragm.  The  phenomenon 
is  observed  in  the  following  experiment,  due  to  Ponet  : Having  divided  a 

glass  vessel  into  two  compartments  by  a porous  diaphragm,  he  pouied  watei 
into  the  two  compartments  to  the  same  height,  and  immersed  two  platinum 
electrodes  in  connection  with  a battery  of  80  cells.  As  the  water  became 
decomposed,  part  of  the  liquid  was  carried  in  the  direction  of  the  cuirent 
through  the  diaphragm,  from  the  positive  to  the  negative  compartment, 
where  the  level  rose  above  that  in  the  other  compartment.  A solution  of 
copper  sulphate  is  best  for  these  experiments,  because  then  the  disturbing 
influence  of  the  disengagement  of  gas  at  the  negative  electrode  is  avoided. 

A porous  vessel  is  necessary,  for  otherwise  the  transport  by  the  liquid 
would  be  at  once  hydrostatically  equalised. 

The  converse  of  these  phenomena,  that  is,  the  production  of  electric 
currents,  when  a liquid  is  forced  through  a diaphragm  by  mechanical  means, 
has  also  been  observed.  Such  currents,  which  were  discovered  by  Quincke, 
are  called  diaphragm  currents.  A porous  diaphragm,  p,  is  fixed  in  a glass 
tube  (fig.  963),  in  which  are  also  fused  two  platinum  wires  terminating  in 
platinum  electrodes,  a and  b ; 
on  forcing  a liquid  through 
the  diaphragm  the  existence 
of  a current  is  evidenced  by 
a galvanometer  with  which 
the  wires  are  connected,  the 
direction  of  the  current  being  that  of  the  flow  of  the  liquid.  The  difference 
of  potential  due  to  this  flow  is  proportional  to  the  pressure. 

According  to  Zollner,  all  circulatory  motions  in  liquids,  especially  when 
they  take  place  in  partial  contact  with  solids,  are  accompanied  by  electric 
currents,  which  have  generally  the  same  direction  as  that  in  which  the 
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liquicl  flows.  And  he  regards  earth  currents  as  analogous  to  diaphragm 
currents  ; there  are  currents  in  the  liquid  mass  in  the  interior  of  the  earth, 
and  these  currents  coming  in  contact  with  the  solidified  masses  produce 

electric  currents.  . . 

Wertheim  found  that  the  elasticity  of  metal  wires  is  diminished  by  the 

current,  and  not  by  the  heat  alone,  but  by  the  electricity  ; he  has  also  found 
that  the  cohesion  is  diminished  by  the  passage  of  a cuirent. 

952.  Calculation  of  E.M.F.  of  polarisation.— Supposing  the  electric 
current  to  flow  through  dilute  sulphuric  acid  between  platinum  electrodes 
without  any  polarisation,  the  electric  energy  absorbed  in  the  liquid  and  con- 
verted into  heat  would  be  C2R/,  C being  the  current  and  R the  resistance 
between  the  electrodes.  But  in  the  actual  case,  some  of  the  energy  of  the 
current  is  employed  in  decomposing  the  water  and  separating  hydrogen 
from  oxygen,  giving  rise  to  the  back  E.M.F.,  *.  The  energy  so  spent 
during  the  passage  of  a quantity  Q of  electricity  is  eQ  ergs,  if  e and  Q are 
measured  in  absolute  units,  or  eQ  x io7  ergs,  if  e is  measured  m volts  and  Q m 
coulombs,  since  1 volt=  io8  C.G.S.  units  of  E.M.F.,  and  one  coulomb  = 10 
C.G.S.  units  of  current.  Now  we  know  that  when  1 gramme  of  hydrogen 
is  burnt  in  oxygen  to  form  9 grammes  of  water,  34,000  calories  of  heat  are 
produced,  and  since  1 calorie  is  equivalent  to  4-2  x to7  ergs  (860),  it  follows 
that  the  combustion  of  1 gramme  of  hydrogen  yields  34,000  x 4-2  x 10  ergs. 
If  we  assume  that  to  separate  1 gramme  of  hydrogen  from  water  the  same 
quantity  of  energy  is  required  as  is  afforded  by  the  union  of  1 gramme 
with  oxygen  to  form  the  water,  then,  since  the  electrolysis  of  9 grammes  of 
water  (yielding  1 gramme  of  hydrogen)  requires  96,340  coulombs  (940),  1 
follows  that  e x 10s  x Q = 5 x io8  x 96,340  = 34,000  x 4-2  x 107, 

, , 34  x 4-2 

therefore  e — —, 

963 '4 

= 1-482  volt. 

This  agrees  with  the  E.M.F.  of  polarisation  as  measured  directly.  If 
lead  electrodes  are  used  the  chemical  changes  are  not  so  simple,  and,  as  we 
have  seen,  the  back  E.M.F.  may  rise  to  2J  volts. 

In  the  case  of  cells  whose  E.M.F.  is  independent  of  changes  of  tem- 
perature (858),  the  E.M.F.  may  be  calculated  from  the  heat  equivalents  ot 
the  chemical  changes  taking  place  in  the  cell,  in  the  manner  lUustrate 
above  in  the  electrolysis  of  acidulated  water.  But  with  cells  whose  E.h  . . 
changes  with  change  of  temperature  this  is  not  the  case.  The  reason 
that  with  such  cells  the  electric  and  chemical  energies  are  not  equal  to  eat 

°th953.  Electrometallurgy.— The  decomposition  of  salts  by  the  battery 
has  received  a most  important  application  m electrometallurgy, 
plastics , or  the  art  of  precipitating  certain  metals  from  their  sortions  by . t 
action  of  an  electric  current.  The  processes  are  twofold  ; in  the  one, 
typing  or  galvanoplasties  proper,  a mould  is  used,  on  which  a metal,  usm 
copper  is  more  or  less  thickly  deposited;  the  deposit  can  afterwards  be 
detached,  and  gives  a copy  of  the  original  object  ; m the  rtl her,  J h.ch 
known  as  electroplating,  a thin  coherent  coating  of  metal-gold  or  sihei,  toi 
instance— is  deposited  on  objects  and  remains  adherent  to  them.  1 • 
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was  discovered  independently  by  Spencer  in  England  and  by  Jacobi  in 


St.  Petersburg. 

In  order  to  obtain  a galvanoplastie  reproduction  of  a medal  or  any  other 
object,  a mould  must  first  be  made,  on  which  a layer  of  metal  is  deposited 
by  the  electric  current. 

For  this  purpose  several  substances  are  in  use,  and  one  or  another  is 
preferred  according  to  circumstances.  For  medals  and  similar  objects 
which  can  be  submitted  to  pressure,  gutta-percha  may  be  used  with  advan- 
tage. The  gutta-percha  is  softened  in  hot  water,  pressed  against  the  object 
to  be  copied  and  allowed  to  cool,  when  it  can  be  detached  without  difficulty. 
For  the  reproduction  of  engraved  wood  blocks  or  type,  wax  moulds  are  now 


commonly  used.  They  are  prepared  by  pouring  into  a narrow  flat  pan  a 
suitable  mixture  of  wax,  tallow,  and  Venice  turpentine,  which  is  allowed  to 
set,  and  is  then  carefully  brushed  over  with  very  finely  powdered  graphite. 
While  this  composition  is  still  somewhat  soft,  the  wood  block  or  type  is 
pressed  upon  it  either  by  a screw  press  or,  still  better,  by  hydraulic  pressure. 
If  plaster-of-Paris  moulds  are  to  be  made  use  of,  it  is  essential  that  they  be 
first  thoroughly  saturated  with  wax  or  tallow,  so  as  to  become  impervious  to 
water. 

In  all  cases,  whether  the  moulds  are  of  gutta-percha  or  wax,  or  any  other 
non-conducting  substance,  it  is  of  the  highest  importance  that  the  surface 
be  brushed  over  very  carefully  with  graphite,  and  so  made  a good  conductor 
while  not  sensibly  altered  in  sharpness.  The  conducting  surface  thus 
prepared  must  also  be  in  metallic  contact  with  a wire  or  a strip  of  copper  by 
which  it  is  connected  with  the  negative  pole  of  the  battery.  Sometimes  the 
moulds  are  made  of  a fusible  alloy  (343),  which  may  consist  of  5 parts  of 
lead,  8 of  bismuth,  and  3 of  tin.  Some  of  the  melted  alloy  is  poured  into  a 
shallow  box,  and  just  as  it  begins  to  solidify,  the  medal  is  placed  horizontally 
on  it  in  a fixed  position.  When  the  alloy  has  become  cool,  a slight  shock  is 
sufficient  to  detach  the  medal.  A copper  wire  is  then  bound  round  the  edge  of 
the  mould,  by  which  it  can  be  connected  with  the  negative  pole  of  the  battery, 
and  then  the  edge  and  the  back  are  covered  with  a thin  non-conducting- 
layer  of  wax  or 
shellac,  so  that 
the  deposit  is 
formed  only  on 
the  mould  itself. 

The  most 
suitable  arrange- 
ment for  pro- 
ducing an  elec- 
tro-deposit of 
copper  consists 
of  a trough  of 
glass,  slate,  or 
wood,  lined  with  p;g>  ç64 

india  rubber  or 

coated  with  marine  glue  (fig.  964).  This  contains  an  acid  solution  of  copper 
sulphate,  and  across  it  are  stretched  copper  rods,  15  and  D,  connected 
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vespectively  with  the  negative  and  positive  poles  of  a battery.  By  their 
copper  conductors  the  moulds,  ?«,  are  suspended  in  the  liquid  from  the 
negative  rod  B,  whilst  a sheet  of  copper,  C,  presenting  a surface  about 
equal  to  that  of  the  moulds  to  be  covered,  is  suspended  from  the  positive 
rod  D,  at  the  distance  of  about  two  inches,  directly  opposite  to  them. 

The  copper  plate  suspended  from  the  positive  pole  not  only  acts  as  an 
electrode,  but  keeps  the  solution  in  a state  of  concentration,  for  the  acid 
liberated  at  the  anode  dissolves  the  copper,  and  reproduces  a quantity  of 
copper  sulphate  equal  to  that  decomposed  by  the  current. 

The  battery  employed  for  the  electric  deposition  of  metals  ought  to  be 
one  of  great  constancy.  Batteries  such  as  Daniell’s  and  Smee’s  formerly 
used,  have  in  large  establishments  been  supplanted  by  accumulators,  or  by 
dynamo  machines  (988),  which  furnish  the  electricity  at  one  quarter  the 
expense,  and  which  are  especially  constructed  to  furnish  currents  of  small 
E.M.F. 

The  density  of  a current  (941)  is  its  strength  divided  by  the  surface  of  the 
electrodes,  or  the  number  of  amperes  per  square  centimetre,  and  a statement 
of  this  density  in  conjunction  with  a knowledge  of  the  composition  and 
strength  of  the  bath  is  a succinct  way  of  defining  the  conditions  of  electric 
deposition.  The  density  at  the  electrodes  has  a great  influence  on  the  form 
in  which  the  ions  are  separated  out  ; thus  with  a moderate  density  silver 
separates  in  a crystallised  form,  and  at  a greater  one  in  the  form  of  a black 
powder. 

An  important  industrial  application  is  made  of  electrolysis  in  the  refining 
of  copper.  The  metal  is  extracted  by  the  ordinary  metallurgical  processes 
so  as  to  yield  plates  containing  95  per  cent,  of  pure  copper.  These  plates 
are  then  used  as  positive  electrodes  in  a bath  of  copper  sulphate,  and  the  metal 
is  deposited  in  a state  of  perfect  purity  on  thin  sheets  of  pure  copper,  which 
form  the  negative  electrode,  while  the  impurities  fall  to  the  bottom.  As  the 
electrodes  are  practically  identical,  there  is  no  polarisation  (820),  and  the 
work  of  the  current  is  solely  employed  in  overcoming  the  resistance  of  the 
baths.  The  application  of  electrolysis  to  the  extraction  of  metals  was  of 
limited  use  until  the  powerful  currents  of  dynamos  became  available.  In 
mountainous  countries,  where  water-power  can  be  had,  it  may  in  many  cases 
be  practicable  to  deal  in  situ  with  the  extraction  of  metals  from  their  ores. 

954.  Electrogilding.— The  old  method  of  gilding  was  by  means  of 
mercury.  It  was  effected  by  an  amalgam  of  gold  and  mercury,  which  was 
applied  on  the  metal  to  be  gilded.  The  objects  thus  covered  were  heated  in  a 
furnace,  the  mercury  volatilised,  and  the  gold  remained  in  a very  tlnn  layer 
on  the  objects.  The  same  process  was  used  for  silvering  ; but  they  were 
expensive  and  unhealthy  methods,  and  have  now  been  entirely  replaced  by 
electrogilding  and  electrosilvering.  Electrogilding  only  difters  from  the 
process  described  in  the  previous  paragraph  in  that  the  layer  is  thinner  and 
adheres  more  firmly.  Brugnatelli,  a pupil  of  Volta,  appears  to  have  been 
the  first,  in  1803,  to  observe  that  a body  could  be  gilded  by  means  of  the 
battery  and  an  alkaline  solution  of  gold  ; but  De  la  Rive  was  the  first  who 
really  used  the  battery  in  gilding.  The  methods  both  of  gilding  and  silvei- 
ing  owe  thçir  present  high  state  of  perfection  principally  to  the  improve- 
ments of  Elkington,  Ruolz,  and  others. 
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The  pieces  to  be  gilded  have  to  undergo  three  Pro“ss“  ^ 

The  first  consists  in  heating  them  so  as  to  remove  the  fatty  matter 

‘’“aISwsTc,  SSiS  of  what  is  called  ^ me, a,  or 
red  brass,  which  is  a special  kind  of  brass  rich  in  copper  and  th«r ^snAce 
durino-  the  operation  of  heating  becomes  covered  with  a layer  of  cupric  or 
cuprous  oxide,  this  is  removed  by  the  second  operation.  For  this  purpose 
the  objects,  while  still  hot,  are  immersed  in  very  dilute  nitric  acid,  where 
they  remain  until  the  oxide  is  removed.  They  are  then  rubbed  with  a hard 
brush  washed  in  distilled  water,  and  dried  in  gently  heated  sawdust. 

To  remove  all  spots  they  must  undergo  the  third  process,  which  consists 
in  rapidly  immersing  them  inordinary  nitric  acid,  and  then  in  a mixture  of 

nitric  acid,  bay  salt,  and  soot.  , _ 

When  thus  prepared,  the  objects  are  attached  to  the  negative  pole  of  a 
battery  of  3 or  4 volts.  They  are  then  immersed  m a bath  of  gold  as 
previously  described.  They  remain  in  the  bath  for  a time  which  depends 
on  the  thickness  of  the  desired  deposit.  There  is  a great  difference  m the 
composition  of  the  baths.  That  most  in  use  consists  of  1 part  of  gold 
chloride  and  10  parts  of  potassium  cyanide,  dissolved  in  200  parts  °f  water. 
In  order  to  keep  the  bath  in  a state  of  concentration,  a piece  of  gold  fur- 
nishes the  positive  electrode,  which  dissolves  in  proportion  as  the  gold  dis- 
solved  in  the  bath  is  deposited  on  the  objects  attached  to'  the  negative  pole. 
The  density  of  the  current  should  not  exceed  1/125,  that  is,  '008  ampere  per 
square  centimetre  of  the  surface  of  the  kathode. 

The  method  which  has  just  been  described  can  also  be  used  for  gilding 
silver,  bronze,  german  silver,  &c.  But  other  metals,  such  as  iron,  steel, 
zinc,  tin,  and  lead,  are  very  difficult  to  gild  well.  To  obtain  a good  coating, 
they  must  first  be  covered  with  a layer  of  copper,  by  means  of  the  battery 
and  a bath  of  copper  sulphate  ; the  copper  with  which  they  are  coated  is 


then  gilded  as  in  the  previous  case. 

The  tint  of  the  deposit  is  modified  by  adding  solutions  of  copper  or  of  silver 
to  the  gold  bath  ; the  former  gives  a reddish  and  the  latter  a greenish  tint. 

955.  Electrosilvering.— What  has  been  said  about  gilding  applies  exactly 
to  the  process  of  electrosilvering.  The  difference  is  in  the  composition  of 
the  bath,  which  consists  of  2 parts  of  silver  cyanide  and  2 parts  of  potas- 
sium cyanide,  dissolved  in  250  parts  of  water.  The  positive  electrode  con- 
sists of  a plate  of  silver,  which  prevents  the  bath  from  becoming  poorer  ; 
its  surface  should  be  equal  to  the  total  surface  of  the  objects  to  be  silvered  ; 
the  pieces  to  be  silvered,  which  must  be  well  cleaned,  are  attached  to  the 
negative  pole.  It  may  here  be  observed  that  these  processes  succeed  best 
with  hot  solutions,  and  when  the  baths  are  old.  The  density  of  the  current 
should  be  about  1 /300. 

Knowing  the  weight  of  any  given  metal  which  is  transported  by  unit 
quantity  of  electricity  (940),  it  is  easy  to  calculate  the  weight  deposited  in  a 
given  time  by  a current  of  known  strength.  Thus  the  current  just  specified, 
i.e.  of  1/300  ampere  per  sq.  cm.,  would  deposit  i-34  gramme  of  silver  per 
square  decimetre  in  an  hour.  A deposit  of  one  ounce  of  silver  on  a square 
foot  of  surface  gives  a good  coating  ; its  thickness,  gJ5  inch  or  0^03  mm.,  is 
about  half  that  of  thin  writing  paper. 
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956.  Electric  deposition  of  iron,  nickel,  cobalt,  and  platinum.— One 

of  the  most  valuable  applications  of  the  electric  deposition  of  metals  is  to 
what  is  called  the  steeling  {aciérage)  of  engraved  copper  plates.  The  bath 
required  for  this  purpose  is  obtained  by  suspending  a large  sheet  of  iron, 
connected  with  the  positive  pole  of  a battery,  in  a trough  filled  with  a satu- 
rated solution  of  sal-ammoniac  ; whilst  a thin  strip  of  iron,  also  immersed,  is 
connected  with  the  negative  pole.  By  this  means  iron  from  the  large  plate 
is  dissolved  in  the  sal-ammoniac,  while  hydrogen  is  given  off  on  the  surface 
of  the  small  one.  When  the  bath  has  thus  taken1  up  a sufficient  quantity 
of  iron,  an  engraved  copper  plate  is  substituted  for  the  small  negative  strip. 
A bright  deposit  of  iron  begins  to  form  on  it  at  once  and  the  plate  assumes 
the  colour  of  a polished  steel  plate.  The  deposit  thus  obtained  in  the  course 
of  half  an  hour  is  exceedingly  thin,  and  an  impression  of  the  plate  thus 
covered  does  not  seem  different  from  one  obtained  from  the  original  copper 
plate  ; it  possesses,  however,  an  extraordinary  degree  of  hardness,  so  that  a 
very  large  number  of  impressions  can  be  taken  from  such  a plate  before  the 
thin  coating  of  iron  is  worn  off.  When,  however,  this  is  the  case,  the  film 
of  iron  is  dissolved  off  by  dilute  nitric  acid,  and  the  plate  is  again  covered 
with  the  deposit  of  iron. 

An  indefinite  number  of  perfect  impressions  may,  by  this  means,  be 
obtained  from  one  copper  plate,  without  altering  the  original  sharp  condition 
of  the  engraving. 

The  covering  of  metals  by  a deposit  of  nickel  has  of  late  come  into  use. 
The  process  is  essentially  the  same  as  that  just  described.  The  bath  used 
for  the  pui-pose  can,  however,  be  made  more  directly  by  mixing,  in  suitable 
proportions,  salts  of  nickel  with  those  of  ammonia.  The  anode  consists 
of  a plate  of  pure  nickel.  A special  difficulty  is  met  with  in  the  electric 
deposition  of  nickel,  owing  to  the  tendency  of  this  metal  to  deposit  in  an  un- 
even manner,  and  then  to  become  detached.  This  difficulty  is  overcome  by 
frequently  removing  the  articles  from  the  bath  and  submitting  them  to  a 
polishing  process. 

Objects  coated  with  nickel  show  a highly  polished  surface  of  the  charac- 
teristic bright  colour  of  this  metal  ; the  surface  layer  is  moreover  very  hard 
and  durable,  and  is  little  affected  either  by  the  atmosphere  or  even  by  sulphu- 
retted hydrogen.  A deposit  of  2 grammes  of  nickel  on  the  square  decimetre 
represents  a coating  0-023  mm.  in  thickness. 

The  deposit  of  cobalt  has  a brighter  tint  than  that  of  nickel.  Professor 
Silvanus  Thompson  uses  a bath  of  cobalt  sulphate  or  chloride,  to  which 
magnesium  sulphate  is  added. 

To  obtain  a deposit  of  platinum , the  hydrate  of  this  metal  is  dissolved 
in  syrupy  phosphoric  acid,  and  this  solution  diluted  with  water  so  that  it 
contains  1-2  to  1-5  per  cent,  of  the  hydrate.  An  anode  of  platinum  or  of 
carbon  is  used,  and  the  strength  of  the  bath  is  kept  constant  by  the  addition 
of  the  hydrate.  Objects  made  of  iron,  nickel,  and  zinc  must  previously  be 
coated  with  copper. 


[CHAPTER  X 

ELECTROMAGNETIC  INDUCTION 

957.  Induction  by  currents. — We  have  already  seen  (762)  that  by  in 
duction  is  meant  the  action  which  electrified  bodies  exert  at  a distance  on 
bodies  in  the  natural  state.  Hitherto  we  have  had  to  deal  only  with  electro- 
static induction  ; we  shall  now  see  that  current  electricity  produces  analogous 
effects. 

Faraday  discovered  this  class  of  phenomena  in  1832,  and  he  gave  the 
name  of  currents  of  induction  or  induced  currents  to  instantaneous  currents 
developed  in  conductors 
under  the  influence  of  metal- 
lic conductors  traversed  by 
electric  currents,  or  by  the 
influence  of  powerful  mag- 
nets, or  even  by  the  mag- 
netic  action  of  the  earth  ; 
and  the  currents  which  give 
rise  to  them  he  called  in- 
ducing currents. 

A closed  circuit,  AB  (fig. 

965),  contains  a galvanometer 
G.  A second  circuit,  CD, 
parallel  to  the  first  for  a great  part  of  the  length,  is  connected  with  a battery, 
and  can  be  closed  or  broken  or  reversed  at  pleasure.  The  moment  the 
circuit  is  closed  a momentary  current  is  produced  in  ABG,  proceeding  in 
the  opposite  direction — that  is,  from  B to  A.  When  the  circuit  is  broken 
a momentary  current  is  produced  in  the  same  direction  as  in  CD  — that  is, 
from  A to  B. 

The  inductive  action  of  a current  at  the  moment  of  opening  or  closing 
may  be  more  conveniently  shown  by  means  of  two  coils  A and  B (fig.  966), 
of  which  B consists  of  a great  length  of  fine  wire,  and  A is  a coil  of  shorter 
and  thicker  wire,  and  of  such  dimensions  that  it  can  be  placed  inside  B. 
For  distinction  A is  called  the  primary , B the  secondary  coil.  A is  con- 
nected with  a battery  and  B with  a galvanometer.  If  A is  placed  inside  B, 
the  following  phenomena  are  observed  : — 

i.  At  the  moment  of  closing  the  primary  circuit  A,  the  galvano- 
meter, by  the  deflection  of  the  needle,  indicates  the  passage  in"  B of  a 
current , inverse  to  that  in  A, 'that  is,  in  the’contrary  direction  ; this  is  only 
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instantaneous,  for  the  needle  immediately  reverts  to  zero,  and  remains  so  as 
long  as  the  inducing  current  passes  through  A. 

ii.  At  the  moment  at  which  the  battery  circuit  is  broken,  there  is  again 
produced  in  B an  induced  current  instantaneous  like  the  first,  but  direct,- 
that  is,  in  the  same  direction  as  the  inducing  current. 

958.  Production  of  induced  currents  by  continuous  ones. — Induced 
currents  are  also  produced  when  the  primary  coil  traversed  by  a current  is 
approached  to  or  removed  from  the  secondary.  The  coil  A (fig.  966)  being 
traversed  by  a current,  if  it  is  suddenly  placed  in  the  coil  B,  the  galvanometer 
indicates  by  the  direction  of  its  deflection  the  flow  through  it  of  an  ùiverfé 
current  ; this  is  only  instantaneous  ; the  needle  rapidly  returns  to  zero,  and 
remains  so  as  long  as  the  small  bobbin  is  in  the  large  one.  If  it  is  rapidly 


withdrawn,  the  galvanometer  shows  that  the  wire  is  traversed  by  a direct 
current.  If,  instead  of  rapidly  introducing  or  replacing  the  primary  coil, 
this  is  done  slowly,  the  galvanometer  deflection  is  relatively  small,  and 
smaller,  the  slower  the  motion. 

If,  instead  of  varying  the  distance  of  the  inducing  current,  its  strength 
is  varied — that  is,  either  increased  by  bringing  additional  batten,’  power  into 
the  circuit,  or  diminished  by  increasing  the  resistance  an  induced  cuuent 
is  produced  in  the  secondary  wire,  which  is  inverse  if  the  intensity  of  the 
inducing  current  increases,  and  direct  if  it  diminishes. 

959.  Induction  by  magnets. — It  has  been  seen  (J07)  that  the  influence 
of  a current  magnetises  a steel  bar  ; in  like  manner  a magnet  can  pioduce 
induced  currents  in  metal  circuits.  Faraday  showed  this  by  means  of  a coil 
of  wire,  like  that  represented  in  fig.  967.  The  terminals  being  connected 


—960]  General  Principles  of  Induction  9^7 

with  a galvanometer,  a bar  magnet  is  suddenly  inserted  in  the  bobbin, 

and  the  following  phenomena  are  observed  galvanometer 

i At  the  moment  at  which  the  magnet  is  introduced,  the  galvanometer 

indicates  in  the  wire  the  existence  of  a current,  the  direction  of  which 
opposed  to  that  which  circulates  round  the  magnet,  considering  the  lattei  as 

a solenoid  on  Ampere’s  theory  (894)-  , • ■. 

ii  When  the  magnet  is  withdrawn,  the  needle  of  the  galvanometer,  which 
has  returned  to  zero,  indicates  the  passage  of  a direct  current.  Care  must 
be  taken  that  the  galvanometer  is  sufficiently  far  away  for  the  bai  magnet 

to  have  no  direct  action  upon  it.  . r n 

The  inductive  action  of  magnets  may  also  be  illustrated  by  the  following 
experiment  : a bar  of  soft  iron  is  placed  in  the  above  bobbin  and  a strong- 
magnet  suddenly  brought  in  contact  with  it  ; the  needle  of  the  galvanometer 


Fig.  967 


is  deflected,  but  returns  to  zero  when  the  magnet  is  stationary,  and  is  de- 
flected in  the  opposite  direction  when  it  is  removed.  The  induction  is  here 
produced  by  the  magnetisation  of  the  soft-iron  bar  in  the  interior  of  the 
bobbin  under  the  influence  of  the  magnet. 

The  same  inductive  effects  are  produced  in  the  wires  of  a horseshoe 
electromagnet,  if  a strong  magnet  is  made  to  rotate  rapidly  in  front  of  the 
extremities  of  the  wire  in  such  a manner  that  its  poles  act  successively  by 
influence  on  the  two  branches  of  the  electromagnet  ; or  also  by  forming  two 
coils  round  a horseshoe  magnet,  and  passing  a plate  of  soft  iron  rapidly  in 
front  of  the  poles  of  the  magnet  ; the  soft  iron  becoming  magnetic  reacts  by 
influence  on  the  magnet,  and  induced  currents  are  produced  in  the  wire 
alternately  in  different  directions. 

960.  General  principles  of  induction. — All  cases  of  induction  may  be 
most  conveniently  explained  by  reference  to  the  lines  of  force  in  the  field 
due  to  a magnet  or  closed  circuit.  When  the  number  of  lines  passing- 
through  any  circuit  or  part  of  a.  circuit  is  altered,  there  is  an  induced 
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E.M.F.  set  up  which  produces  a current  if  the  circuit  is  closed.  If  the 
number  of  lines  of  force  passing  through  the  circuit  is  increased  the  current 
is  in  one  direction  ; if  diminished,  in  the  opposite  direction.  Mere  motion 
of  a conductor  in  a magnetic  field  will  not  give  rise  to  any  induced  E.M.F. 
unless  there  is  a change  in  the  number  of  enclosed  lines.  Referring  to 
fig.  966,  when  the  coil  A is  in  the  position  shown  and  the  battery  circuit  is 
suddenly  completed,  the  coil  becomes  a magnet  and  some  of  its  lines  of 
force  pass  through  B ; hence  an  induced  E.M.F.  is  set  up  in  B,  and  as  the 
secondary  current  is  complete  this  E.M.F.  produces  a sudden  flow  of 
electricity  through  the  circuit,  which  deflects  the  galvanometer  needle. 
When  A is  thrust  into  B the  number  of  lines  passing  through  B is  increased, 
and  the  needle,  which  has  come  to  rest,  is  again  deflected  and  in  the  same 
direction  as  before.  If  A is  removed,  or  the  circuit  broken,  the  lines  of  force 
will  diminish  or  disappear,  and  the  throw  of  the  galvanometer  needle  will 
be  in  the  opposite  direction.  Should  A contain  an  iron  core,  the  induced 
currents  are  much  more  powerful,  on  account  of  the  high  permeability  of 
iron,  and  the  consequent  large  increase  in  the  number  of  lines  of  force  due 
to  the  current  in  A.  With  regard  to  the  experiment  illustrated  in  fig.  967, 
it  is  clear  that  the  effect  due  to  the  approach  and  withdrawal  of  the  bar 
magnet  must  be  of  exactly  the  same  character  as  that  exhibited  with  the 


solenoidal  coil  in  fig.  966.  The  induced  electromotive  force,  and  con- 
sequently the  throw  of  the  galvanometer  needle,  depends  in  all  cases  upon 
the  rate  of  change  of  the  enclosed  lines  of  force. 

Various  rules  have  been  given  for  realising  the  direction  of  the  induced 
E.M.F.  Maxwell’s  rule  is  a convenient  one  to  remember  in  dealing  with  a 
ring  or  coil  ; it  is  as  follows  : — If  when  a corkscrew  is  used  the  direction  of 
turning  is  called  right-handed  with  regard  to  the  direction  in  which  the 
point  moves,  then  if  the  direction  of  the  lines  of  force  through  a coil 
corresponds  to  that  of  the  point  of  the  corkscrew,  the  induced  E.M.F.  is 
right-handed  if  the  lines  are  diminishing  in  number  and  left-handed  if 
increasing.  Both  figures  (fig'.  968)  give  the  direction  of  the  induced  E.M.F. 
and  current  in  the  ring  when  the  enclosed  lines  of  force  are  diminishing. 
If  a ring  is  moving  parallel  to  itself  in  a uniform  magnetic  field,  whether  at 
right  angles  or  parallel  to  the  field,  there  is  no  alteration  in  the  number  of 
lines  of  force  enclosed,  and  no  current  is  produced  in  the  ring. 

In  the  case  of  a straight  wire  forming  part  of  a closed  circuit  and  moving 
in  such  a way  as  to  cut  the  lines  of  force  in  the  field,  Fleming’s  rule  is 
useful.  It  is  as  follows  : — Suppose  the  forefinger  and  thumb  of  the  right 
hand  are  in  the  same  plane,  at  right  angles  to  each  other,  and  the  middle 
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finger  is  at  right  angles  to  both  ; then  if  the  thumb  represents  the  direc- 
tion of  the  motion,  and  the  forefinger  that  of  the  lines  of  force,  the  middle 
finger  will  represent  the  direction  of  the  electromotive  foice. 

Another  rule  is  the  following  Imagine  a person  identified  with  the 
wire  and  looking  in  the  direction  from  which  the  lines  of  force  are  proceeding, 
so  that  they  pass  through  him  from  front  to  back  ; if  he  moves  to  his  right 
the  induced  current  will  be  from  head  to  foot. 

961.  Lenz’s  law.— The  direction  in  which  the  induced  current  flows 
was  given  by  Lenz  in  a form  which  is  known  as  Lenz’s  law,  and  is  as 

follows  : When  a current  is  induced  in  a conductor  due  to  the  motion  in 

its  neighbourhood  of  a magnet  or  of  a coil  carrying  a cunent,  its  direction  is 
such  that  the  electrodynamic  action  of  the  induced  current  on  the  magnet 
or  on  the  current  in  the  coil  is  such  as  to  oppose  the  motion.  Thus  (fig.  965) 
when  CD  carrying  a current  is  made  to  approach  AB,  an  inverse  current  is 
produced  in  the  latter  and  opposite  parallel  currents  repel  ocaAo.  other.  When 


Fig.  969 


CD  is  withdrawn  from  AB,  a direct  current  is  induced,  and  parallel  currents 
in  the  same  direction  attract  each  other.  In  each  case  the  electrodynamic 
action  between  the  currents  tends  to  stop  the  motion  which  gave  rise 
to  the  induced  current.  In  fig.  967,  if  a north  pole  is  thrust  into  a coil  the 
direction  of  the  induced  current  will  be  such  as  to  give  north  polarity  to  the 
near  end  of  the  coil  ; that  is,  it  will  be  anti-clockwise.  If  the  primary  and 
secondary  coils  A and  B (fig.  966)  are  relatively  at  rest,  but  the  current  in  A 
is  started,  or  its  strength  increased,  the  effect  on  B is  the  same  as  if  A were 
moved  up  to  its  present  position  from  a considerable  distance  ; and,  conversely, 
if  the  current  in  A is  diminished  or  stopped,  the  effect  on  B is  the  same  as  if 
A were  removed. 

962.  Inductive  action  of  the  Leyden  discharge. — Fig.  969  represents  an 
apparatus  devised  by  Matteucci,  for  showing  the  development  of  induced 
currents  by  the  discharge  of  a Leyden  jar. 

It  consists  of  two  glass  plates  about  12  inches  in  diameter,  fixed  vertically 
on  the  two  supports  A and  B.  On  the  anterior  face  of  the  plate  A are  coiled 
about  30  yards  of  thick  copper  wire  C.  The  two  ends  of  this  wire  pass 
through  the  plate,  one  in  the  centre,  the  other  near  the  edge,  terminating  in 
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two  binding  screws,  like  those  representd  in  m and  n on  the  plate  B.  To 
these  binding  screws  are  attached  two  copper  wires  c and  d,  through  which 
the  inducing  current  is  passed. 

On  the  face  of  the  plate  B,  which  is  towards  A,  is  enrolled  a spiral  of 
finer  copper  wire  than  the  wire  C.  Its  ends  terminate  in  the  binding  screws 
m and  n , on  which  are  fixed  two  wires,  h and  i,  intended  to  transmit  the 
induced  current.  The  two  wires  on  the  glass  plates  are  not  only  covered 
with  silk,  but  each  convolution  is  insulated  from  the  next  one  by  a thick 
layer  of  shellac  varnish. 

In  order  to  show  the  production  of  the  induced  current  by  the  discharge 
of  a Leyden  jar,  one  end  of  the  wire  C is  connected  with  the  outer  coating, 
and  the  other  end  with  the  knob  of  the  Leyden  jar,  as  shown  in  the  figure. 
When  the  spark  passes,  the  electricity  traversing  the  wire  C acts  by  induc- 
tion on  the  wire  on  the  plate  B,  and  produces  an  instantaneous  current 


Fig.  970 


in  this  wire.  A person  holding  two  brass  handles  connected  with  the  wires 
i and  h receives  a shock,  the  intensity  of  which  is  greater  in  proportion  as 
the  plates  A and  B are  nearer. 

The  experiment  may  also  be  made  by  simply  twisting  together  two 
lengths  of  a few  feet  of  gutta-percha-covered  copper  wire.  The  ends  of  one 
length  being  held  in  the  hand,  an  electric  discharge  is  passed  through  the 
other  length. 

963.  Inductive  action  of  magnets  on  bodies  in  motion.— Arago  was  the 
first  to  observe,  in  1824,  that  the  number  of  oscillations  which  a magnetised 
needle  makes  under  the  influence  of  the  earth’s  magnetism,  before  it  comes 
to  rest,  is  very  much  lessened  by  the  proximity  of  certain  metallic  masses, 
and  especially  of  copper.  This  observation  led  Arago  in  1 825  to  the  discovery 
of  an  equally  unexpected  fact— that  of  the  rotative  action  which  a plate  of 
copper  in  motion  exercises  on  a magnet. 

This  phenomenon  may  be  shown  by  means  of  the  apparatus  represented 
in  fig.  970.  It  consists  of  a copper  disc,  M,  movable  about  a vertical  axis. 
On  this  axis  is  a small'pulley,  B,  round  which  is  coiled  an  endless  cord,  passing 
also  round  the  pulley  A.  When  this  is  turned  by  the  hand,  the  disc  M may 
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be  rotated  with  great  rapidity.  Above  the  disc  is  a glass  plate,  on  which  is 
a small  pivot  supporting  a magnetic  needle,  ab.  If  the  disc  is  r . 
with  a slow  and  uniform  velocity,  the  needle  is  deflected  in  the  direction 
the  motion,  and  stops  at  an  angle  of  from  20°  to  3o°with  the  direction  of  the 
magnetic  meridian,  according  to  the  velocity  of  the  rotation  of  the  disc. 
But  if  this  velocity  increases,  the  needle  is  ultimately  deflected  more  t îan 
90°  ; it  is  then  carried  along,  describes  an  entire  revolution,  and  follows  the 
motion  of  the  disc  as  long  as  it  lasts. 

Babbage  and  Herschel  modified  Arago’s  experiment  by  causing  a horse- 
shoe magnet  placed  vertically  to  rotate  below  a copper  disc  suspended  on 
silk  threads  without  torsion  ; the  disc  rotated  in  the  same  direction  as  the 
magnets.  The  effect  decreases  with  the  distance  of  the  disc,  and  varies 
with  its  nature.  The  maximum  effect  is  produced  with  metals  : with  wood, 
glass,  water,  &c.,  it  disappears.  Lastly,  the  effect  is  enfeebled  if  there  are 
non-conducting  breaks  in  the  disc,  especially  in  the  direction  of  the  radii  ; 
but  it  is  increased  again  if  these  breaks  are  soldered  with  any  metal. 

Faraday  made  a number  of  experiments  on  the  phenomena  presented  by 
the  motion  of  conductors  in  a magnetic  field,  and  was  the  first  to  give  an 
adequate  explanation  of  them.  They  depend  on  the  circumstance  that  in  a 
magnetic  field  currents  are  induced  in  a solid  mass  of  metal  in  motion.  In 
Arago’s  experiment  the  magnet  induces  currents  in  the  disc  when  the  latter 
is  rotated  ; and,  conversely,  in  Babbage’s  experiment,  when  the  magnet  is 
rotated  while  the  disc  is  primarily  at  rest.  Now  these  induced  currents,  by 
their  electrodynamic  action,  tend  to  destroy  the  motion  which  gave  rise  to 
them  ; they  are  simple  illustrations  of  Lenz’s  law  ; they  act  in  the  same  way 


as  friction  would  do. 

For  instance,  let  AB  (fig.  971)  be  a needle  oscillating  over  a copper 
disc,  and  suppose  that  in  one  of  its  oscillations  it  goes  in  the  direction  of  the 
arrows  from  N to  M.  In  approaching  M it  develops  induced  currents  in  the 
copper  in  such  a direction  as,  by  their  action  on  the 
pole  A,  to  stop  the  motion  which  gave  rise  to  them.  If  A 
is  a north  pole,  the  currents  in  the  neighbourhood  of  M 
circulate  anti-clockwise,  while  near  N,  which  it  is  leaving, 
they  have  a contrary  direction.  Tracing  the  currents 
due  to  the  south  pole  B in  the  same  way,  it  will  be  seen 
that  in  the  half  of  the  copper  disc  to  the  left  the  currents 
induced  by  the  motion  of  the  needle  have  a clockwise,  and 
in  the  right  half  an  opposite  direction,  and  their  effect  on 
both  sides  of  the  needle  tends  to  stop  it.  The  damping  effect  depends  upon 
the  strength  of  the  induced  currents,  and  therefore  on  the  conductance  of 
the  plate.  If  a radial  slit  is  made  in  the  plate  the  circulation  of  the  induced 
currents  is  impaired,  and  the  effect  diminished. 

The  damping  effect  of  the  copper  bowl  of  a compass  on  the  needle  is 
explained  by  the  electrodynamic  action  between  the  needle  and  the  currents 
it  induces  in  the  copper  as  it  moves. 

If  in  Arago’s  experiment  the  disc  is  moving  from  N to  M (fig.  971),  N 
approaches  A and  repels  it,  while  M,  moving  away,  attracts  it  ; hence  the 
needle  moves  in  the  same  direction  as  the  disc. 

Faraday  suspended  a cube  of  copper  to  a twisted  thread,  which  was 
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placed  between  the  poles  of  an  electromagnet  (fig.  1017).  When  the  cube 
was  left  to  itself  it  began  to  spin  with  great  velocity,  but  stopped  the  moment 
a strong  current  was  passed  through  the  electromagnet.  In  fig.  972  MM 

are  the  coils 
r wound  on  the 

"S'  a two  limbs  of  an 
electromagnet, 
p and  N and  S are 
soft-iron  pole 
pieces.  If  Fara- 
day’s cube,  in- 
stead of  being 
solid,  is  made 
up  of  a number 
of  thin  square 
plates  of  copper 
F‘s- 9 72  separated  by 

varnished  paper 

(fig.  972,  A,  B),  and  has  two  hooks  attached,  so  that  it  can  be  suspended 
between  the  poles  of  the  electromagnet  with  the  plates  either  vertical  or 
horizontal,  it  will  be  found  that  the  magnetic  field 'has  no  action  when  the 
suspension  is  by  the  hook  a,  for  then,  as  the  cube  spins,  the  plates,  being 
horizontal,  do  not  cut  the  lines  of  force.  But  if  the  plates  are  vertical,  the 
motion  of  the  cube  is  at  once  arrested  when  the  current  is  switched  on. 

In  fig.  972  C is  a copper  ring  with  a saw-cut  at  the  bottom,  which  can  be 
filled  in  with  a copper  wedge,  D.  If  C is  spun  between  the  poles  of  the 
electromagnet,  the  magnetic  field  has  no  effect  on  it  unless  the  wedge  is 
introduced,  for  otherwise  there  can  be  no  induced  current  in  the  ring  ; the 
sides  of  the  gap  merely  become,  alternately,  positively  and  negatively 
charged. 

We  are  now  in  a position  to  explain  the  dead-beat  action  of  a suspended 
coil  galvanometer  (897).  If  the  coil  is  wound  on  an  aluminium  frame, 
we  have  a complete  metallic  circuit  in  a strong  magnetic  field,  and  any 
motion  of  the  frame  must  cause  the  development  of  induced  currents,  which 
tend  to  stop  its  motion.  It  must  be  remembered  that  the  damping  force 
depends  upon  the  strength  of  the  induced  current,  and  this  varies  inversely 
as  the  resistance  of  the  circuit  ; and  as  aluminium  is  a very  good  conductor, 
the  damping  action  is  considerable.  Sometimes  the  suspended  coil  is  wound 
on  a paper  or  pasteboard  frame  ; in  these  cases  there  will  be  no  electro- 
magnetic damping  if  the  circuit  of  the  coil  is  open,  and  the  damping  will  be 
a maximum  when  the  galvanometer  is  short-circuited. 

964.  Heat  developed  by  the  motion  of  a conductor  in  a magnetic  field. — 
We  have  seen  in  Arago’s  experiment  that  a rotating  copper  disc  acts  at  a 
distance  on  a magnetic  needle,  communicating  to  it  a rotatory  motion,  and 
that  a cube  of  copper,  rotating  with  gx-eat  velocity,  is  suddenly  stopped  by  the 
influence  of  the  field  between  the  poles  of  a strong  magnet.  It  is  clear  that, 
in  order  to  prevent  the  rotation  of  the  needle  or  of  the  copper,  a certain 
mechanical  force  must  be  applied  for  the  purpose  of  overcoming  the  resist- 
ance which  arises  from  the  inductive  action  of  the  magnet. 
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This  was  shown  in  a remarkable  experiment  made  by  Foucault  by  means 
of  the  apparatus  represented  in  fig.  973.  It  consists  of  a powei  u e ecti  o 
magnet  fixed  horizontally  on  a table,  and  provided  with  soft-iron  pole- 
pieces,  A and  B.  A copper  disc,  D,  3 inches  in  diameter  and  a quarter 
of  an  inch  thick,  partly  projects  between  the  pieces  A and  B,  and  can  be 
rotated  by  means  of  a handle  and  a series  of  toothed  wheels  with  a velocity 
of  150  to  200  turns  in  a second. 

So  long  as  the  electric  circuit  of  the  electromagnet  is  broken,  very  little 
resistance  is  experienced  in  turning  the  handle,  and  when  once  it  has  begun 
to  rotate  rapidly,  and  is  left  to  itself,  the  rotation  continues  in  virtue  of  the 
acquired  velocity.  But  when  the  current  is  made  to  pass,  the  disc  stops 
almost  instantaneously  ; and  if  the  handle  is  turned  considerable  resistance 
is  felt.  If,  in  spite  of  this,  the  rotation  is  continued,  the  energy  spent  is 
transformed  into  heat,  and  the  disc  becomes  heated  to  a remarkable  extent. 


Fig-  973 


In  an  experiment  made  by  Foucault  the  temperature  of  the  disc  rose  from 
io°  to  6i°,  the  current  being  produced  by  three  Bunsen  cells  ; with  six  the 
resistance  was  such  that  the  rotation  could  not  long  be  continued.  The 
currents  thus  produced  in  solid  conductors  and  converted  into  heat  are 
often  spoken  of  as  Foucault  or  eddy  currents. 

Such  currents  are  of  constant  occurrence  in  magneto-  and  dynamo- 
electric  machines,  and  weaken  their  efficiency,  because  some  part  Of  the 
work  expended  is  required  for  their  production  and  maintenance  ; and  also 
because,  being  converted  into  heat,  they  increase  the  internal  resistance  of 
the  machine. 

These  effects  are  got  rid  of  or  greatly  diminished  by  forming  the  arma- 
ture cores  of  insulated  iron  wires  or  thin  plates  parallel  to  the  axis  ; they 
are  thus  at  right  angles  to  the  direction  in  which  Foucault  currents  tend 
to  form.  This  does  not,  however,  prevent  the  heating  effects  due  to 
hysteresis  (907). 
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965.  Electromotive  force  in  absolute  measure. — In  fig.  974,  let  H repre- 
sent the  direction  of  the  lines  of  force  in  a uniform  magnetic  field,  and  let 
the  conductor  AB  be  moved  at  right  angles  to  the  field  and  parallel  to  itself  ; 
experiment  then  shows  that  an  E.M.F.  is  set  up  the  direction  0/  which  is 
from  B to  A. 

If  the  conductor  AB  is  free,  electrostatic  charges  are  produced  at  the 
ends,  positive  at  A and  negative  at  B,  which  tend  to  neutralise  each  other, 
and  are  maintained  by  the  E.M.F.  which  had  produced  them,  and  which 
counterbalances  this  tendency. 

Suppose  the  ends  of  the  conductor  AB  joined  by  a wire  which  is  outside 
the  field,  and  therefore  not  subject  to  induction.  This  would  be  the  case,  for 
instance,  if  AB  is  moved  at  right  angles  to  the  line  joining  the  poles  of  a 


powerful  horseshoe  magnet,  while  the  ends  are  connected  by  wires  with  a 
galvanometer  at  a distance  ; a current  is  then  produced  as  long  as  the  motion 
continues,  the  direction  of  which  is  BAA'B'. 

If  in  the  above  case  l is  the  length  of  the  conductor,  v the  velocity  with 
which  it  is  moved  across  the  lines  of  force,  and  H the  intensity  of  the  field, 
the  electromotive  force  e-  H Iv.  For  unit  field,  and  a velocity  of  1 cm.  per 
second,  the  E.M.F.  per  centimetre  of  conductor  moved  is  1 C.G.S.  unit. 

Hence  the  unit  electromotive  force  on  the  C.G.S.  system  is  defined  as 
that  produced  in  a straight  wire  1 centimetre  long  when  moving  with  a 
velocity  of  1 cm.  per  second  in  a direction  at  right  angles  to  its  own  length 
and  to  the  lines  of  force  in  a uniform  magnetic  field  of  unit  intensity. 

Suppose  for  instance,  we  have  two  parallel  horizontal  metal  rails  AB,  A B 
(fig  Q70  with  a bar  CC'  laid  across,  the  ends  AA'  being  connected  with  a 
galvanometer.  The  direction  of  the  field  represented  by  the  arrow  H is  from 
front  to  back.  If  the  bar  CC'  is  a metre  long  and  moves  at  right  angles 
to  its  own  length  and  to  the  direction  of  the  field  with  a uniform  velocity 
of  20  metres  per  second,  then,  since  the  vertical  intensity  of  the  earths 
field  is  o-444  (736),  the  induced  E.M.F.  will  be  100  x 0-444  * 2000  = b-S8  x 10 
C.G.S.  units  = 8-88  x 10  1 volts,  since  1 volt=  ioM  abs.  units,  and  if  the  total 
resistance  of  the  circuit  is  1 ohm,  the  current  C = -000888  ampere  or  SS8 
micro-amperes. 
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An  illustration  of  a method  of  producing  a steady  current  by  the  motion 
of  a conductor  in  a magnetic  field  is  afforded  by  Faraday  s disc  (fig-  9 7b). 
It  is  a disc  of  metal  rotated  about  a metallic  axis  passing  through  its  centie 
and  perpendicular  to  its  plane.  Suppose  two  brushes, 
one  B,  pressing  against  the  axis,  and  the  other  A, 
against  the  edge  of  the  disc,  are  connected  by 
a wire,  and  suppose  the  disc  be  made  to  rotate 
uniformly  in  a uniform  magnetic  field  H,  whose 
direction  is  perpendicular  to  the  disc. 

Any  radius  of  the  disc  cuts  in  each  revolution  SH 
lines  of  force,  where  S is  the  area  of  the  disc.  Hence 

C T_T 

if  T is  the  time  of  one  revolution,  is  equal  to  the 


number  of  lines  cut  per  second,  and  therefore  equal 
to  the  electromotive  force,  and  the  induced  current  is  C = where  R is 


SH 


the  total  resistance  in  the  circuit. 

We  have  already  seen  (891)  that  if  a current  is  passed  through  the  disc 
from  axis  to  circumference,  as  shown  in  fig.  887,  the  disc  rotates  in  a direc- 
tion opposite  to  that  of  the  arrow. 

966.  Induction  by  the  action  of  the  earth. — Faraday  discovered  that 
terrestrial  magnetism  can  develop  induced  currents  in  conductors  in  motion. 
He  first  proved  this  by  placing  a solenoidal  coil  (such  as  A,  fig.  966)  with 
its  length  parallel  to  the  dipping-needle  ; on  turning  this  helix  1800  about  an 
axis  perpendicular  to  its  length  in  its  middle,  he  observed  that  at  each  turn 
a galvanometer  connected  with  the  two  ends  of  the  helix  was  deflected.  The 
apparatus  depicted  in  fig.  977,  and  known  as  Delezennds  circle , serves  well 


Kig.  977 


for  showing  the  currents  produced  by  the  inductive  action  of  the  earth.  It 
consists  of  a wooden  ring,  RS,  about  afoot  in  diameter,  fixed  to  an  axis, 
oa,  about  which  it  can  be  turned  by  means  of  a handle,  M.  The  axis  oa  is 
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itself  fixed  in  a frame  PQ,  movable  about  a horizontal  axis.  By  pointers 
fixed  to  these  two  axes  the  inclination  towards  the  horizon  of  the  frame  PQ, 
and  therefore  of  the  axis  oa,  is  indicated  on  a dial,  b,  while  a second  dial,  c, 
gives  the  angular  displacement  of  the  ring.  This  ring  has  a groove  in  which 
is  coiled  a great  length  of  insulated  copper  wire.  The  two  ends  of  the  wire 
are  joined  up  with  brass  plates  on  the  insulated  axis,  whence  by  means  of 
springs  and  binding  screws  they  are  connected  with  a ballistic  galvanometer. 

If  the  plane  of  the  coil  RS,  being  originally  at  right  angles  to  the  lines  of 
the  earth’s  magnetic  field,  that  is,  to  the  direction  of  the  dip  needle,  is  then 
suddenly  turned  through  any  angle,  the  needle  of  the  galvanometer  shows 

the  passage  of  a momentary  current.  . ....  v 

At  first  the  coil  is  full  of  lines  of  force,  the  flux  being  AY,  where  Y 
denotes  the  earth’s  total  magnetic  force,  and  A the  mean  area  (in  sq.  cm.) 
of  one  turn  of  wire.  When  the  coil  has  been  rotated  through  90  , the 
magnetic  flux  has  been  diminished  to  zero  ; hence  by  Maxwell  s i ule  (960) 
as  we  look  down  upon  the  coil  in  fig.  9 77  a direct  or  right-handed  current 
has  been  developed  in  it.  As  the  rotation  is  continued  from  9°  to  180 
the  induced  current  in  the  wire  has  the  same  direction  as  before,  foi  although 
as  we  look  down  it  appears  to  be  reversed  it  must  be  remembered  that 
the  coil  itself  is  reversed  in  position,  the  part  marked  S being  now  on 
the  right  and  that  marked  R on  the  left.  Thus,  the  current  in  the  coil  is 
throughout  the  rotation  from  o°  to  180°  in  the  same  direction,  say,  positive. 
Similarly  from  1800  to  360°  the  current  is  in  the  opposite  direction  or 
negative.  In  turning  the  coil  through  1800  the  total  charge  in  the  numbei 

of*  enclosed  lines  of  foice  is  2A.\ . . 

Placing  now  the  coil  in  the  position  in  which  its  plane  is  perpendicu  ar 
to  the  dip  needle,  turn  it  rapidly  through  180°,  so  rapidly  that  the  operation 
is  completed  before  the  needle  of  the  galvanometer  has  sensibly  moved 
The  rush  of  electricity  through  the  galvanometer  acts  like  the  discharge  of 
a condenser,  and  causes  a throw  of  the  needle  proportional  to  the  quantity  of 
electricity  which  has  passed  through  it;  that  is  Q-H  where  Q is  1 
quantity  ^of  electricity,  rf  the  throw  of  the  needle,  an  A ^ ““tent  The 
throw  of  the  needle  is  therefore  proportional  to  Y,  the  total  force  of  the 

Cai  Let  Examine  this  a little  more  closely.  Suppose  that  the  coil,  con- 
sisting of  « turns  of  wire,  rotates  through  a small  angle,  6,  in  a short  time  /, 

, 1 t the  consequent  change  in  the  number  of  lines  passing  thiough  the 
Sil  1Ï u Bien T is  the  rate"  of  change,  and,  since  each  turn  of  wire  cuts 
•he  lines,  W is  by  definition  equal  to  gfijEZSZ 

^^r^^S^Sromotive  force  divided  by  the 

coil  throng.,  .80”,  we  obtain .the 
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above  Thus  O is  known  when  we  know  the  resistance,  R,  of  the  circuit, 

more  shortly  a max.  A £ as  a coulomb  is  related  to  an 

15  rdated  înEM  F ofivoÎ  applied  to  a circuit  of  unit  resistance  gives 
So  a steady ^flow  of  i ampe£  ; a maxwell  applied  to  a cirant  of  unit 

resistance  toiwntal  component  of 

“ rss  rr  - — ,fm 

t H ’ Similarly  if  the  axis  is  horizontal  and  in  the  magnetic  meridian 

is  thus  measured  by  the  throw  of 

the  ”“^'from  (w0  such  sets  of  observations  we  may  determine  the  magnetic 
dip  in  any  place,  for  tan  z = g=,  where  * is  the  inclination  or  dip  (733)-  « 

great  sensitiveness  is  required,  a ballistic  reflecting  galvanometer  must  be 

used  in  place  of  that  illustrated  in  fig.  977- 

The  arrangement  « on  the  frame  is  made  to  act  as  a commutator  (986) 
adjusting  the  opposed  currents  so  that  they  are  in  the  same  direction. 
Hence  when  the  coil  RS  is  rapidly  rotated  with  uniform  velocity  the  gal- 
vanometer indicates  a steady  unidirectional  current.  _ 

967.  Self-induction.  Extra  current.— If  a closed  circuit  traversed  by 
a current  is  broken,  a scarcely  perceptible  spark  is  obtained  if  the  wire 
joining  the  two  poles  is  short.  Further,  if  the  observer  himself  forms 
part  of  the  circuit  by  holding  a pole  in  each  hand,  no  shock  is  pei- 
ceived  unless  the  current  is  very  strong.  If,  on  the  contrary,  the  wire  is 
long,  and  especially  if  it  makes  a great  number  of  turns  so  as  to  form  a coil 
with  very  close  folds,  and  still  more  if  a soft-iron  bar  is  inserted  in  the  coil, 
the  spark,  which  is  inappreciable  when  the  circuit  is  closed,  acquires  a gieat 
intensity  when  it  is  opened,  and  an  observer  who  forms  part  of  the 
circuit  receives  a shock  which  is  the  stronger  the  greater  the  numbei  of  turns. 

Faraday,  who  discovered  these  phenomena,  showed  that  they  were  effects 
of  induction  ; not  only  does  a current  act  inductively  on  a neighbouring 
circuit,  but  each  winding  acts  inductively  on  the  next  windings  of  its  own 
circuit,  both  on  making  and  on  breaking  the  circuit,  by  a process  which  is 
called  self-induction  or  inductance.  On  making  the  circuit,  each  winding 
induces  in  the  neighbouring  ones  a current  in  the  opposite  direction  to  its 
ovvn — that  is,  an  inverse  current.  This,  which  Faraday  called  the  extra 
current  on  making  or  the  hiverse  extra  current , diminishes  the  intensity  of 
the  principal  current  ; the  effect  is  that  the  current  on  making  does  not  at 
once  attain  its  full  strength  ; starting  at  zero  its  intensity  gradually  rises, 
and  only  reaches  that  strength  after  a time  which,  though  short,  is  appre- 
ciable, more  especially  when  an  electromagnet  with  a great  number  of  coils 
forms  part  of  the  circuit. 

When  the  circuit  is  broken  each  winding  acts  inductively  on  those  near 
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it,  producing  a current  in  the  same  direction  as  its  own,  and  forming,  as  it 
were,  a prolongation  of  it,  but  of  far  higher  electromotive  force  ; since  the 
electromotive  force  depends  upon  the  rapidity  with  which  the  lines  of  force 
are  removed  fromjthe  circuit,  and  this  may  be  very  great. 

To  show  the  existence  of  this  current  on  breaking,  Faraday  arranged  the 
experiment  as  seen  in  fig.  978.  Two  wires  from  the  poles  E E'  of  a battery 
are  connected  with] the  terminals  D and  F of  an  electromagnet  B.  On  the 


path  of  the  wires  at  the  points  A and  C are  two  other  wires,  which  are  con- 
nected with  a galvanometer,  G.  Hence  the  current  from  the  pole  E 
branches  at  A into  two  currents,  one  of  which  traverses  the  galvanometer, 
the  other  the  electromagnet,  and  both  join  the  negative  pole  E'. 

The  needle  of  the  galvanometer,  being  then  deflected  from  G to  a'  by  the 
current  which  goes  from  A to  C,  is  brought  back  to  zero,  and  kept  there  by 
a stop  which  prevents  it  from  turning  in  the  direction  Ga',  but  leaves  it 
free  in  the  opposite  direction.  On  breaking  contact  at  E,  it  is  seen  that  the 
moment  the  circuit  is  open  the  needle  is  deflected  in  the  direction  Ga  ; 
showing  a current  contrary  to  that  which  passed  during  the  existence  of  the 
battery  current— that  is,  the  current  from  C to  A.  But  the  battery  circuit 
being  broken,  the  only  remaining  one  is  the  circuit  AFBDCA  ; and  since 
in  the  part  CA  the  current  goes  from  C to  A,  it  must  traverse  the  entire 
circuit  in  the  direction  AFBDC— that  is,  tire  same  as  the  principal  current. 
This  is  the  extra  current  on  opening , or  direct  extra  current , or  self-induction 
current. 

Faraday  pointed  out  the  analogy  of  the  effects  of  self-induction  to  those 
of  the  inertia  of  liquids,  as  in  the  hydraulic  ram,  for  instance.  A flow 
of  water  in  a pipe  can  neither  be  suddenly  established  noi  suddenly 
stopped,  and  if  a stopcock  in  the  pipe  is  suddenly  turned  off  a shock  is  pro- 
duced due  to  the  energy  of  the  fluid  in  motion  (152)-  But  while  the  effects 
of  the  hydraulic  ram  are  lessened  by  the  bends  in  a pipe,  the  extia  cunent 
is  far  more  marked  in  a coil  than  in  a straight  wire  of  the  same  length. 

To  observe  the  direct  extra  current  the  conductor  on  which  its  effect 
is  to  be  tried  may  be  introduced  into  the  circuit,  by  being  connected  in 
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any  suitable  manner  with  the  binding  screws  A and  C (fig-  97.8)  ' la  the 
place  of  the  galvanometer.  It  can  thus  be  shown  that  the  direct  ext, a 
current  gives  violent  shocks  and  bright  sparks,  decomposes  watci,  melts 

platinum  wires,  and  magnetises  steel  needles.  , 

Faraday’s  experiment  may  be  modified  by  substituting  a small  glow- 
lamp  for  the  galvanometer  G.  The  voltage  of  the  battery  must  be, adjusted 
to  make  the  lamp  just  glow  when  a steady  current  is  flowing.  When  the 
main  circuit  is  suddenly  broken  the  lamp  glows  brilliantly  owing  to  the  laige 
E.M.F.  developed  in  the  electromagnet  by  the  sudden  disappearance  of  t re 

lines  of  force  through  it. 

The  shock  clue  to  self-induction  may  be  tried  by  attaching  wnes  con- 
nected with  the  poles  of  a single  Grove  or  storage  cell  to  two  files,  which  are 
held  in  the  hands.  On  moving  the  point  of  one  file  over  the  teeth  of  the 
other,  a series  of  shocks  is  obtained,  due  to  the  alternate  opening  and 
closing  of  the  circuit.  In  this  experiment  the  hands  should  be  moistened 
with  water  to  diminish  the  resistance  of  the  skin. 

068.  Coefficients  of  self-  and  mutual-induction.— The  coefficient , L,  ot 
self-induction  or  inductance  of  a circuit  is  defined  as  being  numerically  equal 
to  the  number  of  lines  of  force  enclosed  by  the  circuit  when  the  latter  is 
traversed  by  unit  current.  Thus,  LC  denotes  the  number  of  enclosed  lines 
when  the  current  is  C ; L is  a constant  so  long  as  the  form  and  arrange- 
ment of  the  circuit  remain  the  same,  and  so  long  as  it  contains  no  iron. 
The  rate  of  change  of  LC  with  time  is  equal  to  the  electromotive  force  of 
self-induction.  Suppose  the  current  in  a circuit  to  be  gradually  diminish- 
ing ; then  the  number  of  enclosed  lines  is  diminishing  also,  and  an  K.M.F. 
of  self-induction  is  set  up  which  opposes  the  weakening  of  the  current,  and 
is  equal  to  the  rate  of  disappearance  of  the  lines  of  force.  On  the  other 
hand,  if  the  current  is  rising,  the  E.M.F.  of  self-induction,  which  is  equal  to 
the  rate  at  which  the  lines  of  force  increase,  opposes  the  rise.  If  the 
change  in  the  current  is  i ampere  per  second,  and  the  induced  E.M.F.  is 
i volt,  then  L,  the  coefficient  of  self-induction,  is  unity  and  is  called  a henry. 

Suppose  there  are  two  neighbouring  circuits,  such  as  the  two  coils  shown 
in  fig.  966  ; each  of  them  when  traversed  by  a current  will  be  penetrated  by 
' a magnetic  flux,  some  of  the  lines  of  which  will  traverse  the  other  circuit. 
When  the  currents  in  the  two  circuits  are  equal,  the  number  of  lines  of  force 
due  to  either  which  pass  through  the  other  is  the  same.  This  number  of 
lines,  when  each  current  is  1 ampere,  is  called  the  coefficient  of  mutual 
induction , or  the  mutual  inductance  of  the  two  circuits,  and  is  denoted  by  M. 
M,  like  L,  the  coefficient  of  self-induction,  is  expressed  in  henrys.  The 
mutual  inductance  of  the  circuits  is  1 henry  if  an  E.M.F.  of  1 volt  in 
one  of  them  results  from  a variation  of  the  strength  of  the  current  in  the 
other  at  the  rate  of  1 ampere  per  second. 

In  the  case  of  a coil  of  wire  of  many  turns  the  coefficient  of  self-induc- 
tion varies  as  the  square  of  the  number  of  turns. 

A striking  experiment  on  self-induction  is  to  introduce  a coil  of  wire  into 
the  circuit  of  an  alternate  current  dynamo  machine  (985)  feeding  incandes- 
cent lamps,  and,  when  the  current  is  flowing,  to  insert  suddenly  a thick  iron 
bar  into  the  coil.  The  self-induction  is  at  once  greater,  and  more  lines  of 
force  pass  through  the  coil.  The  current  has  to  supply  the  energy  necessary 
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for  this  increase,  and  for  a time  falls  in  strength  ; this  is  seen  by  the 
diminished  light  in  the  lamps. 

969.  Growth  of  a current  and  energy  of  the  circuit. — When  a circuit  is 
completed  the  current  does  not  instantaneously  attain  its  full  and  final  value, 
since  the  E.M.F.  of  the  battery  is  opposed  by  that  due  to  the  self-induction 


of  the  circuit.  If  C is  the  final  value  of  the  current,  the  actual 


current  at  any  time,  t , after  the  circuit  is  completed,  will  depend  upon  the 
time  and  also  upon  the  self-induction.  Mathematical  analysis  shows  that 


it  is  equal  to  C , where  e is  the  base  of  Napierian  logarithms, 


or  271828  ; so  that  C = e l is  the  amount  by  which  the  current  falls 

short  of  its  full  value  at  any  time,  t.  This  last  expression  is  equal  to  zero 
only  when  t is  infinite,  but  it  diminishes  as  a rule  with  great  rapidity,  and 
becomes  sensibly  equal  to  zero  for  a comparatively  small  value  of  t.  When 


L/R  is  called  the  time-constant  of  the  circuit  ; it  is  the  time  which  must 
elapse  from  the  moment  of  completing  the  circuit  before  the  current  attains 
to  a value  -634  (or  nearly  two-thirds)  of  its  full  strength.  The  time-constant 
is  small  if  the  inductance  of  the  circuit  is  small  in  comparison  with  its 
resistance.  On  the  other  hand,  in  a circuit  like  that  of  a transformer,  when 
the  inductance  is  high  and  the  resistance  relatively  small,  the  time-constant 
may  be  5 or  10  seconds,  or  more. 

Since  L/R  = a time,  and  R is  of  the  nature  of  a velocity,  L = R/  is  a 
length.  If  R = the  C.G.S.  unit  of  resistance,  viz.  a velocity  of  1 centi- 
metre per  second,  and  t = 1 second,  L is  equal  to  1 centimetre,  and  this  is 
the  C.G.S.  unit  of  self-induction.  But  if  R = 1 ohm  = io°  cm./sec.,  L = io9 
centimetres.  Professors  Ayrton  and  Perry  proposed  to  call  this  unit  a 
secohm , since  it  may  be  regarded  as  the  product  of  a second  and  an  ohm. 
Since  ion  cm.  is  the  length  of  a quadrant  of  a great  circle  of  the  earth, 
Sir  Oliver  Lodge  proposed  to  call  the  practical  unit  of  self-induction  a 
quadrant  (or  briefly,  a quad).  Neither  of  these  suggestions  has  been 
adopted  ; by  international  agreement  the  practical  unit  of  self-induction  is 
called  a henry , after  Professor  Henry,  of  Princetown,  New  Jersey. 

Ohm’s  law  is  not  applicable  during  the  variable  state  which  exists 
immediately  after  the  completion  of  the  circuit,  for,  until  the  current  has 
attained  its  full  value,  only  a part  of  the  energy  derived  from  the  battery 
appears  in  the  form  of  heat  in  the  circuit.  The  remainder  has  been  spent 
in  establishing  the  magnetic  field  surrounding  and  penetrating  the  ciicuit, 
and  remains  in  the  form  of  potential  energy  in  the  field.  It  may  be  pioved 
that  this  energy  is  equal  to  JLC2.  Hence,  if  E is  the  E.M.F.  of  the  batter) 
and  Q the  quantity  of  electricity  which  has  passed  through  the  ciicuit 
during  any  time  /,  EQ  = C2R/  + |LC2,  C2R/  being  that  part  of  the  energy 
which  is  exhibited  in  the  form  of  heat  in  accordance  with  Joules  law,  and 
which  increases  with  the  time.  The  remainder,  ^LC',  depends  only  on  the 
self-induction  and  the  value  of  the  current,  and  is  independent  of  time  when 
C has  become  constant  ; in  other  words,  energy  is  not  required  to  maintain 


R 


t.  - _,  the  value  of  the  current  is  C (1  — e ’),  or  -634  x C.  The  quantity 
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the  magnetic  field  when  it  has  once  been  established.  When  the  circuit : is 
broken  the  energy  expressed  by  èLC*  is  given  back  to  ,t  and  causes  the 

direct  extra  current  and  the  brightness  of  the  spark  on  breaking. 

970.  Resistance  in  absolute  measure.- The  first  determination  of  the 
resistance  of  a conductor  in  absolute  measure  was  made  by  a committee 
of  the  British  Association  in  1863.  Before  that  time  resistances  were 
expressed  in  arbitrary  units,  such,  for  example,  as  the  resistance  of  100  yards 
of  copper  wire,  or  of  1 metre  of  platinum  wire,  of  specified  diameter.  As 
there  was  no  common  standard,  it  was  difficult  to  compare  results  obtainec 
by  different  observers  at  different  times  or  in  different  countries.  Hence  the 
desirability  of  finding  a standard  which  should  be  the  same  at  all  times  and 
places,  and  should  be  independent  of  the  properties  of  any  particular  materia  . 
Now,  for  a steady  current,  we  have  by  Ohm’s  law  C = E/R,  and  to  deteimme 
R in  absolute  measure  we  must  have  C and  E m absolute  measure.  A 
current  may  be  measured  in  absolute  measure  by  a tangent  galvanometer 
(837)  when  the  strength  of  a magnetic  field  is  known  ; and  an  electromotive 
force  maybe  determined  by  a method  similar  to  that  of  article  965,  but 
here,  also,  it  is  necessary  to  know  the  value  of  the  magnetic  field  in  which 
the  conductor  moves.  In  the  British  Association  experiment  C and  E were 
measured,  and  the  arrangement  was  such  that  the  unknown  magnetic  fields 
were  one  and  the  same,  and  cancelled  each  other.  The  experiment  consists 
in  rotating  a circular  closed  coil  of  wire,  of  resistance  R,  to  be  determined, 
about  a vertical  diameter.  The  current  induced  in  the  coil,  due  to  cutting 
the  horizontal  lines  of  the  earth’s  magnetic  field,  is  an  alternating  one,  its 


strength  varying  as  the  ordinate  of  a sine  curve  (59X  but  f°  a1^  observei  con- 
templating the  rotating  coil  from  the  east  or  west  side  of  it,  the  current, 
though  varying  in  amount,  will  always  be  in  the  same  direction.  For 
instance,  if  the  coil  as  seen  from  above  is  spinning  right-handedly,  the 
induced  current  ascends  in  that  part  of  the  coil  which  is  towards  the  north. 
A compass  needle  suspended  at  the  centre  of  the  coil  will  be  deflected 

Hr 

exactly  as  in  the  case  of  a tangent  galvanometer.  Hence  C=-^-  tan  0, 

where  H is  the  horizontal  force,  r the  mean  radius  of  the  coil,  n the  number 
of  turns,  6 the  deflection  of  the  needle,  and  C the  mean  current  in  absolute 
measure.  The  mean  current  is  equal  to  the  mean  electromotive  force 
divided  by  the  resistance.  Now,  as  the  coil  turns  from  o°  to  go°,  the 
enclosed  lines  of  force  change  by  n AH,  where  A is  the  area  of  one  turn  ; 
in  one  revolution  the  change  is  4?zAH,  and  if  T is  the  periodic  time  of 
revolution,  the  mean  induced  E.M.F.  is  47ZAH/T,  and  the  current  is 
4;zAH/TR. 

Neglecting  the  effects  of  self-induction,  and  equating  the  two  expressions 
for  the  current,  we  have  : 


Hr 

2Jln 


tan 


n _ 4«AH 
“ TR 


8;z-A 
rT  tan  6' 


In  this  expression  ri1  and  tan  6 are  mere  numbers,  A/r  is  a length,  and 
hence  R is  equal  to  a constant  multiplied  by  a velocity.  The  resistance 
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of  the  coil  is,  therefore,  expressed  in  terms  of  a velocity,  and  the  unit 
resistance  must  be  a resistance  of  i centimetre  per  second.  The  practical 

unit  is  io"  cm. /sec.  (850). 

971.  The  telephone. — To  the  number  of 
instruments  depending  on  induction  may  be 
added  the  telephone , an  instrument  devised 
for  the  transmission  of  articulate  speech, 
which  is  equally  remarkable  for  the  sur- 
prising character  of  the  results  which  it  pro- 
duces, and  for  the  simplicity  of  the  means 
by  which  they  are  produced.  Fig.  979 
represents  a perspective,  and  fig.  980  a 
section  of  Graham  Bell’s  telephone. 

It  consists  essentially  of  a steel  magnet, 
of  about  4 inches  in  length  by  half  an  inch 
in  diameter,  enclosed  in  a wooden  case. 
Round  one  end  of  this  magnet  is  fitted  a 
thin  flat  bobbin,  BB,  of  fine  insulated 
copper  wire.  For  a magnet  of  this  size  a 
length  of  250  metres  of  No.  38  wire,  offering 
a resistance  of  350  ohms,  is  well  suited. 

The  ends  of  this  coil  pass  through 
longitudinal  holes,  L L,  in  the  case,  and  are 
connected  with  the  binding  screws  C C.  In 
front  of  the  magnet,  and  at  a distance  which 
can  be  regulated  by  a screw,  but  which  is 
something  less  than  a millimetre,  is  the 
essential  feature  of  the  instrument,  a dia- 
phragm, D,  of  soft  iron,  called  the  tympanum , not  much  thicker  than  a sheet 
of  stout’letter-paper.  This  diaphragm  is  screwed  down  by  the  mouth-piece  E, 
which  is  similar  to,  though  somewhat  larger  than,  that  of  a stethoscope. 

Two  such  in- 
struments are  con- 
nected by  wires. 
Each  can  be  used 
either  as  sender  or 
receiver,  though  in 
actual  practice  it 
is  more  convenient 
for  each  [operator 
to  have  two  tele- 
phones, one  of 
which  is  held  to 
the  ear,  while  the 

other  is  used  for  speaking  into  ; the  latter  being  larger  and  more  powerful 

than  the  receiver.  . . . 

The  action  of  the  instrument  depends  on  the  production  and  variation 
of  electric  currents,  in  the  circuit  consisting  of  the  two  instruments  and 
the  connecting  wires,  by  variation  of  electromotive  force,  the  resistance  in 


Fig.  979 


Fig.  980 
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the  circuit  being  constant.  Suppose  the  end  of  the  magnet  M,  near  the 
tympanum  D,  to  be  a north  pole  ; D,  being  in  the  field  of  M,  is  magnetised, 
having  south  polarity  at  the  centre  and  north  polarity  round  the  circumfeience. 
So  long  as  D is  at  rest,  the  magnetic  flux  through  the  coil  B is  constant  ; if 
iTrnoves  towards  the  magnet  the  flux  increases,  giving  rise  to  an  induced 
E.M.F.  in  the  coil,  which  drives  a current  (say,  negative)  round  the  circuit  ; 
similarly,  when  D returns,  a positive  current  passes,  due  to  the  diminution 
in  the  number  of  lines  of  force  enclosed  by  B,  and  when  D oscillates  in  a 
periodic  manner,  a regular  succession  of  positive  and  negative  currents 
passes  into  the  line  and  to  the  receiving  instrument  at  the  other  end.  Here 
the  field  is  alternately  strengthened  and  weakened,  causing  the  tympanum 
to  vibrate  in  exact  correspondence  with  that  at  the  sending  station.  Suppose 
the  simple  note  C,  of  256  vibrations,  to  be  sounded  in  front  of  the  instru- 
ment ; the  air  particles  oscillate,  sound  waves  reach  the  tympanum,  which  is 
set  in  vibration  owing  to  the  successive  increase  and  diminution  of  pressure 
on  its  front  surface,  and  256  current  waves  traverse  the  circuit.  It  might  be 
supposed  that  a tympanum  capable  of  vibrating  256  times  a second  would 
be  unable  to  respond  to  a note  of  higher  or  lower  pitch,  but  it  is  one  of 
the  most  remarkable  properties  of  this  very  simple  instrument  that  the 
tympanum  can  vibrate  rapidly  or  slowly  equally  well. 

The  variety  of  modes  of  vibration  exhibited  by  a Chladni  plate  (284), 
depending  on  the  places  at  which  it  is  bowed  and  damped,  helps  us  to 
understand  this  ; but  the  complexity  of  the  motion  of  a telephone  plate 
must  be  vastly  greater  than  anything  exhibited  by  a Chladni  plate.  For  it 
must  be  remembered  that  the  tones  of  the  human  voice  are  not  simple,  but 
each  is  compounded  of  a fundamental  and  a number  of  superposed  har- 
monics, and  as  all  the  characteristics  of  the  voice  are  faithfully  reproduced 
at  the  distant  instrument,  it  follows  that  each  tympanum  takes  up  all  the 
component  vibrations  of  a complex  tone. 

Though  the  reproduction  of  the  sound  in  the  receiving  instrument  is 
perfect  as  far  as  articulation  is  concerned,  it  is  considerably  enfeebled,  as 
might  be  expected.  The  sound  has  something  of  a metallic  character, 
appearing  as  if  heard  through  a long  length  of  tubing,  while  it  faithfully 
reproduces  the  characteristics  of  the  person  speaking.  It  does  not  result 
from  a series  of  sharp  and  distinct  makes  and  breaks,  as  the  circuit  is  never 
broken,  but  there  is  a continuous  rise  and  fall  of  current,  corresponding, 
in  every  gradation  and  inflection,  to  the  motion  of  the  air  agitated  by  the 
speaker. 

The  exact  reproduction  by  one  of  the  instruments  of  the  note  sounded 
into  the  other  is  illustrated  by  the  following  experiment  : — Support  two  tele- 
phones horizontally,  any  distance  apart  ; connect  them  in  circuit  and  remove 
from  each  its  mouth-piece  and  tympanum,  replacing  them  by  steel  tuning- 
forks  of  exactly  the  same  frequency  mounted  on  resonance  boxes  (251). 
If  the  tuning-forks  are  adjusted  so  that  one  prong  of  each  is  within  about 
a millimetre  of  the  end  of  the  corresponding  magnet,  M (fig.  980),  and  one  of 
them,  A,  is  sounded  by  a violoncello  bow,  the  second,  B,  will  at  once  begin 
to  vibrate.  If,  however,  A is  loaded  with  a little  wax,  and  its  frequency 
thereby  slightly  lowered,  B will  no  longer  respond.  The  vibration  of  B 
can  be  seen , by  placing  in  contact  with  ils  prong  a small  pellet  of  shellac, 
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suspended  by  a fine  thread.  As  B is  set  in  vibration  the  pellet  is  jerked 
off,  and  as  it  returns  receives  another  impulse,  and  so  on.  If  the  forks  are 
not  exactly  in  unison  the  pellet  remains  quiescent. 

Various  attempts  have  been  made  to  improve  the  loudness  of  the  sounds 
produced  in  the  telephone,  by  varying  the  form  of  the  various  parts,  and 
using  more  powerful  magnets  of  horseshoe  and  circular  forms  ; Aden's 
telephone,  which  is  largely  used  in  France,  is  constructed  with  a circular 
horseshoe  magnet. 

The  amplitude  of  the  vibration  of  the  disc  is  extremely  small  ; 
according  to  Bosscha  it  must  be  about  the  5V  of  the  wave-length  of  yellow 
light  (651). 

This  extreme  delicacy  of  the  telephone  is  its  drawback  to  speaking 
through  ordinary  telegraph  circuits.  The  currents  in  adjacent  wires,  the 
vibration  of  the  posts  and  of  the  insulators,  or  the  passage  of  a cait  over 
the  streets,  acts  by  induction  on  the  telephone  circuit,  and  overpowers  its 
indications.  When  a telephone  circuit  was  placed  at  a distance  of  20  meties 
from  a well-insulated  line,  through  which  signals  were  sent  by  means  of 
a battery  of  a few  cells,  sounds  were  distinctly  heard  in  the  telephone. 
Speaking  under  such  circumstances  is  like  speaking  in  a storm.  The 
powerful  currents  used  for  systems  of  electric  lighting  produce  such  a roar 
in  an  adjacent  telephone  circuit  that  it  is  impossible  to  speak  through  the 
telephone.  The  only  effective  way  of  diminishing  the  inductive  action  of 
adjacent  systems  is  to  have  two  insulated  wires  close  to  each  othei,  forming 
a loop  circuit.  They  are  thus  at  the  same  distance  from  the  inducing  cir- 
cuit, and,  as  one  of  the  wires  is  used  for  going  and  the  other  for  returning, 
the  similar  influences  must  be  in  opposite  directions,  and  therefore  neu- 
tralise  each,  othei* 

Iron  wires  present  a special  difficulty  in  telephoning  thiough  long  dis- 
tances. Telephone  currents  are  alternating  ones,  and  the  self-induction  of 
the  circuit  modifies  both  their  strength  and  their  character.  This  self- 
induction  is  more  pronounced  the  longer  the  circuit,  and  with  iron  it  is 
300  times  as  strong  as  with  copper.  Hence  for  long  distances  a loop 
circuit  of  copper  or  bronze  wire  is  used,  and  with  such  circuits  it  is 
possible  to  telephone  through  very  long  distances.  In  America,  New  York 
and  Chicago,  930  miles  apart,  are  in  telephonic  communication  ; the 
greatest  distance  in  Europe  is  from  London  to  Marseilles,  viâ  Paris. 

Telephones  have  been  constructed  in  which  the  thin  iron  plate  is  re- 
placed by  a thicker  one,  or  by  an  unmagnetic  one  ; or  if  the  telephone  is 
held  close  to  the  ear,  the  plate  can  be  dispensed  with  altogether.  In  the 
latter  two  cases  the  sounds  are  perceived  only  when  the  spiral  suriounding 

the  magnet  can  vibrate  with  it.  . . 

A telephone  may  be  constructed  with  a rod  of  soft  iron  instead  of  a 
magnet  ; when  the  rod  is  held  in  the  line  of  dip,  and  the  mouth-piece  is  sung 

into,  the  sounds  are  reproduced.  , . 

From  its  extreme  sensitiveness,  being  perhaps  the  most  delicate  galvano- 
scope  we  possess,  the  telephone  has  become  of  great  service  m scientific 
research.  It  may  be  used  instead  of  a galvanometer  in  a Wheatstone  s bi  idge, 
in" which  case  the  cell  is  replaced  by  an  intermittent  source  or  by  the  secon- 
dary of  a very  small  induction  coil.  The  resistances  in  the  aims  o e 
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bridge  are  modified  until  the  sound  heard  in  the  telephone  disappears  or  is 
reduced  to  a minimum.  The  method  is  useful  for  the  measurement  of  liquid 
resistances,  as,  with  an  alternating  source,  there  is  piactically  no  po  ansation 

(942).  . . c 

Dolbear  has  constructed  a telephone  in  which  the  electrostatic  action  of 
currents  is  used.  It  consists  of  two  circular  flat  discs  of  metal  rigidly  fixed 
to  each  other  in  an  insulated  case  of  ebonite.  One  of  the  discs  is  m metallic 
connection  with  the  line  wire,  in  which  are  a battery  and  an  induction  coi  , 
in  this  way,  while  one  disc  is  electrified  positively,  the  other  is  negatively 
electrified  by  induction,  and  if  the  current  is  varied  by  speaking  through  a 
transmitter  in  the  circuit  their  varying  effects  are  faithfully  repioduced,  and 
reappear  as  sound  vibrations  on  the  receiver.  .... 

972.  The  microphone. — When  the  wires  of  an  electric  circuit,  m which 
is  interposed  a telephone,  are  broken,  and  rest  loosely  on  each  other,  sounds 
produced  near  the  point  of  contact  are  reproduced  and  magnified  in  the 
telephone.  The  microphone , invented  by  Professor  Hughes,  depends  on  this 
fact  ; its  arrangement  may  be  greatly  varied  ; one  of  the  simplest  and  most 
convenient  forms  is  that  represented  in  fig.  98  A piece  of  thin  wood  is 
fitted  vertically  on  a base  of  the 
same  material  ; two  small  rods  of 
gas  carbon,  C C,  about  J of  an  inch 
thick,  are  fixed  horizontally  in  the 
upright  ; by  means  of  binding 
screws,  they  are  in  metallic  con- 
nection with  the  wires  of  a circuit 
in  which  are  a small  battery  and  a 
telephone  ; and  in  each  of  them  is 
a cavity.  A third  piece,  D,  of  the 
same  material,  and  about  one  inch 
long,  is  pointed  at  each  end,  one  of 
which  rests  in  the  lower  cavity, 
while  the  other  pivots  loosely  in  the 
upper  one.  When  a watch  is  placed 
on  the  base  B,  its  ticking  is  heard 
in  the  telephone  with  surprising 
loudness  ; the  walking  of  a fly  on  the  base  suggests  the  stamping  of  a 
horse  ; the  scratching  of  a quill,  the  rustling  of  silk,  the  beating  of  the 
pulse,  are  perceived  in  the  telephone  at  a distance  of  a hundred  miles  from 
the  source  of  sound  ; while  a drop  of  water  falling  on  the  base  has  a loud 
crashing  sound.  To  obtain  the  best  results  with  a particular  instrument, 
the  position  of  the  carbon  must  be  carefully  adjusted  by  trial  ; and  indeed 
the  form  of  the  instrument  itself  must  be  variously  modified  for  the  special 
object  in  view  ; in  some  cases  great  sensitiveness  is  required,  in  others  great 
range.  In  order  to  eliminate  as  far  as  possible  the  effect  of  accidental 
vibrations  due  to  the  supports,  the  base  should  rest  on  pieces  of  vulcanised 
tubing,  or  on  wadding. 

When  a small  disturbance  is  madè  either  in  the  air  close  to  the  micro- 
phone or  on  its  support,  the  contact  between  D and  the  upper  and  lower 
socket  is  varied,  and  consequently  the  electric  resistance  of  the  contacts,  and 
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possibly  of  the  carbon  D itself,  in  consequence  of  the  slight  increase  or 
diminution  of  pressure  upon  it,  alters,  and  the  resulting  variations  in  current 
cause  sounds  to  be  heard  in  the  telephone. 

The  form  of  the  original  microphone  has  been  variously  modified.  It  is 
desirable  to  increase  the  number  of  contacts,  so  as  to  avoid  scratching 
noises.  The  Ader  microphone  consists  of  ten  carbon  rods  laid  in  two 
sets  of  five  each  on  three  cross-pieces,  also  of  carbon,  fixed  to  the  same 
piece  of  wood.  Good  results  are  also  obtained  by  using  small  fragments 
or  filaments  of  carbon. 

In  modern  telephone  circuits  the  microphone  in  some  form  is  generally 
employed  as  a sending  instrument,  the  ordinary  Bell  telephone  as  a receiver. 
The  usual  method  is  to  arrange  a small  induction  coil,  about  the  size  of  an 
ordinary  cotton  reel,  with  a primary  of  thick,  and  a longer  secondary  of  thin, 
wire.  The  primary  circuit  includes  battery  and  microphone  transmitter. 
One  end  of  the  secondary  is  put  to  earth  and  the  other  to  a Bell  telephone 
receiver  and  thence  to  the  telephone  line.  A person  holding  the  telephone 
to  his  ear  will  receive  any  message  coming  from  the  distant  station,  the  cur- 
rents passing  through  the  telephone  and  to  earth.  The  message  to  be 
transmitted  is  spoken  to  a thin  wooden  sounding-board  on  the  back  of  which 
a number  of  microphone  contacts,  like  that  of  fig.  98  b arranged  in  parallel. 

The  changes  of  resistance  of  the  carbons  give  rise  to  variations  of  current 
in  the  primary  circuit  of  the  induction  coil,  and  every  such  change  causes 
a corresponding  induced  current  in  the  secondary  which  travels  to  the  other 
station.  Another  form  of  transmitter  consists  of  granulated  carbon  par- 
tially filling  the  space  between  two  parallel  carbon  discs  connected  in  the 
primary  circuit.  The  impact  of  sound  waves  on  one  of  the  carbon  discs 
(placed  immediately  behind  the  mouth-piece  of  a transmittei)  alters  the 
contact  of  the  granules,  and  so  produces  the  necessary  changes  of  current. 

973,  The  telegraphone. — This  is  an  apparatus  invented  by  Poulsen  for 
recording  magnetically  on  a steel  wire  a speech  spoken  into  a telephone, 
the  speech  being  recoverable  from  the  wire  after  any  interval  of  time.  It  is 
a magnetic  phonograph  (293).  The  principle  of  the  apparatus  is  as  follows  .— 
A tiny  horseshoe  electromagnet,  connected  in  circuit  with  a telephone,  is 
made  to  travel  with  uniform  velocity  over  a stretched  steel  wire,  the  wire 
lying  between  the  two  poles  of  the  electromagnet.  During  the  motion  any 
words  spoken  into  the  telephone  are  recorded  as  a series  of  magnetic  fields 
on  the  wire.  To  reproduce  the  record  the  magnet  is  connected  to  a tele- 
phone receiver  and  is  again  made  to  travel  along  the  wire  ; as  the  now- 
magnetised  wire  passes  between  its  poles  it  sets  up  currents  wdiich  îepioduce 
the  recorded  speech  in  the  receiver.  The  record  can  be  left  on  the  wire  and 
used  over  and  over  again.  If  it  is  desired  to  wipe  out  the  record  a steady 
current  is  passed  through  the  magnet  coils  as  it  travels  from  end  to  end  of 
the  recording  wire;  this  destroys  the  existing  record  and  leaves  the  wue 
ready  to  receive  a fresh  one.  In  the  actual  instrument  the  steel  wire  is 
wound  spirally  on  a drum  which  can  be  rotated  by  a motor. 

974.  Hughes's  induction  balance.-The  principle  of  this  apparatus  may 
be  thus  stated  -.—Suppose  we  have  two  exactly  equal  primary  induction  coils, 
A and  A',  and  near  them  two  secondary  coils,  B and  B',  also  exactly  equal, 
and  connected  up  with  a galvanometer,  so  that  the  coils  act  upon  it  in 
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opposite  directions.  If  now  the  current  of  a battery  is  sent  through  the 
primary  coils,  joined  in  series,  the  inductive  effects  on  each  of  the  secondary 
coils  will  be  the  same,  and,  as  their  action  on  the  galvanometer  is  opposed, 
no  deflection  of  the  needle  will  be  produced.  If,  however,  a piece  of  iron 
is  introduced  into  the  core  of  one  of  the  secondary  coils,  the  equality  in 


the  induction  effects  will 
meter  at  once  deflected. 

This  principle  was 
first  applied  by  Babbage, 
Herschel,  and  in  a special 
apparatus  by  Dove  ; but 
the  microphone  and  the 
telephone  have  led  the 
inventor  of  the  former  to 
the  invention  of  an  ap- 
paratus which  has  opened 
out  new  possibilities,  and 
has  placed  in  the  hands 
of  the  physicist  an  elegant 
and  powerful  engine  of 
research,  which  in  certain 
departments  of  investiga- 
tion promises  to  be  of 
great  service. 

The  form  of  instru- 
ment as  devised  by 
Professor  Hughes  is 
represented  in  fig.  982, 
where  the  essential  parts 
are  drawn  to  scale,  though 
the  relative  distances  of 
the  parts  are  not  so  ; 
a and  a'  are  the  two 
primary  coils,  each  of 


be  destroyed,  and  the  needle  of  the  galvano- 


d 


Fig.  982 


which  consists  of  100  metres  of  fine  copper  wire  wound  on  a flat  boxwood 


spool  ; b and  b'  are  two  secondary  coils,  all  four  coils  being,  in  intention  at 
least,  exactly  alike.  The  two  primary  coils  are  joined  in  series  with  a bat- 
tery of  3 or  4 volts,  in  which  circuit  a microphone,  m,  is  also  inserted  ; the 
ticking  of  a small  clock  on  the  table  acts  as  make  and  break. 

The  secondary  coils  are  joined  up  with  a telephone  in  such  a manner 
that  their  action  upon  it  is  opposed. 

Now,  whatever  care  may  be  taken  in  winding  the  wire  on  the  coils,  it  is  not 
possible  to  get  at  the  outset  an  exact  balance.  Hence,  while  the  distance 
between  a and  b is  fixed,  that  between  a'  and  b'  is  not  so,  but  can  be 
slightly  modified  by  means  of  a micrometer  screw,  and  thus,  connection 
with  the  battery  circuit  having  been  made,  a balance  is  obtained  by  slightly 
varying  the  adjustment,  and  the  accomplishment  of  this  is  known  by  there 
being  silence  in  the  telephone.  But  if  now  any  metal  whatever  is  intro- 
duced into  one  of  the  secondary  coils,  a sound  is  at  once  heard. 
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This  arrangement  is  so  far  a simple  differential  one,  and  furnishes  as  yet 
no  means  of  measuring  the  forces  brought  into  play,  and  for  this  purpose 
Hughes  uses  what  is  called  a sonometer  or  audiometer.  This  consists  o 
three  similar  coils,  c,  d,  and  e , placed  vertically  on  a horizontal  graduated 
rule  along  which  d can  be  moved.  By  means  of  a switch , S,  the  primai  y 
coils  c and  e can  be  put  in  communication  with  the  battery  and  microphone 
circuit  quite  independently  of  the  balance,  and  it  is  so  arranged  that  the 
ends  of  the  coils  c and  e facing  each  other  are  of  the  same  polarity  ; the 
third  coil,  d,  the  secondary  one,  is  connected  with  the  telephone  circuit. 

If  these  primary  coils  c and  e were  quite  equal,  then,  when  connected  up 
with  the  battery  circuit,  no  sound  would  be  heard  in  the  telephone,  when  t ie 
secondary  d is  exactly  midway  between  them.  But  as  the  coil  is  move 
from  this  position  either  towards  c or  . a sound  is  heard,  due  to  the  prepon- 
derance of  one  or  the  other.  In  practice  the  coils  are  so  arranged  that  a 
balance  is  obtained  when  the  secondary  circuit  is  near  one  of  the  coils,  c 
for  instance  ; this  represents  a zero  of  sound,  and  as  the  cod  d is  moved 
nearer  to  e a sound  of  gradually  increasing  intensity  is  heard  , distances 
measured  off  along  this  line  represent  values  of  sound  on  an  arbitrary  scale. 

Suppose  now  that  a balance  has  been  obtained  m the  mduction j^alanc  ^ 
and  that  the  coil  d in  the  sonometer  is  at  zero  ; no  sound  is  then  hear 
ta  the  telephone  when  the  current  is  switched  either  m one  or  the  other 
circuit  But  if  the  balance  is  disturbed  by  placing  a piece  of  metal  in  the 
core  of  *,  a definite  continuous  sound  is  heard, 

into  the  sonometer,  and  the  secondary  cod  d is  moved  until  the  ear  pet  ceive 
the  same  sound  in  both  circuits.  The  distance  along  which  the  co.l  d 
been  moved  is  thus  an  arbitrary  measure  of  the  effect  produced 

canM  Mi  r7“3Ss£ 

"ffor  r plate,  and  the  strip  is  nroved  a,o„g 

the  top  of  b'  until  a balance  is  obtained.  , me  of  copper  or  a 

The  instrument  is  of  surprising  delicacy  , | been  balanced  can 

fine  iron  wire  introduced  into  one  o ie  coi  ment  if  two  shillings 

be  loudly  heard,  and  appreciated  y ne  breathing  on  it  at 

furnishes  a kind  of  test  object  for  this  purpose. 
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CHAPTER  XI 

PASSAGE  OF  ELECTRICITY  THROUGH  GASES 

975.  Inductorium.  Ruhmkorff’s  coil. — Induced  currents  of  high  potential, 
and  capable  of  producing  many  striking  effects,  are  furnished  by  apparatus 
known  as  inductoriums , or  induction  coils.  These  present  considerable 
variety  in  their  construction,  but  all  consist  essentially  of  a hollow  cylinder 
in  which  is  a bar  of  soft  iron,  or  bundle  of  iron  wires,  with  two  helices 
coiled  round  it,  one  connected  with  the  poles  of  a battery,  the  circuit  of  which 
is  alternately  opened  and  closed  by  a self-acting  arrangement,  and  the  other 
serving  for  the  development  of  the  induced  current.  By  means  of  these 
apparatus,  and  with  an  applied  E.M.F.  of  8 or  10  volts,  physical,  chemical, 


Fig.  983 


and  physiological  effects  are  produced  equal  to  and  even  transcending  those 
obtainable  with  electric  machines  and  the  most  powerful  Leyden  batteries. 

Fig.  983  is  a representation  of  a powerful  induction  coil  constructed  by 
Ruhmkorff,  the  coil  of  which  is  about  35  cm.  in  length.  The  primary  wire 
is  of  copper,  and  is  about  2 mm.  in  diameter,  and  40  or  50  metres  in  length. 
It  is  coiled  directly  on  a cylinder  of  cardboard,  which  forms  the  nucleus  of 
the  apparatus,  and  is  enclosed  in  an  insulating  cylinder  of  ebonite.  On  this 
is  coiled  the  secondary  wire,  which  is  also  of  copper,  and  is  about  } mm  in 
diameter.  A matter  of  great  importance  is  the  insulation  of  the  secondary 
wire.  The  wires  are  not  merely  insulated  by  being  in  the  first  case  covered 
with  silk,  but  each  individual  layer  is  separated  from  the  rest  by  melted 
shellac.  In  the  more  recent  induction  coils,  the  secondary  wire  is  wound  in 
sections  separated  from  each  other  by  annular  sheets  of  ebonite.  The  length 
of  the  secondary  wire  varies  greatly  ; in  the  largest  size  hitherto  made,  that 
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of  the  late  Mr.  Spottiswoocle,  it  is  as  much  as  280  miles,  while  the  primary  was 
1164  yards.  With  these  great  lengths  the  wire  is  thinner,  about  £ mm.  The 
thinner  and  longer  the  wire  the  higher  the  potential  of  the  induced  electricity. 

In  an  average  modern  induction  coil  giving  a 10-inch  spark,  such  as  is  used 
in  wireless  telegraphy,  the  primary  wire  consists  of  100  yards  of  No.  12  gauge 

copper  wire  (diameter  = 2-64  mm.), 
its  resistance  being  about  a third  of 
an  ohm.  The  secondary  is  about 
10  miles  long  and  has  a resistance 
between  6000  and  7000  ohms.  The 
coefficient  of  self-induction  of  the 
secondary  is  about  450  henrys  (967), 
that  of  the  primary  being  about 
■02  henry. 

The  following  is  the  working  of 
the  apparatus  ' The  current  arriving 

by  the  wire  P at  a binding  screw,  a, 
passes  thence  to  the  commutator  C, 
to  be  afterwards  described  (fig.  986), 
from  which  by  the  binding  screw  b it  enters  the  primary  wire,  and  having 
traversed  this,  it  emerges  by  the  wire  j (fig.  984)-  Following  the  dnection 
of  the  arrows,  it  will  be  seen  that  the  current  ascends  in  the  pillar  *,  reaches 
an  oscillating  piece  of  iron,  0,  called  the  hammer,  descends  by  the  anvil  h, 
and  passes  into  a copper  plate,  K,  which  ^ 
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with  platinum  at  a.  D is  a brass  upright  with  a brass  screw  passing  through 
it,  also  tipped  with  platinum  at  b.  The  screw  can  be  adjusted  in  position 
by  the  head  E and  clamped  by  the  nut  F.  The  primary  current  passes 
from  the  commutator  to  D,  thence  across  the  contact  ab,  down  the  spring  B, 
and  into  the  primary  wire.  As  soon  as  the  circuit  is  complete,  A is  attracted 
to  the  left  by  the  magnetised  core  (not  shown  in  the  figure)  and  contact  at 
ab  is  broken.  The  rapidity  of  oscillation  of  the  vibrator  and  the  sharpness 
of  the  break  can  be  regulated  to  some  extent  by  the  screw-head  G. 

976.  Condenser. — As  the  current  passes  thus  intermittently  in  the  primary 
wire  of  the  coil,  induced  electromotive  forces,  alternately  direct  and  inverse, 
are  produced  in  the  secondary  wire.  As  the  secondary  wire  is  carefully 
insulated  and  of  great  length,  and  as  the  interrupter  breaks  the  primary 
circuit  with  considerable  sharpness,  the  induced  electromotive  force  is  capable 
of  producing  very  powerful  effects.  Fizeau  increased  the  electromotive  force 
still  more  by  connecting  the  terminals  of  a condenser  to  the  two  sides  of  the 
make  and  break. 

This  condenser  consists  of  sheets  of  tinfoil  placed  over  each  other  and 
insulated  by  larger  sheets  of  stout  paper  soaked  in  paraffin  or  resin  (93 1 ).  The 
whole  being  placed  in  a box  at  the  base  of  the  apparatus,  one  of  the  coatings 
is  connected  with  one  side  and  the  other  coating  with  the  other  side  of  the 
make  and  break  in  the  primary  circuit — that  is,  one  coating  is  connected  to  0, 
the  other  to  h (fig.  984),  or  one  to  C and  the  other  to  D (fig.  985). 

The  capacity  of  the  condenser  should  bear  a relation  to  the  self- 
induction  of  the  primary  circuit  and  the  rapidity  of  the  contact-breaker. 
To  understand  the  effect  of  the  condenser,  it  must  be  observed  that  at  each 
break  of  the  primary  circuit  a direct  extra  current  is  produced  in  it,  the 
E.M.F.  of  which  is  sufficient  to  produce  a large  spark  between  the  platinum 
terminals  a and  b (fig.  985).  When  the  condenser  is  connected,  the  electric 
charges,  instead  of  producing  so  strong  a spark,  pass  into  the  condenser, 
but  rebounding,  traverse  the  circuit  and  give  rise  to  a current  through  the 
primary  contrary  to  that  of  the  battery,  which  instantly  demagnetises  the 
soft-iron  core.  Hence  the  E.M.F.  induced  in  the  secondary,  which  depends 
upon  the  rapidity  with  which  the  lines  of  force  disappear,  is  much  greater 
than  it  would  be  without  the  condenser,  and 
the  injurious  effect  of  the  spark  between  a and 
b is  to  a large  extent  prevented. 

The  commutator  serves  to  break  contact  or 
send  the  primary  current  in  either  direction.  It 
is  seen  on  the  right  of  fig.  983,  and  fig.  986  shows 
a section.  The  ebonite  cylinder,  A,  has  brass 
plates,  C C',  on  opposite  sides.  Against  these 
press  two  elastic  brass  springs,  joined  to  two 
binding  screws,  a and  c,  with  which  are  also 
connected  the  poles  of  the  battery.  The  current 
arriving  at  a rises  in  C ; thence  by  a screw,  jj/, 
it  reaches  the  binding  screw  b and  the  primary  winding  ; then  returning  by 
the  plate  K,  which  is  connected  with  the  hammer,  the  current  goes  to  C by 
the  screw  x,  descends  to  c,  and  rejoins  the  battery  by  tire  wire  N If 
by  means  of  the  milled  head,  the  key  is  turned  180  degrees,  it  is  easy  to 
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see  that  exactly  the  opposite  takes  place  : the  current  reaches  the  hammer 
by  the  plate  K and  emerges  at  b.  If,  lastly,  it  is  only  turned  through 
90  degrees,  the  elastic  springs  rest  on  the  ebonite  A instead  of  on  the  plate 
CC',  and  the  circuit  is  broken. 

The  two  wires  from  the  apparatus  at  0 and  o'  (fig.  983)  are  the  two  ends  of 
the  secondary  coil.  They  are  connected  with  the  thicker  wires  P P',  so 
that  the  current  can  be  sent  in  any  desired  direction.  With  large  coils  the 
hammer  cannot  be  used,  for  the  surfaces  become  so  much  heated  as  to  melt. 
But  Foucault  invented  a mercury  contact-breaker  which  is  free  from  this 
inconvenience,  and  which  is  an  important  improvement.  Very  powerful 
discharges  were  obtained  by  Spottiswoode  from  his  coil  by  disconnecting 
the  contact-breaker  and  sending  into  it  the  alternate  currents  of  a powerful 

magneto  machine.  . . 

Another  form  of  current  breaker  is  Wchnelfs  electrolytic  interrupter.  It 
consists  of  an  anode  of  stout  platinum  wire,  projecting  about  a quarter  of  an 
inch  from  a glass  tube  into  which  it  is  fused,  and  a lead  plate  for  kathode, 
the  two  being  immersed  in  sulphuric  acid  (1  of  acid  to  5 of  water).  When 
a current  passes  from  a source  of  20  to  100  volts  the  platinum  glows 
intermittently,  and  the  circuit  is  made  and  broken  with  great  rapidity.  A 
long  thick  spark  shaped  thus  A is  produced  between  the  terminals  of  the 
secondary,  whose  frequency  depends  upon  the  size  of  the  platinum  anode, 
the  volts  applied,  and  the  self-induction  in  the  primary.  The  explanation 
of  the  action  is  to  be  found  partly  at  least  in  the  spheroidal  state  (390)  intei- 
mittently  assumed  by  the  liquid  in  the  neighbourhood  of  the  hot  platinum. 

077  Effects  produced  by  Ruhmkorff’s  coil.— The  high  potential  o 
the  electricity  of  induction  coils  has  long  been  known,  and  many  luminous 
and  heating  effects  have  been  obtained  by  their  means.  But  it  is  only  since 
the  improvements  which  Ruhmlcorff  introduced  into  his  coil  that  it  has  been 
possible  to  obtain  the  large  electromotive  forces  now  common. 

Induced  electromotive  forces  are  produced  m the  secondai  y coil  at  each 
opening  and  closing  of  the  primary.  But  these  E.M  F s are  of  very  unequa 
intensity.  When  the  primary  circuit  is  closed,  the  E.M.F.  of  the  batter)'  1 
opposed  by  that  due  to  self-induction,  and  the  current  (and  with  it  the 
magnetic  field)  rises  only  gradually  to  its  full  value.  But  on  breaking  the 
primary  circuii,  owing  to  the  action  of  the  condenser  these 
force  are  removed  with  great  rapidity.  Hence  the  E.M.K  on  bieak  is 
high  and  of  short  duration,  while  that  on  ‘ make  ’ is  relatively  feeble  and  of 
much  longer  duration.  If  the  terminals  of  the  secondary  are  brought  w thin 
a millimetre  of  each  other,  and  the  ‘make  and  break  worked  by  hand, 
it  is  found  that  a bright  spark  passes  on  break,  but  none  at  all  on  make. 
But  if  a galvanometer  is  placed  in  the  circuit  of  the  secondary,  the  opposite 
throws  of  the  needle  are  the  same  on  making  and  on  breaking  the  primary, 
Sowing  .hit  .he  quantity  of  electricity  passing  through  the  — » 
Se  same  in  the  two  cases;  hence,  when  the  interrupter  is  working 
automatically,  the  needle,  being  equally  urged  in  oppos.te  directions  in  rapi 

“Taking to  an  electromotive  force 
of  5490  volts  ; and  the  striking  distance  of  I inch,  which  is  furnished  by  ei  en 
a small  machine,  represents  a potential  of  over  70,000  volts. 
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The  ■Physiological  effects  of  Ruhmkorffs  coil  are  very  powerful  ; in  fact, 
shocks  are  so  violent  that  many  experimenters  have  been  suddenly  pro- 
strated by  them.  A rabbit  may  be  killed  with  two  Bunsen  cells,  and  a 

somewhat  larger  number  would  kill  a man. 

The  heating  effects  are  also  easily  observed  : an  air  thermometer  is 
heated  by  the  alternating  currents  ; if  a very  fine  iron  wire  is  interposed 
between  the  two  ends  P and  P'  of  the  secondary  (fig.  983),  this  wire  is  imme- 
diately melted,  and  burns  with  a bright  light.  A cuiious 
phenomenon  may  here  be  observed,  namely,  that  when 
each  of  the  wires  P and  P'  terminates  in  a very  fine  iron 
wire,  and  these  two  are  brought  near  each  other,  the 
wire  corresponding  to  the  negative  pole  alone  melts, 
showing  that  its  temperature  is  higher. 

The  chemical  effects  are  very  varied  ; thus,  according 
to  the  shape  and  distance  of  the  platinum  electrodes 
immersed  in  water,  and  to  the  degree  of  acidulation  of 
the  water,  either  luminous  effects  may  be  pioduced  in 
water  without  decomposition,  or  the  water  may  be  de- 
composed and  the  mixed  gases  disengaged  at  the  two 
electrodes,  or  the  decomposition  may  take  place,  and 
the  mixed  gases  separate  either  at  a single  pole  or  at 

both  poles.  . 

Gases  may  also  be  decomposed  or  combined  by  the  continued  action  of 
the  spark  from  the  coil.  If  the  terminals  of  a small  Ruhmkoiff  coil  aie 
connected  to  two  platinum  wires  passing'  through  an  hermetically  sealed  tube 
containing  air,  their  ends  being  separated  by  a small  gap,  as  shown  in  fig.  9 87> 
moist  nitrogen  and  oxygen  combine  to  form  nitrous  acid. 

The  luminous  effects  of  RuhmkorfPs  coil  are  also  very  remarkable,  and 
vary  according  as  they  take  place  in  air,  in  vapour,  or  in  very  rarefied 
gases.  In  air  the  coil  produces  a very  bright  loud  spark,  which,  with 
the  large  coil  made  for  the  late  W.  Spottiswoode,  has  a length  of 
42  inches.  In  vacuo  the  effects  are  also  remarkable.  The  experiment  is 
made  by  connecting  the  two  wires  of  the  coil  P and  P'  with  the  two  rods 
of  the  electric  egg  (805)  used  for  producing  in  vacuo  the  luminous  effects 
of  the  electric  machine.  Exhaustion  having  been  produced  up  to  1 or  2 
mm.  by  a Fleuss  Pump  (205),  a beautiful  luminous  trail  is  produced  from  one 
knob  to  the  other,  which  is  virtually  constant,  and  has  the  same  intensity 
as  that  obtained  with  a powerful  electric  machine  when  the  plate  is  rapidly 
turned.  This  experiment  is  shown  in  figs.  991  and  992.  Fig.  990  represents 
a remarkable  deviation  which  light  undergoes  when  the  hand  is  presented  to 
the  egg. 

The  positive  pole  shows  the  greater  brilliancy  ; its  light  is  of  a fiery  red, 
while  that  of  the  negative  pole  is  of  a feeble  violet  colour  ; moreover,  the 
latter  extends  along  all  the  length  of  the  negative  rod,  which  is  not  the  case 
with  the  positive  pole. 

The  coil  also  produces  mechanical  effects  so  powerful  that,  with  the 
largest  apparatus,  glass  plates  two  inches  thick  have  been  perforated.  This 
result,  however,  is  not  obtained  by  a single  discharge,  but  by  several  success 
sive  discharges. 
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The  experiment  is  arranged  as  shown  in  fig.  988.  The  two  ends  of  the 
secondary  wire  are  connected  with  the  binding  screws  a and  b ; by  means  of  a 
copper  wire,  the  terminal  a is  connected  with  the  lower  part  of  an  apparatus 
for  piercing  glass  like  that  already  described  (fig.  793)  ; the  other  terminal  is 
attached  to  the  other  conductor  by  a wire  d.  1 he  latter  is  insulated  in  a large 


Fig.  988 

glass  tube  r , filled  with  shellac,  which  is  run  in  while  in  a state  of  fusion. 
Between  the  two  conductors  is  the  glass  to  be  perforated,  V.  When  this 
presents  too  great  a resistance,  there  is  danger  lest  the  spark  pass  in  the  coil 
itself,  perforating  the  insulating  layers  which  separate  the  wires,  and  then 
the  coil  is  destroyed.  To  avoid  this,  two  wires,  e and  t,  connect  the  poles  of 


Fig.  989 

the  coil  with  two  metallic  rods  whose  distance  from  each  other  can  be  regu- 
lated. If  then  the  spark  cannot  penetrate  through  the  glass,  it  strikes  across, 

and  the  coil  is  not  injured.  . .. 

The  coil  can  also  be  used  to  charge  Leyden  jars.  W ith  a laige  coi 
giving  sparks  of  6 to  8 inches,  and  with  6 large  Bunsen  cells,  kuhmkorft 
charged  batteries  of  6 jars  each,  having  about  3 square  yards  of  coatet 
surface. 
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The  experiment  with  a single  Leyden  jar  (fig.  989)  « ™ade  as  follows 
The  coatings  of  the  latter  are  in  connection  with  the  poles  of  the  co  y 
the  wires  d and  i,  and  these  same  poles  are  also  connected,  by  mea 
the  wires  e and  c,  with  the  two  horizontal  rods  of  a universal  dischaig 
/fie.  772).  The  jar  is  then  being  constantly  charged  by  the  wires  z and  d, 
sometimes  in  one  direction  and  sometimes  in  another,  and  as  constantly 
discharged  by  the  wires  1?  and  c ; the  discharges  from  m to  « taking  place  as 
sparks  two  or  three  inches  in  length,  very  luminous,  and  producing  a deafen- 
ing sound.  The  discharges  of  the  jar  take  place  in  one  direction  only,  since 
the  D.P.  between  m and  n at  ‘make’  of  primary  is  insufficient  to  produce 


a SPnj8.'  Stratification  of  the  electric  light.— Quet  observed,  in  studying 
the  electric  light  which  RuhmkorfPs  coil  gives  in  a vacuum,  that  if  some 


Fig.  990 


Fig.  991 


Fig.  992 


of  the  vapour  of  turpentine,  wood  spirit,  alcohol,  or  carbon  bisulphide,  &c., 
is  introduced  into  the  vessel  before  exhaustion,  the  aspect  of  the  light  is 
totally  modified.  It  appears  then  like  a series  of  alternately  bright  and  dark 
zones,  forming  a pile  of  electric  light  between  the  two  electrodes  (fig.  991). 

In  this  experiment  it  follows,  from  the  discontinuity  of  the  current  of 
induction,  that  the  light  is  not  continuous,  but  consists  of  a series  of 
discharges  which  are  nearer  each  other  in  proportion  as  the  hammer  A 
(fig.  985)  oscillates  more  rapidly. 

The  light  of  the  positive  pole  is  most  frequently  red,  and  that  of  the 
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negative  pole  violet.  The  tint  varies,  however,  with  the  vapour  or  gas  in  the 
globe. 

979.  Geissler’s  tubes. — The  brilliancy  and  beauty  of  the  stratification 
of  the  electric  light  are  most  remarkable  when  the  discharge  of  the 
Ruhmkorff  coil  takes  place  in  glass  tubes  containing  a highly  rarefied  vapour 
or  gas.  These  phenomena,  which  were  originally  investigated  by  Gassiot,  are 
produced  by  means  of  sealed  glass  tubes  first  constructed  by  Geissler,  of 
Bonn,  and  generally  known  as  Geissler s tubes  (589).  The  tubes  are  filled 
with  different  gases  or  vapours,  and  are  then  exhausted,  so  that  the  pressure 
does  not  exceed  half  a millimetre.  At  the  ends  of  the  tubes  two  platinum 
wires  are  fused  into  the  glass. 

When  the  two  platinum  wires  are  connected  with  the  ends  of  a Ruhm- 
korff coil,  magnificent  lustrous  striæ,  separated  by  dark  bands,  are  pro- 
duced throughout  the  tube.  These  striae  vary  in  shape,  colour,  and  lustre 
with  the  degree  of  the  vacuum,  the  nature  of  the  gas  or  vapour,  and  the 
dimensions  of  the  tube.  The  phenomenon  has  occasionally  a still  more 
brilliant  aspect  from  the  fluorescence  which  the  electric  discharge  excites  in 
the  glass. 

Fig.  993  shows  the  striæ  in  carbonic  acid  under  a quarter  of  a millimetre 
pressure  ; the  colour  is  greenish,  and  the  striæ  have  not  the  same  form  as  in 
hydrogen.  In  nitrogen  the  light  is  orange  yellow. 


Fig.  993 

Pliicker  found  that  the  light  in  a Geissler’s  tube  did  not  depend  on  the 
substance  of  the  electrodes,  but  on  the  nature  of  the  gas  or  vapour  in  the 
tube.  He  found  that  the  lights  furnished  by  hydrogen,  nitrogen,  carbonic 
oxide,  &c.,  give  different  spectra  when  they  are  decomposed  by  a prism. 

980.  De  la  Rue  and  Miiller’s  experiments.— These  physicists  made 
a very  extensive  and  elaborate  series  of  experiments  on  the  stiatification  of 
the  electric  light  by  means  of  the  currents  produced  by  theii  batten  (826). 
They  employed  for  some  of  these  experiments  as  many  as  14,400  cells, 
which  is  a battery  of  the  highest  electromotive  force  ever  put  together.  It  is 
impossible  to  attempt  to  describe  here  more  than  a few  of  the  results  obtained. 

All  the  striæ  start  from  the  positive  pole.  For  a definite  pressuie  an 
aureole  is  formed  at  the  positive  pole  ; with  a diminished  piessure  this 
detaches  itself,  is  succeeded  by  others,  and  so  on. 
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One  of  the  most  curious  results  is  the  definite  and  stationary  chai  actei  of 
the  striae  for  given  conditions  : they  are  remarkably  permanent,  and  seem 
almost  as  if  they  could  be  manipulated  ; a single  stria  may  be  seen  tail- 
ing down  a tube  like  a feather  in  a vacuum,  or  like  a drop  of  water. 

The  length  of  the  spark  between  two  terminals  varies  with  the  square 
of  the  number  of  cells  ; thus  while  1000  cells  give  a spark  of  0-0051  inch 
under  ordinary  atmospheric  pressure,  11,000  cells  give  a spark  of  0-62  inch. 

With  an  increase  of  exhaustion  the  potential  necessary  to  cause  a discharge 
to  pass  diminishes  to  a certain  pressure  which  represents  an  exhaustion  of 
least  resistance  ; from  this  it  again  increases,  and  the  strata  thicken  and 
diminish  in  number  until  a point  is  reached  at  which  no  discharge  takes 
place,  however  high  be  the  potential. 

A change  in  the  current  often  produces  an  entire  change  in  the  colour  of 
the  stratification  ; thus  in  hydrogen  the  change  is  from  blue  to  pink,  due  to  rise 
ox  fall  of  current.  If  the  discharge  is  irregular  and  the  strata  indistinct,  an 
alteration  in  the  strength  of  the  current  makes  the  strata  distinct  and  steady. 
Even  when  the  strata  are  apparently  quite  steady  and  permanent,  a pulsation 
may  be  detected  in  the  current  by  means  of  the  telephone. 

The  colour  of  the  discharge  in  one  and  the  same  gas  greatly  depends  on 
the  degree  of  rarefaction.  The  least  resistance  to  the  discharge  in  hydrogen, 
and  when  its  brilliancy  is  greatest,  is  at  a pressure  of  0-642  mm.  or  845  M 
([VI  is  a very  convenient  symbol  for  the  millionth  of  an  atmosphere).  When 
the  rarefaction  has  attained  0-002  mm.  or  3 M,  the  discharge  only  just 
passes  even  with  a potential  of  n,33°  v°lts  j while  with  an  exhaustion  of 
0-000055  mm.  ( = -o8M),  the  nearest  approach  to  a perfect  vacuum  ever 
attained,  not  only  is  there  no  discharge  due  to  the  large  battery  employed, 
but  the  1 -inch  spark  of  an  induction  coil  does  not  pass. 

At  a given  pressure,  air  offers  a greater  resistance  than  hydrogen  ; 
a spark  which  passes  in  hydrogen  across  a distance  of  5-6  mm.  will  strike 
across  a distance  of  only  3 mm.  in  air. 

In  air  at  a pressure  of  62  mm.,  which  corresponds  to  an  atmospheric  height 
of  i2’4  miles,  the  electric  discharge  has  the  carmine  tint  so  often  seen  in  the 
display  of  the  aurora  borealis  (1044)  ; at  a pressure  of  1-5  mm.,  corresponding 
to  a height  of  30-96  miles,  it  is  salmon-coloured  ; and  at  a pressure  of  o-8  mm., 
representing  a height  of  33-96  miles,  it  is  of  a pale  white.  Under  a pressure 
of  0-379  mm.  the  discharge  has  the  greatest  brilliancy.  This  represents  a 
height  of  37-67  miles,  and  would  be  visible  at  a distance  of  585  miles  : it 
is  probably  the  upper  limit  of  the  height,  though  on  the  other  hand  it  is  pos- 
sible that  the  discharge  may  sometimes  take  place  at  a height  of  a few 
thousand  feet. 

The  electric  discharge  does  not  pass  through  a vacuum,  as  is  shown 
by  the  following  experiment  : — A small  tube  containing  caustic  potash  is 
fused  to  a Geissleris  tube  connected  with  a Sprengel  pump.  By  continual 
exhaustion  while  the  caustic  potash  is  being  heated,  as  complete  a vacuum 
as  possible  is  made  and  the  tube  sealed.  The  last  minute  trace  of  aqueous 
vapour  is  absorbed  by  the  caustic  potash  as  it  cools.  In  this  complete 
vacuum  the  discharge,  however  strong,  no  longer  passes  ; the  vacuum  acts 
as  a complete  non-conductor. 

If,  however,  the  caustic  potash  is  gently  heated,  a trace  of  aqueous  vapour 
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is  given  off,  and  a green  fluorescent  light  flashes  along  the  tube  ; as  the  heating 
is  continued  and  the  vapour  becomes  denser  we  get  the  stratification,  until 
ultimately  the  electricity  passes  along  the  tube  in  the  form  of  a narrow 
purple  line.  If  the  tube  is  allowed  again  to  cool,  the  phenomena  reproduce 
themselves  in  the  reverse  order. 

981.  Kathode  rays.— The  phenomena  of  the  electric  discharge  in  highly 
rarefied  gases  have  been  examined  by  Hittorf  and  by  Sir  W.  Crookes  ; 
the  most  complete  and  remarkable  experiments  are  those  due  to  the  latter. 

When  the  wires  from  a Ruhmkorff  coil  or  from  an  influence  machine  are 
connected  up  with  a vacuum  tube,  a discharge  passes  ; if  the  air  has  been 
rarefied  to  about  of  an  atmosphere,  the  negative  pole  is  surrounded  by  a 
faint  bluish  light,  the  glow  light,  while  from  the  positive  electrode,  the  anode, 
a peach-blossom  coloured  stream  of  light  passes,  filling  the  greater  part  of  the 
tube,  being  separated  from  the  glow  light  of  the  kathode  by  a dark  space.  The 
stream  of  light  appears  continuous,  but  when  viewed  in  a rotating  mirror  it 
is  seen  to  be  stratified,  that  is,  made  up  of  alternate  dark  and  bright  spaces. 
This  stream  of  light  from  the  anode  has  the  character  of  a movable  conductor, 


and  is  attracted  or  repelled  by  a magnet. 

As  the  rarefaction  proceeds  the  glow  light  of  the  kathode  and  the  dark 
space  extend  continually  farther  towards  the  anode,  the  positive  light  îeceding 
in  the  same  measure  ; this  goes  on  with  increasing  rarefaction  until  the 

positive  light 
wholly  disap- 
pears, and  the 
rays  from  the 
kathode  entirely 
fill  the  tube. 
Such  rays  are 
known  as  kath- 
ode rays  and 
have  many  strik- 
ing peculiarities. 
The  light  is  faint, 
but  when  it 
strikes  against 
the  glass  at  the 
opposite  end  of 
the  tube  it  ex- 
cites the  bright- 
est fluorescence, 
with  a colour 
which  is  affected 
by  the  nature  of 
the  glass.  The 
rays  proceed 

from  the  kathode  in  straight  lines,  and  do  not  follow  any  bends  in  the  tubes. 
This  rectilinear  propagation  is  well  illustrated  by  the  following  experiment 
of  Crookes.  In  fig.  994,  A,  the  negative  pole  of  the  induction  coil  is  connectée 
with  the  electrode  a,  which  is  made  of  aluminium,  and  forms  a slightly  con- 


Fig.  994 
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Fig.  995 


cave  mirror.  If  the  exhaustion  is  not  more  than  2 mm  pressure  and  the 
positive  pole  is  connected  successively  with  the  electrodes  b,  c,  d,  the  dis- 
charge takes  place  in  curved  lines 
as  shown  in  the  figure.  But  when 
the  rarefaction  is  exceedingly  great, 
about  a millionth  of  an  atmosphere, 
the  appearance  is  that  presented  in 
fig.  994,  B.  With  whatever  elec- 
trode the  positive  pole  is  connected, 
the  rays  proceed  from  the  anode  in 
straight  lines,  cross  in  the  centre  of 
curvature  of  the  mirror,  and,  strik- 
ing against  the  opposite  side,  excite 
there  the  most  brilliant  fluorescence. 

The  phenomena  occur  as  if  par- 
ticles were  shot  from  the  negative 

electrode  at  right  angles  to  the  surface.  Thus  in  fig.  995  the  kathode  D is  a 
small  slightly  convex  mirror  of  aluminium,  while  c is  a cross  of  aluminium 
or  mica  which  is  so  fastened  by  a small  joint  that  it  can  be  raised  or  lowered. 
When  the  discharge  passes  the  kathode  rays  proceed  in  straight  lines  and 
impinging  on  the  glass  make  the  whole  of  it  fluorescent  except  that  portion 
corresponding  to  the  cross,  which  thus  throws  a shadow.  If  the  cross  c 
is  lowered,  the  part  which  was  previously  in  shadow  is  now  more  brightly 
luminous  than  the  rest,  so  that  a bright  cross  stands  out  on  a less  bright 
ground.  This  is  due  to  the  fact  that  the  brightness  of  the  fluorescence  is  a 
maximum  when  the  kathode  rays  first  impinge  and  wanes  with  continued 
bombardment.  Hence  when  the  cross  is  thrown 
down,  that  part  of  the  glass  which  has  been 
protected  looks  brighter  than  the  rest. 

The  kathode  rays  can  also  produce  me- 
chanical effects  favouring  the  view  of  the 
material  character  of  these  radiations.  A 
Geissleris  tube  (fig.  996)  is  constructed  with  a 
pair  of  glass  rails  in  it,  on  which  rolls  the  axis 


Fig.  997 


of  a light  wheel,  on  the  spokes  of  which  are  mica  vanes.  If  the  discharge 
is  diiected  against  the  top  of  the  vanes,  the  wheel  moves  along  towards  the 
anode. 
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The  experiment  represented  in  fig.  99 7 shows  the  very  great  heat  which 
kathode  rays  can  produce  ; a is  the  negative  electrode  in  the  form  of  a 
concave  mirror,  b a strip  of  platinum  foil.  With  a sufficiently  powerful 
induction  coil  the  platinum  can  be  made  white-hot  or  even  melted. 

Some  of  the  most  beautiful  of  these  experiments  are  those  made  by 
directing  the  discharge  on  various  precious  stones.  In  these  circumstances 
diamond  emits  a splendid  green  fluorescence,  ruby  a brilliant  red,  emerald  a 
carmine,  and  so  forth. 

The  phenomena  here  described  are  regarded  by  Crookes  as  due  to  an 
■ultra-gaseous  state,  which  he  calls  radiant  matter.  In  gas  under  the 
ordinary  pressure  the  average  free  path  of  a molecule  of  air  is  o'oooi  mm.  ; 
as  the  gas  is  more  rarefied  the  length  of  the  path  increases,  so  that  with 
the  high  degrees  of  exhaustion  which  Crookes  employs  in  his  later  experi- 
ments— as  much  as  the  one  twenty-millionth  of  an  atmosphere  the  length 
of  the  mean  path  is  so  much  increased  that  its  dimensions  are  comparable 
with  those  of  the  vessel,  and  along  with  this  increase  the  number  of  inter- 
molecular  shocks  diminishes  in  a corresponding  ratio.  It  is  to  this  con- 
dition, in  which  the  molecules  move  forward  with  unimpeded  motion,  and, 
striking  against  the  sides,  give  rise  to  the  fluorescence,  that  Crookes 
attributes  the  effects  produced. 

It  was  believed  for  a long  time  that  kathode  rays  were  unable  to  pene- 
trate even  the  thinnest  slice  of  a solid.  Lenard,  however,  showed  that  these 
rays  could  pass  through  a thin  film  of  aluminium  and  that  their  properties 
were  in  no  respect  modified  by  the  passage.  He  made  a small  apeituie  in 
the  end  of  a tube  opposite  the  kathode,  and  closed  it  by  thin  aluminium 
foil.  When  this  tube  was  exhausted  to  about  the  one-millionth  of  an  atmo- 
sphere, the  kathode  rays  passed  through  the  window  of  aluminium  into  the 
air,  causing  a faint  bluish  light,  which  had  no  fixed  boundary  but  did  not  ex- 
tend to  more  than  5 cm.  These  rays,  called  Lenard  rays,  are  more  easily 
studied  if  the  window,  instead  of  opening  upon  the  air,  opens  into  another 
tube  from  which  the  air  can  be  exhausted.  They  appear  to  have  all  the 
properties  of  kathode  rays.  Lenard  investigated  their  absorption  by  various 
media,  and  found  a simple  relation  connecting  the  absorption  with  the 
density.  He  regarded  these  rays  as  a phenomenon  of  the  ether,  and  not  as 

due  to  the  existence  of  ordinary  matter  in  the  tube.  _ 

982.  Velocity,  mass,  and  charge  of  an  ion. — Perrin  showed  that  kathode 
rays  carried  negative  electricity  with  them,  and  J.  J.  Thomson  found  that 
when  the  rays  are  deflected  by  a magnet,  the  negative  electrification  follows 
the  path  of  the  deflected  rays.  J.  J.  Thomson  and  others  have  investigated 
the  velocity  with  which  the  negatively  charged  10ns  travel,  and  also  the  ratio 
of  the  charge  which  each  ion  carries  to  the  mass  of  the  ion.  One  of  the 
methods  employed  depends  upon  the  fact  that  the  kathode  stream  is  deflected 
both  by  a magnetic  and  by  an  electric  field.  When  both  fields  are  app 
at  the  same  time  at  right  angles  to  each  other,  it  is  possible,  by  relating 
the  strength  of  the  fields,  to  make  the  deflections  exactly  neutralise  eac 
other,  and  when  this  is  the  case  the  ratio  of  the  two  fields  gives  the  veloci  y 
required.  In  this  way,  Thomson  found  the  velocity  of  the  10ns  to  be 
2.g  x io9  cm./sec.,  or  about  1/10  the  velocity  of  light.  This  same  value  wa 
also  obtained  by  Thomson  by  a different  method,  and  has  been  conffimed 
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by  Lenard  and  others 
air  or  in  hydrogen  or 
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; it  is  the  same  whether  the  discharge  takes  place  in 
in  carbonic  acid,  in  each  case  a high  vacuum  being 


iiCL-coocii  y. 

Again,  by  measuring  the  curvature  of  the  path  of  the  deflected  rays  pio- 
duced  by  a magnetic  field,  J.  J.  Thomson  determined  the  ratio  ejm,  m being 
the  mass  of  an  ion  and  e its  charge.  By  this  and  by  other  methods  employed 
by  various  investigators  (Lenard,  Wiechart,  &c.)  e\m  has  been  found  to  be 
equal  to  io7. 

The  value  of  e\m  in  the  case  of  liquid  electrolysis,  for  example  when  e is 
the  charge  of  a hydrogen  ion  and  m is  its  mass,  is  io  . But  in  all  the  cases 
in  which  the  charges  on  the  ions  in  gaseous  vacua  (air,  hydrogen,  carbonic 
acid)  have  been  compared  with  the  charge  on  the  hydrogen  ion  in  the  elec- 
trolysis of  solutions  they  have  been  proved  equal  to  it.  Hence  it  follows 
that  m,  the  mass  of  the  carrier  of  a negative  charge  in  a highly  rarefied 
vacuum  tube,  is  only  i/iooo  of  that  of  an  atom  of  hydrogen,  and  thus  we 
have  to  admit  the  existence  of  bodies  whose  mass  is  only  i/iooo  part  of  that 
which  has  hitherto  been  regarded  as  the  smallest  indivisible  unit.  They  are 
called  electrons  or  corpuscles.  The  charge  (e)  carried  by  a corpuscle  is 
3'4  x io  -10  (940). 

983.  Rontgen  rays. — Rontgen  surrounded  a tube,  in  which  kathode  rays 
were  formed,  by  an  envelope  of  black  cardboard,  and  observed  that  a screen 
coated  with  barium  platinocyanide,  brought  near  the  envelope,  became 
highly  fluorescent,  whether  the  coated  or  uncoated  side  of  the  screen  was 
presented.  The  effect  was  produced  even  at  a distance  of  two  metres. 

This  effect  is  due  to  what  have  been  called  X or  Ro?itgen  rays,  and  must 
be  considered  as  originating  in  that  portion  of  the  tube  which  fluoresces 
in  consequence  of  its  being  struck  by  the  kathode  rays  ; and  from  this 
surface  the  X rays  spread  in  all  directions.  They  are  not  identical  with 
the  kathode  rays,  though  produced  by  them. 

Unlike  the  kathode  rays,  they  are  not  deflected  by  a magnet  ; they  pass 
readily  through  paper,  wood,  leather,  and  ebonite.  Different  metals  trans- 
mit them  in  very  various  proportions  ; for  example,  an  aluminium  plate 
3-5  mm.  thick  ; zinc,  o-i  mm.  ; lead,  0-05  mm.  ; and  platinum  0-018  mm.  were 
all  about  equally  transparent.  When  passed  through  prisms  of  aluminium 
or  ebonite  they  are  not  refracted,  nor  are  they  concentrated  by  a lens  ; they 
do  not  seem  to  be  reflected  regularly. 

They  act  on  ordinary  sensitive  dry  plates  even  when  in  a closed  slide, 
and  even  also  when  this  is  wrapped  in  black  paper.  To  protect  such  a 
plate  from  the  action  of  the  rays,  the  slide  must  be  wrapped  in  lead  foil. 

If  the  hand  is  held  over  a sensitive  plate  contained  in  a slide,  and  exposed 
to  the  rays,  the  plate  on  development  shows  an  image  of  the  skeleton  of  the 
hand,  for  the  rays  pass  with  more  difficulty  through  the  bones  than  through 
the  soft  parts  of  the  hand.  A number  of  important  applications  to  surgery 
have  already  been  made. 

The  form  of  tube  which  has  been  found  best  for  producing  these  rays  is 
shown  in  fig.  998.  A and  K are  the  anode  and  kathode  respectively,  K 
being  a disc  of  aluminium  rendered  concave,  with  its  centre  of  curvature  at 
the  centre  of  the  platinum  plate  A,  which  is  inclined  at  450  to  the  axis  of 
the  tube.  When  the  tube  is  sufficiently  exhausted  kathode  rays  proceeding 
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fvom  K are  concentrated  on  a small  area  of  A,  and  from  this  Rôntgen  rays 
pioceed  in  straight  lines,  chiefly  in  the  direction  of  the  arrow.  Such  a tube 
is  called  a focus-tube. 

One  of  the  most  remarkable  properties  of  Rôntgen  rays  is  their  power 
of  ionising  the  air,  that  is,  rendering  it  a conductor  of  electricity.  If  the  focus- 


collapse,  even  when  the  electroscope  is  some  distance  away,  the  charge 
escaping  through  the  conducting  air.  The  air  appears  to  retain  its  con- 
ductivity for  some  time,  for  though  the  electroscope,  when  placed  on  one 
side  out  of  the  line  of  discharge  of  the  rays,  is  unaffected  when  the  coil  is 
turned  on,  the  leaves  at  once  collapse  when  the  ionised  air  is  blown  by 
a bellows  on  the  cap.  Positive  and  negative  electricity  are  discharged  with 
equal  facility.  When  knobs  connected  to  the  two  coatings  of  a charged 
Leyden  jar  are  at  such  a distance  apart  that  no  discharge  occurs,  sparks 
will  at  once  pass  between  the  knobs  when  the  jar  is  placed  in  the  path  of  the 
rays.  Non-conductors,  as  well  as  conductors,  are  acted  on  ; a rod  of  excited 
sealing-wax  or  glass  at  once  loses  its  charge  when  held  near  the  focus-tube. 

084.  Radio-activity.— In  1896,  soon  after  the  publication  of  the  discovery 
of  Rôntgen  rays,  Becquerel  found  that  a photographic  plate  coveied  up  in 
black  paper  or  thin  aluminium  foil  was  acted  on  by  the  salts  of  uranium  and 
bv  the  metal  itself.  Rays  producing  these  effects  were  known  as  Becquerel 
ravs  Further,  the  radiation  from  uranium,  like  the  Rôntgen  rays,  rendered 
cvi  through  which  it  passed  a conductor  of  electricity.  Since  that  time 


tube  and  induction  coil  are  placed  inside 
a metal  box,  in  which  an  opening  is  made 
in  front  of  the  focus -tube,  and  the  opening 
closed  by  a thin  aluminium  window,  the 
Rôntgen  rays  can  only  escape  through 
the  window.  When  a charged  electro- 
scope is  placed  in  front  of  the  window 
and  the  coil  is  excited,  the  leaves  at  once 
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Each  of  the  three  radio-active  elements  emits  three  kinds  of  radiation, 
known  as  n,  ft  and  y radiation,  of  which  we  proceed  to  give  some  of  the 
properties  The  a radiation  consists  of  positively  charged  particles  moving 
with  a velocity  * that  of  light,  and  having  a mass  about  twice  that  of  the 
hydrogen  atom."  They  may  be  deviated  from  a straight-lme  course,  but 
only  to  a small  extent,  by  a powerful  electric  or  magnetic  field.  They  have 
small  penetrative  power,  being  stopped  by  o-i  mm.  of  mica  or  aluminium  foil, 
or  a few  millimetres  of  air  at  atmospheric  pressure.  Their  photographic  action 
is  comparatively  small,  but  they  ionise  the  gas  through  which  they  pass  to 
a powerful  extent,  this  effect  being  detected  by  a sensitive  gold-leaf  electro- 
scope of  special  construction.  The  energy  of  the  a rays,  measured  by  their 
ionising  power,  constitutes  99  per  cent,  of  the  total  energy  radiated. 

The  /3  radiation  consists  of  negatively  charged  particles.  Like  kathode 
rays  (981),  with  which,  perhaps,  they  may  be  identified,  the  (S  rays  are 
readily  deflected  by  a magnetic  or  electric  field.  They  are  projected  with 
a velocity  varying  from  '6  to  • 9 that  of  light,  that  is,  their  velocity  is  about 
10  times  as  great  as  that  of  the  a rays.  They  exhibit  great  penetrative 
power  j 5 mm.  of  aluminium  or  2 mm.  of  lead  aie  necessary  to  stop  them. 
They  have  a mass  of  about  that  of  an  hydrogen  atom,  and  are  similar 
to  those  which  constitute  the  kathode  rays,  and  to  the  negative  ions  shot  out  by 
metals  in  vacuo  under  the  influence  of  violet  light. 

The  y rays  have  still  greater  penetrative  power  ; they  will  pass  through 
7 cm.  of  lead,  19  cm.  of  iron,  or  150  cm.  of  water  before  their  intensity  is 
reduced  to  1 per  cent,  of  its  original  value.  They  are  not  deflected  by  a 
magnetic  or  electric  field,  and  in  some  respects  they  resemble  Rontgen  rays, 
but  at  present  not  much  is  known  about  them. 

In  1900  Rutherford  found  that  the  radiation  from  thorium  is  accompanied 
by  the  emission  of  a gaseous  substance  having  temporary  radio-activity. 
This  he  called  an  emanation  to  distinguish  it  from  the  radiations  already 
described.  The  emanation  diffuses  slowly  through  the  air,  and  acts  as  an 
independent  source  of  straight  line  (a,  ft  y)  radiation,  gradually  decaying 
with  time.  A similar  emanation  is  given  off  by  radium,  but  not  by  uranium. 
Emanations  are  chemically  very  inert  ; they  may  be  bubbled  through  liquids, 
condensed  at  the  temperature  of  liquid  air  and  again  volatilised  by  a rise  of 
temperature.  From  measurements  of  the  rate  of  diffusion  the  density  of  the 
radium  emanation  was  found  to  be  about  100  times  that  of  hydrogen. 

Solid  bodies  with  which  the  emanations  come  in  contact  themselves 
acquire  temporarily  radio-active  properties.  This  is  known  as  excited  or 
induced  radio-activity.  The  matter  which  produces  the  excited  radio-activity 
(which  is  not  the  emanation,  though  it  is  produced  from  it)  maybe  dissolved 
from  the  bodies  to  which  it  has  attached  itself  by  certain  acids.  The  emana- 
tion itself  is  not  soluble. 

Emanations  are  emitted  much  more  freely  from  compounds  of  the  radio- 
active elements  in  solution  than  in  the  solid  form,  and  the  rate  of  emission 
is  largely  affected  by  physical  conditions,  such  as  temperature.  Rutherford 
showed  that  these  differences  are  apparent  only,  and  that  the  emanating 
power  of  a radio-active  substance  depends  only  on  the  mass  of  the  element 
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present  whatever  the  state  of  combination  in  which  it  exists.  In  a solution 
the  emanation  escapes  as  fast  as  it  is  formed  ; in  the  solid  it  is  occluded  or 
stored  up,  and  when  the  solid  is  dissolved  the  imprisoned  emanation  is  set 
free.  The  same  result  follows  when  the  solid  is  heated. 

Rutherford  and  Soddy  obtained  from  thorium  salts  substances  whose 
radio-activity  was  much  greater  than  that  of  the  original  salt.  If  ammonia 
is  added  to  a thorium  solution  the  thorium  is  precipitated.  The  precipitated 
thorium  has  lost  a large  part  of  its  activity,  and  now  emits  a rays  only  ; the 
filtrate  which  is  chemically  free  from  thorium,  is  much  more  active,  weight 
for  weight  than  the  thorium  from  which  it  was  obtained.  This  active 
material  was  called  Thorium-X.  A month  later  it  was  found  that  the 
thorium-*  was  no  longer  active,  while  the  thorium  had  completely  legamed 
its  activity.  More  careful  study  showed  that  the  thorium-*  lost  half  its 
activity  in  four  days,  and  that  exactly  as  one  gained  the  other  lost  its  activity, 
and  that  the  sum  of  the  activities  of  the  thorium  and  thorium-*  was  constant. 
Crookes  had  previously  found  that  an  active  uranium  compound  may  be 
chemically  separated  into  two  parts,  one  of  which  (uranium-*)  was  very 
radio-active,  emitting  all  the  0 rays,  while  the  other  (which  contained  all  the 
uranium)  was  nearly  inactive,  emitting  only  a rays.  The  latter  regained  as 
the  uranium-*  lost  its  activity.  The  process  could 

No  similar  separation  can  be  effected  in  the  case  of  radium.  On  the  other 

hand  uranium  gives  off  no  emanation. 

According  to  Rutherford  thoriunt  is  constantly  manufacturing 
uniform  rate  a substance.  thorium-V,  which  is  the  rad.o-act.ve  const, tuent  of 
thorium  • its  radio-activity  gradually  dies  away.  The  normal  radio-activity 
of  a thorium  compound  is  due  to  a state  of  dynamical  equilibrium  in  which 
the  increase  of  activity  due  to  the  production  of  fresh  thorium-*  just  balances 
the  loss  due  to  the  fading  away  of  the  thorium-*  previously  produced.  T 

fhnrinm-*  is  only  active  for  about  a week.  , 

Ramsay  and^oddy  have  detected,  by  means  of  the  spectroscope,  the 

and  incased  mi  J^^/made  by  Curie  and  Dewar,  that  helium  is 

ÎneoTthe  final  products  obtained  by  the  disintegration  of  the  radium  atom. 
Ti  e energy  fnvolved  in  a given  amount  of  radio-active  change  is  enor 

- «4  " rs  s&jes  L?: 

7 *"”■  °f  above  that  of  .he  surrounding  air. 

the  temperature  of  the  rad  eter  3 showed  „,at  , grm.  of  pure  radium 

By  means  of  a Bunsen  b IOO  calories  per  hour.  Thorium  and 

emits  a quantity ' of  he 1 radio-activities  of  uranium,  thorium, 

uranium  are  much  less  eneig  ’ . . T 000,ooo.  Of  the  total  energy 

and  radium  being  approximately  as  1 .1000.  ,000, 

of  radiation  of  radium  99  pei  cent,  is  apparatus  called  a Spin  than- 
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screen.  A small  piece  of  metal  which  has  been  dipped  in  a radium  solution 
is  fixed  a fraction  of  a millimetre  from  the  screen.  When  this  is  examined 
by  a lens,  brilliant  scintillations  are  seen  on  the  screen  due  to  the  bombard- 
ment of  the  screen  by  the  n radiation. 

The  disintegration  theory  of  radio-activity  is  now  commonly  held,  since 
it  explains  the  facts  better  than  any  other.  According  to  this  theory,  the 
atoms  of  radio-active  elements  undergo  spontaneous  disintegration  ; each 
disintegrated  atom  passes  through  a succession  of  well-marked  changes,  ac- 
companied in  most  cases  by  the  emission  of  a rays.  1 hese  changes  aie  few 
and  comparatively  simple  in  the  case  of  uranium.  A uranium  salt  emits  n, 
/3,  and  y rays,  but  not  emanation  ; by  chemical  means  a product  can  be  sepa- 
rated from  it  (uranium-A)  which  gives  out  (3  and  y rays,  the  uranium  emitting 
only  a rays.  The  uranium- A gradually  loses  its  radio-activity  as  the  uranium 
regains  that  which  it  had  lost,  the  sum  of  the  tw'o  radio-activities  being 
constant.  In  the  case  of  radium  the  changes  are  more  numerous  but  equally 
well  marked.  Radium  emits  o,  0,  and  y rays,  and  an  emanation.  When  the 
emanation  is  separated  from  the  radium  compound  (by  solution  or  heat)  the 
remaining  radium  emits  only  n particles,  the  emanation  passing  by  two 
stages  into  a condition  in  which  a,  13,  and  y rays  are  emitted.  Excited 
radio-activity  on  the  walls  of  the  containing  vessel  is  due  to  a product  of  the 
emanation.  This  product  is  soluble  in  some  acids,  not  in  others,  and  is 
volatilised  at  a white  heat.  There  is  evidence  of  further  changes  before  the 
final  products  are  reached.  Helium  is  very  likely  one  of  the  final  products. 

Many  ordinary  substances  are  radio-active  to  a slight  extent,  for  example 
rain  water,  water  from  deep  wells,  air  from  caves,  &c.  It  is  probable  that 
all  bodies  are  slightly  radio-active  and  emit  ionising  radiations,  but  that 
emanations  are  evolved  to  an  appreciable  extent  by  a very  small  number  of 
elements. 
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CHAPTER  XII 


MAGNETO-  AND  DYNAMO-ELECTRIC  MACHINES 


985.  Alternating  currents. — We  have  seen  that  when  a coil  such  as  that 
represented  in  fig.  976  is  rotated  in  a magnetic  field,  induced  currents  are 
developed  in  it.  When  the  terminals  of  the  coil  are  connected  to  a galvano- 
meter and  the  circuit  then  closed,  the  current  produced  follows  the  same 
variations  as  the  E.M.F.,  since  the  resistance  is  constant,  or  it  would  do  so 
if  there  were  no  such  thing  as  self-induction.  The  effect  of  self-induction  is 
to  cause  the  current  to  lag  behind  the  electromotive  force.  Self-induction 
opposes  any  change  in  the  current,  retarding  both  its  rise  and  fall,  and  is  a 
maximum  when  the  current  is  zero,  and  zero  when  the  current  is  a maximum. 
It  thus  comes  about  that  the  current  reaches  its  maximum  a little  after  the 
E M F.  has  passed  its  maximum,  the  lag  being  constant  throughout  the  eye  e. 
Such  currents  are  called  alternate  or  alternating  currents,  and  are,  when  their 
changes  follow  the  sine  law,  further  known  as  sinusoidal  currents. 

Suppose  the  field  to  be  horizontal  and  the  coil  to  rotate  uniformly  about 
a horizontal  axis  perpendicular  to  the  lines  of  force.  The  E.M.F.  at  any 
moment  is  equal  to  the  rate  at  which  the  lines  of  force  are  being  cut,  or  what 
comes  to  the  same  thing,  the  E.M.F.  is  equal  to  the  rate  of  variation  of  the 
enclosed  lines  of  force.  Now  when  the  coil  is  vertical,  although  the  number 
of  lines  enclosed  is  a maximum,  they  are  (at  the  moment  of  vertical, ty) 
undergoing  no  variation  ; hence  the  E.M.F.  is  zero  On  the  other  han 
when  the  coil  is  horizontal  it  encloses  (at  the  moment)  no  lines  ; just  before 
this  position  is  reached  the  lines  are  passing  through  in  one  direction,  just 
after  it  is  left  they  pass  through  in  the  opposite  direction,  and  it  is  easy  to 
show  that  the  rate  of  charge  is  greater  in  this  position  than  m any  other. 
Thus  as  the  coil  rotates  the  induced  E.M.F.  increases  from  zero  to  a 
maximum  in  the  first  quadrant,  and  falls  to  zero  again  m the  second 
quadrant  ; as  the  coil  turns  through  the  third  and  fourth  quadrants  the  same 
changes  ^ccur,  but  with  reversed  sign.  These  changes  are  represented 
graphically  by  the  sine  curve  XY  of  fig.  45,  and  the  E.M.F.  at  any  moment  , s 
proportional  to  the  sine  of  the  angle  the  coil  has  turned  through  from 
vertical.  If  e represents  the  E.M.F.  when  the  coil  has  turned  through  an 
angle  Û,  and  E the  maximum  E.M.F., 

e = E sin  6 
= E sin  fit  (59), 


if  p is  the  uniform  angular  velocity  with  which  the  coil  is  rotating,  and  t the 

time  measured  from  tlie  zeio  position.  i j 1 

It  might  be  thought  that  the  maximum  value  of  the  current  would  be 
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equal  to  the  maximum  value  of  the  E.M.F.  divided  by  the  resistance  of  the 
circuit,  in  accordance  with  Ohm’s  law.  But  this  is  not  so  ; self-induction,  by 
continually  opposing  any  change  in  the  current,  gives  rise  to  what  is 
equivalent  to  an  extra  resistance,  which  is  compounded  with  the  true  or  ohmic 
resistance,  the  combination  being  called  the  impedance.  The  impedance  of 
a circuit  maybe  shown  to  be  equal  to  -v/R'+^'L',  where  R is  the  ohmic 
resistance,  L the  inductance,  and  p the  angular  velocity  of  the  rotating  cod  ; 
p — inn  where  n is  the  number  of  revolutions  per  second.  The  E.M.F.  and 
current  vary  from  o to  a maximum  ; the  mean  or  average  value  of  either 

may  be  shown  to  be  equal  to  , or  '637  of  its  maximum.  If  E is  the  maximum 


value  of  the  impressed  E.M.F.,  that  is,  the  E.M.F.  applied  to  the  circuit,  and 
(j)  the  angle  by  which  the  current  lags  behind  the  E.M.F.,  we  shall  have 


E J , /L 

C = — -77,,  and  tan  d>  = -p-  ; 

fR2+p-L~  H R 


, r , average  value  of  E.M.F. 

also,  average  value  of  current  = °. , 

’ 0 impedance 


Alternate  currents  are  usually  measured  by  some  form  of  electrodynamo- 
meter (896),  since  an  ordinary  suspended  needle  or  suspended-coil  galvano- 
meter would  be  useless  for  the  purpose.  The  angle  through  which  the  torsion 
head  of  the  electrodynamometer  must  be  moved  to  bring  the  movable  coil  to  its 
initial  position  varies  as  the  square  of  the  current,  and  therefore  is  the  same 
for  a given  current  whether  it  is  positive  or  negative.  If  the  current  is  sinu- 
soidal, the  instrument  indicates  the  mean  value  of  its  square,  and  the  square 
root  of  the  angle  through  which  the  torsion  head  has  been  turned  is  pro- 
portional, not  to  the  mean  current,  but  to  the  square  root  of  the  mean  value 
of  its  square,  called  the  square  root  of  mean  square.  This  is  the  effective 
current , and  is  equal  to  the  continuous  current  which  would  give  the  same 
instrumental  reading. 

986.  Magneto-electric  machine. — After  the  discovery  of  magneto- 
electric induction,  several  attempts  were  made  to  produce  an  uninterrupted 
series  of  sparks  by  rotating  a coil  in  a magnetic  field.  Apparatus  for  this 
purpose  were  devised  by  Pixii  and  Ritchie,  and  subsequently  by  Saxton, 
Ettinghausen,  and  Clarke.  Fig.  999  represents  that  invented  by  Clarke.  It 
consists  of  a powerful  horseshoe  magnetic  battery,  A,  fixed  against  a vertical 
wooden  support. 

In  front  of  this  is  an  electromagnet,  BB',  whose  soft-iron  cores  are  con- 
nected by  the  iron  yoke  V,  while  a similar  plate  of  brass  joins  the  pole-ends 
of  the  cores  and  forms  a support  for  the  rotating  spindle.  This  spindle  ter- 
minates at  one  end  in  a commutator  qo,  and  at  the  other  in  a pulley  connected 
by  an  endless  band  to  the  driving  wheel. 

The  wire  of  the  electromagnet  is,  of  course,  wound  in  opposite  directions 
on  the  two  bobbins  B and  B'  ; one  of  its  free  ends  is  joined  through  the 
spindle  to  the  brass  ferrule  0,  and  the  other  to  a ferrule  q which  is  insulated 
from  the  axis.  The  springs  b and  c carry  off  the  induced  current  ; they  are 
always  in  connection  with  the  ends  of  the  wire  if  they  press  respectively 
against  the  brass  rings  0 and  q.  The  spring  a is  only  used  when  it  is 
desired  to  effect  a sharp  break  in  the  circuit. 
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When  the  electromagnet  turns,  its  two  branches  become  alternately 
magnetised  in  opposite  directions  under  the  influence  of  the  magnet  A. 
Suppose  in  the  position  shown  in  the  figure,  B is  opposite  the  north  pole  of 
the  magnetic  battery  A,  the  lines  of  force  leaving  this  pole  pass  through  the 
air-gap,  the  core  of  B,  the  yoke  V,  the  core  of  B',  and  the  air-gap  to  the 
south  pole  of  A,  and  then  through  the  magnet  A to  the  starting-point,  so 
completing  the  magnetic  circuit.  The  electromagnet  in  this  position  con- 
tains more  lines  of  force  than  in  any  other  ; as  soon  as  it  begins  to  move, 
say,  anti-clockwise,  the  number  of  lines  diminishes,  and  when  it  has  turned 
through  90°,  so  that  the  yoke  V is  vertical,  no  lines  pass  through  it.  W hen 


Fig.  999 


■ • • number  of  lines  begins  to  increase,  but  in  the 
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ununuurduic. 

By  the  use  of  a two-part  commutator  the  current  may  be  rectified  that  is, 
the  direction  may  be  changed  at  every  half-revolution,  so  that,  although  the 
current  is  not  constant,  it  has  always  the  same  direction.  It  consists  of  a brass 
ferrule  on  the  insulated  axis,  split  diametrically,  so  as  to  be  reduced  to  two 
half-cylinders  insulated  from  each  other,  and  from  the  axis  of  îotation 
(fig.  1000).  The  two  parts  of  the  commutator  are  connected  to  the  two  ends 
of  the  wire  forming  the  electromagnet.  It  will  be  seen  from  fig.  1000  that, 
as  the  coils  rotate,  each  spring  touches  one  part  of  the  commutatoi  during 
half  the  revolution,  and  the  other  part  during  the  second  half  ; and  the  gaps 
are  so  placed  on  the  axis  that  the  change  of  contact  of  the  springs  from  the 
one  to  the  other  takes  place  at  the  moment  when  the  direction  of  the  cuuent 
is  changing,  that  is,  when  V is  horizontal.  Fig.  1000  shows  the  arrangement 
for  the  decomposition  of  water. 

The  principle  of  Clarke’s  machine  was  subsequently  utilised  in  large 
magneto-electric  machines  for  the  production  of  the  electric  light,  the 
machines  of  Nollet  and  de  Meritens  being  well-known  examples.  In  these 
the  single  magnetic  battery  and  pair  of  coils  of  Clarke’s  machine  were 
replaced  by  a considerable  number  of  batteries  arranged  on  a circular  or 
cylindrical  frame,  with  a corresponding  number  of  coils  with  iron  cores.  In 
modern  machines  permanent  steel  magnets  are  dispensed  with,  and  the 
necessary  magnetic  fields  are  produced  by  electromagnets,  called  the  field 
magnets , actuated  from  some  independent  source,  either  a battery  or  more 
generally  a direct-current  dynamo. 

Fig.  1001  is  a diagrammatic  picture  giving  the  arrangement  of  the  field 
magnets  and  rotating  coils,  called  the  armature , in  a type  of  alternating 
current  machine  adopted  by  Siemens.  The  magnetic  field  is  produced  by 
two  sets  of  cylindrical  electromagnets,  whose  cores  are  securely  fixed  to 
two  circular  cast-iron  frames.  Three  pairs  of  coils  are  shown  in  the  figure, 
and  the  coils  are  connected  in  such  a way  that  the  exciting  current  makes 
the  ends  of  the  cores  which  face  each  other  of  opposite  polarity,  as  well  as 
those  which  are  side  by  side  on  the  same  ring.  Thus,  the  lines  of  force 
from  any  N pole  pass  to  the  S pole  opposite,  as  well  as  to  S S poles  on 
either  side  of  N. 

The  armature  coils,  shown  in  the  figure  as  circular  turns  of  wire,  are  in 
reality  pear-shaped  coils  wound  over  wooden  cores,  and  arranged  on  the 
circumference  of  a wheel  which  is  mounted  on  the  shaft  and  can  be  rotated 
at  any  desired  speed. 

The  coils  in  rotating  cut  through  a succession  of  strong  magnetic  fields, 
alternating  in  direction.  Since  in  any  adjacent  pair  of  coils  the  fields  are 
opposite,  the  coils  must  be  wound  as  shown  in  the  figure,  in  order  that  the 
currents  induced  in  neighbouring  coils  may  be  in  the  same  direction. 

Suppose  the  direction  of  rotation  of  the  armature  coils  (fig.  1001)  is  anti- 
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clockwise,  then  the  coils  are  just  leaving  the  pole-pieces.  In  each  coil  the 
number  of  enclosed  lines  is  diminishing,  and,  therefoie,  applying  the  rule 
of  art.  960,  it  will  be  found  that  the  direction  of  the  induced  current  is 
that  shown  in  the  figure.  The  E.M.F.  increases  until  each  coil  reaches  a 
position  midway  between  the  pole-pieces,  the  number  of  enclosed  lines  being 
then  a minimum  ; when  the  coil  has  reached  the  next  pole-piece  the  E.M.F. 
is  zero.  The  number  of  alternations  is  equal  to  the  number  of  coils  on  either 
frame,  and  the  change  of  sign  takes  place  when  the  armature  coils  are  just 
over  the  pole  ends  of  the  field  magnet. 


( From  Slingo  and  Brooker's  ' Electrical  Engineering  ) 


The  induced  E.M.F.  varies,  as  we  have  seen,  with  the  ordinate  of  a 
sine  curve  ; its  average  value,  since  it  depends  upon  the  rate  at  which  the 
armature  coils  cut  the  lines  of  force  due  to  the  field  magnets  must  vary 
with  the  number  of  lines  emanating  from  each  field  pole,  and  with  he 
number  of  alternations  per  second,  and  this  latter  factoi  is  equa 
number  of  revolutions  per  second  multiplied  by  the  numbei  of  pairs  o 
poles  If,  then,  N is  the  number  of  lines  emanating  from  each  pole,/  e 
number  of  pairs  of  poles,  and  V the  number  of  revolutions  pei  second, 

aveiage  E-M-Fjs  l^°^n^Wen^r  siemens  devised  a cylindrical  arma- 
ture for  magneto-electric  machines,  in  which  the  insulated  wire  is  wound 
lengthwise  on  the  core,  instead  of  transversely,  as  is  usually  the  case 

ft  consists  of  a soft-iron  rod  or  cylinder,  AB  (fig.  1002),  from  one  foot  to 
three  S in  length.  A deep  groove  is  cut  in  this  cylinder  and  on  the  ends, 
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in  which  is  coiled  the  insulated  wire,  as  shown  in  section  in  fig.  1003.  To 
the  two  ends  of  the  cylinder,  brass  discs,  E and  D,  are  secured.  With  h is 
connected  a commutator  C,  consisting  of  a steel  sleeve  cut  obliquely  into 
two  parts  which  are  insulated  from  each  other  and  from  the  axis  of  rotation, 
and  connected  respectively  with  the  two  ends  of  the  wire.  On  the  other 
disc  is  a pulley,/,  round  which  passes  a cord,  so  that  the  bobbin  revolves 
very  rapidly  on  the  two  pivots. 

If  the  coil  is  made  to  rotate  rapidly  between  the  opposite  poles  ol 
magnetised  masses,  then  as  the  segments  A and  B become  alternately 
magnetised  and  demagnetised,  their  induction  produces  in  the  wire  a series 


Fig.  1002 


of  currents  alternately  positive  and  negative,  as  in  Clarke’s  apparatus  (986). 
When  these  currents  are  collected  in  a commutator  which  adjusts  them 
—that  is,  sends  all  the  positive  currents  on  one  spring  and  all  the  negative 
on  another — these  springs  become  the  positive  and  negative  terminals 
of  a direct-current  machine. 

The  magnetic  field  in  which  the  armature  rotates  may  be  produced  by 
an  electromagnet  as  well  as  by  permanent  steel  magnets.  Fig.  1003  shows  a 
section  of  such  an  arrangement  ; A A are 
the  iron  plates  or  cases  on  which  the  wire 
is  wound,  and  C C the  iron  pole-pieces 
separated  by  non-magnetic  metal,  00. 

988.  Dynamo-electric  machines.  — A 
great  advance  was  made  by  the  discovery 
of  the  principle  of  the  reaction  of  a cur- 
rent on  itself— a discovery  made  by  Dr. 

Werner  Siemens  and  Sir  C.  Wheatstone 
independently  of  each  other  and  almost 
simultaneously.  When  an  armature  is 
rotating  between  the  poles  of  a horse- 
shoe electromagnet  through  the  coils  of 
which  no  current  passes,  since  there  is  no 
magnetic  field  there  will  be  no  induced 
E.M.F.  in  the  armature.  But  iron  which  has  once  been  magnetised  almost 
always  retains  some  trace  of  residual  magnetism,  and  consequently  there 
will  generally  be  a magnetic  field — possibly  very  feeble — between  the  poles 
of  an  electromagnet.  The  dynamo  principle  consists  in  connecting  the 
armature  circuit  and  the  field-magnet  circuit  so  that  any  current  developed 
in  the  armature  may  pass,  wholly  or  in  part,  through  the  field-magnet  coils. 
The  result  will  be  that  any  current  induced  in  the  armature,  due  to  the 
slight  residual  magnetism  of  the  field  magnets,  will  also  pass  through  the 
fielcl-magnet  coils  and  strengthen  the  field,  thereby  increasing  the  induced 
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current,  which  again  reacts  on  the  field,  and  so  on.  Thus  a trace  of 
residual  magnetism  is  sufficient  to  start  the  apparatus,  and  the  current  then 
goes  on  increasing  as  the  rotation  is  continued,  and  is  indeed  only  limited 
by  the  limit  to  the  magnetisation  of  the  iron. 

Apparatus  which  transform  mechanical  energy  into  the  energy  of  electric 
currents,  or  conversely,  are  known  as  dynamo-electric  machines , or  briefly 
dynamos.  The  name  was  originally  restricted  to  self-exciting  machines — 
that  is,  to  those  in  which  no  permanent  magnets,  or  extraneous  means  of 
excitement,  were  employed.  It  is  now  used  without  limitation  for  electric 
generators  or  motors. 

Dynamo  machines  are  called  dynamo-electric  generators  when  they 
convert  mechanical  into  electric  energy,  and  dynamo-electric  motors  when 
they  are  arranged  to  produce  mechanical  power  at  the  expense  of  an  electric 
current. 

989.  Gramme  ring. — We  have  seen  how,  by  the  use  of  a two-part  com- 
mutator, the  alternate  currents  developed  by  the  rotation  of  a coil  of  wire  in 


a magnetic  field  may  be  rectified.  But  though  the  current  is  thus  rendeied 
unidirectional,  it  is  of  very  varying  strength,  changing  from  zero  to  a 
maximum,  and  again  to  zero,  twice  over  in  each  revolution.  By  the  applica- 
tion of  a principle  discovered  by  Pacinotti  in  1862,  and  subsequently  and 
independently  by  Gramme,  it  is  possible  to  obtain  from  a revolving  coil  a 
practically  continuous  and  steady  current.  One  form  of  armature  in  which 
the  principle  is  embodied  is  known  as  a Gramme  ling. 

The  principle  of  the  Gramme  ring  will  be  understood  from  the  following 
explanation  :-Let  N and  S (fig.  1004)  be  the  poles  of  the  field  magnets, 
and  we  will  suppose  the  field  to  be  uniform,  as  represented  by  umfoimly. 
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spaced  lines  drawn  from  N to  S.  A is  a wooden  ring  wound  with  an  endless 
wire,  capable  of  turning  about  an  axis  through  its  centre  at  right  angles  to 
the  plane  of  the  paper,  with  uniform  angular  velocity.  Further,  let  us 
suppose  the  wire  to  be  bare  copper  wire,  the  successive  turns  being  close 
together,  but  not  touching,  and  sufficiently  insulated  from  each  other  by 
the  wood  on  which  they  are  wound  : for  simplicity,  only  16  turns  are 
represented  in  the  figure.  Each  convolution  as  it  rotates  will  have  an 
electromotive  force  induced  in  it,  the  magnitude  of  which  depends  on 
its  position  in  the  field  ; in  the  turns  near  o and  180  it  will  be  very  small, 
and  in  those  near  90°  and  270°  it  will  be  a maximum,  since  there  the 
lines  of  force  are  cut  most  rapidly.  With  a right-handed  îotation  of  the 
armature  the  direction  of  the  E.M.F.,  and  theiefoie  of  the  cuirents  in 
the  successive  turns,  will  be  as  indicated  in  the  figuie.  It  will  be  seen 
that  there  results  a current  flowing  downwards  from  Q to  P through  the 
right-hand  half  of  the  armature,  and  an  equal  current  also  flowing 
downwards  on  the  left-hand  side.  T.  hese  are  opposed  to  each  othei  and 
hence  there  is  no  resultant  current.  But  if  P and  Q are  springs 
pressing  against  the  wire  at  o°  and  180°  and  are  connected  to  an  external 
circuit,  the  two  currents  unite  into  a single  current  which  flows  out 
into  the  external  circuit  at  P and  returns  to  the  armature  at  Q.  This 
current  is  practically  continuous,  the  fluctuations  from  perfect  steadiness 
becoming  smaller  and  smaller  as  the  number  of  coils  on  the  ring  is 
increased 

Since  the  induced  E.M.F.  depends  upon  the  rate  of  cutting  lines  of  force, 
it  is  clear  that  a very  great  advantage  will  be  gained  by  winding  the  wire  on 
an  iron  core,  since  under  given  conditions  the  magnetic  flux  is  very  much 
greater  through  an  iron  than  through  a non  magnetic  core.  The  wire  is 
insulated,  and  the  springs  or  brushes 
for  carrying  off  the  current,  instead  of 
touching  the  periphery  of  the  ring,  are 
arranged  to  rub  against  a series  of 
metal  strips,  called  commutator  seg- 
ments, arranged  on  the  rotating  shaft 
and  connected  to  the  successive  turns 
or  coils  on  the  ring.  Fig.  1005  shows 
the  arrangement  of  a real  Gramme 
ring.  The  core  is  not  solid,  but  con- 
sists of  a coil  of  a number  of  turns 
of  varnished  soft-iron  wire,  and  conse- 
quently the  changes  in  its  magnetisa- 
tion which  take  place  are  far  more 
rapid,  and  the  heating  effect  due  to 
these  rapid  changes  is  less  than  would 
be  the  case  if  it  were  one  solid  ring  ; the  wire  is  continuous,  and  the  two 
ends  are  soldered  together. 

On  this  core  are  wound  the  coils  B,  C,  D,  &c.  ; they  are  connected  to 
the  copper  commutator  segments,  mn , to  each  of  which  are  soldered  the 
wires  of  two  successive  coils,  so  as  to  form  a continuous  whole.  The  com- 
mutator segments  are  insulated  from  each  other  by  mica,  and  are  fixed  on 
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a wooden  block  o,  mounted  on  the  axis  of  rotation.  The  commutator  seg- 
ments form  a sheath  about  this  axis,  and  two  flat  brushes  of  copper  wire  are 

in  contact  with  the  upper 
and  lower  parts  of  this 
sheath,  and  receive  the 
currents  which  originate 
in  the  coils. 

Fig.  1006  shows  a small 
hand  machine  fitted  with 
a Gramme  ring  armature, 
the  field  being  excited  by 
a set  of  Jamin’s  permanent 
magnets.  The  points  of 
contact  of  the  brushes,  it 
will  be  seen,  are  on  a line 
at  right  angles  to  the  mag- 
netic field. 

990.  Displacement  of 
the  brushes.  Angle  of 
lead. — Fig.  1007  represents 
the  direction  of  the  lines 
of  force  in  the  simple  case 
of  a Gramme  ring  when 
rotated  on  open  circuit. 
It  will  be  seen  how  they 
almost  entirely  pass 
through  the  ring.  The 
Fis-  1006  line  AB  is  then  the  posi- 


tion in  which  the  brushes  should  be  placed  in  accordance  with  the  explana- 
tion given. 


A 

i 


A 

1 


A' 

/ 


Fig.  1008 


When  the  armature  is  rotated  on  closed  circuit  and  the  brushes  are  in  the 
position  corresponding  to  the  ends  of  AB,  sparks  pass  between  the  brushes 
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and  the  contact  pieces,  which  would  speedily  destroy  them.  It  is  found 
that  by  displacing  the  brushes  in  the  direction  of  the  motion  a position  is 
found,  varying  with  the  strength  of  the  current,  in  which  the  sparking 
disappears. 

This  is  attributable  to  the  fact  that  the  total  field  is  now  the  resultant  ol 
the  original  field  and  that  due  to  the  magnetisation  of  the  core  of  the 
armature  by  the  current  flowing  through  it.  1 he  effect  of  the  composition 
of  the  two  fields  is  a displacement  of  the  original  lines  of  force  (fig.  1008),  and 
the  points  in  which  the  induced  electromotive  force  is  null  are  moved 
into  the  position  A'B'.  The  angle  through  which  the  line  of  brushes 
must  be  displaced  so  as  to  prevent  sparking  is  called  the  angle  of  lead. 

991.  Classification  of  dynamo  machines.— The  principal  types  of  dynamo 
machines  are  depicted  in  figs.  1009-1012,  originally  due  to  Prof.  Sylvanus 
Thompson.  The  field  magnet  is  repre- 
sented as  a horseshoe  with  long  limbs, 
on  which  the  exciting  wire  is  wound, 
and  an  iron  yoke.  The  iron  pole-pieces 
are  curved  so  as  to  embrace  as  closely 
as  possible  the  rotating  armature.  The 
latter  is  not  shown  in  the  figures,  but 
the  commutator,  with  its  segments  and 
contact  brushes,  is  indicated.  Fig.  1009 
represents  a machine  in  which  the 
current  from  a battery  or  separate 
machine  excites  the  field  magnets,  and 
this  type  is  known  as  the  separately 
excited  machine. 

In  a separately  excited,  as  in  a magneto,  machine  the  E.M.F.  is  pro- 
portional to  the  speed  of  the  revolution,  and  for  a given  speed,  E being 
constant,  the  current  varies  inversely  as  the  resistance. 

Fig.  1010  represents  the  original  form  of  the  dynamo  ; the  current  from 
the  armature  passes  directly  from  one  brush  into  the  wire  of  the  field  magnet, 
from  thence  into  the  external  circuit,  returning  to  the  armature  by  the 
other  brush  ; such  machines  are  said  to  be  series  wound.  There  is  no  D.P. 
between  the  terminals  of  a series  wound  dynamo  on  open  circuit.  When 
the  terminals  are  joined  by  a resistance,  or  in  technical  language  when  a 
load  is  applied,  the  machine  quickly  excites,  and  the  E.M.F.  rises  to  its 
proper  value  for  that  load.  As  the  resistance  increases  the  current 
falls,  both  directly  and  also  in  consequence  of  the  diminished  E.M.F.  caused 
by  the  weakening  of  the  field  ; and  when  the  resistance  exceeds  a certain 
limit  the  machine  does  not  excite.  On  the  other  hand,  when  the  external 
resistance  decreases,  there  is  a limit  to  the  increase  of  the  current  due  to 
saturation  of  the  field  magnets  and  other  causes.  Series  wound  dynamos 
are  not  used  for  charging  accumulator  cells,  since  there  is  always  a danger 
that,  on  a temporary  break  in  the  circuit  or  slackening  of  the  speed  of 
running,  the  (back)  E.M.F.  of  the  cells  may  overpower  that  of  the  machine, 
reverse  its  magnetism  and  drive  it  backwards. 

A third  type  is  that  represented  in  fig.  101 1,  and  is  known  as  the  shunt 
wound  dynamo  ; the  current  through  the  armature  divides  at  B,  one  portion 
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passes  through  the  long  and  thin  wire  of  the  field  magnet,  and  the  other 
through  the  external  circuit— for  instance,  an  electroplating  bath. 

Thus  the  external  circuit  and  the  shunt  coils  are  in  parallel  and  share 
the  current  produced  in  the  armature.  The  shunt  coils  have  a high 
resistance  as  compared  with  the  field-magnet  coils  of  a series  dynamo. 
When  the  machine  is  on  open  circuit,  the  armature  and  shunt  are  in  series 
with  each  other,  and  under  these  conditions  the  D.P.  at  the  terminals  is 
a maximum  for  a given  speed.  When  the  poles  are  joined  by  a resistance 
which  is  gradually  diminished  from  a high  value,  the  D.P.  diminishes  and 
the  current  increases  up  to  a certain  limit,  after  which  it  again  diminishes 
and  tends  to  vanish  when  the  load  is  very  large.  Near  the  limiting  value  a 
change  in  the  external  resistance  produces  only  a slight  effect  on  the  current, 
for  increase  of  resistance  throws  more  current  into  the  shunt  coils,  and 


therefore  strengthens  the  field  and  with  it  the  E.M.F. 

The  compound  wound  dynamo  is  represented  in  fig.  1012.  There  are 
two  fielcl-magnet  coils,  one  of  low  resistance,  the  other  of  relatively  high 

resistance,  connected  respectively  in 
series  with,  and  in  shunt  with,  the 
external  circuit.  The  coils  may  be 
wound  in  such  a way  that  the  machine 
may  give  either  constant  pressure  or 
constant  current  within  certain  limits 
of  load.  A constant  pressure  machine 
is  used  for  feeding  glow  lamps  in 
parallel.  If  a number  of  these  lamps 
are  removed,  the  resistance  in  the  ex- 
ternal circuit  is  increased,  and  the  cur- 
rent would  be  lessened,  partly  from 
Ohm’s  law,  and  partly  from  the  weaker 
magnetisation  whereby  the  difference 
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of  potential  would  be  less,  and  possibly  to  such  an  extent  that  the  lamps 
would  not  glow  ; but  with  the  compound  winding  a greater  proportion  of 
the  current  now  passes  through  the  shunt  wire,  and  thus  the  field  is 
strengthened.  By  a suitable  choice  of  the  resistances,  and  the  relative 
number  of  turns  of  the  wires,  the  increase  of  the  magnetisation  can  be  made 
so  great  that  the  diminution  in  the  difference  of  potential  is  thereby  com- 
pensated. . , . • 

992.  Drum  armature.  Siemens’s  dynamo-electric  machines.— There 

another  type  of  armature  used  in  direct-current  machines,  known  as  a drum 
armature.  The  core  is  a cylinder  or  drum  formed  of  a number  of  thin  non 
discs  or  washers  insulated  from  each  other,  and  on  this  the  wire  is  wounc 
longitudinally,  crossing  over  at  the  ends,  each  turn  being  shifted  slig  y 
on  the  drum  with  regard  to  the  preceding  one.  The  wire  fonns  a cl  s 
circuit,  and  as  in  the  ring  armature,  the  ends  of  each  turn  °r  g™P 
turns  are  brought  to  commutator  segments  ranged  on  the  axis  of  rotatic 1 . 
The  principal  difficulty  in  winding  drum  armatures  is  to  cany  o\ei  ic 
wire  at  the  ends  of  the  drum  in  such  a way  that  the  end  faces  may  not 
blocked  up  with  wire  and  insulating  material,  and  ventilation  prevented,  ai 
many  ingenious  plans  have  been  devised  for  overcoming  this  difficulty. 
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Fig'.  1013  represents  the  essential  features  ofoneof  the  small-sized  vei  tical 
machines  made  by  Siemens  & Co.,  a characteristic  of  which  is  the  chum 
armature.  The  poles  of  the  field 
magnets  MM',  MM'  are  joined 
together,  north  to  north  and 
south  to  south,  by  massive 
pieces  of  soft  iron,  bent  so  as  to 
almost  completely  encircle  the 
armature  ; the  front  pieces,  N, 
form  the  north  pole  of  the  com- 
bined field  magnet,  and  similar 
pieces  behind  form  the  south 
pole,  and  the  lines  of  force  run 
horizontally  from  front  to  back. 

D is  the  armature,  and  C the 
commutator  segments  on  which 
rest  two  pairs  of  brushes,  the 
plane  of  commutation  being 
nearly  vertical.  One  advantage 
of  the  drum  armature  is  that  all 
the  turns  of  wire  on  the  drum 
cut  all  the  lines  of  force  which  pass  through  the  armature  core.  Drum 
armatures  are  now  much  more  used  than  ring  armatures,  especially  in  slow- 
speed  dynamos.  The  resistance  from  brush  to  brush,  as  in  the  case  of  the 
Gramme  ring,  is  only  one-quarter  of  the  actual  resistance  of  the  wire  on  the 
armature. 

993.  Motors.— An  electric  motor  is  a machine  for  converting  electric  into 
mechanical  energy.  Any  dynamo-generator  may  serve  as  a motor  ; that  is, 
if  a current  from  a battery  or  other  source  is  allowed  to  pass  through  its 
armature  and  field  magnets,  the  armature  will  rotate.  In  the  case  of  a 
series  wound  machine  (fig.  ioio),  the  direction  of  rotation  is  opposite  to  that 
in  which  the  armature  must  be  driven  in  order  to  produce  a current  in  the 
same  direction.  This  will  be  clear  from  a consideration  of  fig.  1008,  for  as 
in  the  ge?ierator  the  south  pole,  S',  of  the  armature  is  urged  away  from  the 
north  pole  and  towards  the  south  pole  of  the  field  magnet,  work  being  done 
against  magnetic  forces,  so  in  the  machine  used  as  a motor  the  direction 
of  the  current  being  the  same,  S',  will  be  attracted  towards  N,  and  the  direc- 
tion of  rotation  will  be  reversed.  If  the  machine  is  shunt  wound,  on  the 
contrary,  and  a battery  is  inserted  in  the  external  circuit  to  produce  a 
current  in  the  same  direction  as  that  due  to  the  action  of  the  machine  as  a 
generator,  the  armature  will  rotate  in  the  same  direction  as  before,  since 
the  polarity  of  the  field  magnets  is  reversed. 

If  a battery  or  dynamo  is  connected  up  with  an  ammeter  and  a motor 
whose  armature  is  prevented  from  turning,  the  current,  C,  is  equal  to 

where  E is  the  applied  E.M.F.,  and  R the  resistance  of  the  circuit. 

When  the  armature  is  allowed  , to  rotate,  the  current,  as  indicated  by  the 
ammeter,  falls,  owing  to  the  back  E.M.F.  set  up  in  the  motor,  and  the 
diminution  of  current  is  greater,  the  greater  the  speed  ; for  the  armature 
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cannot  rotate  without  developing  an  electromotive  force,  and  the  direction 
of  this  must,  by  Lenz’s  law,  be  such  as  to  tend  to  stop  lire  motion.  Let  e 

denote  this  back  E.M.F.  for  a given  speed,  then  C=  The  power 

supplied  from  the  source  = CE  watts,  of  which  an  amount  equal  to  C2R  is 
absorbed  in  heat  in  the  circuit  ; the  remainder,  which  from  the  above  equa- 
tion is  equal  to  Ce,  represents  the  power  absorbed  by  the  motor  and  con- 

Ce  c j 

verted  into  mechanical  power.  The  efficiency  of  the  motor  = ^ or  and 

is  greater  the  more  nearly  this  fraction  is  equal  to  unity  ; that  is,  the  smaller 
the  current.  The  maximum  amount  of  energy  in  a given  time  will  be 

obtained  from  the  motor  when  Ce  or  is  a maximum.  Now,  since 

the  sum  of  the  two  factors  * and  E — 0 is  constant,  their  product  will  be  a 

maximum  when  they  are  equal  to  each  other,  or  when  E-e  = e,  or  e=~ 

Thus,  the  maximum  efficiency  of  a motor  must  be  distinguished  fiom  Us 
maximum  rate  of  working. 

Q04.  Transformers.— Ruhmkorff’s  coil,  as  we  have  seen,  is  an  arrange- 
ment by  means  of  which  we  can  transform  electricity  of  low  into  electricity 
of  high  potential.  There  is  no  creation  of  electricity  ; the  energy  produced 
in  the  secondary  circuit  is  produced  at  the  cost  of  that  in  the  primary  The 
apparatus  acts,  in  short,  as  a transformer  or  converter,  and  it  is  leveisible  for 
if  we  connect  the  long  thin  wire  with  a source  of  electricity  yielding  alter- 
nating currents  at  high  potential,  we  get  alternating  currents  in  the  short 
thick  wire,  of  low  potential  but  of  much  greater  strength.  The  functions  of 
the  wires  are  reversed  in  this  case  ; the  thin  long  wire  is  the  primary  and 
the  short  thick  wire  the  secondary.  This  modification  of  the  principle  of 
RuhmkorfPs  coil  is  of  great  practical  importance  m the  transmission  of 

eleC(Dne  type° of  transformer,  represented  in  fig.  1014,  consists  of  a closed 
iron  ring,  or  preferably  a bundle  of  soft-iron  wires  or  strips,  so  as  to  hinder 
the'1  formation  of  eddy  current,  (964).  In  either  case  the  magne  ,c  c„c„, 
is  closed,  the  primary  wire  AB  is  coiled  on  tins,  and  over  tt  the  second** 
ab,  both  carefully  insulated  ; or  the  two  sets  are  coiled  sepaiatel>  in 

individual  sections,  as  shown  in  the  figure.  . 

In  another  type,  represented  in  fig.  1015,  the  primary  and  secondary  wn es 

are  wound  together  and  form  the  core,  while  on  this  is ÿ coded  m 

tinuous  circuit  at  right  angles  iron  wire  or  strips,  coated n?nfS  forma“on  of 
iron  oxide,  which,  being  an  insulator,  tends  to  prevent  the  formation 

eddjt ^of” great  importance  that  the  insulation  of  transformers  be  good, 

more  especially  when,  as  in  recent  tintes, 

of  40,000  to  50,000  volts,  or  even  more.  In  such  cases  tne  \ 

is  placed  in  oil,  which  penetrates  the  pores  and  insulates  admnrab  j . 

The  chief  requirement  in  any  transformer  is  thn  1 s u 
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both  in  the  primary  and  the  secondary  wire,  and  this  is  lost  as  far  as 
useful  effect  is  concerned.  Then,  further,  some  energy  is  consumed  in 
eddy  currents,  and,  moreover,  the  magnetisation  and  demagnetisation  of 
the  iron  core  or  envelope  represent  a loss  of  energy,  which  is  spoken  of  as 
the  loss  by  hysteresis  (907). 

Owing  to  all  these  causes,  the  power  in  the  secondary  wire  is  always  less 
than  that  in  the  primary,  and  the  ratio  of  the  two  is  called  the  efficiency. 
In  the  most  improved  modern  forms  an  efficiency  of  96  per  cent,  is 
attained.  The  efficiency  is  greater  when  the  transformer  works  under  a full 
load.  The  magnetisation  then  oscillates  within  narrower  limits,  and  the 
losses  due  to  hysteresis  are  smaller. 

In  the  transmission  of  power  from  one  place  to  another,  transformers 
play  an  important  part.  Suppose  a source  of  power  available  of  50,000 
watts,  for  example,  and  that  this  is  to  be  transmitted  in  the  form  of 


Fig-  TOI4  Fig.  lot  5 


electric  power  to  a certain  distance,  there  to  be  utilised.  Since  a watt 
îepiesents  the  product  of  two  factors,  a volt  and  an  ampere,  we  may  vary 
these  factors,  which  make  up  the  total,  in  any  way  we  like.  We  may 
tiansmit  it  in  the  foim  of  a strong  current  of  low  electromotive  force,  or 
of  a weak  current  with  very  high  electromotive  force.  Thus,  for  instance, 
we  can  tiansmit  the  above  quantity  as  a current  of  500  amperes  under  a 
piessuie  of  100  volts.  But  for  this  purpose  the  resistance  of  the  conductor 
thiough  which  the  current  passes  must  be  small,  which  necessitates  that 

it  have  a laige  section  and  consist  of  very  good  conducting  material that 

is,  of  copper. 

1 he  energy  could,  however,  also  be  transmitted  in  the  form  of  a weak  cur- 
rent, say  of  10  amperes,  under  a pressure  of  5000  volts  ; the  conductor  required 
for  this  purpose  might  be  very  much  thinner,  and  therefore  far  less  costly. 

By  incieasing  the  number  of  coils  of  a dynamo  machine,  and  the  speed 
of  rotation,  currents  may  be  produced  of  very  high  electromotive  force. 
But  in  practice  it  is  found  that  a certain  speed  of  rotation  cannot  be 
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exceeded  and,  moreover,  the  difficulty  of  insulation  in  the  machines  them- 
selves is  greatly  increased  ; the  electricity  is  apt  to  discharge  in  the  body  of 
the  machine  itself,  and  thus  destroy  the  insulation.  In  practice  it  is  not 
safe  to  go  beyond  2000  volts. 

Here  comes  in  the  great  utility  of  transformers.  Suppose  the  gene- 
rator to  produce  a strong  electric  current  of  low  potential,  which  is 
then  passed  into  a suitable  transformer  and,  on  the  principle  CE -CE, 
is  converted  into  a small  current  of  high  electromotive  force.  I his  weak 
current  is  then  transmitted  along  a thin  wire  to  the  place  where  it  is  to  be 
utilised,  where  it  again  enters  a transformer,  and  is  changed  into  a current 


of  the  desired  strength.  . . ,,,  .. 

The  first  great  progress  made  in  this-  direction  was  at  the  Electnc 
Exhibition  of  1891,  at  Frankfort-on-the-Main,  in  which  mechanical  power 
was  transmitted  from  Lauffen-on-the-Neckar  through  a distance  of  no 
miles  with  a loss  of  28  per  cent.  The  water-power  available  at  Lauffen 
worked  a turbine  producing  300  horse-power  ; this  generated  an  enormous 
current  of  4000  amperes  at  5 5 volts,  or  220,000  watts;  by  means  of 
copper  rods  over  an  inch  in  diameter  this  current  was  passed  into  a trans- 
former/where it  was  changed  into  a current  of  8 amperes; at  27,00c ivohj 
This  small  current  was  transmitted  through  copper  wires  A of  an  inch 
diameter,  to  Frankfort,  where  it.  again  entered  a transformer,  m which 
electromotive  force  was  transformed  down  to  100  volts.  . ,, 

The  chief  practical  difficulty  in  the  transmission  of  power  economically 

seems  now  to  be  one  of  insulation. 
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CHAPTER  XIII 

DIAMAGNETISM 

995.  Diamagnetism. — Coulomb  observed,  in  1802,  that  magnets  act  upon 
all  bodies  in  a more  or  less  marked  degree  : this  action  was  at  first  attributed 
to  the  presence  of  ferruginous  particles.  Brugmann  also  found  that  certain 
bodies — for  instance,  bars  of  bismuth — when  suspended  between  the  poles  of 
a powerful  magnet,  do  not  set  axially  between  the  poles,  that  is,  in  the  line 
joining  the  poles,  but  equatorially , or  at  right  angles  to  that  line.  In  other 
words,  while  a magnetic  substance  such  as  iron  sets  along  the  lines  of  force 
of  the  magnetic  field,  a bar  of  bismuth  sets  at  right  angles  to  the  field. 
This  phenomenon  was  explained  by  the  assumption  that  the  bodies  were 
transversely  magnetic.  Faraday  made  the  important  discovery  in  1845  that 
all  solids  and  liquids  which  he  examined  are  either  attracted  or  repelled  by 
a powerful  electromagnet.  The  bodies  which  are  attracted  are  called  mag- 
netic or  paramagnetic , and  those  which  are  repelled  are  diamagnetic  bodies. 
Among  the  metals,  iron,  nickel,  cobalt,  manganese,  platinum,  cerium, 
osmium,  and  palladium  are  paramagnetic  ; while  bismuth,  antimony,  zinc 
tin,  mercury,  lead,  silver,  copper,  gold,  and  arsenic  are  diamagnetic, 
bismuth  being  the  most  so  and  arsenic  the  least.  The  three  metals  iron’ 
nickel,  and  cobalt  exhibit  the  magnetic  property  in  so  marked  a degree 
as  compared  with  other  paramagnetic  substances  that  they  are  generally 
classed  by  themselves  and  called  ferromagnetic  (701).  Diamagnetic  effects 
were  first  observed  by  Faraday  in  a particular  kind  of  glass  called  Faraday's 
heavy  glass  ; they  can  be  exhibited  only  by  means  of  very  powerful  magnets. 
In  experimenting  on  the  diamagnetic  effects  exhibited  by  solids,  liquids  and 
gases,  pole-pieces  of  soft  iron,  S and  Q (figs.  1016-1018),  of  different  shapes 
are  screwed  on  the  magnets.  ’ 

1.  Diamagnetism  of  solids.  A small  rectangular  bar,  suspended  between 
the  poles  of  an  electromagnet,  sets  equatorially , or  at  right  angles  to  the 
lines  of  force,  if  it  is  a diamagnetic  substance,  such  as  bismuth,  antimony  or 
copper  ; but  axially , or  in  the  direction  of  the  lines  of  force,  if  it  is  a magnetic 
substance,  such  as  iron,  nickel  or  cobalt.  Besides  the  substances  enumerated 
above,  the  following  are  diamagnetic  : rock  crystal,  alum,  glass,  phosphorus, 
iodine,  sulphur,  sugar,  bread  ; and  the  following  are  magnetic  : many  kinds 
of  paper  and  sealing-wax,  fluorspar,  graphite,  charcoal,  &c. 

ii.  Diamagnetism  of  liquids.  To  experiment  with  liquids,  very  thin  glass 
tulies  filled  with  the  substance  are  suspended  between  the  poles  instead  of 
the  cube  m in  the  figure  1017.  If  the  liquids  are  magnetic,  such  as  solutions 
of  non  or  cobat,  the  tubes  set  axially;  if  diamagnetic,  like  water,  blood, 
milk,  alcohol,  ether,  oil  of  turpentine,  and  most  saline  solutions,  the  tubes  set 
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eciuatorially.  The  attraction  or  repulsion  of  a magnetic  substance  is  affected 
bv  the  magnetic  quality  of  the  medium  which  surrounds  it.  for  example, 
a thin  glass  bulb  containing  a solution  of  ferric  chloride  is  attracted  when 
susDended  in  a vessel  containing  a weaker  solution,  and  repelled  if  the  vessel 
contains  a stronger  solution  of  ferric  chloride.  Thus  a paramagnetic  sub- 
stance  may  appear  to  be  repelled  by  a magnet,  just  as  a balloon  filled  with 
hydrogen  appears  to  be  repelled  by  the  earth,  the  explanation  in  each  case 
being  that  the  medium  displaced  is  more  powerfully  attracted  than  the  body 

Wh:  a diamagnetic  substance  surrounded  by  a magnetic  or  neutral  substance 
sets  eciuatorially.  According  to  its  composition  glass  is  sometimes  magnetic 
and  sometimes  diamagnetic,  and  as  glass  tubes  are  used  for  containing  the 


Fig.  1016 


Fig.  1017 


Fig.  1018 


liquids  in  these  investigations,  its  deportment  must  first  be  determined,  and 
nÏbêh^uT^“”îic  field  may  also  be  observed  by 

“ '"e  Tdeteï.  œ? 

==•  -SSsï 

Barrett.  A source  ot  1 g v watch-glass,  and  between  the  legs  of 

of  the  solution  to  be  tuec.  . means  the  beam 

the  magnet,  is  placed  a mirror  at  an  angle  of  45  - By  “ to  a 

of  light  passing  through  **  ™'^*^î  l^s.  If  now  a drop  of 
screen,  wheie  an  image  o P sulnhuric  acid,  be  placed  on  the 

du.magne.ic  liquid,  such  as  » «,  -.bet»  £om  lhe  „0 

watch-glass,  as  soon  as  the  eu  ^ P ’ ^ A ,fi  ,01g).  So  doing, 

poles,  and  gathers  itsel  up  m o tL  theHght  is  brought  to  a short  focus 

it  forms  a double  convex  lens,  by  which  the  ligni  \vhen  the  current 

below  the  drop,  an  effect  instant  Y seen  tQ  ;ts  former  appearance. 

is  interrupted  the  drop  falls,  an  g chloride,  has  exactly  the 
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is  dispersed,  and  the  effect  shows  itself  on  the  screen.  Instead  of  a mirror  and 
lens,  a sheet  of  white  paper  may  be  placed  in  an  inclined  position  under 
the  watch-glass  ; the  effects  are  somewhat  varied,  but  equally  pronounced. 

iii.  Diamagnetism  of  gases.  Bancalari  observed  that  the  flame  of  a candle 
placed  between  the  two  poles  in  Faraday’s  apparatus  was  strongly  repelled 
(fig.  1016).  All  flames  present  the  same  phenomenon  to  different  extents, 
resinous  flames  or  smoke  being  most  powerfully  affected. 

The  magnetic  deportment  of  gases  may  be  exhibited  for  lecture  purposes 
by  inflating  soap  bubbles  with  them  between  the  poles  of  the  electromagnet, 
and  projecting  on  them  either  the  lime  or  the  electric  light. 

Faraday  experimented  on  the  magnetic  nature,  of  gases.  He  allowed 
gas  mixed  with  a small  quantity  of  a visible  gas  or  vapour,  so  as  to  render 
it  perceptible,  to  ascend  between  the  two  poles  of  a magnet,  and  observed 
their  deflections  from  the  vertical  line  in  the  axial  or  equatorial  direction  ; 
in  this  way  he  found  that  oxygen  was  least,  nitrogen  more,  and  hydrogen 
most  diamagnetic.  With  iodine  vapour,  produced  by  placing  a little  iodine 
on  a hot  plate  between  the  two  poles,  the  repulsion  is  strongly  marked. 
Becquerel  found  that  oxygen  is  the  most  strongly  paramagnetic  of  all 
gases,  and  that  a cubic  yard  of  this  gas  condensed  would  act  on  a magnetic 
needle  like  5-5  grains  of  iron.  This  magnetism  of  gases  may  be  shown  by 
suspending  a glass  globe  to  the  pan  of  a balance,  above  the  pole  of  a 
powerful  magnet  ; this  globe,  after  being  exhausted,  is  exactly  counterpoised, 
and  having  been  filled  with  a given  gas,  the  weight  is  ascertained  which  is 
required  to  detach  it.  With  oxygen  the  attraction  is  appreciable,  and  is 
five  times  as  much  as  with  air  under  the  same  pressure.  Faraday  found 
that  oxygen,  although  paramagnetic  under  ordinary  circumstances,  became 
diamagnetic  when  the  temperature  was  much  raised. 

Liquid  oxygen  is  highly  paramagnetic.  Dewar  found  that  when  some  of 
this  contained  in  an  open  glass  vessel  was  brought  near  the  pole  of  a powerful 
electromagnet,  it  flew  towards  it  and  remained  adherent  until  all  was  evapo- 
rated. 

In  the  crystallised  bodies  which  do  not  belong  to  the  regular  system,  the 
directions  in  which  the  magnetism  or  diamagnetism  of  a body  is  most  easily 
excited  are  generally  related  to  the  crystallographic  axis  of  the  substance. 
The  optic  axis  of  the  uniaxial  crystals  sets  either  axially  or  equatorially  when 
a crystal  is  suspended  between  the  poles  of  an  electromagnet.  Faraday 
assumed  from  this  the  existence  of  a magneto-crystalline  force,  but  it  appears 
probable  from  Knoblauch’s  researches  that  the  action  arises  from  an  unequal 
density  in  different  directions,  inasmuch  as  unequal  pressure  in  different 
directions  produces  the  same  result. 

According  to  Pliicker,  for  a given  magnetising  force,  the  specific  magnet- 
isms developed  in  equal  weights  of  the  undermentioned  substances  are  repre- 
sented by  the  following  numbers,  those  bodies  with  the  minus  signs  prefixed 
being  diamagnetic  : — 


I ron 

Cobalt  . 
Nickel  . 
Iron  oxide 


1,000,000  Nickel  oxide 

1,009,000  Phosphorus. 

465,800  Water . 


7 59  Bismuth 
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If  a sphere  of  iron  is  placed  in  a uniform  magnetic  field,  lines  of  force 
are  drawn  into  the  substance  of  the  sphere  so  that  the  number  of  lines 
through  it  is  greater  than  the  number  that  previously  passed  through  the  space 


which  it  occupies  (fig.  .0,9).  Its  magnetic  susceptibility  (yes)  is  P“Wv=,  “d 
its  magnetic  permeability  greater  than  unity.  If,  however,  the  substance  ol 
the^phere'ls  diamagnetic— for  instance,  a ball  of  bisnruth-.he  hues  of  force 
n the  field  are  apparently  repelled,  so  that  fewer  lines  pass  through  , than 
would  have  been  the  case  had  it  been  a neutral  substance  (fig.  1020).  Its 


susceptibility  is  negative  and  its  permeability  less  than  unity  A rod  of  iron 
parts  of  a variable  field,  diamagnetic  substances  into  the  weakest. 
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CHAPTER  XIV 

CONNECTION  BETWEEN  ELECTRICITY  AND  LIGHT 


996.  Optical  effects  of  powerful  magnets. — Faraday  discovered,  in  1845, 
that  a powerful  magnetic  field  exercises  an  action  on  the  propagation  of 
light  in  substances  exposed  to  its  action  ; thus  if  a polarised  ray  traverses 
them  in  the  direction  of  the  lines  of  force,  the  plane  of  polarisation  is 
rotated  either  to  the  right  or  to  the  left  according  to  the  direction  of  the 
magnetisation. 

Fig.  1021  represents  Faraday’s  apparatus,  as  constructed  by  Ruhmkorff. 
It  consists  of  two  powerful  electromagnets,  M and  N,  fixed  on  two  iron 


Fig.  T021 


supports, -O  O',  which  can  be  moved  on  an  iron  base,  K.  The  current  from 
a battery  of  20  volts  passes  by  the  wire  A to  the  commutator,  H,  the  coil 
M,  and  then  to  the  coil  N,  by  the  wire  g,  descends  in  the  wire  i passes 
again  to  the  commutator,  and  emerges  at  B.  The  two  cylinders  of  soft 
iron,  which  are  in  the  axis  of  the  coils,  are  perforated  by  cylindrical  holes 
to  allow  the  hght  to  pass.  At  b and  « there  are  two  Nicol  prisms  b 
serving  as  polariser  and  a as  analyser.  By  means  of  a limb  this  latter 
can  be  rotated  about  a horizontal  axis,  the  angle  being  read  off  on  a gradu- 
The two  prisms  being  then  placed  so  that  their  principal  sections  are 
perpendicular  to  each  other,  the  prism  a completely  extinguishes  the  light 
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transmitted  through  the  prism  b.  If  at  4 on  the  axis  of  the  two  coils  a slab 
is  placed  with  parallel  faces,  of  heavy  or  flint  glass,  monochromatic  light  is 
still  extinguished  so  long  as  the  current  does  not  pass - but  when  he 
connections  are  made,  the  light  reappears,  and  in  order  to  extinguish  the 
analyser  must  be  turned  through  an  angle  which  can  be  read  off  on  lie 
limb  and  which  measures  the  rotation.  By  reversing  the  direction  of  the 
current  the  rotation  is  reversed.  If  the  source  of  light  is  not  monochro- 
matic and  if  the  analyser  is  turned  to  left  or  right,  according  to  the  direc- 
tion of  the  current,  the  light  passes  through  the  different  tints  of  the 
snertrum  as  is  the  case  with  plates  of  quartz  cut  perpendicularly  to  the 
axfs  Zô)  Becquerel  showed  that  a large  number  of  other  substances 
besides9heavy  glass  rotate  the  plane  of  polarisation  under  the  influence  of 
powerful  magnets.  The  direction  of  the  rotation  for 

that  of  the  current 
which  produces  the 
given  magnetic  field, 
and  is  independent  of 
the  direction  in  which 
the  rays  of  light  pass. 

F'g- 1022  Hence  if  the  ray  is 

reflected  on  itself  and  ™ «he^bsmn 

Nation  may  he  increased  in  the  same 

mf 

Udc^oT'a  ^i^ve^materi^^caUed  constant^  for  ™^gd!  £ 

water.  It  diminishes  with  rise  of  temperature. 

By  means  of  Faraday's  apparatus  ,t  has  *el,  r'„,a- 

of  iron,  cobalt,  and  nickel,  so  fine  as  to  be  ransparent,  exe,  P the 

- » * - — 

direction.  n tt  discovered  a remark- 

. 997.  Kerr’s  electro-optical  experimen  . • found  that  when  certain 

able  relationship  between  electricity  and  h„  11  doubly  refracting 

dielectrics  are  subjected  to  elect,  c stia an,  they  ^ u as  /ollows  ;_A 
(673).  The  general  arrangement  of  the  e.  p which  is 

cell,  P (fig- .003),  is  suitably  constructed  of  s»m  gla«  plates,^  ^ ^ 

placed  the  liquid  undei  examina  to  • tl  i kness  Two  copper  plates 

- ”’d”  - be 
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connected  with  the  electrodes  of  a Holtz  machine  (fig.  744);  01  > 's  11101  e 

convenient,  with  the  opposite  coatings  of  a Leyden  jar,  which  in  turn  is 
charged  by  such  a machine.  B is  the  mirror  of  a hehostat,  by  which  a beam 
of  light  may  be  sent  in  the  required  direction.  M and  N are  two  Nicol 
prisms  (674)  ; C is  a compensator,  while  D is  a condensing  lens. 

Of  the  two  Nicol  prisms,  M serves  as  polariser,  and  N as  analyser 
(670)  ; at  the  outset  they  are  arranged  so  that  their  principal  sections  are  at 


I 

I 


B 

N 

Fig.  1023 


right  angles  to  each  other,  and  make  an  angle  of  45  with  the  veitical. 
Thus  the  light  polarised  by  the  prism  M is  extinguished  by  the  analyser  N, 
so  that  the  field  between  them  is  quite  dark,  and  remains  so  even  when 
the  cell  is  filled  with  liquid  ; the  cell  is  so  arranged  that  the  observer 
looks  through  the  slit  of  dielectric  which  is  between  the  conductors  in  the 
cell. 

If  now  the  plates  are  oppositely  charged,  the  field  at  once  becomes  clear. 
Of  all  dielectrics  hitherto  examined,  carbon  bisulphide  is  that  which  best 
exhibits  the  phenomenon.  A fraction  of  a turn  of  a Holtz  machine  is  at  once 
sufficient  to  produce  light  in  the  field,  which  disappears  immediately  the 
plates  are  discharged.  As  the  machine  is  worked  and  the  potential  rises, 
the  light  between  the  conductors  gradually  increases  in  brightness  until  a pure 
and  brilliant  white  is  obtained  ; with  further  increase  of  potential  a fine 
progression  of  chromatic  effects  is  obtained  ; the  luminous  band  between 
the  conductors  changes  first  from  white  to  a straw  colour,  which  deepens 
gradually  to  a rich  yellow  ; it  then  passes  through  orange  to  a deep  brown, 
next  to  a pure  and  dense  red,  through  purple  and  violet  to  a rich  and 
full  blue,  and  then  to  green.  All  the  colours  are  beautifully  dense  and 
pure,  and  as  fine  as  anything  seen  in  experiments  with  crystals  in  the  polari- 
scope.  The  phenomenon  generally  ceases  at  the  green  of  the  second 
order  with  a discharge  of  electric  sparks.  The  action  of  carbon  bisulphide 
under  electric  strain  is  similar  to  that  of  rapidly  cooled  glass  or  glass 
stretched  in  a direction  parallel  to  the  lines  of  force  ; it  is  an  action  of  the 
same  kind  as  that  of  a uniaxial  crystal  (677)  ; in  this  respect  carbon  bisul- 
phide occupies  a place  among  dielectrics  similar  to  that  of  Iceland  spar 
among  crystals. 

In  order  to  measure  the  effect  produced,  a compensator,  C,  is  placed 
behind  the  cell  ; the  plates  are  connected  with  Lord  Kelvin’s  quadrant 
electrometer  in  such  a manner  that  the  potential  can  be  directly  measured, 
and  then  compared  simultaneously  with  the  difference  of  the  path  of  the 
extraordinary  and  ordinary  ray  in  the  dielectric.  Kerr  arrived  thus  at  the 
law  : ‘ The  strength  of  the  electro-optical  action  of  a given  dielectric,  that 
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is,  the  difference  in  tire  path  of  the  ordinary  and  extraordinary  rays,  for  unit 
thickness  of  the  dielectric,  varies  directly  as  the  square  of  the  resultant 
electrical  force.’  Kerr  also  found  that  when  a pencil  of  plane  polarised 
light  is  reflected  from  the  polished  surface  of  either  pole  of  an  electromagnet 
of  iron,  it  undergoes  a rotation  in  the  direction  contrary  to  that  of  the  mag- 
netising current.  This  result  is  also  obtained  when  it  is  reflected  from  the 
sides  of  the  electromagnet  when  the  magnet  is  excited. 

998.  Zeeman  effect. — Another  connection  between  light  and  magnetism 
was  discovered  by  Zeeman  in  1897,  who  found  that  the  spectrum  lines  of  an 
incandescent  vapour  are  modified  when  the  vapour  is  subjected  to  a power- 
ful magnetic  field.  Suppose  the  spark  giving  the  incandescent  vapour  to 
have  the  position  c in  fig.  1021,  and  to  be  examined  in  a direction  at  right 
angles  to  the  lines  of  force.  It  is  found  that  each  spectrum  line  is  tripled, 
and  the  separation  between  the  constituents  of  a triplet  is  proportional  to  the 
strength  of  the  magnetic  field.  Using  a polariscope  in  combination  with  the 
spectroscope,  it  is  found  that  the  outer  lines  are  polarised  in  a plane  parallel 
to  the  lines  of  force,  and  the  central  line  in  a plane  perpendicular  to  the  lines. 
If  the  radiant  vapour  is  viewed  in  a direction  'parallel  to  the  magnetic  field, 
which  can  be  done  with  the  arrangement  illustrated  in  fig.  1021,  the  central 
line  of  the  triplet  vanishes,  while  the  outer  ones  are  circularly  polarised 
the  shorter  waves  (those  nearer  the  violet  end  of  the  spectrum)  in  the 
direction  of  the  magnetising  current,  and  the  longer  waves  in  the  opposite 


sense. 


Further  investigation  has  shown  that  the  phenomena  are  much  mote 
complicated  than  was  at  first  supposed  ; different  spectrum  lines  are  found 
to  behave  in  different  ways  in  the  magnetic  field,  some  appearing  as  quartets, 
while  others  are  resolved  into  sextets  or  more  complicated  foims. 

999.  Influence  of  light  on  conductivity.  Photophone.  1 he  metalloid 
selenium  has  under  ordinary  conditions  a high  resistance,  but  if  a specimen 
of  this  substance  is  raised  to  the  melting  temperature  and  slowly  cooled,  it 
becomes  a moderately  good  conductor.  Its  resistance  in  this  state  is 
changed,  to  a marked  extent,  when  light  falls  upon  it.  This  was  shown  by 
the  following  experiment  : — A thin  strip  of  selenium,  about  38  mm.  long  by 
13  mm  broad,  was  provided  at  the  ends  with  conducting  wires  and  placed 
in  a box  with  a draw-lid.  The  selenium,  having  been  carefully  balanced  m a 
Wheatstone’s  bridge,  was  exposed  to  diffused  light  by  withdrawing  the  lid, 
when  the  resistance  at  once  fell  in  the  ratio  of  11  to  9.  On  exposure  to  the 
various  spectrum  colours,  after  having  been  in  the  dark,  it  was  found  to 
be  most  affected  by  the  red,  but  the  maximum  action  was  just  outside  the 
red,  where  the  resistance  fell  in  the  ratio  of  3 to  2.  Momentary  exposure  to 
the  light  of  a gas-lamp,  or  even  to  that  of  a candle,  caused  a diminution  of 
resistance.  Exposure  to  full  sunlight  diminished  the  resistance  by  one-half. 
The  effect  produced  on  exposure  to  light  is  immediate,  while  recunence  to 
the  normal  state  takes  place  more  slowly.  A vessel  of  hot  water  placed  near 
the  strip  produced  no  effect,  and  hence  the  phenomenon  cannot  be  due  to 
heat,  but  there  appear  to  be  certain  rays  which  have  the  power  of  producing 
a molecular  change  in  the  selenium  by  which  its  conductivity  is  increase  . 

If  the  two  electrodes  of  a Ruhmkorff  coil  are  connected  with  a Ge.ssler 
tube,  suitably  exhausted,  so  that  a discharge  just  does  not  pass  when  the 
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apparatus  is  in  the  dark,  it  passes  at  once  when  the  tube  is  exposed  to  ultra- 
violet rays. 

It  has  also  been  noticed  that  the  length  of  a spark  between  two  dis- 
charging spheres  is  modified  when  ultra-violet  light — for  example,  that 
radiated  by  another  spark  in  the  neighbourhood — falls  upon  the  spheres. 

On  the  property  which  selenium  has  of  changing  its  resistance,  due  to 
the  incidence  of  light  upon  it,  is  based  the  action  of  an  apparatus  invented 
by  Mr.  A.  Graham  Bell,  and  called  by  him  a photophore , by  which  articu- 
late speech  can  be  transmitted  to  a considerable  distance  by  the  simple 
agency  of  a beam  of  light.  Its  performance  depends  not  only  upon  the 
action  of  light  on  crystallised  selenium,  but  also  on  the  fact  that  a thin  plate 
of  glass  bulges — becomes  alternately  convex  and  concave — when  sound 
waves  fall  upon  it. 

A plate  of  microscope  glass,  silvered  in  front,  is  fitted  into  a mouthpiece 
like  that  of  a telephone,  the  silvered  face  being  outside.  This  is  the  trans- 
mitter. A powerful  beam  of  solar,  or  electric,  light  is  directed  by  a large 
mirror  on  the  transmitter,  and,  after  reflection,  is  rendered  parallel  by  means 
of  a suitable  lens.  It  then  falls  upon  a parabolic  mirror  in  a direction 
parallel  to  the  axes,  and  accordingly  converg'es  after  reflection  to  the  focus, 
where  a selenium  cell  is  fixed.  The  latter  is  constructed  as  follows  : — Two 
fine  copper  wires  are  wound  side  by  side,  and  as  close  together  as  possible, 
without  touching,  on  a small  strip  of  mica,  there  being  20  or  30  turns.  The 
free  ends  of  the  wire  are  connected  to  a circuit  containing  battery  and 
telephone. 

The  spaces  between  the  successive  turns  are  now  filled  with  melted 
selenium,  which  is  carefully  annealed  and  then  rendered  sensitive  to  the 
action  of  light. 

When  the  parallel  beam  of  light  is  concentrated  on  the  selenium  cell, 
the  latter  will  have  a definite  resistance  and  no  sound  will  be  heard  in  the 
telephone.  But  if  the  transmitter  is  spoken  into,  the  microscope  glass 
vibrates,  changes  its  curvature,  and  so  causes  the  beam,  which  falls  on  the 
parabolic  mirror,  to  be  alternately  diverging  and  converging.  The  result  is 
that  the  quantity  of  light  falling  on  the  selenium  cell,  and  hence  its 
resistance,  changes  in  correspondence  with  the  words  spoken  into  the 
transmitter. 

1000.  Absolute  electric  units.  Dimensions. — Assuming  the  centimetre, 
gramme,  and  second  as  units  respectively  of  length,  mass,  and  time,  it  has 
been  shown  (63)  how  the  units  of  force,  work,  &c.,  may  be  derived  from 
them.  We  may  now  proceed  to  the  further  derivation  of  electric  units  and 
determine  their  dimensions,  that  is,  their  relation  to  the  fundamental  units  ; 
and  there  are  two  ways  in  which  this  may  be  done.  We  may  start  with  the 
law  of  repulsion  between  two  similar  charges  of  electricity,  and  build  up  a 
system  on  this  basis  ; this  system  is  called  the  electrostatic  system.  Or  we 
may  take  as  our  starting-point  the  repulsion  between  two  magnetic  poles, 
the  system  so  derived  being  called  the  electro-magnetic  system.  Each  of 
these  systems  is  absolute , in  the  sense  that  in  both  the  various  units  are 
deiived  in  the  simplest  possible  manner  from  the  centimetre,  gramme,  and 
second.  The  electrostatic  system  is,  perhaps,  the  simpler  of  the  two,  but 
that  based  on  magnetic  action  is  more  convenient,  and  best  lends  itself  to 


io5o 


Dynamical  Electricity 


[1000- 


the  practical  determination  of  the  more  important  standards,  such  as  those 
of  E.M.F.  and  resistance. 

We  shall  distinguish  the  electrostatic  units  by  small,  and  the  electro- 
magnetic units  bv  the  corresponding  capital  letters,  a scpiare  bracket 
indicating  that  the  dimensions  of  the  particular  quantity  are  referred  to. 

ELECTROSTATIC  SYSTEM. 

Quantity  of  electricity , q. — Coulomb’s  law  states  that  the  repulsion 
between  two  equal  charges  of  q units,  separated  by  a distance  r,  in  air,  is 

Y=?l  (753).  If  the  charges  are  placed,  not  in  air,  but  in  a medium  whose 

specific  inductive  capacity  is  k,  the  force  in  action  between  them  is  given  by 

F _qf  The  dimensions  of  k are  not  known,  but  as  we  have  no  right  to 
r Kr2’ 

assume  that  the  specific  inductive  capacity  of  a substance  is  independent  of 
length,  mass,  and  time,  we  must  retain  the  symbol  * in  the  equations  to 
represent  its  unknown  dimensions. 

Hence  q = F-kV,  and  since  [F]  = MLT-2  (63) 

[?]  = M 2 lH  L = M 2 IHT 
Potential , e. — Since  W (work)  = eq,  and  [W ] = M L-T 
[f]_  ML2T_S  4- 

Capacity , c— Since  quantity  = capacity  x difference  of  potential  (760)  c=  ?, 
[c]  = M^L^T_^4-M2L^T_1k— 2 = Lk. 

Thus  the  capacity  of  a conductor  depends  on  length  and  specific  induc- 
tive capacity  only.  It  has  been  shown  (760)  that,  in  air,  the  capacity  of  a 

^CurrelT^—' The  Strength  of  a current  is  the  quantity  of  electricity 


passing  per  unit  time,  or  1 - - 


13  „ i 

p]  = M2L*T"V. 
e 

Resistance , r.— By  Ohm’s  law,  r= 

y [r]  = = L-1Tk  -1. 

ELECTROMAGNETIC  SYSTEM 

In  this  system  the  action  between  two  magnetic  poles  is  the  starting- 
point.  By  Coulomb’s  law  (719)  F = if  the  poles,  each  of  strength  m,  are 
separated  by  a distance,  r,  in  air.  If,  however,  the  medium  has  a magnetic 
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permeability  p,  the  force  is  «£.  The  symbol  p most  be  retained,  as  we  do 


not  know  the  dimensions  of  magnetic  permeability.^ 

Magnetic  pole,  m—  From  the  formula  F = nryr-,  wc  have 


[/»]  = mtl5t-V9- 

Magnetic  field , H.— Unit  magnetic  field  is  that  in  which  unit  pole  is 


acted  on  by  unit  force,  or  FI  — 


F orce 
m 


[H]  = MLT  ~2  -4-  M2L^T “Vs  = M 2 L 2T 

Magnetic  induction  ox  flux  density,  B.— Since  B = pH  (721), 

[B]  = MiL“iT-V* 

Electric  current,  I.— If  a current  of  strength,  I,  flows  through  a wire  of 
length,  r,  bent  into  the  form  of  an  arc  of  a circle  of  radius  r the  force  on  a 
pole  placed  at  the  centre  of  the  circle  is  m\r\r-,  or,  F -mljr.  Hence  th 
dimensions  of  a current  are  given  by  i i 

[i]=mlt-2l-fm^t-V5 

Quantity  of  electricity,  Q.— Since  Q = It, 

[Q]  = 

Electromotive  force.  Difference  of  potential,  E.— Since  work,  W,  = F.Q, 

..FL-!  I 

F • 


1 1 l . __1 

1..2_1\/T2T  iT  2. 


[E]  = ML!T_s-rMHV  2 = M5L5T" 


H 

Resistance,  R. — By  Ohm’s  law,  R=  -, 


[R]  = M2L2T_V2 


P 2 = LT  p. 

Capacity,  C. — Since  Q = EC, 

a x —1  13  „ a ,2 

[C]  = M‘-’LLV  2^- M2L2T"VU  = L_1T  p_1. 

In  article  7 37  the  dimensions  of  magnetic  pole,  magnetic  field,  and 
magnetic  flux  were  given  on  the  assumption  that  the  force  F,  between  two 


poles  = 


mm 


The  reader  will  have  no  difficulty  in  modifying  them,  by 


taking  F = inm_  ) s0  as  avojd  the  assumption  that  the  magnetic  permeability 
pr- 
of the  medium  is  equal  to  unity. 

1001.  Relation  of  electrostatic  to  electromagnetic  units. — Since  the 
dimensions  of  any  physical  quantity  must  be  the  same  whatever  system 
of  units  is  employed  in  specifying  it,  it  follows  that  the  dimensions  of 
q,  e,  c,  &c.,  are  the  same  respectively  as  those  of  Q,  E,  C,  &c.  Now,  as  we 
1 .3  A 1 A _1 

have  seen,  [q]  = M2L2T  k1  , and  [Q]=  M2L2p  -,  and  therefore 

A3  , A A A —A 

M2L2T_1  k2  - M2L2p  H, 
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That  is,  is  of  the  nature  of  a velocity  ; call  it  v.  The  same  result 

V'  /IK 

is  arrived  at  if  we  equate  the  dimensions,  on  the  two  systems,  of  any  of  the 
other  magnitudes.  Thus,  although  we  know  nothing  as  to  the  dimensions 
of  either  k or  p,  we  see  that  the  reciprocal  of  the  square  root  of  their  product 
is  a velocity.  This  velocity  can  be  determined  by  measuring  a given 
quantity  of  electricity,  or  a given  difference  of  potential,  or  the  capacity  of 
a given  condenser,  both  electrostatically  and  electromagnetically.  For 
example,  if  Pf  is  the  numerical  value  of  a certain  definite  quantity  of  electricity 
measured  on  the  electrostatic  system,  and  P,„  the  numerical  value  of  the 
same  quantity  measured  on  the  electromagnetic  system,  we  must  have 

P,((gr.)4  (cm.)^(sec.)-1K- } = P,„{(gr.)'i(cm.)V  "ï 


or, 


/cm  \ 
...  Vsec ./ 


3.  1 

p.  *-  - ~V. 


Thus  the  ratio  of  P.f  to  P,„  (which  ratio  has  the  dimensions  of  a velocity) 
is  equal  to  v.  Let  a condenser  be  constructed  of  brass  plates  separated  by 


air  ; its  capacity  is  — (799),  and  if  it  is  charged  and  the  difference  of  poten- 

47Trt 

tial,  V,  between  its  coatings  is  measured  by  an  absolute  electrometer  (797), 

AV 


If  the  condenser 

is  then  discharged  through  a ballistic  galvanometer  (843)  of  known  constants, 
the  charge  (electromagnetic)  = P„,=  sin^.  The  ratio  P^/P,,,  is  found 
to  be  about  3X  io10  -v,  from  which  it  follows  that  the  unit  in  terms  of 


its  charge,  expressed  in  electrostatic  measure,  is  n v = P 

A,-na 


which  P.,  is  measured  is  — 1 — ■ that  in  which  P,„  is  measured  ; or  that  the 

3 x io'° 

electromagnetic  unit  of  quantity  is  3 x io10  times  the  electrostatic  unit. 
Similarly,  it  has  been  found  that  the  electrostatic  unit  of  electromotive 
force  or  potential  is  3 x to’0  electromagnetic  units,  &c.  The  relations 
between  the  units  may  be  formulated  as  follows  : 

1 electromagnetic  unit  of  quantity  =v  electrostatic  units 
i „ „ current  = v 

i „ „ capacity  = w2 


ÎJ 


V 


units  of  E.M.F.  =1 
,,  resistance  = 1 


unit 


The  first  determination  of  v was  made  in  1856  by  Weber  and  Kohlrausch, 
who  measured  a quantity  of  electricity,  and  found  v --  3''°7  x iou.  Since 
that  time  many  determinations  of  v have  been  made,  amongst  otheis 
by  Lord  Kelvin,  Clerk  Maxwell,  Ayrton  and  Perry,  Rowland,  and 
J.  J.  Thomson.  The  mean  value  of  the  various  results  obtained  is  very 
nearly  3 x io10.  This  number  agrees  very  closely  with  that  which  has  been 
experimentally  found  for  the  velocity  of  light — t86,40omiles  per  second  (5>S). 

1002.  Electromagnetic  theory  of  light.— When  two  conducting  plates 
separated  by  a dielectric,  such  ns  the  coatings  of  a Leyden  jar,  arc  connected 
to  the  poles  of  a battery,  the  plates  become  oppositely  charged.  The  positive 
and  negative  charges  strive  to  unite,  and  would  do  so  were  the  medium 
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between  them  a conductor.  Although  no  current  in  the  ordinal  y sense 
passes,  we  have  seen  that  the  dielectric  is  profoundly  modified  by  the 
presence  of  the  charges  on  the  plates.  According  to  Faraday  it  is  polaiised 
(766),  and  Dr.  Kerr’s  experiments  (797)  showed  that  it  is  strained,  as  a solid 
is  strained  by  the  application  of  mechanical  stress,  ihe  experiment  of  the 
dissected  Leyden  jar  (787)  showed  that  the  electrification  of  the  charged  jar 
resided  in  the  glass,  and  that  the  metal  coatings  merely  served  the  purpose 
of  distributing  the  charge  over  the  surface  ofthe  glass.  Using  the  phraseology 
of  Clerk  Maxwell,  we  say  that  when  connection  of  the  plates  with  the  battery 
is  made,  a displacement  of  electricity  takes  place  in  the  dielectric,  or  that 
there  is  a displacement  current  through  the  dielectric,  positive  electricity 
tending  to  move  in  the  direction  of  the  electromotive  force,  the  result  being 
that  if  the  positive  plate  has  a charge  Q,  an  equal  quantity,  Q,  passes  through 
each  section  of  the  dielectric  drawn  parallel  to  the  plate.  This  displacement 
of  electricity  from  point  to  point  is  resisted  by  the  electric  elasticity  of  the 
dielectric,  so  that  for  a given  applied  electromotive  force  the  displacement 
(and  therefore  the  charge  Q)  is  least  in  the  case  of  that  dielectric  whose 
electric  elasticity  is  greatest,  just  as,  for  a given  applied  mechanical  pressure, 
the  deformation  of  an  elastic  solid  is  inversely  proportional  to  the  elasticity 
of  the  solid.  But  we  know  that  when  a condenser  is  charged,  the  charge  for 
a given  applied  E.M.F.  is  proportional  to  the  specific  inductive  capacity  of 
the  dielectric  (783).  Hence  the  electric  elasticity  of  a medium  is  inversely 
proportional  to  its  specific  inductive  capacity  ; its  reciprocal  is  sometimes 
called  th ç.  pliability  of  the  medium,  so  that  pliability  = i/k,  when  k is  the 
specific  inductive  capacity. 

If  the  plates  are  alternately  charged  in  opposite  directions,  the  electric 
displacement  alternates,  and  as  it  is  always  resisted  by  the  electric  elasticity 
of  the  dielectric,  it  follows  that  if  the  alternations  follow  each  other  with 
sufficient  rapidity,  they  will  give  rise  to  waves  in  the  surrounding  medium, 
just  as  the  to-and-fro  motions  of  air  particles  give  rise  to  sound  waves  in  air. 
Now  a disturbance,  when  produced  at  any  point  in  an  elastic  medium,  spreads 

with  a velocity  = (231),  where  e is  the  elasticity  and  d the  density 


of  the  medium.  If  we  imagine  a medium  whose  elasticity  is  i/k,  k being  its 
dielectric  constant,  and  whose  density  is  /x,  the  magnetic  permeability  of  the 


medium,  the  velocity  of  wave  motion 


through  it  will  be 


, which  is 


equal  to  v,  the  velocity  of  light. 

Clerk  Maxwell,  discarding  the  idea  of  action  at  a distance,  adopted  the 
views  of  Faraday  as  to  the  part  played  by  the  media  surrounding  conductors 
in  electric  phenomena  ; these  views  he  represented  in  mathematical  forms, 
and  so  rendered  them  capable  of  theoretical  development.  Maxwell’s  theory 
led  him  to  the  conclusion  that  electric  and  magnetic  forces  are  propagated 
fiom  one  place  to  another  by  a medium  which  occupies  all  space,  with  a 
velocity  ijf  k/x,  where  k is  the  specific  inductive  capacity,  and  /x  the  magnetic 
permeability  of  the  medium.  Now  this  is  the  velocity  of  light  through  what 
we  call  the  luminiferous  ether,  and  as  it  seems  unnecessary  to  fill  all  space 
with  two  different  ethers  through  which  luminous  and  electric  disturbances 
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respectively  travel  with  equal  velocities,  we  are  led  to  the  conclusion  that 
the  same  medium  transmits  both,  and  further,  that  luminous  and  electric 
disturbances  are  the  same  in  kind  ; in  other  words,  that  light  is  an  electro- 
magnetic phenomenon.  This  is  Maxwell’s  electromagnetic  theory  of  light. 

One  consequence  of  the  theory  is  that  the  specific  inductive  capacity 
of  a medium  should  be  equal  to  the  square  of  its  refractive  index.  For 
consider  two  media,  say  air  and  glass  : let  x,  and  /x,  be  the  sp.  md.  cap. 
and  permeability  of  air,  and  V,  the  velocity  of  propagation  through  it,  and  let 
k,„  p.„  V„  have  the  same  meanings  in  reference  to  glass  ; also  let  n be  the 
refractive  index  of  glass  ; that  is,  the  ratio  of  the  velocity  of  light  in  air  to 

the  velocity  in  glass.  Then,  n = \x=  a/”3.  But  the  magnetic  permea- 

v 2 V ^1^*1 

bility  of  air  and  glass  are  practically  the  same,  and  if  we  call  the  sp.  ind. 
capacity  of  air  unity,  /c,  = /c  = the  specific  inductive  capacity  of  glass  with  air 
taken  as  the  standard,  and  then  n=V<  or  k = n2.  This  is  known  as 

Maxwells  law.  . , 

Since  the  refractive  index  of  a substance  vanes  with  the  wave-length 
of  the  radiation,  it  is  clear  that  if  we  wish  to  test  Maxwell’s  law  by  experi- 
mentally determining  k and  n,  the  experiments  ought  to  be  made  under  like 
conditions  with  regard  to  wave-length,  and  unless  this  is  done  we  cannot 
expect  very  close  agreement.  The  following  substances,  for  which  k and  n 
were  determined  in  the  ordinary  way  at  the  temperature  of  the  atmosphere, 
obey  the  law  very  fairly  : — 


Substance 

K «' 

Paraffin  

Petroleum  oil 

Turpentine  . . • • • 

Benzine  

Carbon  bisulphide  . 

Sulphur 

Resin 

2*29  2*02 

2 '07  - '°7  5 

2-23  2-128 

2-38  2-26 

2-67  2-67 

473  -*’89 

2-55  2-37 

Exceptions  are  much  more  numerous  than  accordances,  but  it  has  been 
shown  by  Fleming  and  Dewar,  in  the  case  of  many  substances  that  t ie 
specific  inductive  capacity  varies  enormously  with  temperature,  and  that  it 
is  determined  at  a very  low  temperature,  the  agreement  between  k and  n \ 
much  closer  than  at  ordinary  temperatures.  The  following  are  examp  es, 
taken  from  Fleming’s  Cantor  lectures  . 


Substance 


Water 

Ethyl  alcohol 
I Amyl  „ 
Ethylic  ether 
Olive  oil  . 


: 15°  c. 

k at -185°  C. 

ri~ 

3° 

24-2-9 

178 

(P 

25-8 

3-u 

1-83 

l6 

2-14 

1-95 

4-25 

2-31 

rSi 

3-l6 

to 

CO 

2-13 
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In  the  case  of  water  it  has  been  found  that  n, 
waves  about  6 metres  long,  is  8-9,  hence  n — 79  -> 
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measured  electrically  fot 
and  is  therefore  equal  to 


Faraday* was  unable  to  detect  any  difference  in  the  dielectric  constants 
of  various  gases.  Boltzmann  has  shown,  however,  that  there  are  differences 
among  them,  and  that  for  them  there  is  a very  close  agreement  between 


— 

K 

II 

Vacuum 

i -ooooo 

1 *000000 

1 -oooooo 

Air 

1-00059 

I -000295 

I -000294 

Carbon  dioxide  . 

1 -00095 

I -000473 

I -000449 

Hydrogen  . 
Ethylene 

1 -00026 
1-00131 

1-000132 

1-000656 

1 -000128 
1-000678 

1003.  Hertz’s  experiments.— The  theoretical  previsions  of  what  is  known 
as  the  ‘ Faraday- Maxwell’  theory  received  a striking  confirmation  in  a most 
remarkable  and  beautiful  series  of  experiments  by  the  late  Professor  Hertz, 
of  which  we  can  only  give  an  outline  of  some  of  the  principal  results. 

In  order  to  demonstrate  that  light  is  essentially  an  electromagnetic 
phenomenon,  it  would  be  necessary  to  produce,  with  a vibratory  motion  of 
purely  electromagnetic  origin,  the  same  class  of  phenomena  as  can  be 
produced  with  ordinary  light,  such,  more  especially,  as  interference  and 
refraction. 

Hertz  devised  an  apparatus  which  he  calls  a vibrator  or  oscillator  or 
radiator  for  obtaining  by  continuous  but  very  rapid  electric  oscillations  true 
rays  of  electric  energy.  Two  spheres  or  plates  of  metal,  A A'  (fig.  1024),  are 
provided  with  straight  metal  rods  with  small  knobs  at  the  end,  the  distance, 
C,  of  which  can  be  adjusted.  The  rods  are  in  connection  with  the  terminals 
of  a Ruhmkorff  coil  B,  which  charges  the  two  spheres  to  different  poten- 
tials, and  a spark  passes  at  C.  This  spark,  by  heating  the  air,  forms,  as  it 
were,  a path  for  the  subsequent  oscillations  (800),  and  the  vibrator  now 
discharges  itself  independently,  as  if  it  were  detached  from  the  coil,  forming 
between  the  discharges  of  the  Ruhmkorff  a series  of  oscillations  of  ex- 
treme rapidity.  Theory  shows  that  the  period,  t, 
of  the  oscillations  in  ACA' = 2/r-v/LC,  where  C is 
the  capacity  of  the  two  plates  or  spheres  A,  A', 
and  L the  self-induction  of  the  rod  and  spark 
gap  connecting  them,  both  expressed  in  electro- 
magnetic units.  In  considering  the  electric 
oscillations  in  ACA',  we  may  leave  the  induction 
coil  out  of  consideration,  regarding  it  merely  as  a device  for  charging 
A and  A'  up  to  a certain  difference  of  potential.  If  the  small  knobs  at 
C are  a little  less  than  1 centimetre  apart,  the  difference  of  potential 
between  A and  A'  will  rise  to  about  36,000  volts  (805)  before  a spark 
occurs.  When  a spark  passes  electric  oscillations  are  set  up  in  the  con- 
ductor ACA'  (800),  each  part  of  it  becoming  alternately  positively  and 
negatively  charged,  and  thus  waves  are  produced  in  the  surrounding 
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space.  Hertz  succeeded  in  measuring  the  length  of  these  waves  and  also 
their  velocity,  which  he  showed  to  be  the  same  as  that  of  light,  thus  confirm- 
ing Maxwell’s  theory.  In  one  of  Hertz’s  experiments  A and  A'  were 
spheres  15  cm.  in  radius,  and  the  connecting  wire  was  1 metre  long,  with  a 
spark  gap  of  1 centimetre  in  the  middle.  The  wave-length  of  the  radiated 
waves  was  found  to  be  4-8  metres,  which  gives,  as  the  period  of  the  oscilla- 
tion, since  vt  = \,  i'6  hundred-millionths  of  a second.  The  oscillations 
diminish  rapidly  in  amplitude  ; indeed,  after  ten  or  twelve  to-and-fro 
swings  they  come  to  an  end.  Thus  the  whole  series  is  completed  in  the  one 
five-millionth  part  of  a second,  and  for  the  rest  of  the  interval  between  one 
spark  and  another  there  is  no  radiation. 

Let  us  next  consider  how  electric  radiation  may  be  detected.  If  we 
have  a vibrating  tuning-fork  producing  sound  waves  and  we  approach 
to  it  a body  tuned  in  unison  with  the  fork,  the  body  in  question  begins 
to  vibrate  also  ; such  bodies,  as  we  have  seen,  are 
called  resonators  (255).  In  order  to  investigate  the 
distribution  of  electric  waves  in  the  region  about  a 
vibrator,  Hertz  used  what  he  called  an  electric  resonator. 
This  consists  (fig.  1025)  of  a wire  ring,  one  end  terminat- 
ing in  a point  and  the  other  in  a small  knob,  which  by 
a micrometric  arrangement,  not  shown  in  the  figure, 
may  be  kept  at  any  desired  distance.  The  dimensions 
of  the  frame  are  adjusted — tuned  as  it  were — so  that 
its  oscillations  synchronise  with  those  of  the  vibrator. 
If  now  the  resonator  is  placed  with  its  axis  parallel  to  the  axis  of  the  vibrator 

positions  are  found  in  which  a flow  of  minute  sparks  passes  between 

the  ends  of  the  resonator  ; their  quantity  and  strength  diminish  as  the  dis- 
tance from  the  vibrator  increases,  but  are  perceptible  at  even  50  or  60  feet. 
These  waves  are  transverse  to  the  direction  of  propagation,  as  appears  from 
the  fact  that  when  in  a given  position  the  resonator  is  giving  sparks,  it 
ceases  to  do  so  when  turned  at  right  angles.  When  the  vibrator  works 
well  the  whole  room  is  pervaded  by  electric  waves,  and 
by  varying  the  position  and  distance  of  the  resonator  in 
reference  to  the  vibrator,  it  is  possible  to  plot  out  the 
exact  form  of  the  wave  motion  in  the  field. 

These  electric  waves  pass  through  ordinary  con- 
ductors, such  as  a door,  or  a wall,  but  are  reflected  from 
a conducting  surface.  If  the  vibrator  is  placed  at  a 
suitable  distance  in  front  of  a large  sheet  of  metal,  the 
waves  are  reflected  from  the  wall,  and  interfering  with 
incident  rays  give  rise  to  stationary  waves  made  up  of 
nodes  and  loops  at  regular  intervals,  quite  analogous  to 
the  corresponding  acoustical  phenomenon.  This  may 
be  demonstrated  by  means  of  the  resonator, 


Fig.  1025 


Fig.  1026 


which 


gives  no  spark  if  placed  at  a node,  but  does  so  if  m a loop.  If  the  metal  is 
a perfect  conductor,  there  is  formed  a node  at  the  reflecting  sulf*cÇ 
others  at  equal  distances.  This  is  analogous  to  the  case  ot  a stopped  pipe. 

If  the  vibrator  is  placed  in  front  of  a tall  cylindrical  metal  reflector  with 
a parabolic  section  (fig.  1026),  the  effects  produced  are  more  pronounced, 
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and  can  be  perceived  at  a greater  distance  than  before.  A mass  of  electric 
rays  parallel  to  the  focal  line  is  formed,  and  the  experiment  of  the  con- 
jugate mirrors  (425)  may  be  repeated.  An  insulating  screen  placed 
between  the  two  mirrors  does  not  stop  the  action,  but  a conducting  screen 
does. 

The  electric  rays  undergo  refraction  on  passing  from  one  medium  to 
another.  This  Hertz  demonstrated  by  means  of  a huge  prism  of  pitch, 
weighing  about  half  a ton,  5 feet  in  height,  with  a refracting  angle  of  30°, 
and  with  a face  of  over  a square  yard.  When  the  rays,  rendered  parallel  by 
the  mirror,  fell  on  this,  they  were  deflected  towards  the  base,  and  by  means 
of  the  resonator  the  position  of  minimum  deviation  could  be  obtained,  and 
thus  the  refractive  index  was  found  to  be  1-69  ; the  optical  refractive  index 
is  between  1-5  and  r6. 

By  allowing  electric  rays  to  fall  on  a plane  reflecting  surface,  part  are 
absorbed  and  part  reflected,  and  it  is  readily  shown  that  the  angle  of  reflec- 
tion, as  with  light  and  heat,  is  equal  to  the  angle  of  incidence  (522). 

If  the  electric  rays  concentrated  by  a mirror  fall  on  a grating  formed 
of  parallel  copper  wires,  it  is  found  that  when  the  grating  is  in  the  direction 
of  the  rays— that  is,  when  the  wires  are  parallel  to  the  focal  line  of  the  mirror 
— they  are  stopped,  but  are  transmitted  when  the  wires  are  turned  at  right 
angles  to  the  direction.  This  is  a phenomenon  of  polarisation  ; the  grating 
acts  in  regard  to  the  rays  like  a tourmaline  in  respect  of  plane  polarised 
light  (672).  In  another  experiment  Hertz  reproduced  the  phenomena  of 
diffraction  (661). 

Hertz’s  experiments  have  been  reproduced  by  many  observers,  and  with 
other  resonators  and  modifications  in  the  way  of  experimenting.  Dragoumis 
found  that  Geissler’s  tubes  were  well  fitted  for  this  purpose.  Lecher’s  method 
of  investigation  is  convenient.  The  vibrator  is  formed  of  two  metal  plates, 


Fig.  1027 


a b (fig.  1027),  connected  with  the  terminals  of  a Ruhmkorff  coil  as  in 
fig.  1023,  opposite  which  are  two  similar  ones,  a’b’  ; from  these  pass  wires 
st  s’t\  40  or  50  feet  in  length  and  about  6 inches  apart,  parallel  from  j to  t 
which  are  tightly  stretched  by  means  of  strings. 

In  this  arrangement  a and  b are  the  plates  of  two  condensers  which 
discharge  with  oscillations  when  the  induction  coil  is  set  in  action.  The 

3 Y 
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potentials  of  the  plates  a!  and  V are  therefore  raised  and  lowered  with  great 
frequency  ; hence  the  wires  connected  to  them  are  subjected  to  rapidly 
varying  electromotive  force,  and  if  they  are  properly  adjusted  as  to  length 
and  distance  apart,  stationary  waves  are  produced  in  them  due  to  high 
frequency  oscillating  currents.  At  the  free  ends  of  the  wire  will  be  loops— 
that  is,  there  will  be  maximum  changes  of  potential  there,  but  no  currents. 

If  a Geissler  tube g,  with  or  without  electrodes,  is  placed  across  the  ends  of 
the  wires,  it  becomes  luminous  ; and  if  a metal  wire,  xx‘,  is  placed  across 
the  wires  the  luminosity  may  cease,  but  by  moving  the  cross  wire  backwards 
or  forwards,  positions  are  found  for  which  the  luminosity  reappears.  I his 
happens  when  the  two  separate  circuits,  a'sxs  b,  xgx , are  in  resonance 
with  each  other.  If  a portion  of  each  of  the  wires  is  cut  off  the  resonance 
is  disturbed,  the  tube  is  dark,  and  to  restore  the  luminosity  the  bridge  xx 
must  be  moved  nearer  to  F ; the  amount  of  the  displacement  is  half 
the  length  of  the  pieces  thus  cut  off. 

If  a sheet  of  tinfoil  is  attached  to  each  end,  the  capacity  is  increased,  the 
period  of  the  vibration  is  increased,  the  wave-length  is  greater,  and  to  keep 
the  tubes  luminous  the  cross  wire  must  be  moved  nearer  the  ends  1 1 . This 
leads  to  a method  of  determining  the  electric  wave-length.  In  certain  ex- 
periments with  a period  of  vibration  of  the  one  ten-millionth  of  a second,  the 
distance  of  two  consecutive  nodes,  or  half  a wave-length,  was  found  to  be 
14  m.,  so  that  from  the  formula  (226)  this  gives  for  the  velocity  of  electiic 
waves  280,000  kilometres  per  second — that  is,  approximately  the  same  as 
that  of  light  (518). 

The  velocity  is  the  same  whatever  be  the  nature  of  the  wires  used,  from 
which  it  follows  that  the  transmission  is  effected  by  the  medium  between  the 
wires  and  not  by  the  wire  itself. 

The  positions  of  the  nodes  on  either  of  the  wires  st,  s't'  may  be  found 
by  encircling  the  wire  by  an  insulated  coil  of  fine  platinum  wire  which  is 
included  in  one  arm  of  a Wheatstone’s  bridge  (923).  The  resistance  of  the 
wire  is  increased  when  its  temperature  is  raised.  When  the  coil  is  situated 
at  a current-node  on  the  wire  its  resistance  is  not  altered,  but  it  increases  and 
rises  to  a maximum  as  the  coil  is  shifted  to  a point  half-way  between  two 
nodes  At  the  two  sides  of  a node  the  oscillatory  currents  are  always  111 
opposite  directions,  and  so  there  is  practically  no  current  and  no  develop- 
ment of  heat  ; at  a loop  the  currents  have  their  maximum  intensity,  and  t îe 
wire  is  heated  to  the  greatest  extent.  Thus  the  platinum-wire  coil  acts  as 
a bolometer  (932).  A thermo-electric  junction  of  iron  and  nickel  is  frequent  y 

used  instead  of  the  platinum-wire  coil.  . . 

The  circular  wire  resonator  of  Hertz  presents  many  difficulties  m its  use. 
The  sparks  are  always  small  and  cannot  generally  be  seen  except  in  a dark 
room.  A much  more  sensitive  detector  or  receiver  is  that  which  was  called 
by  Lodge  a coherer,  and  is  based  on  an  experiment  made  by  Branly,  in 
which  a circuit  was  formed  including  a Daniell  cell,  a glass  tube  containing 
metal  filings,  and  a galvanometer.  No  current  passed  through  the  circuit 
since  the  filings  are  a non-conductor.  When,  however,  the  spark  of  an 
electric  machine  or  a Leyden  jar  was  produced  in  the  neighbourhood 
of  the  tube,  the  needle  of  the  galvanometer  was  powerfully  deflected.  T he 
current  ceased  to  pass  when  the  tube  containing  the  filings  was  gently 
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tapped,  but  did  so  when  a spark  was  again  produced,  and  so  on.  I hus  the 
incidence  of  electric  waves  enormously  diminishes  the  resistance  of  the 
filings  ; in  the  original  condition  they  are  separated  by  thin  air  films,  and 
the  effect  of  the  electric  radiation  is  to  set  up  rapidly  alternating  electro- 
motive force  through  the  filings,  bringing  them  into  electric  contact  and 
causing  them  to  cohere. 

The  theory  of  Maxwell  and  the  experiments  of  Hertz  have  led  to  a 
fundamental  change  in  our  views  as  to  the  way  in  which  the  electric 
current  is  transmitted.  It  has  hitherto  been  considered  that  when  the 
circuit  is  closed  the  wire  itself  is  the  agency  by  which  the  current  is  trans- 
mitted. We  must  for  the  future  consider  that  the  surrounding  medium,  the 
ether,  transmits  the  electric  energy,  and  that  this  energy  enters  the  wire 
from  the  outside  ; it  is  there  destroyed  as  electromagnetic  energy,  but  is 
converted  into  heat,  which  heat  travels  by  radiation  from  layer  to  layer  like 
changes  of  temperature  in  a conductor.  The  less  the  rapidity  with  which 
the  electric  forces  change  their  direction  in  the  medium,  the  more  com- 
pletely does  heat  penetrate  the  wire  ; when  the  change  takes  place  many 
million  times  in  a second  the  interior  of  the  wire  is  not  affected  by  the  current. 
This  is  analogous  to  the  case  of  a body  which  is  subject  to  excessively  rapid 
alternations  of  heat  and  cold. 

In  Hertz’s  experiments  the  wave-length  of  the  radiation  was  of  the 
order  6 metres.  Professor  J.  C.  Bose,  of  Calcutta,  constructed  an  electric 
radiation  apparatus  of  great  sensitiveness  in  which  the  wave-length  was 
reduced  to  6 mm.  The  oscillator  consisted  of  3 platinum  spheres  arranged 
in  a vertical  line  ; the  middle  one  was  4 mm.  in  diameter  and  was  separated 
from  the  others  (of  about  half  the  size)  by  very  small  (and  adjustable) 
spark  gaps.  The  small  spheres  were  connected  to  the  terminals  of  the 
secondary  of  a small  Ruhmkorff  coil,  enclosed  in  an  iron-lined  copper  box, 
and  minute  sparks  passed  between  the  small  spheres  and  the  large  one. 
The  receiver  was  of  the  coherer  type,  and  was  enclosed  in  a small  cylinder 
about  70  or  80  cm.  from  the  oscillator,  in  which  there  was  a narrow  vertical 
opening  or  window  for  the  reception  of  the  incident  rays.  Wires  passing 
through  lead  tubing  connected  the  terminals  of  the  coherer  to  a cell  and  a 
D’Arsonval  galvanometer  enclosed  in  a metal  box.  The  object  of  the  metal 
casing  was  to  absorb  any  stray  radiation,  and  prevent  its  setting  up  electric 
oscillations  in  the  circuit  of  the  galvanometer.  Outside  the"  metal  box 
which  contained  the  Ruhmkorff  and  a storage  cell  was  a contact  key,  by 
which  the  primary  circuit  could  be  made  or  broken.'  When  this  was 
pressed  for  an  instant,  one  or  more  sparks  occurred  between  the  balls  of 
the  oscillator,  and  electric  radiation  was  emitted  which,  when  the  oscillator 
was  properly  directed,  fell  upon  the  window  of  the  receiving  cylinder  and 
produced  a deflection  of  the  spot  of  light. 

With  this  apparatus  Professor  Bose  showed  that  electric  radiation  obeys 
the  oidinaiy  laws  of  light  in  respect  of  reflection,  refraction,  polarisation 
and  absorption. 

1004.  Wireless  telegraphy.— Hertz’s  experiments  were  made  about  the 
year  1888  ; in  1896  Mr.  Marconi  brought  over  to  England  a system  of  signal- 
ling between  two  stations  by  means  of  electric  waves,  and  without  the  interven- 
tion of  conductors  of  any  kind.  Since  that  time  great  advances  have  been 
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macle,  and  the  distances  signalled  through  increased  from  a few  miles  to 
200  miles  (from  the  Isle  of  Wight  to  Cornwall).  More  recently  Mr.  Marconi 
has  successfully  transmitted  messages  from  Cornwall  to  Cape  Cod  and 
to  Cape  Breton. 

The  transmitter  in  Marconi’s  system  consists  of  a Ruhmkorff  induction 
coil,  capable  of  giving  a io-inch  spark  in  air.  The  terminals  of  the  secondary 
are  provided  with  polished  brass  balls  about  2 cm.  in  diameter,  and  kept  at 
about  1 centimetre  apart  (fig.  1028),  but  the  spark  gap  is  increased  as  the 
distance  to  be  signalled  over  is  greater.  One  of  the  terminals  is  earthed, 
while  the  other  is  connected  with  an  insulated  veitical  conducting  wire 
whose  length  is  from  100  to  200  feet.  This  last  is  the  essential  part  of 
the  transmitter  ; it  is  called  the  aerial  wire^  or  the  antenna.  The  primary 
circuit  of  the  Ruhmkorff  includes  a battery  of  about  10  volts,  which  is 
applied  by  a special  form  of  key  for  a longer  or  shortei  time,  coi  responding 
to  the  dots  and  dashes  to  be  sent. 

When  the  key  is  depressed  sparks  pass  between  the  terminal  balls  of  the 
secondary.  Each  spark  gives  rise  to  electric  oscillations  in  the  aerial  wire, 
which  are  transmitted  in  all  directions  through  the  ether  and  fall  upon  a 
similar  aerial  wire  at  the  receiving  station.  In  the  simplest  form  of  the 
receiving  apparatus  the  aerial  wire  (fig.  1029)  is  connected  to  earth  through 
a coherer,  and  the  terminals  of  the  coherer  are  joined  by  a circuit  containing 
cell  and  galvanometer  or  relay  (914)'  Tlie  circuit  of  the  galvanometer  is  not 
closed  because  the  coherer  is  not  a conductor  ; but  when  Hertz  waves  impinge 
upon  the  receiving  wire  oscillations  are  set  up  in  it  which,  traversing  the 
coherer,  render  it  a conductor,  and  the  galvanometer  needle  is  deflected. 
Many  forms  of  coherer  have  been  tried  ; that  employed  by  Marconi,  which  is 
at  least  as  sensitive  as  any  other,  consists  of  a mixture  of  grains  of  nickel  and 
silver  contained  in  a small  exhausted  glass  tube  between  silver  electrodes 
very  close  together.  When  by  the  impact  of  Hertz  waves  the  metallic 
powder  is  rendered  conductive,  a slight  mechanical  tap  is  necessary  to  lestoie 
it  to  its  former  non-conducting  state.  A ‘ tapper’  is  consequently  a neces- 
sary Dart  of  the  receiving  apparatus.  . 

In  fig  1028,  A is  the  aerial  conductor,  S the  spark  balls  m the  secondary 

of  the  induction  coil,  K a signalling  key  in  the  primary,  which  can  be 
depressed  for  an  interval  of  time  corresponding  to  a dot  or  a dash-  ^f  t1^ 
spark  balls  one  is  connected  with  the  vertical  inductor,  *e 
earthed  Fig.  1029  shows  the  receiver  in  its  simplest  foim.  The  aerial  vue 
A'  is  like  that  at  the  sending  station— that  is,  the  same  aerial  wire  is  used 
Lh  for  sending  and  for  receiving;  it  is  connected  to  earth  through  the 
coherer  C.  R is  a relay  (914)  which  sets  m action  a circuit  containing 
batterv  of  8 or  10  dry  cells  and  a recording  instrument,  M.  . 

Î Le  cehs  also  work-by  an  electromagnet  similar  to  that  of  an  electiic 
belHoiol— the  Mapper,'  which  is  close  to  C,  but  is  not  shown  ,»  the  figure. 
When 'the  ttaLniSW  key  is  depressed  for  an  intervM  o 
ing  to  a dot,  several  sparks  pass  at  S,  giving  use  o 

, b ,•  , a The  waves  radiated  from  it  fall  on  A ana  set  up 

oscillations  in  it  whereby  C becomes  a conductor,  and  completes  the  circuit 
CR  for  a do!  imerval of  dure,  so  that  the  Morse  instrument  a, M recori fca dot. 

Similarly  a longer  depression  of  tlie  transmitting  kej  gn 
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It  is  found  that  with  an  oscillator  such  as  that  described,  known  as  a 
simple  aerial  the  oscillations  are  damped  out  very  rapidly,  all  the  eneigy 
being  radiated  in  a few  strong  swings.  The  radiation  is  intense,  but  it  lasts 
a very  short  time.  The  periodic  time  of  vibration,  /,  =27r^/LC,  wheie  L is  the 
inductance  and  C the  capacity  ol  the  oscillating  system.  1 he  îeceiving 
system  will  absorb  the  incident  radiation  to  the  gieatest  extent  when  its 
natural  period  of  oscillation  corresponds  to  that  of  the  transmitter  that  is, 
when  the  transmitting  and  receiving  circuits  are  in  tune  with  each  other. 
Hence  recent  experiments  have  been  directed  (i)  to  diminution  of  damping, 
in  other  words,  to  the  maintenance  of  the  oscillations  in  the  transmitter  ; 


! 


and  (2)  to  the  accurate  turning  of  the  two  circuits,  so  as  to  make  the  product 
LC  the  same  for  both.  Tuning,  however,  cannot  be  applied  successfully  to 
the  simple  aerial,  on  account  of  the  rapid  damping  of  the  oscillations  ; 
further,  the  arrangement  is  only  effective  for  short  distances,  since  the 
amount  of  energy  it  can  radiate  is  very  small,  being  equal  to  JV- C,  where  V 
is  the  diffeience  of  potential  at  the  spark  gap  and  C is  the  capacity  of  the 
condenser.  If  the  spark  gap  is  1 cm.,  V = 30,000  volts,  and  the  capacity  of 
an  aerial,  180  feet  high,  is  about  -0003  microfarad;  hence  it  will  be  found 
that  ^V2C  is  only  ^ foot-pound.  For  distances  greater  than  a few  miles  it  is 
usual  to  connect  the  spark  balls  to  a circuit  containing  one  or  more  Leyden 
jars,  an  adjustable  self-induction  and  the  primary  of  a transformer.  The 


Fig.  1030 

piano  is,  that  string  only  will  respond  which  is  in  unison  with  the  note  ; the 
rest  will  be  unaffected.  This  corresponds  to  the  transmitter  with  less  intense 
but  more  prolonged  oscillations  : a receiver  in  tune  with  it  will  respond  ; 
others  not  in  tune  will  not  respond.  Resonance  depends  upon  the  accumu- 
lated effects  of  properly  timed  impulses.  They  may  be  small  but  they  must 
be  maintained.  If  the  electromotive  impulses  acting  upon  a receiving  cu- 
cuit  die  away  very  quickly,  resonant  effects  cannot  be  produced.  Tuning  has 
now  been  so  far  perfected  that  signals  passed  between  the  Isle  of  W ight  ana 
Poole  (Dorsetshire)  are  not  interfered  with  by  those  transmitted  from  I oits- 
mouth  to  Portland,  though  the  two  lines  of  communication  cross  each  other 

at  a small  angle. 
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ends  of  the  secondary  of  the  transformer  are  connected  respectively  to  the 
aerial  and  to  earth.  The  energy  thus  radiated  by  the  aerial  is  drawn 
through  the  transformer  from  the  circuit  containing  the  Leyden  jars,  the 
capacity  of  which  may  tie  made  large. 

In  connection  with  the  question  of  tuning  we  may  gain  some  help  by 
considering  some  analogous  acoustic  phenomena.  When  a loud  noise  is 
made  in  the  neighbourhood  of  a piano,  from  the  wires  of  which  the  dampers 
have  been  removed,  every  wire  is  set  in  vibration,  quite  independently  of 
wave-length.  This  corresponds  to  a transmitter  with  intense  but  brief 
oscillations  ; all  receivers  in  the  neighbourhood,  if  they  are  sufficiently 
sensitive,  will  be  affected,  whatever  their  natural  period.  When,  however,  a 
note  of  feeble  intensity,  but  of  definite  pitch,  is  sounded  in  the  room  where  the 
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For  the  purposes  of  wireless  telegraphy  it  is  desirable  to  have  a more 
rapid  and  regular  make  and  break  for  the  induction  coil  than  that  with 
which  the  instrument  is  ordinarily  provided  (975)»  ancl  several  forms  o 
mechanical  break  have  been  devised.  Fig.  1030  shows  a form  in  which  the 
number  of  ‘ breaks  ’ per  second,  and  also  the  duration  of  each  1 make,  can 
be  greatly  varied.  A is  a glass  cylinder,  with  a stout  ebonite  lid  B,  through 
the  centre  of  which  passes  a spindle  which  can  be  put  into  rapid  rotation  by 
means  of  a motor  M,  driven  by  a battery  of  5 or  6 volts.  The  spindle  has 
attached  to  it  near  the  top  a portion  of  a cylinder  provided  with  a number 
of  equidistant  blades,  and  at  the  bottom  an  arrangement  which  rotates  inside 
a fixed  flat  cylindrical  box,  seen  at  the  bottom  of  the  glass  cylinder.  This 
box  communicates  with  a vertical  tube,  in  which  a small  orifice  is  made  on 
the  side  facing  the  blades.  By 
means  of  the  knob  S at  the  top  of 
the  tube  the  orifice  can  be  raised 
or  lowered,  so  that  the  mercury 
expelled  from  it  may  strike  the 
blades  at  any  distance  from 
their  tips.  The  lower  part  of 
the  glass  vessel  contains  mer- 
cury, to  the  height  of  about  1^ 
inches,  and  the  rest  is  filled  with 
paraffin  oil.  When  the  spindle 
is  set  in  rotation,  mercury,  which 
enters  the  flat  cylinder  by  an 
aperture  on  the  top,  is  forced  up 
the  lateral  tube  S,  and  is  driven 
out  of  the  small  orifice  in  a hori- 
zontal stream  against  the  revolv- 
ing blades.  If  this  apparatus 
is  inserted  between  the  battery 
(10  volts)  and  the  primary  of 
the  induction  coil,  and  the  cylin- 
der with  its  blades  rotated  by 
the  motor,  the  circuit  is  made 
and  broken  by  the  mercury 
meeting  the  blades  or  passing 

through  the  spaces  between  them.  The  mercury  can  be  made  to  impinge 
upon  the  broad  or  the  narrow  parts  of  the  blades  at  pleasure,  thus  altering 
the  duration  of  the  ‘ make.’ 

The  success  which  has  been  attained  in  transmitting  signals  through 
great  distances  is  partly  due  to  the  use  of  a specially  constructed  transformer 
(994)  in  the  receiving  circuit,  commonly  called  a jigger.  Instead  of  con- 
necting the  vertical  receiving  wire  in  series  with  the  coherer,  as  in  fig.  1029, 
it  is  connected  with  the  primary,  P,  of  this  transformer  (fig.  1031),  the 
secondary,  S,  of  which  is  in  series  with  the  coherer  C,  cell  B,  and  relay  R. 
A condenser,  K,  is  inserted  between  a and  b.  By  this  arrangement  the 
voltage  of  the  received  oscillations  is  increased  in  the  ratio  of  about  10 
to  1,  and  the  resistance  of  the  coherer  more  easily  broken  down.  Tuning 
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is  effected  by  varying  the  self-induction  of  the  aerial  wire,  and  the  capacity 
of  the  condenser  K,  and  in  other  ways,  the  object  being  to  make  LC  the 
same  for  the  transmitting  and  the  receiving  apparatus. 

Various  other  forms  of  receiver  are  employed  besides  the  coherer.  Dr. 
DeForest’s  receiver  (or  responder ) is  a small  electrolytic  cell,  the  anode 
being  a very  fine  platinum  wire,  the  kathode  a small  cup  of  platinum,  and 
the  electrolyte  nitric  acid  or  potash.  The  circuit  is  completed  through  a 
cell  and  a telephone,  but  in  consequence  of  polarisation  there  is  ordinarily 
no  current  round  the  circuit.  The  arrangement  is  that  of  fig.  1029,  C being 
now  the  electrolytic  receiver,  and  R being  replaced  by  a telephone.  When 
electric  waves  reach  the  aerial,  oscillations  are  set  up  in  the  electrolyte 
which  destroy  the  polarisation  so  long  as  they  last,  and  so  give  rise  to  sounds 
in  the  telephone. 

In  the  magnetic  detector , a new  receiver  devised  by  Marconi,  the  aerial 
is  connected  to  earth  through  a small  helix  (call  it  P)  about  5 cm.  long 
and  o-6  cm.  in  diameter.  Through  the  helix  a continuous  band  of 
fine  stranded  iron  wire  is  constantly  moving  by  clockwork,  and  as  it 
passes  through  is  magnetised  by  an  externally  placed  steel  magnet.  When 
the  iron  wire  leaves  the  influence  of  the  magnet  its  induced  magnetism 
does  not  entirely  disappear,  but  is  partially  retained  in  consequence  of 
hysteresis  (907).  The  effect  of  electric  waves  impinging  on  the  aerial  is 
to  start  electric  oscillations  which  traverse  the  helix  and  destroy  the 
hysteresis.  This  effect  is  at  once  detected  by  a telephone  in  a circuit 
containing  a small  flat  coil  (call  it  S)  which  envelops  the  coil  P.  The 
magnetic  detector  is  very  sensitive  ; it  is  used  in  liners  as  they  cross  the 
Atlantic  for  the  reception  of  news  from  Poldhu  (Cornwall),  or  Cape  Cod 
(Massachusetts).  No  jigger  is  required  with  this  receiver  or  with  that  of 
DeForest.  Tuning  is  effected  by  altering  the  number  of  turns  of  wire  in 
a coil  which  connects  the  aerial  with  the  helix  P,  and  so  altering  the  value 
of  the  self-inductance  in  the  receiving  circuit.  The  drawback  at  present  to 
the  general  employment  of  these  receivers  is  that  they  must  be  used  in 
conjunction  with  a telephone,  and  thus  no  permanent  record  remains  of  the 
signal  or  message  received.  This  objection  cannot  be  urged  against  a very 
ingenious  receiver  invented  by  Sir  Oliver  Lodge,  and  used  in  the  Lodge  - 
Muirhead  system  of  wireless  telegraphy.  It  is  of  the  coherer  type,  and 
consists  of  a small  thin  steel  disc  whose  lower  edge,  as  the  disc  rotates 
about  a horizontal  axis,  is  immersed  in  a small  vessel  of  mercury  covered 
with  a thin  layer  of  paraffin  oil.  The  axis  of  the  disc  and  the  mercury 
are  connected  respectively  with  the  aerial  and  earth  as  in  fig.  1029,  and 
are  also  connected  with  a circuit  containing  a cell  and  a siphon  recoider 
(917).  The  electric  contact  of  the  steel  disc  and  the  mercury  is  so  poor 
in  consequence  of  the  layer  of  oil  that  practically  no  current  passes  through 
the  siphon  recorder,  but  the  insulation  is  broken  down  when  electric  waves 
impinge  upon  the  aerial  wire,  being  instantly  re-established  by  the  rotation 
of  the  disc.  Consequently  no  tapper  is  required  and  a permanent  record 
is  obtained  of  the  signals  received.  This  apparatus  has  been  found  to 
answer  well  for  moderate  distances. 

1005.  Penetration  of  rapidly  alternating  currents  and  oscillatory  currents 
into  a conductor. — If  we  consider  a conducting  wire  as  made  up  of  a number 
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of  parallel  conducting  filaments,  an  alternating  current  passing  thiough  any 
particular  filament  will  be  impeded  by  the  induction  due  to  currents  in  the 
neighbouring  filaments,  and  their  effect  will  be  most  felt  in  the  axis  of  the 
wire.  Consequently  the  currents  will  be  stronger  nearer  the  circumference 
than  in  the  middle.  If  the  alternations  are  sufficiently  rapid  the  current  will 
be  practically  confined  to  the  skin  of  the  conductor,  the  skin  being  defined 
as  the  thickness  in  which  the  strength  of  the  current  falls  to  i/e  or  -37  of 
its  value  at  the  surface.  If  w,  the  frequency  of  the  alternations,  = 100,  the 
thickness  of  the  skin  is  '5  mm.  for  iron,  and  6'5  mm.  for  copper.  But  if 
n = io6,  as  in  the  oscillatory  discharge  of  a Leyden  jar  or  Hertz  vibrator,  the 
thickness  of  the  skin  is  '005  mm.  for  iron,  and  '07  mm.  for  copper.  Hence, 
since  a lightning  discharge  is  oscillatory,  a lightning  conductor  of  com- 
paratively thin  copper  ribbon  or  stranded  iron  wire  is  as  serviceable  as  a 
massive  rod,  and  cheaper. 


io66 


[1006- 


CHAPTER  XV 

PHYSIOLOGICAL  ACTION  OF  THE  CURRENT.  ANIMAL  ELECTRICITY 

1006.  Physiological  actions. — -Under  this  name  are  included  the  effects 
produced  by  a battery  current  on  living  organisms  or  tissues. 

When  the  electrodes  of  a battery  of  many  cells  are  grasped  by  the  two 
hands  a violent  shock  is  felt,  especially  if  the  hands  are  moistened  with 
acidulated  water,  which  increases  the  conductivity.  The  violence  of  the  shock 
increases  with  the  number  of  elements  used,  and  with  a large  number  as  200 
Bunsen’s  cells,  giving  an  electromotive  force  of  360  volts — is  even  dangerous. 

The  power  of  contracting  upon  the  application  of  a voltaic  current  seems 
to  be  a very  general  property  of  protoplasm— the  physical  basis  of  both 
animal  and  vegetable  life  ; if,  for  example,  a current  of  moderate  strength  is 
passed  through  such  a simple  form  of  protoplasm  as  an  amœba,  it  imme- 
diately withdraws  its  processes,  ceases  its  changes  of  form,  and  contracts  into 
a rounded  ball— soon,  however,  resuming  its  activity  upon  the  cessation  of 
the  current.  Essentially  similar  effects  of  the  current  have  been  observed  in 
the  protoplasm  of  young  vegetable  cells.  ... 

If  a frog’s  fresh  muscle  (which  will  retain  its  vitality  for  a considerable 
time  after  removal  from  the  body  of  the  animal)  is  introduced  into  a gab  anic 
circuit,  no  apparent  effect  will  be  observed  during  the  steady  passage  of  the 
current,  but  every  opening  or  closure  of  the  circuit  will  cause  a muscular 
contraction,  as  will  also  any  sudden  and  considerable  alteration  in  the 
strength  of  the  current.  By  very  rapidly  interrupting  the  current  the 
muscle  can  be  thrown  into  a state  of  uninterrupted  contraction,  or  physiolo- 
gical tetanus , each  new  contraction  occurring  before  the  previous  one  has 
passed  off.  Other  things  being  equal,  the  amount  of  shortening  exhibited 
by  the  muscles  increases,  up  to  a certain  limit,  with  the  intensity  of  the 
current.  These  phenomena  entirely  disappear  with  the  life  of  the  muscle  , 
hence  the  experiments  are  somewhat  more  difficult  with  warm-bloode 
animals,  the  vitality  of  whose  muscles,  after  exposure  or  removal  from  the 
body,  is  maintained  with  more  difficulty  ; but  the  results  of  careful  experi- 
ment are  exactly  the  same  here  as  in  the  case  of  the  frog. 

The  influence  of  an  electric  current  upon  living  nerves  is  very  remark- 
able ; as  a general  rule,  it  may  be  stated  that  its  effect  is  to  throw  the  ne  ve 
into  a state  of  activity,  whatever  its  special  function  may  be  . thus  if  h 
nerve  is  one  going  to  a muscle,  the  latter  will  be  caused  to  contr^  ff  ,< 
is  one  of  common  sensation,  pain  will  be  produced  ; if  one  of  specia  > 

the  sensation  of  a flash  of  light,  or  of  a taste,  &c,  will  be  produced,  accord 
ing  to  the  nerve  irritated.  These  effects  do  not  man, test  themselves  during 
the  even  passage  of  the  current,  but  only  when  the  circuit  is  either  opened 
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closed  or  both.  Of  course  the  continuity  of  the  nerve  with  the  organ  where 
its  activity  manifests  itself  must  be  maintained  intact.  The  changes  set  up 
by  the  current  in  the  different  nerve-trunks  are  probably  similar,  the  vaiious 
sensations,  &c.,  produced  depending  on  the  different  terminal  organs  with 
which  the  nerves  are  connected. 

If  a powerful  electric  current  is  passed  through  the  body  of  a recently 
killed  animal,  violent  movements  are  produced,  as  the  muscles  ordinarily 
retain  their  vitality  for  a considerable  time  after  general  systemic  death  : 
by  this  means,  also,  life  has  been  re-established  in  animals  which  were  appa- 
rently dead — a properly  applied  current  stimulating  the  respiratory  muscles 
to  contract. 

Burdon  Sanderson  found  that  the  movement  which  causes  the  üionœa 
muscipula  (Venus’s  fly-trap),  one  of  those  which  are  called  carnivorous 
plants , to  close  its  hairy  leaves  and  thereby  entrap  insects  which  alight 
upon  it,  is  accompanied  by  an  electric  current  in  a manner  analogous  to 
that  manifested  in  muscular  contraction.  The  manner  in  which  the  irrita- 
tion is  caused  seems  immaterial. 

1007.  Muscular  currents. — The  existence  of  electric  currents  in  living 
muscle  was  first  indicated  by  Galvani,  but  his  researches  fell  into  oblivion 
after  the  discovery  of  the  voltaic  pile,  which  was  supposed  to  explain  all  the 
phenomena.  Since  then,  Nobili,  Matteucci,  Du  Bois  Reymond,  and  others, 
have  shown  that  electric  currents  do  exist  in  living  muscles  and  nerves. 

For  investigating  these  currents  it  is  necessary  to  have  a delicate  gal- 
vanometer, and  also  electrodes  which  will  not  become  polarised  or  give  a 
current  of  their  own,  and  which  will  not  in  any  way  alter  the  muscle  when 
placed  in  contact  with  it  ; the  electrodes  which  satisfy  these  conditions  best 
( no7i-polarisable  electrodes ) are  those  of  Du  Bois  Reymond,  as  modified  by 
Donders.  Each  consists  of  a glass  tube,  one  end  of  which  is  narrowed  and 
stopped  by  a plug  of  paste  made  by  moistening  china-clay  with  a solution  of 
common  salt  ; the  tube  is  then  partially  filled  with  a saturated  solution  of 
zinc  sulphate  ; and  into  this  dips  the  end  of  a piece  of  thoroughly  amal- 
gamated zinc  wire,  the  other  end  of  which  is  connected  by  a copper  wire 
with  the  galvanometer  ; the  moistened  china-clay  is  a conducting  medium 
which  is  perfectly  neutral  to  the  muscle,  and  amalgamated  zinc  in  solution 
of  zinc  sulphate  does  not  become  polarised.  The  ordinary  galvanometer 
has  been  superseded  in  many  physiological  investigations  by  the  capillary 
electrometer  of  Lippmann  (950). 

1008.  Currents  of  muscle  at  rest. — If  a living  irritable  muscle  is  removed 
from  a recently  killed  frog,  and  if  one  electrode  is  placed  in  contact  with 
its  surface,  and  the  other  with  its  tendon,  the  galvanometer  will  indicate  a 
current  from  the  former  to  the  latter  ; showing,  therefore,  that  the  surface 
of  the  muscle  is  positive  with  respect  to  the  tendon.  By  varying  the  position 
of  the  electrodes,  and  making  various  artificial  sections,  it  is  found — 

1.  That  any  longitudinal  section  is  positive  to  any  transverse  section. 

2.  That  any  point  of  a longitudinal  section  nearer  the  middle  of  the 
muscle  is  positive  to  any  other  point  of  the  same  section  farther  from  the 
centre. 

3.  In  any  artificial  transverse  section  any  point  nearer  the  periphery  is 
positive  to  one  nearer  the  centre. 
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4.  The  current  obtained  between  two  points  in  a longitudinal  or  in  a 
transverse  section  is  always  much  more  feeble  than  that  obtained  between 
two  different  sections. 

5.  No  current  is  obtained  if  two  points  of  the  same  section  equidistant 
from  its  centre  are  taken. 

6.  To  obtain  these  currents  it  is  not  necessary  to  employa  whole  muscle 
or  a considerable  part  of  one,  but  the  smallest  fragment  that  can  be  experi- 
mented with  is  sufficient. 

To  explain  the  existence  and  relations  of  these  muscular  currents  it  may 
be  supposed  that  each  muscle  is  made  up  of  regularly  disposed  electromotor 
elements  which  may  be  regarded  as  cylinders  whose  axes  are  parallel  to  that 
of  the  muscle,  and  whose  sides  are  charged  with  positive  and  their  ends  with 
negative  electricity  ; and,  further,  that  all  are  suspended  and  enveloped 
in  a conducting  medium.  In  such  a case  it  is  clear  that  throughout 
most  of  the  muscle  the  positive  electricities  of  the  opposed  surfaces  would 
neutralise  one  another,  as  would  also  the  negative  charges  of  the  ends  of  the 
cylinders  ; so  that,  so  long  as  the  muscle  was  intact,  only  the  charges  at  its 
sides  and  ends  would  be  left  to  manifest  themselves  by  the  production  of 
electromotive  phenomena  ; the  whole  muscle  being  enveloped  in  a conducting 
stratum,  a current  would  constantly  be  passing  from  the  longitudinal  to  the 
transverse  section,  and,  a part  of  this  being  led  off  by  the  wire  circuit,  would 
manifest  itself  in  the  galvanometer. 

A perfectly  fresh  muscle,  very  carefully  removed,  with  the  least  possible 
contact  with  foreign  matters,  sometimes  gives  almost  no  current  between  its 
different  natural  sections,  and  the  current  always  becomes  more  marked  after 
the  muscle  has  been  exposed  a short  time  ; nevertheless,  the  phenomena 
are  vital,  for  the  currents  disappear  completely  with  the  life  of  the  muscle, 
sometimes  becoming  first  irregular  or  even  reversed  in  direction. 

1009.  Rheoscopic  frog.  Contraction  without  metals. — The  existence  of 
the  muscular  currents  can  be  manifested  without  a galvanometer,  by  using 
another  muscle  as  a galvanoscope.  Thus,  if  the  nerve  of  one  living  muscle 
of  a frog  is  dropped  suddenly  on  another  living  muscle,  so  as  to  come  in 
contact  with  its  longitudinal  and  transverse  sections,  a contraction  of  the 
first  muscle  will  occur,  due  to  the  stimulation  of  its  nerve  by  the  passage 
through  it  of  the  electric  current  derived  from  the  surface  of  the  second. 

10 10.  Currents  in  active  muscle. — When  a muscle  is  made  to  contiact 
there  occurs  a sudden  diminution  of  its  natural  electric  current,  as  indicated 
by  the  galvanometer.  This  is  so  instantaneous  that,  in  the  case  of  a single 
muscular  contraction,  it  does  not  overcome  the  inertia  of  the  needle  of  the 
galvanometer  ; but  if  the  contractions  are  made  to  succeed  one  another  very 
rapidly— that  is,  if  the  muscle  is  tetanised—  then  the  needle  swings 
steadily  back  towards  zero  from  the  position  in  which  the  current  of  the 
resting  muscle  had  kept  it,  often  gaining  such  momentum  in  the  swing  as  to 
pass  beyond  the  zero  point,  but  soon  reverting  to  some  point  between  zeio 
and  its  original  position. 

The  negative  variation  in  the  case  of  a simple  muscular  contraction  can, 
however,  be  made  manifest  by  using  another  muscle  as  a rheoscope  ; if  the 
nerve  of  this  second  muscle  is  laid  over  the  first  muscle  in  such  a position 
that  the  muscular  current  passes  through  it,  and  the  first  muscle  is  then  ma  e 
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to  contract,  the  sudden  alteration  in  its  strength  of  the  current  stimulates 
the  nerve  laid  on  it,  and  so  causes  a contraction  of  the  muscle  to  which 
the  latter  belongs. 

The  same  phenomenon  can  be  demonstrated  in  the  muscles  of  warm- 
blooded animals  ; but  with  less  ease,  on  account  of  the  difficulty  of  keeping 
them  alive  after  they  are  laid  bare  or  removed  from  the  body.  Experiments 
made  by  placing  electrodes  outside  the  skin,  or  passing  them  through  it,  are 
inexact  and  unsatisfactory. 

ion.  Electric  currents  in  nerve. — The  same  electric  indications  can  be 
obtained  from  nerves  as  from  muscles — at  least  as  far  as  their  smaller 
size  will  permit  ; the  currents  are  more  feeble  than  the  muscular  ones,  but 
can  be  demonstrated  by  the  galvanometer  in  a similar  way.  Negative  varia- 
tion has  been  proved  to  occur  in  active  nerve  as  in  active  muscle.  The 
effect  of  a constant  current  passed  through  one  part  of  a nerve  on  the  amount 
of  the  normal  nerve-current,  measured  at  another  part,  has  already  been 
described. 

1012.  Electric  fish. — Electric  fish  are  those  fish  which  have  the  re- 
markable property  of  giving,  when  touched,  shocks  like  those  of  the  Leyden 
jar.  Of  these  fish  there  are  several  species,  the  best  known  of  which  are  the 
torpedo,  the  gymnotus,  and  the  silurus.  The  torpedo,  which  is  very  common 
in  the  Mediterranean,  was  carefully  studied  by  Becquerel  and  Breschet  in 
France,  and  by  Matteucci  in  Italy.  The  gymnotus  was  investigated  by 
Humboldt  and  Bonpland  in  South  America,  and  in  England  by  Faraday, 
who  had  the  opportunity  of  examining  live  specimens. 

The  shock  which  they  give  serves  as  a means  both  of  offence  and  of 
defence.  It  is  purely  voluntary,  and  becomes  gradually  weaker  as  it  is 
repeated  and  as  these  animals  lose  their  vitality,  for  the  electric  action 
soon  exhausts  them  materially.  According  to  Faraday,  the  shock  which  the 
gymnotus  gives  is  equal  to  that  of  a battery  of  1 5 jars  exposing  a coating  of 
25  square  feet,  which  explains  how  it  is  that  horses  frequently  give  way  under 
the  repeated  attacks  of  the  gymnotus. 

Numerous  experiments  show  that  these  shocks  are  due  to  ordinary 
electricity.  For  if,  touching  with  one  hand  the  back  of  the  animal,  the 
belly  is  touched  with  the  other,  or  with  a metal  rod,  a violent  shock  is  felt 
in  the  wrists  and  arms  ; while  no  shock  is  felt  if  the  animal  is  touched  with 
an  insulating  body.  Further,  when  the  back  is  connected  with  one  end  of 
a galvanometer  wire  and  the  belly  with  the  other,  at  each  discharge  the  needle 
is  deflected,  but  immediately  returns  to  zero,  which  shows  that  there  is  an 
instantaneous  current  ; and,  moreover,  the  direction  of  the  needle  shows  that 
the  current  goes  externally  from  the  back  to  the  belly  of  the  fish.  Lastly,  if 
the  current  of  a torpedo  be  passed  through  a helix  in  the  centre  of  which  is 
a small  steel  bar,  the  latter  is  magnetised  by  the  passage  of  a discharge. 

By  means  of  the  galvanometer,  Matteucci  established  the  following- 
facts  : — 

i-  When  a torpedo  is  lively,  it  can  give  a shock  in  any  part  of  its  body, 
but  as  its  vitality  diminishes,  the  parts  at  which  it  can  give  a shock  are 
nearer  the  organ  which  is  the  seat  of  the  development  of  electricity.  2.  Any 
point  of  the  back  is  always  positive  as  compared  with  the  correspond- 
ing point  of  the  belly.  3.  Of  any  two  points  at  different  distances  from 
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the  electric  organ,  the  nearer  always  plays  the  part  of  a positive  pole,  and 
the  farther  that  of  a negative  pole.  With  the  belly  the  reverse  is  the  case. 

The  organ  where  the  electricity  is  produced  in  the  torpedo  is  double,  and 
formed  of  two  parts  symmetrically  situated  on  two  sides  of  the  head  and 
attached  to  the  skull-bone  by  the  internal  face.  Each  part  consists  of  nearly 
parallel  lamellæ  of  connective  tissue  enclosing  small  chambers,  in  which  lie 
the  so-called  electric  plates , each  of  which  has  a final  nerve  ramification 
distributed  on  one  of  its  faces.  The  face,  on  which  the  nerve  ends,  is 
turned  the  same  way  in  all  the  plates,  and  when  the  discharge  takes  place 
is  always  negative  to  the  other. 

Matteucci  investigated  the  influence  of  the  brain  on  the  discharge.  For 
this  purpose  he  laid  bare  the  brain  of  a living  torpedo,  and  found  that  the 
first  three  lobes  could  be  irritated  without  the  discharge  being  produced,  and 
that  when  they  were  removed  the  animal  still  possessed  the  faculty  of  giving 
a shock.  The  fourth  lobe,  on  the  contrary,  could  not  be  irritated  without 
an  immediate  production  of  the  discharge  ; but  if  it  was  removed,  all  dis- 
engagement of  electricity  disappeared,  even  if  the  other  lobes  remained 
untouched.  Hence  it  would  appear  that  the  primary  source  of  the  electricity 
elaborated  is  the  fourth  lobe,  whence  it  is  transmitted  by  means  of  the  nerves 
to  the  two  organs  described  above,  which  act  as  multipliers.  In  the  silurus 
the  head  appears  also  to  be  the  seat  of  the  electricity  ; but  in  the  gymnotus 


it  is  found  in  the  tail.  . 

1013.  Application  of  electricity  to  medicine. — The  first  applications  of 
electricity  to  medicine  date  from  the  discovery  of  the  Leyden  jai.  Nollet 
and  Bose  appear  to  have  been  the  first  who  thought  of  the  application,  and 
soon  the  spark  and  electric  friction  became  a universal  panacea  ; but  it 
must  be  admitted  that  the  results  of  subsequent  trials  did  not  come  up  to  the 

hopes  of  the  early  experimentalists. 

After  the  discovery  of  dynamic  electricity  Galvani  proposed  its  applica- 
tion to  medicine  ; since  which  time  many  physicists  and  physiologists  have 
been  engaged  upon  this  subject,  and  yet  there  is  still  much  uncertainty  as 
to  the  real  effects  of  electricity,  the  cases  in  which  it  is  to  be  applied,  and 
the  best  mode  of  applying  it.  Practical  men  prefer  the  use  of  currents  to 
that  of  statical  electricity,  and,  except  m a few  cases,  discontinuous  to 
continuous  currents.  There  is,  finally,  a choice  between  the  currents  of  the 
battery  and  induction  currents  ; further,  the  effects  of  the  lattei  dittei, 
according  as  induction  currents  of  the  first  or  second  order  are  used  In 
fact,  since  induction  currents,  although  very  intense,  have  a very  feeble 
chemical  action,  it  follows  that  when  they  traverse  the  organs  they  do  no 
produce  the  chemical  effects  of  the  current  of  the  battery,  and  hence  do  not 
tend  to  produce  the  same  disorganisation.  Further,  in  electi  dying  the 
muscles  of  the  face,  induction  currents  are  to  be  preferred,  for  these  currents 
only  act  feebly  on  the  retina,  while  the  currents  of  the  battery  act  energeti- 
call,  on  .his  organ,  and  may  affect  it  dangerously.  There  ,s  a difference  ,n 
the  ^action  of  induced  currents  of  different  orders;  for  while  the  Pnnl‘ir> 
induced  current  causes  lively  muscular  actions,  but  has  little  action  on  the 
cutaneous  sensibility,  the  secondary  induced  current,  on  the  contiar>,  in- 
creases the  cutaneous  sensibility  to  such  a point  that  its  use  ought  not  to  be 
prescribed  to  persons  whose  skin  is  very  irritable. 
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Hence  electric  currents  should  not  be  applied  in  therapeutics  without 
a thorough  knowledge  of  their  various  properties.  They  ought  to  be  used 
with  great  prudence,  for  their  continued  action  may  produce  serious  acci- 
dents. Matteucci  says  : ‘ In  commencing,  a feeble  current  must  always  be 
used.  This  precaution  now  seems  to  me  the  more  important  as  I did  not 
think  it  so  before  seeing  a paralytic  person  seized  with  almost  tetanic  con- 
vulsions under  the  action  of  a current  formed  of  a single  element.  Take 
care  not  to  continue  the  application  too  long,  especially  if  the  current  is 
energetic.  Rather  apply  a frequently  interrupted  current  than  a continuous 
one,  especially  if  it  be  strong  ; but  after  twenty  or  thirty  shocks,  at  most,  let 
the  patient  take  a few  moments’  rest.’ 

Rontgen  or  X-rays  (983)  are  extensively  employed  for  the  examination 
of  various  parts  of  the  body  and  for  the  localisation  of  foreign  substances, 
such  as  needles,  bullets,  &c.,  in  the  body.  The  part  to  be  examined  ( e.g . 
the  wrist)  is  placed  on  a table  over  a prepared  photographic  plate  wrapped 
in  black  paper  which  is  impervious  to  ordinary  light.  The  focus  tube  (983)  is 
then  arranged  about  15  inches  above  the  wrist  and  is  set  in  action.  The 
time  of  exposure  depends  on  the  part  of  the  body  which  is  being  examined  ; 
for  the  wrist  15  seconds  would  be  sufficient,  for  the  thigh  or  the  abdomen 
5 or  6 minutes.  The  exposure  depends  upon  the  size  and  power  of  the 
induction  coil  and  also  on  the  size  of  the  focus  tube.  The  higher  the 
degree  to  which  the  vacuum  in  the  tube  has  been  carried,  the  greater  is 
the  E.M.F.  required  to  produce  the  kathode  discharge  and  the  greater  the 
penetration  of  the  X-rays.  Tubes  are  thus  distinguished  as  ‘hard’  and 
‘ s°fV  a ‘ soft  ’ tuhe  being  one  in  which  the  rays  have  less  penetration  power, 
and  which  is  often  preferred  as  showing  more  sharply  the  contrast  between 
the  bones  and  the  fleshy  part  of  the  body. 
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METEOROLOGY 

1014.  Meteorology. — The  phenomena  which  are  produced  in  the  atmo- 
sphere are  called  meteors  ; and  meteorology  is  that  part  of  physics  which  is 
concerned  with  the  study  of  these  phenomena.  . 

A distinction  is  made  between  aerial  meteors,  such  as  winds,  hurricanes, 
and  whirlwinds  ; aqueous  meteors,  comprising  fogs,  clouds,  rain,  dew,  snow, 
and  hail  ; and  luminous  meteors,  as  lightning,  the  rainbow,  and  the  auiora 

borealis.  . , 

101 5 Meteorograph.— The  importance  of  being  able  to  make  continuous 

observations  of  various  meteorological  phenomena  has  led  to  the  construc- 
tion of  various  forms  of  automatic  arrangements  for  this  purpose,  of  which 
that  of  Osier  in  England  may  be  mentioned.  One  of  the  most  compre- 
hensive and  complete  is  Secchi’s  meteorograph , which  consists  of  a base 
of  masonry  about  2 feet  high  (fig.  1032)  ; on  this  are  fixed  four  columns 
about  2 4 yards  high  which  support  a table  on  which  is  a clockwork 
regulating  the  whole  of  the  movements.  The  phenomena  are  registered 
on  two  sheets  which  move  downwards  on  two  opposite  sides,  their  motion 
being  regulated  by  the  clockwork.  One  of  them  occupies  ten  days  in 
so  doing  and  on  it  are  registered  the  direction  and  velocity  of  the  wind, 

the  temperature  of  the  airfthe  height  of  the  barometer,  and  the  occurence 

of  rain  ; on  the  second,  which  only  takes  two  days,  the  barometnc  he,  ht 
and  thf  occurrence  of  rain  are  repeated,  but  on  a much  larger  scale,  tins 

elves  moreover  the  moisture  of  the  air.  _ . 

° Direction  of  the  wind.- The  four  principal  directions  of  the  wind  aie  re- 
gistered by  means  of  four  pencils  fixed  at  the  top  of  thin  brass  rods,  a,6,c,d 
ffie  1032)  which  are  provided  at  the  bottom  ends  with  soft-iron  keeper 
itfracted  b;  two  electromagnets,  E E',  for  west  and  north,  and  by  two 
othei  electromagnets  lower  down  for  south  and  east.  These  four  electr^ 
mao-nets  as  well  as  all  the  others  on  the  apparatus,  are  worked  by  a sing 
battery  of  twenty-four  cells.  The  passage  of  the  current  in  one  01  anot 
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of  these  electromagnets  is  regulated  by  means  of  a vane  (fig.  1032) 
consisting  of  two  plates  at  an  angle  of  thirty  degrees  with  each  othei,  by 


Fig.  1032 


which  greater  steadiness  is  obtained  than  with  a single  plate.  In  the  rod  of 
the  vane  is  a small  brass  plate,  o ; this  part  is  in  the  centre  of  four  metal 
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Fig.  1033 


sectors,  insulated  from  each  other,  and  each  provided  with  a binding-screw, 
by  which  connection  is  established  with  the  binding-screws  K,  and  the  elec- 
tromagnets E E'.  The  battery  current 
reaches  the  rod  of  the  vane  by  the  wire  a, 
and  passes  thence  to  the  sliding  contact 
0,  which  leads  it  to  the  electromagnet  for 
the  north,  for  instance. 

If  the  current  passed  constantly  in  this 
electromagnet,  the  pencil  on  the  rod  d 
would  be  stationary  ; but  from  the  electro- 
magnet E'  the  current  passes  into  a second 
electromagnet,  n , over  the  clockwork,  and 
its  circuit  is  thereby  alternately  opened 
and  closed,  as  will  be  seen  when  we  speak 
of  the  velocity  of  the  wind.  Hence  the 
armature  of  the  rod  d,  alternately  free  and 
attracted,  oscillates  ; and  its  pencil,  which 
is  always  pressed  against  the  paper  AD 
by  the  elasticity  of  the  rod,  traces  on  it  a 
series  of  parallel  dashes  as  the  paper 
descends,  and  so  long  as  the  wind  is 
in  the  north.  If  the  wind  changes  then 
to  west,  for  instance,  the  rod  a oscillates 
and  its  pencil  traces  a different  series  of  marks.  The  rate  of  displacement 
of  the  paper  being  known,  we  get  the  direction  of  the  prevalent  wind  at  a 

given  moment. 

Velocity  of  the  wind. — This  is  indi- 
cated by  a Robinson’s  anemometer , and 
is  registered  in  two  ways  : by  two  counters 
which  mark  in  decametres  and  kilometres 
the  distance  travelled  by  the  wind  ; and 
by  a pencil  which  traces  on  a table  a curve, 
the  ordinates  of  which  are  proportional  to 
the  velocity  of  the  wind. 

Robinson,  who  originally  devised  this 
form  of  anemometer  (fig.  1034),  proved 
that  its  velocity  is  proportional  to  that  of 
the  wind  ; in  this  apparatus  the  length 
of  the  arms  is  so  calculated  that  each  re- 
volution corresponds  to  a velocity  of  10 
metres.  The  anemometer  is  placed  at  a 
considerable  distance  from  the  meteoro- 
graph, and  is  connected  with  it  by  a 
copper  wire,  d,  which  passes  to  the  electio- 
magnet,  n,  of  the  counter.  On  its  rod  there 
is,  moreover,  an  excentric,  which  at  each 
turn  touches>  metal  contact  in  connection  with  the  wire  d.  The  battery 
current  reaches  the  anemometer  by  a wire  a,  the  circuit  is  closed  once  at 
each  revolution,  and  the  current  passes  to  the  electromagnet  n,  wluc  1 
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moves  the  needle  of  the  dial  through  one  division.  There  are  fifty  such 
divisions,  which  represent  as  many  turns  of  the  vane,  and  therefore  so  many 
multiples  of  io  metres.  The  lower  dial  marks  the  kilometres. 

The  curve  of  velocities  is  traced  on  the  sheet  by  a pencil,  z,  fixed  to  a 
horizontal  rod.  This  is  joined  at  its  two  ends  to  two  guide-rods,  o and  _y, 
which  keep  it  horizontal.  The  pencil  and  the  rod  are  moved  laterally  by  a 
chain  which  passes  over  two  pulleys,  r and  r,  and  is  then  coiled  over  a pulley 
placed  on  the  shaft  of  the  counter,  but  connected  with  it  merely  by  a ratchet- 
wheel  ; and  moved  thus  by  the  counter  and  the  chain,  the  pencil  traces 
every  hour  on  the  sheet  a line  the  length  of  which  is  proportioned  to  the 
velocity  of  the  wind.  From  hour  to  hour  an  excentric  moved  by  clockwork 
detaches,  from  the  shaft  of  the  counter,  the  pulley  on  which  is  coiled  the 
chain,  and  this  pulley  becoming  out  of  gear,  a weight,/,  connected  with  the 
pencil,  z’,  restores  the  pencil  to  its  starting-point.  All  the  lines,  V,  traced 
successively  by  the  pencil,  start  as  ordinates  from  the  same  straight  line,  and 
their  ends  give  the  curve  of  velocities. 

The  counters  on  the  right  and  left  are  worked  by  electromagnets,  in  in' , 
and  are  intended  to  denote  the  velocity  of  special  winds  ; for  instance,  those 
of  the  north  and  south,  by  connecting  their  electromagnets  with  the  north 
and  south  sectors  of  the  vane  (fig.  1033). 

Temperature  of  the  air. — This,  is  indicated  by  the  expansion  and  con- 
traction of  a copper  wire  of  16  metres  in  length  stretched  backwards  and 
forwards  on  a fir  post  8 metres  in  length.  The  whole  being  placed  on  the 
outside — on  the  roof  for  instance — the  expansion  and  contraction  are  trans- 
mitted by  a system  of  levers  to  a wire,  v , which  passes  to  the  meteorograph, 
where  it  is  jointed  to  a bent  lever,  t.  This  is  jointed  to  a horizontal  rod,  s, 
which  supports  a pencil,  and  at  the  other  end  is  jointed  to  a guide-rod,  x. 
Thus  the  pencil,  sharing  the  oscillations  of  the  whole  system,  traces  the  curve 
of  the  temperatures. 

Pressure  of  the  atmosphere. — This  is  registered  by  the  oscillations  of  a 
barometer,  B,  suspended  at  one  end  of  a bent  scale-beam,  IF,  playing  on  a 
knife-edge  (fig.  1036).  The  arm  F supports  a counterpoise  ; to  the  arm  I is 
suspended  the  barometer  B,  which  is  wider  at  the  top  than  at  the  bottom. 
A wooden  flange  or  floater,  fixed  to  the  lower  part  of  the  tube,  plunges  in  a 
bath  of  mercury,  so  that  the  buoyancy  of  the  liquid  counterbalances  part  of 
the  weight  of  the  barometer.  Owing  to  the  lai'ge  diameter  of  the  barometric 
chamber,  a very  slight  variation  of  level  in  this  chamber  makes  the  tube 
oscillate,  and  with  it  the  scale-beam  IF.  To  the  axis  of  this  is  attached  a 
triangle,  ghk  (fig.  1032),  jointed  to  a horizontal  rod,  which  in  turn  is  connected 
with  a guide-rod,  2.  In  the  middle  of  this  x'od  is  a pencil  which,  sharing  in  the 
oscillations  of  the  triangle  ghk , traces  the  curve  H of  pressure.  A bent  lever 
at  the  bottom  of  the  barometer  tube  keeps  the  latter  in  a vertical  position. 

Rainfall.— This  is  registered  between  the  direction  of  the  winds  and  the 
curve  FI  by  a pencil  at  the  end  of  a rod,  zz,  which  is  worked  by  an  electro- 
magnet, e.  On  the  roof  is  a funnel  which  collects  the  rain,  and  a long  tube 
leads  the  water  to  a small  water-balance  with  the  cups  placed  near  the 
meteorograph  (fig.  1035).  To  the  axis  of  the  scale-beam  one  pole  of  the 
battery  is  connected  ; the  left  cup  being  full,  tips  up,  and  a contact,  a, 
closes  the  circuit,  and  the  current  passes  then  to  one  of  the  binding-screws* 
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Fig.  1035 


C (fig.  1032),  and  hence  to  the  electromagnet,  e.  Then  the  right  cup,  being  ] 
in  turn  full,  tips  in  the  opposite  direction,  and  the  contact  b now  transmits 
the  current  to  the  electroma'gnet.  Thus,  at  each . oscillation,  this  latter  I 
attracts  its  armature,  and  with  it  the  rod  it,  which  makes  a mark  by  means  of 
a pencil  at  the  end.  If  the  rain  is  abundant,  the  oscillations  of  the  beam  are 
rapid,  and  the  marks,  being  very  close  together,  give  a deep  shade  ; if,  on  the  j 
contrary,  the  oscillations  are  slow,  the  marks  are  at  a greatei  distance,  and 

give  a light  shade.  When  the  rain  ceases  the  oscilla-  , 
tions  cease  also,  and  the  pencil  makes  no  mark. 

To  complete  this  description  of  the  first  face  of 
the  meteorograph  : S is  the  alarum-bell  of  the  clock- 
work ; OO  a cord  supporting  a weight  which  moves 
the  works  of  the  hour-hand  ; LZ  is  a second  cord  that 
supports  the  weight  which  works  the  alarum  ; the 
wheel  U,  placed  below  the  clockwork,  winds  up  the 
sheet  AD  when  it  is  at  the  bottom  of  its  course. 

The  second  sheet  (fig.  1036)  gives  the  barometric 
height  and  the  rainfall  like  the  first,  but  on  a larger 
scale,  since  the  motion  of  the  sheet  is  five  times  as 
rapid.  Its  principal  function  is  that  of  registering  the 
moisture  of  the  air.  This  is  effected  by  means  of  the 
psychr'ometer  (fig.  1037).  T and  T'  are  two  thermo- 
meters fixed  on  two  plates.  The  muslin  which  covers 
the  second  is  kept  continually  moist  by  water  dropping  on  it.  In  each  of 
the  bulbs  is  fused  a platinum  wire  ; the  stems  of  the  thermometers  are 
open  at  the  top,  and  in  them  are  two  platinum  wires,  in  and  11,  suspended 
to  a metal  frame  movable  on  four  pulleys  supported  by  a fixed  piece,  B. 
The  frame  A,  in  contact  with  the  current  of  the  battery,  is  suspended  to  a 
steel  wire,  L,  which  passes  over  a pulley  to  the  meteorograph  (fig.  1036). 
Here  is  a long  triangular  lever,  W,  which  supports  a small  wheel,  to  which 
is  fixed  the  wire  L.  The  lever  W,  which  turns  about  an  axis,  f,  is  mo\ed 
by  a rod,  a,  by  means  of  an  excentric,  which  the  clock  works  every 
quarter  of  an  hour.  At  each  oscillation  the  lever  W transmits  its  motion 
to  a small  chariot,  on  which  is  an  electromagnet,  x , and  at  the  same  time  to 
the  steel  wire  L,  which  supports  the  frame  A (fig.  1037).  The  chariot,  mo\ed 
towards  the  left  by  the  rotation  of  the  excentric,  lets  the  frame  sink.  The 
moment  the  first  platinum  wire  reaches  the  mercurial  column  of  the  dry- 
bulb  thermometer,  which  is  the  highest,  the  circuit  is  closed,  and  the  current 
passes  into  the  electromagnet  of  the  chariot.  An  armature  at  once  causes  a 
pencil  to  mark  a point  on  the  sheet  which  is  the  beginning  of  a line  repre- 
senting the  path  of  the  dry-bulb  thermometer.  As  the  frame  continues  to 
descend,  the  second  platinum  wire  touches  the  mercury  of  the  wet  bulb,  and 
causes  a current  to  flow  in  a relay,  M,  which  opens  the  ciicuit  of  the  electio 
magnet,  x.  The  pencil  is  then  detached  ; then,  returning  upon  itself,  the 
chariot  reproduces  the  closing  and  opening  of  the  circuit  in  the  opposite 
direction,  the  pencil  making  another  mark,  which  is  the  end  of  the  line. 
There  are  thus  formed  two  series  of  dots  arranged  in  two  curves,  one  of  which 
represents  the  path  of  the  dry,  and  the  other  the  path  of  the  wet,  bulb.  1 he 
horizontal  distance  of  the  two  points  of  these  curves  is  proportional  to  the 
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difference/—/,  of  the  temperatures  indicated  at  the  same  moment  by  the 
thermometers  (fig.  1037). 


Fig.  1036 


Quantity  of  rain. — The  quantity  of  rain  which  falls  in  a given  time 
is  registered  on  a disc  of  paper  on  a pulley,  R.  On  the  groove  of  this  is 
coiled  a chain  to  wlpch  is  suspended  a brass  tube,  P.  This  is  fixed  at  the 
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bottom  to  a float,  which  plunges  in  a reservoir  placed  in  the  base  of  the 
meteorograph.  On  passing  out  of  the  water-balance  (fig.  1035)  the  water 
passes  into  this  reservoir,  and  as  its  section  is  one-fourth  that  of  the  funnel, 
the  height  of  water  which  falls  is  quadrupled  ; it  is  measured  on  a scale,  G, 
divided  into  millimetres. 

As  the  float  rises,  a weight,  Z,  moves  the  pulley  in  the  contrary  direction, 
and  its  rotation  is  proportional  to  the  height  of  water  which  has  fallen.  A 
pencil  moves  at  the  same  lime  from  the  centre  to 
the  circumference  of  the  paper  disc  with  a velocity 
of  5 mm.  in  24  hours  : hence  the  quantity  of  rain 
which  falls  every  day  is  noted  on  a different  place 
on  the  paper  disc. 

1016.  Direction  and  velocity  of  winds. — Winds 
are  currents  moving  in  the  atmosphere  with  vari- 
able directions  and  velocities.  There  are  eight 
principal  directions  in  which  they  blow — north , 
north-east , east , south-east , south  ' south-west,  west, 
and  north-west.  Mariners  further  divide  each  of 
the  distances  between  those  eight  directions  into 
four  others,  making  in  all  32  directions,  which  are 
called  points  or  rhumbs.  A figure  of  32  rhumbs 
on  a circle,  in  the  form  of  a star,  is  known  as  the 
mariner's  card. 

Velocity  is  determined  by  means  of  the 
anemometer  (fig.  1034),  a small  vane  with  fans, 
which  the  wind  turns  ; the  velocity  is  deduced  from 
the  number  of  turns  made  in  a given  time.  In  our 

climate  the  mean  velocity  is  from  18  to  20  feet  in  a 

second.  With  a velocity  of  less  than  18  inches  in 
a second  no  movement  is  perceptible,  and  smoke 
ascends  straight  ; with  a velocity  between  U and 
2 feet  per  second  the  wind  is  perceptible  and 
moves  a pennant  ; from  13  to  22  feet  it  is  moderate, 
it  stretches  a flag  and  moves  the  leaves  of  trees  ; with  from  23  to  36  feet 

velocity  it  is  fresh,  and  moves  the  branches  of  trees  ; with  36  to  56  feet  it  is 

strong,  and  moves  the  larger  branches  and  the  smaller  stems  ; with  a velocity 
of  56  to  90  feet  it  is  a storm,  and  entire  trees  are  moved  ; and  from  90  to 
120  it  is  a hurricane. 

To  measure  the  pressure  of  the  wind  a plate  is  used,  which  by  means  of 
a vane  is  always  kept  in  a direction  facing  the  wind.  Behind  the  plate  are 
one  or  more  springs,  which  are  the  more  pressed  the  greater  is  the  pi  essuie 
of  the  wind  against  the  plate.  Knowing  the  distance  through  which  the  plate 
is  pressed,  we  can  calculate  the  pressure  which  the  wind  exerts  on  the  plate 
in  question. 

With  some  degree  of  approximation,  and  for  low  velocities,  the  pressuie 
may  be  taken  as  proportional  to  the  square  of  the  velocity.  I bus,  it  the 
pressure  on  the  square  foot  is  0-005  pound  with  a velocity  of  1-5  foot  in 
a second,  it  is  0-02  pound  with  a velocity  of  3 feet,  and  0-123  with  a velocity 
of  7-33  feet. 
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1017.  Causes  of  winds.— Winds  are  produced  by  a disturbance  of  the 
Î equilibrium  in  some  part  of  the  atmosphere  : a disturbance  always  resulting 
• from  a difference  in  temperature  between  adjacent  countries.  Thus,  if  the 

temperature  of  a certain  extent  of  ground  becomes  higher,  the  air  in  contact 
with  it  becomes  heated,  expands  and  rises  towards  the  higher  regions  of 
the  atmosphere  ; whence  it  flows,  producing  winds  which  blow  from  hot  to 
cold  countries.  But  at  the  same  time  the  equilibrium  is  destroyed  at  the 
surface  of  the  earth,  for  the  barometric  pressure  on  the  colder  adjacent  parts 
is  greater  than  on  that  which  has  been  heated,  and  hence  a current  will  be 
produced  with  a velocity  dependent  on  the  difference  between  these  pressures  : 
thus  two  distinct  winds  will  be  produced— an  upper  one  setting  outwards 
from  the  heated  region,  and  a lower  one  setting  inwards  towards  it. 

1018.  Regular,  periodic,  and  variable  winds.— According  to  the  more 
or  less  constant  directions  in  which  winds  blow,  they  may  be  classed  as 
regular,  periodic,  and  variable  winds. 

i.  Regular  winds  are  those  which  blow  all  the  year  through  in  a virtually 
constant  direction.  These  winds,  which  are  also  known  as  the  trade  winds , 
are  uninterruptedly  observed  far  from  the  land  in  equatorial  regions,  blowing 
from  the  north-east  to  the  south-west  in  the  Northern  Hemisphere,  and  from 
the  south-east  to  the  north-west  in  the  Southern  Hemisphere.  They  prevail 
on  the  two  sides  of  the  equator  as  far  as  30°  of  latitude,  and  they  blow  in 
the  same  direction  as  the  apparent  motion  of  the  sun — that  is,  from  east  to 
west. 

The  air  above  the  equator  being  gradually  heated,  rises  as  the  sun  passes 
round  from  east  to  west,  and  its  place  is  supplied  by  the  colder  air  from  the 
north  or  south.  The  direction  of  the  wind,  however,  is  modified  by  this  fact, 
that  the  velocity  which  this  colder  air  has  derived  from  the  rotation  of  the 
earth — namely,  the  velocity  of  the  surface  of  the  earth  at  the  point  from 
which  it  started — is  less  than  the  velocity  of  the  surface  of  the  earth  at  the 
point  at  which  it  has  now  arrived  : hence  the  currents  acquire,  in  reference 
to  the  equator,  the  constant  direction  which  characterises  the  trade  winds. 

ii.  Periodic  winds  are  those  which  blow  regularly  in  the  same  direct. on 
at  the  same  seasons  and  at  the  same  hours  of  the  day  : the  monsoon, 
simoom,  and  the  land  and  sea  breeze  are  examples  of  this  class.  The  name 
monsoon  is  given  to  winds  which  blow  for  six  months  in  one  direction  and 
for  six  months  in  another.  They  are  principally  observed  in  the  Red  Sea 
and  in  the  Arabian  Gulf,  in  the  Bay  of  Bengal  and  in  the  Chinese  Sea. 
These  winds  blow  towards  the  continents  in  summer,  and  in  a contrary 
direction  in  winter.  The  simoom  is  a hot  wind  which  blows  over  the  deserts 
of  Asia  and  Africa,  and  which  is  characterised  by  its  high  temperature  and 
by  the  sands  which  it  raises  in  the  atmosphere  and  carries  with  it.  During 
the  prevalence  of  this  wind  the  air  is  darkened,  the  skin  feels  dry,  the 
respiration  is  accelerated,  and  a burning  thirst  is  experienced. 

This  wind  is  known  under  the  name  of  sirocco  in  Italy  and  Algiers,  where 
it  blows  from  the  great  desert  of  Sahara.  In  Egypt,  where  it  prevails  from 
the  end  of  April  to  June,  it  is  called  kamsin.  The  natives  of  Africa,  in  order 
to  protect  themselves  from  the  effects  of  the  too  rapid  perspiration  occasioned 
by  this  wind,  cover  themselves  with  fatty  substances. 

A wind  characteristic  of  Switzerland  and  known  as  the  Fohn  originates  as 


io8o  Meteorology  [1018- 

follows  : a mass  of  air  coming  from  the  south-east  being  impelled  over  a 
mountain  ridge  becomes  rarefied  as  it  ascends  ; the  temperature  falls,  and  it 
deposits  its  moisture  on  the  other  side  as  rain  or  snow.  Being  driven  still 
forward  into  the  valleys,  the  superincumbent  pressure  being  greater,  the  air 
is  condensed,  and  its  temperature  rises,  and  having  parted  with  its  moisture 
it  appears  as  a wind  which  is  at  once  hot  and  dry.  One  observation  gave 
the  temperature  at  31-4°  C.,  while  it  only  contained  20  per  cent,  of  moisture. 

The  land  and  sea  breeze  is  a wind  which  blows  on  the  sea-coast,  during 
the  day  from  the  sea  towards  the  land,  and  during  the  night  from  the  land 
to  the  sea.  For  during  the  day  the  land  becomes  more  heated  than  the  sea, 
in  consequence  of  its  lower  specific  heat  and  greater  conductivity,  and 
hence,  as  the  superincumbent  air  becomes  more  heated  than  that  upon  the 
sea,  it  ascends  and  is  replaced  by  a current  of  colder  and  denser  air  flowing 
from  the  sea  towards  the  land.  During  the  night  the  land  cools  more 
rapidly  than  the  sea,  and  hence  the  same  phenomenon  is  produced,  but  in  a 
contrary  direction.  The  sea  breeze  commences  after  sunrise,  increases  up 
to  three  o’clock  in  the  afternoon,  decreases  towards  evening,  and  is  changed 
into  a land  breeze  after  sunset.  These  winds  are  only  perceived  at  a slight 
distance  from  the  shore.  They  are  regular  in  the  tropics,  but  less  so  in  our 
climates  ; traces  of  them  are  seen  as  far  as  the  coasts  of  Greenland.  The 
proximity  of  mountains,  and  also  of  forests,  likewise  gives  rise  to  periodical 
daily  breezes. 

iii.  Variable  winds  are  those  which  blow  sometimes  in  one  direction  and 
sometimes  in  another,  alternately,  without  being  subject  to  any  law.  In  mean 
latitudes  the  direction  of  the  wind  is  veiy  variable  ; towards  the  poles  this 
irregularity  increases,  and  under  the  arctic  zone  the  winds  frequently  blow 
from  several  points  of  the  horizon  at  once.  On  the  other  hand,  in  approach- 
ing the  torrid  zone  they  become  more  regular.  The  south-west  wind  prevails 
in  England,  in  the  north  of  France,  and  in  Germany  ; in  the  south  of  France 
the  direction  inclines  towards  the  north,  and  in  Spain  and  Italy  the  north 
wind  predominates. 

1019.  Law  of  the  rotation  of  winds.— Notwithstanding  the  great  irregu- 
larity which  characterises  the  direction  of  the  winds  in  our  latitude,  it  has 
been  ascertained  that  the  wind  has  a preponderating  tendency  to  veer  round 
according  to  the  sun’s  motion— that  is,  to  pass  from  north,  through  north- 
east-south-east to  south,  and  so  on  round  in  the  same  direction  from  west  to 
north  ; that  it  often  makes  a complete  circuit  in  that  direction,  or  more 
than  one  in  succession,  occupying  many  days  in  doing  so,  but  that  it  rarely 
veers,  and  very  rarely  or  never  makes  a complete  circuit  in  the  opposite 
direction.  This  course  of  the  winds  is  most  regularly  observed  in  winter. 
According  to  Leverrier,  the  displacement  of  the  north-east  by  the  south- 
west wind  arises  from  the  occurrence  of  a whirlwind  formed  upon  the  Gulf 
Stream.  For  a station  in  south  latitude  a contrary  law  of  rotation  prevails. 

This  law,  though  more  or  less  suspected  for  a long  time,  was  first  formally 
enunciated  and  explained  by  Dove,  and  is  known  as  Dove's  law  of  rotation 
of  winds. 

1020.  Weather  charts.— A considerable  advance  has  been  made  m 
weather  forecasts  by  the  frequent  and  systematic  publication  of  weather 
charts  that  s to  say,  maps  in  which  the  barometric  pressure,  the  tempe- 
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rature,  the  force  of  the  wind,  &c.,  are  expressed  for  considerable  areas  in  an 
exact  and  comprehensive  manner.  A careful  study  of  such  maps  rendeis 
possible  a forecast  of  the  weather  for  a day  or  more  in  advance.  We  can 
here  do  no  more  than  explain  the  meaning  of  the  principal  terms  in  use. 

If  lines  are  drawn  through  those  places  on  the  earth’s  surface  where  the 
corrected  barometric  height  at  a given  time  is  the  same,  such  lines  are 
called  isobarometric  tines , or,  more  briefly,  isobaric  lines  or  isobars.  Between 
any  two  points  on  the  same  isobar  there  is  no  difference  of  pressure. 
Isobars  are  usually  drawn  for  a difference  of  2-5  mm.  or  of  T\,  of  an  inch. 

If  we  take  a horizontal  line  between  two  isobars,  and  at  that  point  at 
which  the  pressure  is  greatest  draw  a perpendicular  line  on  any  suitable 
scale,  which  shall  represent  the  difference  in  pressure  between  the  two  places, 
the  line  drawn  from  the  top  of  this  perpendicular  to  the  lower  isobar  will 
form  an  angle  with  the  horizontal,  and  the  steepness  of  this  angle  is  a 
measure  of  the  fall  in  pressure  between  the  two  stations,  and  is  called  the 
barometric  gradient.  Gradients  are  usually  expressed  in  England  and 
America  in  hundredths  of  an  inch  of  mercury  for  one  degree  of  sixty  nautical 
miles,  and  on  the  Continent  in  millimetres  for  the  same  distance.  The 
closer  are  the  isobars  the  steeper  is  the  gradient,  and  the  more  powerful  the 
wind  ; and  though  no  exact  numerical  relationship  can  be  proved  to  exist 
between  the  steepness  of  the  gradient  and  the  force  of  the  wind,  it  may  be 
taken  that  a gradient  of  about  6 represents  a strong  breeze  ; and  a gradient 
of  10,  or  a difference  in  pressure  of  of  an  inch,  for  60  miles,  is  a stiff 
gale. 

The  direction  of  the  wind  is  from  the  place  of  higher  pressure  to  that  of 
lower,  and  in  this  respect  the  law  of  Buys  Ballot  may  be  mentioned,  which 
has  been  found  to  hold  in  all  cases  of  the  Northern  Hemisphere,  where 
local  configuration  does  not  come  into  play.  If  we  stand  with  our  back  to 
the  wind,  the  line  of  lower  pressure  is  on  the  left  hand.  F or  places  in  the 
Southern  Hemisphere  exactly  the  opposite  law  holds. 

If  within  any  area  the  pressure  is  lower,  the  wind  blows  round  that  area, 
the  place  of  lowest  pressure  being  on  the  left  of  the  observer,  standing  with 
his  back  to  the  wind.  The  direction  of  the  wind  is,  in  short,  contrary  to 
that  of  the  hands  of  a watch.  Such*a  circulation  is  called  cyclonic  ; it  is  that 
which  is  characteristic  of  the  West  Indian  hurricanes,  which  are  known 
as  cyclones.  Conversely,  the  wind  blows  round  an  area  of  higher  pressure 
in  the  same  direction  as  the  hands  of  a watch  ; and  this  circulation  is  called 
anti-cyclonic. 

Cyclonic  systems  are  by  far  the  most  frequent,  and  are  characterised  by 
steep  gradients  ; the  air  in  them  tends  to  move  in  towards  the  centre,  and 
thence  to  the  upper  regions  of  the  atmosphere.  They  bring  with  them  over 
the  greater  part  of  the  region  which  they  cover  much  moisture,  an  abundance 
of  cloud,  and  heavy  rain.  An  anti-cyclonic  system  has  the  opposite  charac- 
teristics : the  gradients  are  slight,  the  wind  is  light,  and  moves  with  the  hands 
of  a watch.  The  air  is  dry,  so  that  there  is  but  little  cloud,  and  no  rain. 
Cyclonic  systems,  from  the  dampness  of  the  air,  produce  warm  weather  in 
winter,  and  cold  wet  weather  in  summer.  Anti-cyclonic  systems  bring  our 
hardest  frosts  in  winter  and  greatest  heat  in  summer,  as  there  is  but  little 
moisture  in  the  air  to  temper  the  extremes  of  climate.  Both  systems  travel 
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over  the  earth’s  surface — the  cyclones  rapidly,  but  the  anti-cyclones  more 
slowly. 

1021.  Fogs  and  mists. — When  aqueous  vapour  rising  from  a vessel  of 
boiling  water  diffuses  in  the  colder  air,  it  is  condensed  ; a sort  of  cloud  is 
formed,  consisting  of  a number  of  small  particles  of  water,  which  remain 
apparently  suspended  in  the  air.  These  are  usually  spoken  of  as  vapour, 
yet  they  are  not  so — at  any  rate,  not  in  the  physical  sense  of  the  word,  for  in 
reality  they  are  condensed  vapour. 

When  this  condensation  of  aqueous  vapour  is  not  occasioned  by  contact 
with  cold  solid  bodies,  but  takes  place  throughout  large  spaces  of  the  atmo- 
sphere, it  constitutes  fogs  or  mists , which,  in  fact,  are  essentially  the  same 
as  the  appearance  seen  over  a vessel  of  hot  water. 

A chief  cause  of  fogs  consists  in  the  moist  soil  being  at  a higher  tem- 
perature than  the  air.  The  vapours  which  then  ascend  condense  and  become 
visible.  In  all  cases,  however,  the  air  must  have  reached  its  point  of  satura- 
tion before  condensation  takes  place.  Fogs  may  also  be  produced  when  a 
current  of  hot  and  moist  air  passes  over  a river  at  a lower  temperature  than 
its  own  ; for  then,  the  air  being  cooled  as  soon  as  it  is  saturated,  the  excess 
of  vapour  present  is  condensed.  The  distinction  between  mists  and  fogs  is 
one  of  degree  rather  than  of  kind.  A fog  is  a very  thick  mist. 

By  observations  based  on  diffraction  phenomena  (660),  the  diameter  of 
fog  particles  has  been  found  to  vaiy  from  0-0154  to  0-0521  mm.  ; the  longer 
the  continuance  of  fine  weathei-,  the  smaller  are  the  particles  ; before  rains 
they  increase  rapidly. 

Dines,  by  direct  microscopic  measurement,  found  that  the  diameter  of 
fog  particles  varied  with  the  same  fog  from  0-015  t0  °‘i27  nun.  > the  larger 
occur  in  dense  fogs,  in  lighter  fogs  they  sink  to  0-0033.  Kamtz  found  from 
0-014  to  0-035  mm. 

When  water  is  coated  with  a layer  of  coal-tar,  it  is  prevented  from 
evaporating.  Frankland  ascribed  the  dry  fog  met  with  in  London  to  the 
large  quantities  of  coal-tar  and  paraffin  vapour  which  are  sent  into  the 
atmosphere,  and  which,  condensing  on  the  particles  of  fog,  prevent  their 
evaporation. 

Aitkin  has  shown  that  aqueous  vapour  never,  under  ordinary  conditions, 
condenses  unless  some  liquid  or  solid  is  present  on  which  it  is  deposited. 
Particles  of  dust  in  the  air  are  the  nuclei  for  clouds  and  fogs.  This  he 
showed  by  passing  steam  into  filtered  air  ; it  remained  quite  clear,  while  a 
turbidity  was  produced  under  the  same  circumstances  in  unfiltered  air. 
The  density  of  the  cloud  was  found  to  depend  on  the  number  of  particles  of 
dust  in  the  air.  A most  abundant  source  of  dust  is  the  combustion  of  coal. 
The  sulphur  in  the  coal  in  burning  also  forms  sulphurous  acid,  which,  though 
a gas,  is  found  to  act  as  a nucleus. 

It  has  been  shown  by  C.  T.  R.  Wilson  that  gaseous  ions  [gfd)  serve  as 
nuclei  on  which  aqueous  vapour  will  condense.  In  the  upper  regions  of 
the  atmosphere  the  air  is  probably  always  ionised  to  some  extent,  and  thus, 
even  where  there  is  no  dust  or  foreign  matter  of  any  kind,  condensation  of 
aqueous  vapour  into  droplets  becomes  intelligible. 

1022.  Clouds. — Clouds  are  masses  of  vapour  condensed  into  little  drops 
or  particles  of  extreme  minuteness,  like  fogs.  There  is  no  difference  of  kind 
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between  fogs  and  clouds.  Fogs  are  clouds  resting  on  the  ground.  1 o a 
person  enveloped  in  it,  a cloud  on  a mountain  appears  like  a fog.  I hey 
always  result  from  the  condensation  of  vapour  which  rises  from  the  earth. 
The  horizontal  base  of  a cloud  denotes  a layer  of  air  in  which  the  ascending 
current  of  air  has  attained  the  dew-point.  According  to  their  appearance 
clouds  were  divided  by  Howard  into  four  principal  kinds  : the  nimbus , the 
stratus , the  cumulus , and  the  cirrus.  These  four  kinds  are  represented  in 
fig.  1038,  and  are  designated  respectively  by  one,  two,  three,  and  four  birds 
on  the  wing. 

The  cirrus  consists  of  small  whitish  clouds,  which  have  a fibrous  or 
wispy  appearance,  and  occupy  the  highest  regions  of  the  atmosphere.  The 
name  of  mares’  tails , by  which  they  are  generally  known,  well  describes 


Fig.  1038 


their  appearance.  From  the  low  temperature  of  the  spaces  which  they 
occupy,  it  is  certain  that  cirrus  clouds  consist  of  frozen  particles  ; and  hence 
it  is  that  halos,  coronæ,  and  other  optical  appearances,  produced  by  refrac- 
tion and  reflection  from  ice-crystals,  appear  almost  always  in  these  clouds 
and  their  derivatives.  Their  appearance  often  precedes  a change  of  weather. 

The  annulus  are  rounded  spherical  forms  which  look  like  mountains  of 
cotton  wool  piled  one  on  the  other.  They  are  more  frequent  in  summer 
than  in  winter,  and  after  being  formed  in  the  morning,  they  generally  dis- 
appear towards  evening.  If,  on  the  contrary,  they  become  more  numerous 
and  especially  if  surmounted  by  cirrus  clouds,  rain  or  storms  may  be  expected. 
Any  such  cumulus  is  nothing  more  than  an  ascending  current  of  air  which 
makes  its  path  visible  by  condensed  aqueous  vapour. 
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Stratus  clouds  consist  of  very  large  and  continuous  horizontal  sheets, 
which  form  chiefly  at  sunset  and  disappear  at  sunrise.  They  are  frequent 
in  autumn  and  unusual  in  spring-time,  and  are  lower  than  the  preceding. 

The  nimbus  or  rain  clouds,  which  are  sometimes  classed  as  one  of  the 
fundamental  varieties,  are  properly  a combination  of  the  three  preceding 
kinds.  They  affect  no  particular  form,  and  are  solely  distinguished  by  a 
uniform  grey  tint  and  by  fringed  edges.  They  are  indicated  on  the  right  of 
the  figure  by  the  presence  of  one  bird. 

The  fundamental  forms  pass  into  one  another  in  the  most  varied  manner. 
Howard  classed  these  transitional  forms  as  cirro-cumulus , cirro-stratus , 
and  cumulo-stratus , and  it  is  often  very  difficult  to  tell,  from  the  appearance 
of  a cloud,  which  type  it  most  resembles.  The  cirro-cumulus  is  most  cha- 
racteristically known  as  a 1 mackerel  sky  ’ ; it  consists  of  small  roundish 
masses,  disposed  with  more  or  less  irregularity.  It  is  frequent  in  summer, 
and  attendant  on  warm  and  dry  weather.  Cirro-stratus  appears  to  result 
from  the  subsidence  of  the  fibres  of  cirrus  to  a horizontal  position,  which 
at  the  same  time  approach  laterally.  The  form  and  relative  position  when 
seen  in  the  distance  frequently  give  the  idea  of  shoals  of  fish.  The  tendency 
of  cumulo-stratus  is  to  spread,  settle  down  into  the  nimbus , and  finally  fall 
as  rain. 

The  height  of  clouds  varies  greatly  ; in  the  mean  it  is  from  1300  to  1500 
yards  in  winter,  and  from  3300  to  4300  yards  in  summer.  But  clouds  often 
exist  at  greater  heights  ; Gay-Lussac  in  his  balloon  ascent,  at  a height  of 
7630  yards,  observed  cirrus  clouds  above  him,  which  appeared  to  be  at  a 
considerable  height.  In  Ethiopia,  D’Abbadie  observed  storm-clouds  whose 
height  was  only  230  yards  above  the  ground. 

In  order  to  explain  the  suspension  of  clouds  in  the  atmosphere,  Halley 
first  proposed  the  hypothesis  of  vesicular  vapours.  He  supposed  that  clouds 
are  formed  of  an  infinity  of  extremely  minute  vesicles,  hollow,  like  soap- 
bubbles  filled  with  air,  which  are  hotter  than  the  surrounding  air,  so  that 
these  vesicles  float  in  the  air  like  so  many  small  balloons.  Others  assume 
that  clouds  and  fogs  consist  of  extremely  minute  droplets  of  water,  which  are 
retained  in  the  atmosphere  by  the  ascensional  force  of  cunents  of  hot  air, 
just  as  light  powders  are  raised  by  the  wind.  Ordinarily,  clouds  do  not 
appear  to  descend,  but  this  absence  of  downward  motion  is  only  apparent. 
In  fact,  clouds  do  usually  fall  slowly,  but  then  the  lower  part  is  continually 
dissipated  on  coming  in  contact  with  the  lower  and  more  heated  layeis  , at 
the  same  time  the  upper  part  is  always  increasing  from  the  condensation  of 
new  vapours,  so  that  from  these  two  actions  clouds  appear  to  retain  the 
same  height.  It  must  be  remembered  also  that  the  viscosity  of  the  air 
opposes  the  fall  of  the  particles  of  a cloud.  Stokes  showed  that  the  force 
resisting  motion  depends  not  only  on  the  viscosity  but  also  on  the  velocity 
of  the  water  particles,  and  that  its  value  is  67 vjav,  where  >?  is  the  coefficient 
of  viscosity  (450),  « the  radius  of  a drop,  and  y its  velocity.  Hence  clouds 
descend  with  uniform  velocity  which  varies  with  the  square  of  the  diameter 

of  the  water  particles.  . 

1023.  Formation  of  clouds.— Many  causes  may  concur  in  the  formation 
of  clouds.  The  usual  cause  of  the  formation  of  a cloud  is  the  ascent,  into 
higher  regions  of  the  atmosphere,  of  air  laden  with  aqueous  vapoui  ; 1 


thereby  expands,  being  under  diminished  pressure  ; and  in  consequence 
of  this  expansion  it  is  cooled,  and  cooling'  produces  a condensation  of 
Vapour.  Hence  it  is  that  high  mountains,  stopping  the  currents  of  air  and 
forcing  them  to  rise,  are  an  abundant  source  of  rain.  If  the  air  is  quite  dry, 
its  temperature  would  be  one  degree  lower  for  every  300  metres.  The  case 
is  different  with  moist  air;  for  when  the  air  has  ascended  so  high  that  its 
temperature  has  fallen  to  the  dew-point,  aqueous  vapour  is  condensed,  and 
in  consequence  of  this  heat  is  liberated  ; when  the  dew-point  is  thus  attained,, 
and  the  air  is  saturated,  the  cooling  due  to  the  ascent  and  expansion  of  air 
is  counteracted  by  this  liberation  of  latent  heat,  so  that  the  diminution  of 
temperature  with  the  height  is  considerably  slower  in  the  case  of  moist  than 
of  dry  air.  About  one-half  of  the  entire  quantity  of  moisture  in  the  air  is 
contained  in  the  first  six  or  seven  thousand  feet  upon  the  ground. 

The  following  calculation  will  give  us  the  quantity  of  water  separated! 
in  a given  case  : Suppose  air  at  a temperature  of  20°  to  be  saturated  with 
aqueous  vapour  at  that  temperature  ; the  pressure  of  the  vapour  will  be 
17-4  mm.,  and  the  weight  contained  in  one  cubic  metre  of  air  17*1  grammes. 

If  the  air  has  risen  to  a height  of  3500  metres,  the  pressure  to  which  it 
is  subjected  is  reduced  to  § of  its  original  value  ; the  temperature  of  the  air 
is  now  q3  C.,  and  its  volume  about  i§  times  what  it  originally  was.  As  it 
remains  saturated  the  pressure  will  be  6‘i  mm.,  and  the  quantity  of  vapour 
will  be  6-4  grammes  in  a cubic  metre— that  is  to  say,  6-4  x ii  = g-6  grammes 
in  the  whole  mass  of  what  was  originally  a cubic  metre.  The  pressure  of 
aqueous  vapour  has  sunk  during  the  ascent  from  17-4  mm.  to  6‘i  mm.,  and 
its  weight  from  17-1  grammes  to  9-6  grammes  ; that  is,  a weight  of  7-5 
grammes  has  been  deposited  from  the  mass  of  air  which  at  the  sea-level 
occupied  a space  of  one  cubic  metre.  These  7-5  grammes  are  in  the  form 
of  the  small  droplets  which  constitute  fogs  or  clouds. 

If  the  mass  of  air  has  risen  to  a height  of  8500  metres,  where  the  pres- 
sure is  only  one-third  that  on  the  sea-level,  the  temperature  is  - 28°,  and 
the  space  it  occupies  three  times  as  great  as  at  first.  The  pressure  of 
aqueous  vapour  is  o'5  mm.,  and  its  weight  o'6  gramme  per  cubic  metre. 
Hence  there  is  now  only  r8  gramme  left  of  the  entire  quantity  of  aque- 
ous vapour  originally  present,  and  the  remaining  15-3  grammes  would  be 
separated  as  water  or  ice.  A similar  calculation  will  show  that  at  a height 
of  4200  metres,  where  the  temperature  is  zero  and  the  pressure  g,  the  quan- 
tity of  water  present  in  the  original  cubic  metre  is  only  0-82  gramme,  the 
rest  being  deposited. 

Thus,  a mass  of  air  which,  at  the  sea-level,  occupies  a space  ot  a cubic 
metre,  and  is  saturated  with  aqueous  vapour  at  20°,  and  then  contains 
I7"1  grammes,  will  contain  only  9-6  grammes  at  a height  of  3500  metres, 
8-2  grammes  at  4200  metres,  and  r8  gramme  at  8500  metres.  Hence,  while 
a mass  of  air  rises  from  the  sea- level  to  a height  of  4200  feet,  8 9 grammes 
of  aqueous  vapour  are  separated  as  cloud- particles  ; at  8500  metres,  or  about 
double  the  height,  6-4  grammes  are  separated  in  the  form  of  ice. 

A hot  moist  current  of  air  mixing  with  a colder  current  undergoes  a 
cooling,  which  brings  about  a condensation  of  the  vapour.  Thus  the  hot 
and  moist  winds  of  the  south  and  south-west,  mixing  with  the  colder  air  of 
our  latitudes,  give  rain.  The  winds  of  the  north  and  north-east  tend  also, 
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in  mixing  with  our  atmosphere,  to  condense  the  vapours  ; but  as  these  winds, 
owing  to  their  low  temperature,  are  very  dry,  the  mixture  rarely  attains 
saturation,  and  generally  gives  no  rain. 

The  formation  of  clouds  in  this  way  is  thus  explained  by  Hutton.  The 
pressure  of  aqueous  vapour,  and  therewith  the  quantity  present  in  a given 
space  when  saturated,  diminishes  according  to  a geometrical  progression, 
while  the  temperature  falls  in  arithmetical  progression,  and  therefore  the 
elasticity  of  the  vapour  present  at  any  time  is  reduced  by  a fall  of  tempera- 
ture more  rapidly  than  in  direct  proportion  to  the  fall.  Hence,  if  a current 
of  warm  air,  saturated  with  aqueous  vapour,  meets  a current  of  cold  air  also 
saturated,  the  air  acquires  the  mean  temperature  of  the  two,  but  can  retain 
only  a portion  of  the  vapour  in  the  invisible  condition,  and  a cloud  or  mist 
is  formed.  Thus,  suppose  a cubic  metre  of  air  at  io°  C.  mixes  with  a cubic 
metre  of  air  at  20°  C.,  and  that  they  are  respectively  saturated  with  aqueous 
vapour.  By  formula  (407)  it  is  easily  calculated  that  the  weight  of  water 
contained  in  the  cubic  metre  of  air  at  io°  C.  is  9-397  grammes,  and  in  that 
at  200  C.  is  17-153  grammes,  or  26-559  grammes  in  all.  When  mixed  they 
produce  two  cubic  metres  of  air  at  150  C.  ; but  as  the  weight  of  water 
required  to  saturate  this  is  only  2x12-8  = 25-6  grammes,  the  excess, 
0-95  gramme,  will  be  deposited  in  the  form  of  mist  or  clouds. 

1024.  Rain.— When  the  individual  water-particles  become  larger  and 
heavier  by  the  condensation  of  aqueous  vapour,  and  when,  finally,  individual 
particles  unite,  they  form  regular  drops,  which  fall  as  rain. 

The  quantity  of  rain  which  falls  annually  in  any  given  place,  or  the  annual 
rainfall,  is  measured  by  means  of  a rain-gauge , or  pluviometer.  Ordinarily 


it  consists  of  a cylindrical  vessel, 
M (figs.  1039  and  1040),  closed 
at  the  top  by  a funnel-shaped 
lid,  in  which  there  is  a very 
small  hole,  through  which  the 


Fig.  1040  The  apparatus  being  placed 

in  an  exposed  situation,  if  at  the 


A rain  falls.  At  the  bottom  of  the 
vessel  is  a glass  tube,  A,  in 
which  the  water  rises  to  the 
same  height  as  inside  the  rain- 
1 gauge,  and  is  measured  by  a 
p scale  on  the  side,  as  shown  in 
the  figures. 
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of  the  quantity  of  rain  which  falls,  over  that  at  a certain  height,  is  six  or 
seven  times  that  which  could  arise  from  condensation,  even  during  the  whole 
course  of  the  raindrops  from  the  clouds  to  the  earth.  The  difference  must 
therefore  be  ascribed  to  purely  local  causes,  and  it  is  now  assumed  that  the 
difference  arises  from  eddies  produced  in  the  air  about  the  rain-gauge,  which 
are  more  perceptible  the  higher  it  is  above  the  ground  : as  these  eddies  dis- 
perse the  drops  which  would  otherwise  fall  into  the  instrument,  they  diminish 
the  quantity  of  water  which  it  receives. 

In  any  case  it  is  clear  that,  if  raindrops  traverse  moist  air,  they  will,  from 
their  lower  temperature,  condense  aqueous  vapour  and  increase  in  volume. 
If,  on  the  contrary,  they  traverse  dry  air,  the  drops  tend  to  vaporise,  and  less 
rain  falls  than  at  a certain  height  ; it  might  even  happen  that  the  rain  did 
not  reach  the  earth. 

From  measurements  of  the  coronæ  (1022),  Delezenne  determined  the 
diameter  of  the  globules  in  the  case  of  rain-clouds  just  about  to  fall,  and  in 
the  case  of  the  cloud  from  a low-pressure  steam-engine  (474).  The  former 
was  found  to  vary  from  0-0565  to  0-0226  mm.,  and  the  latter  from  0-0051  to 
0-0042  mm.  With  the  former,  55°°  droplets  would  be  needed  to  make  a 
drop  of  water  a millimetre  in  diameter,  and  with  the  latter  50,000. 

According  to  the  same  author,  there  would  be  about  15  mgr.  of  globules 
in  a cubic  metre  of  a cloud  which  produced  a rainfall  of  10  mm.  of  water  in  an 
hour.  With  this  number  the  mean  distances  of  the  particles  with  the  above 
magnitudes  are  respectively  1-845,  0-706,  0-167,  and  0-148  mm. 

Many  local  circumstances  may  affect  the  quantity  of  rain  which  falls  in 
different  countries  ; but,  other  things  being  equal,  most  rain  falls  in  hot 
climates,  for  there  the  vaporisation  is  most  abundant.  The  rainfall  de- 
creases, in  fact,  from  the  equator  to  the  poles.  At  London  it  is  23-5  inches; 
at  Bordeaux  it  is  25-8  ; at  Madeira  it  is  27-7  ; at  Havannah  it  is  91-2  ; and 
at  St.  Domingo  it  is  107-6.  The  quantity  varies  with  the  season  : in  Paris,  in 
winter,  it  is  4-2  inches  ; in  spring,  6-9  ; in  summer,  6-3  ; and  in  autumn, 
4 S inches.  The  heaviest  annual  rainfall  at  any  place  on  the  globe  is  on  the 
Khasi  Hills,  in  Bengal,  where  it  is  600  inches  ; of  which  500  inches  fall  in 
seven  months.  On  July  1,  1851,  a rainfall  of  25J  inches  on  one  day  was 
observed  at  Cherrapoonjee.  At  Kurrachee,  in  the"  north-west  of  India,  the 
rainfall  is  only  7 inches. 

The  rainfall  diminishes  with  the  height  of  a station  above  the  sea-level  at 
the  late  of  3 or  4 per  cent. "for  each  100  feet  of  altitude  above  the  sea. 

The  diiest  recorded  place  in  England  is  Lincoln,  where  the  mean  rainfall 
is  20  inches  ; and  the  wettest  is  Stye,  at  the  head  of  Borrowdale,  in  Cumber- 
land,  where  it  amounts  to  165  inches.  The  greatest  average  amount  of  rain- 
fall in  any  one  day,  taking  the  means  of  all  stations,  is  ij  inch  ; though 
individual  stations  far  exceed  this  amount,  sometimes  reaching  4 inches. 

An  inch  of  rain  on  a square  yard  of  surface  expresses  a fall  of  46-74 
pounds,  or  4-67  gallons.  On  an  acre  it  corresponds  to  22,622  gallons,  or 

this "3 5 t0nS’  IO°  t0m  ^ inCh  ^>Cr  aCre  ’S  a ready  way  of  rememberings 

1025.  Waterspouts. -On  hot  summer  days,  and  when  the  weather  is 
otherwise  calm,  we  often  notice  sand  and  dust  carried  forward  in  a column 
with  a whirling  motion.  As  storms  come  on,  larger  whirlwinds  of  this  kind 
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are  formed,  which  carry  with  them  leaves,  straw,  and  even  small  branches. 
When  they  are  of  larger  dimensions  they  form  real  whirlwinds.  They  are 
probably  due  to  the  contact  of  two  winds  blowing  in  the  upper  regions  of  the 
atmosphere.  When  they  pass  over  land  they  form  large  conical-shaped 
masses  of  dust,  which  make  them  visible  at  a distance  ; when  they  pass 
over  rivers  or  the  sea  they  present  a curious  phenomenon  : the  water  is 
disturbed,  and  rises  in  the  form  of  a cone,  while  the  clouds  are  depressed 
in  the  form  of  an  inverted  cone  ; the  two  cones  then  unite  and  form  a 
continuous  column  from  the  sea  to  the  clouds  (fig.  1041).  Even,  however, 
on  the  high  seas  the  water  of  these  waterspouts  is  never  salt,  proving 
that  they  are  formed  of  condensed  vapour,  and  not  of  sea-water  raised  by 
aspiration. 


Fig.  1041 


io-’ô  Influence  of  aqueous  vapour  on  climate. —Tyndall  applied  the 
property  possessed  by  aqueous  vapour  of  powerfully  absorbing  and  ^diatm 
heat  to  the  explanation  of  some  obscure  points  in  meteorology.  He  esta 
Wished  the  fact  that  in  a tube  4 feet  long  the  atmospheric  vapour  on  a day  of 
average  dryness  absorbs  10  per  cent,  of  obscure  heat.  With  the  ear  th  war  me 
bVy"hfSu?“a  source,  a,  the  very  leas,  to  per  cent,  ofhs  heat, s ,„«e,-cep  e 
within  10  feet  of  the  surface.  The  absorption  and  radiation  of  aqueous 
vapour  is  more  than  16,000  times  that  possessed  by  dry  air. 

The  radiative  power  of  aqueous  vapour  may  be  the  mam  cause  of^ 
torrent-like  rains  that  occur  in  the  tropics,  and  also  of  ro,,ses 

cumulus  clouds  in  our  own  latitudes.  The  same  pro pe it y p1  o * j ; 
the  descent  of  very  fine  rain,  called  serein,  which  has  more  ^ character. st. 

of  falling  dew,  as  it  appears  a short  time  after  sunset,  when  1 b> 
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its  production  has  therefore  been  attributed  to  the  cold  resulting  from  the 
radiation  of  the  air.  It  is  not  the  air,  however,  but  the  aqueous  vapour  in 
the  air,  which  by  its  own  radiation  chills  itself,  so  that  it  condenses  into 
serein. 


The  absorbait  power  of  aqueous  vapour  is  of  even  greater  importance. 
Whenever  the  air  is  dry,  terrestrial  radiation  at  night  is  so  rapid  as  to  cause 
intense  cold.  Thus  in  the  central  parts  of  Asia,  Africa,  and  Australia,  the 
daily  range  of  the  thermometer  is  enormous  ; in  the  interior  of  the  last- 
named  continent  a difference  in  temperature  of  no  less  than  40°  C.  has  been 
recorded  within  24  hours.  In  India,  and  even  in  the  Sahara,  ice  has 
been  formed  at  night,  owing  to  the  copious  radiation.  But  the  radiation 
which  aqueous  vapour  absorbs  most  largely  is  of  the  kind  emitted  from 
sources  of  low  temperature;  it  is  to  a large  extent  transparent  to  the  short 
waves  emitted  by  the  sun,  whilst  it  is  almost  opaque  to  the  heat  radiated 
from  the  earth.  Consequently  the  solar  rays  penetrate  our  atmosphere  with 
a loss,  as  estimated  by  Pouillet,  of  only  25  per  cent.,  when  directed  vertically 
downwards,  but  after  warming  the  earth  they  cannot  retraverse  the  atmo- 
sphere. Through  thus  preventing  the  escape  of  terrestrial  heat,  the  aqueous 
vapour  in  the  air  moderates  the  extreme  chilling  which  is  due  to  the  un- 
checked îadiation  fiom  the  earth,  and  raises  the  temperature  of  that  region 
o\ ei  which  it  is  spieacl.  In  Tyndall’s  words,  ‘aqueous  vapour  is  a blanket 
more  necessary  to  the  vegetable  life  of  England  than  clothing  is  to  man. 
Remove  for  a single  summer  night  the  aqueous  vapour  from  the  air  which 
overspreads  this  country,  and  every  plant  capable  of  being  destroyed  by  a 
fieezing  temperature  would  perish.  The  warmth  of  our  fields  and  gardens 
would  pour  itself  unrequited  into  space,  and  the  sun  would  rise  upon  an 
island  held  fast  in  the  iron  grip  of  frost.’ 


1027.  Tyndall’s  researches. — Tyndall  found  that  the  action  of  the  sun  or  of 
the  electiic  light  decomposed  certain  highly  rarefied  vapours.  He  used  a Hass 
tube,  which  could  be  exhausted  and  then  filled  with  air  charged  with  the 
vapours  of  volatile  liquids,  by  allowing  the  air  to  bubble  through  small  Wolff 
bottles  containing  them.  The  tube  having  been  filled' with  air  charged 
with  vapour  of  amyl  nitrite  at  a definite  pressure,  a somewhat  convergent 
beam  of  sunlight  or  of  the  radiation  from  an  electric  arc  was  passed  into  the 
tube.  For  a moment  the  tube  appeared  optically  empty,  but  suddenly  a 
shower  of  liquid  spherules  was  precipitated  on  the  path  of  the  beam 
forming  a luminous  white  cloud.  It  rvas  shown  that  the  effect  was  not  due 
to  chemical  action  between  the  vapour  and  the  air,  nor  to  heating  action 

. Ut.  'vaS  the  !eSult  of  the  actl0n  °f  the  more  refrangible  constituents  of  the 
incident  radiation.  When  the  incident  beam,  before  entering  the  experi- 
mentat  tube,  was  made  to  pass  through  a layer  of  liquid  amyl  nitrite  an 
eighth  of  an  inch  m thickness,  the  luminous  effect  was  not  appreciably 
lmmished  but  the  chemical  action  Nvas  almost  entirely  stopped.  Thus 
tiat  special  constituent  of  the  luminous  radiation  which  effects  the  decom- 
position of  the  vapour  is  absorbed  by  the  liquid.  The  decomposition  ot 
liquid  amyl  nitrite  by  light,  if  it  takes  place  at  all,  is  far  less  rapid  and 
d st  net  than  that  of  the  vapour.  The  absorption  in  the  same,  whether  the 

of  the  mnl  ^ °r1,n1the  vaPorous  state,  showing  that  it  is  not  the  act 
of  the  molecule  as  a whole,  but  that  it  is  atomic  ; that  is,  that  it  is  to  the 
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atoms  that  the  peculiar  rate  of  vibration  is  transferred  which  brings  about  the 
decomposition  of  the  body. 

In  cases  where  the  vapours  are  under  a sufficient  degree  of  attenuation, 
whatever  otherwise  be  their  nature,  the  visible  action  commences  with  the 
formation  of  a blue  cloud.  The  term  1 cloud,’  however,  must  not  be  understood 
in  its  ordinary  sense  ; the  blue  cloud  is  invisible  in  ordinary  daylight,  and 
to  be  seen  must  be  surrounded  by  darkness,  it  alone  being  illuminated  by  a 
powerful  beam  of  light.  The  blue  cloud  differs  in  many  important  particulars 
from  the  finest  ordinary  clouds,  and  may  be  considered  to  occupy  an  inter- 
mediate position  between  these  clouds  and  true  cloudless  vapoui. 

By  graduating  the  quantity  of  vapour,  the  precipitation  may  be  obtained 
of  any  required  degree  of  fineness  ; forming  either  particles  distinguishable 
by  the  naked  eye,  or  particles  beyond  the  reach  of  the  highest  microscopic 
power.  The  case  is  similar  to  that  of  carbonic  acid  gas,  which,  diffused  in 
the  atmosphere,  resists  the  decomposing  action  of  solar  light,  but  is  decom- 
posed when  in  contact  with  the  chlorophyll  in  the  leaves  of  plants.  . 

When  the  blue  cloud  produced  in  these  experiments  was  examined  by 
any  polarising  arrangement,  the  light  emitted  laterally  from  the  beam-that 
is  in  the  direction  at  right  angles  to  its  axis— was  found  to  be  peifectly  polar- 
ised This  phenomenon  was  observed  in  its  greatest  perfection  the  more 
perfect  the  blue  of  the  cloud.  It  is  produced  by  any  particles  provided  they 
are  sufficiently  fine.  This  is  quite  analogous  to  the  light  of  the  blue  sky^ 
When  this  is  examined  by  a Nicol  prism,  or  any  other  analyser,  it  is  found 
that  the  light  emitted  at  right  angles  to  the  path  of  the  suns  rays  is 

PQl  Tyndall’s  experiments  illustrate,  though  they  do  not  explain  the  Mue 
colour  of  the  sky.  A more  complete  explanation  was  suggested  by  Lord 
Rayleigh  in  1871.  Assuming  the  existence  of  any  small  particles  in  the  uppei 
regions  of  the  atmosphere,  these  will  impede  to  a greater  or  less  ex  en 
the  passage  of  radiant  waves  which  fall  upon  them,  and,  for  pai  tides  of  a 
liven  le  short  waves  will  be  more  obstructed  than  longer  ones  In  other 
words  when  radiation  passes  through  a medium  containing  small  particles 
the  longer  waves  will  be  more  freely  transmitted  than  those  of  higher 
refrangibility.  Hence,  white  light,  after  passing  through  such  a medium 
wouk  appear  yellowish  or  even  reddish  if  the  thickness  were  sufficient  and 
on  the  other  hand  the  rays  reflected  or  scattered  by  the  small  particles 
would  have  a blue  or  violet  tint.  It  must  be  remembered,  however,  that  the 
wb?c£  reaches  us  Iron,  auy  point  of  the  sky  has  os,  some  of  , 
constituents  at  both  ends  of  the  spectrum  ; by  transmission  it  has  lost  son 
of  the  shortest  waves,  and  by  reflection  and  scattering  ^ma  ^B^other 
has  been  deprived  of  waves  at  the  lower  end  of  the  spec  1 urn  ot 

words,  it  will  be  compounded  of  waves  of  intermediate  lengffi,  and  i 
appear  blue  or  blue-green,  the  exact  colour  depending  on  the 

dOS,oX  DrheHoaÏ™Œ  is  aqueous  vapour  which  has  condensed 

Z ïïîïà"  of°the ^earth*  experience  J 
' consequence  of  nocturnal  radiation.  Their  temperature  having  then | su" 
severaTdegrees  below  tha,  of  the  air,  i,  frequently  happens,  especally  ,»  hot 
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seasons,  that  this  temperature  is  below  that  at  which  the  atmosphere  is 
saturated.  The  layer  of  air  which  is  immediately  in  contact  with  the  chilled 
bodies,  and  which  has  virtually  the  same  temperature,  then  deposits  a por- 
tion of  the  vapour  which  it  contains  (400)  ; just  as  when  a bottle  of  cold  water 
is  brought  into  a warm  room  it  becomes  covered  with  moisture,  owing  to 
the  condensation  of  aqueous  vapour  upon  it. 

According  to  this  theory,  which  was  first  propounded  by  Dr.  Wells,  all 
causes  which  promote  the  cooling  of  bodies  increase  the  quantity  of  dew. 
These  causes  are  the  emissive  power  of  bodies,  the  state  of  the  sky,  and  the 
agitation  of  the  air.  Bodies  which  have  a great  radiating  power  more  readily 
become  cool,  and  therefore  ought  to  condense  more  vapour.  In  fact  there 
is  generally  no  deposit  . of  dew  on  metals,  whose  radiating  power  is  very 
small,  especially  when  they  are  polished  ; while  the  ground,  sand,  glass,  and 
plants,  which  have  a great  radiating  power,  become  abundantly  covered 
with  dew. 

The  state  of  the  sky  also  exercises  a great  influence  on  the  formation  of 
dew.  If  the  sky  is  cloudless,  the  planetary  spaces  send  to  the  earth  an  in- 
appreciable quantity  of  heat,  while  the  earth  radiates  very  considerably,  and 
therefore,  becoming  very  much  chilled,  there  is  an  abundant  deposit  of  dew. 
But  if  there  are  clouds,  as  their  temperature  is  far  higher  than  that  of  the 
planetary  surfaces,  they  radiate  in  turn  towards  the  earth,  and  as  bodies  on  the 
surface  of  the  earth  experience  only  a feeble  chilling,  no  deposit  of  dew  takes 
place. 

Wind  also  influences  the  quantity  of  vapour  deposited.  A gentle  breeze 
increases  the  deposition,  since  it  renews  the  air  ; the  contrary  effect  is 
produced  by  a strong  wind,  which  heats  the  surface  by  contact,  and  thus 
does  not  allow  the  air  time  to  become  cooled.  Finally  the  deposit  of  dew 
is  more  abundant  according  as  the  air  is  moister,  for  then  it  is  nearer  its 
point  of  saturation. 

Hoarfrost  and  rime  are  dew  which  has  been  deposited  on  bodies  cooled 
below  zero,  and  has  become  frozen.  The  flocculent  form  which  the  small 
crystals  present  of  which  rime  is  formed,  shows  that  the  vapour  solidifies 
directly  without  passing  through  the  liquid  state.  Hoarfrost,  like  dew,  is 
formed  on  bodies  which  radiate  most,  such  as  the  stalks  and  leaves  of  vege- 
tables, and  is  chiefly  deposited  on  the  parts  turned  towards  the  sky. 

We  must  distinguish  between  the  dew  formed  in  consequence  of  lowering 
of  temperature  by  radiation,  and  the  deposit  formed  by  warm  moist  air 
passing  over  a cold  wall  ; in  mild  weather  this  deposit  forms  a liquid,  and  in 
severe  weather  a snow  or  icy  coating.  Unlike  dew  a deposit  of  this  kind  is 
most  abundantly  found  on  good  conductors,  for  they  are  the  coldest. 

1029.  Snow.  Sleet. — Snow  is  water  solidified  in  stellate  crystals,  vari- 
ously modified,  and  floating  in  the  atmosphere.  These  crystals  arise  from 
the  congelation  of  the  minute  particles  which  constitute  the  clouds,  when  the 
temperature  of  the  latter  is  below  zero.  They  are  more  regular  when  formed 
in  a calm  atmosphere.  Their  form  may  be  investigated  when  they  are  collected 
on  a black  surface  and  viewed  through  a strong  lens.  The  regularity,  and 
at  the  same  time  variety,  of  their  forms  are  truly  beautiful.  Fig.  1042 
shows  some  of  these  forms  as  seen  through  a microscope.  Very  roughly,  a 
fall  of  one  foot  of  snow  may  be  taken  as  equal  to  an  inch  of  rain. 
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It  snows  most  in  countries  near  the  poles,  or  lying  high  above  the 
sea-level.  By  the  limit  of  perpetual  snow— or,  briefly,  snow-line—  is  meant 
that  height  above  the  sea-level  at  which  the  snow  does  not  melt,  even  in 
the  hottest  summers.  It  is  lower  nearer  the  poles  than  the  equator  . it 
does  not  depend  solely  on  the  latitude,  but  is  influenced  by  many  local 
circumstances. 

Sleet  is  also  solidified  water,  and  consists  of  small  icy  needles  pressed 
together  in  a confused  manner.  Its  formation  is  ascribed  to  the  sudden 
congelation  of  the  minute  globules  of  the  clouds  in  an  agitated  atmosphere. 

When  the  ground  is  cooled  below  zero  after  severe  frost  and  a thaw  sets 
in,  the  moist  air  passing  over  the  ground  deposits  its  moisture,  which  is 


Fig.  1042 


converted  into  a continuous  sheet  of  ice  ; this  is  known  as  glazed jrost  ( he 
French  verglas)  ; it  may  also  occur  when  raindrops  wh.ch  have  been  cooled 
below  zero  in  the  higher  regions  of  the  air,  and  are  accordingly  m a state  of 
superfusion  (348),  fall  on  the  ground,  which  may  even  be  above  the  fieezmg 

P0ITo,o  Hail. — Hail  is  a mass  of  compact  globules  of  ice  of  different  sizes 
which  fall  in  the  atmosphere.  In  our  climate  hail  falls  Pr>hc'Pa  y dunng 
-spring  and  summer,  and  at  the  hottest  times  of  the  day  ; it  iaiel>  falls  at 
night.  The  fall  of  hail  is  always  preceded  by  a peculiar  noise. 

g Rail  is  generally  the  precursor  of  . storm s ; it  rarely  accompanies  them 
and  follows  them  still  more  rarely.  Hail  falls  from  the  size 1 of  a small  pea  to 
that  of  an  egg  or  an  orange,  with  a core  of  compressed  snow  which  is  sui 
rounded  by  Sucent, ic  layers  of  ice.  While  snowstorms  may  kst  or  days 
hailstorms  do  not  last  for  more  than  a quarter  of  an  horn.  The  formatio 
of  hailstones  has  never  been  altogether  satisfactorily  accounted  foi  , nor, 

more  especially,  their  great  size.  . , „,rh  as 

ioai  Ice.  Regelation.— Ice  is  an  aggregation  of  snow-crystals,  such  as 

are  shown  in  fig.  1042.  The  transparency  of  ice  is  due  to  the  close  cont 
S these  citais,  which  causes  the  individual  particles  to  blend  into  an  un- 
iX, mass,  unci  renders  the  substance  ofUealfy,  as  well  as  mechanically, 
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continuous.  When  large  masses  of  ice  slowly  melt  away,  a crystalline  form 
is  sometimes  seen  by  the  gradual  disintegration  into  rude  hexagonal  prisms  ; 
a similar  structure  is  frequently  met  with,  but  in  greater  perfection,  in  the 
ice-caves  or  glaciers  of  cold  regions. 

An  experiment  of  Tyndall  shows  the  beautiful  structure  of  ice.  When  a 
piece  of  ice  is  cut  parallel  to  its  planes  of  freezing,  and  the  radiation  from 
any  source  of  light  is  permitted  to  pass  through  it,  the  disintegration  of  the 
substance  proceeds  in  a remarkable  way.  By  observing  the  plate  of  ice 
through  a lens,  numerous  small  crystals  will  be  seen  studding  the  interior  ot 
the  block  ; as  the  heat  continues  these  crystals  expand,  and  finally  assume 
the  shape  of  six-rayed  stars  of  exquisite  beauty. 

This  is  a kind  of  negative  crystallisation,  the  crystals  produced  being 
composed  of  water  ; they  owe  their  formation  to  the  molecular  disturbance 
caused  by  the  absorption  of  heat  from  the  source.  Nothing  is  easier  than  to 
reproduce  this  phenomenon,  if  care  is  taken  in  cutting  the  ice.  The  planes 
of  freezing  can  be  found  by  noting  the  direction  of  the  bubbles  in  ice,  which 
are  either  sparsely  arranged  in  strias  at  right  angles  to  the  surface,  or  thickly 
collected  in  beds  parallel  to  the  surface  of  the  water.  A warm  and  smooth 
metal  plate  should  be  used  to  level  and  reduce  the  ice  to  a slab  not  exceed- 
ing half  an  inch  in  thickness. 

A still  more  important  property  of  ice  remains  to  be  noticed.  Faraday 
discovered  that  when  two  pieces  of  melting  ice  are  pressed  together  they 
freeze  into  one  at  their  points  of  contact.  This  curious  phenomenon  is  now 
known  under  the  name  of  Regelation.  The  cause  of  it  has  been  the  subject 
of  much  controversy  ; Faraday’s  explanation  is  as  follows  : — The  particles  on 
the  exterior  of  a block  of  ice  are  held  by  cohesion  on  one  side  only  : when 
the  temperature  is  at  o°  C.,  these  exterior  particles,  being  partly  free,  are  the 
first  to  pass  into  the  liquid  state,  and  a film  of  water  covers  the  solid.  But 
the  particles  in  the  interior  of  the  block  are  bounded  on  all  sides  by  the  solid 
ice,  the  force  of  cohesion  is  here  a maximum,  and  hence  the  interior  ice  has 
no  tendency  to  pass  into  a liquid,  even  when  the  whole  mass  is  at  o°.  If  the 
block  is  now  split  in  halves,  a liquid  film  instantly  covers  the  fractured  sur- 
faces, for  the  force  of  cohesion  on  the  fractured  surfaces  has  been  lessened 
by  the  act.  By  placing  the  halves  together,  so  that  their  original  position 
shall  be  regained,  the  liquid  films  on  the  two  fractured  surfaces  again  become 
bounded  by  ice  on  both  sides.  The  film  being  excessively  thin,  the  force  of 
cohesion  is  able  to  act  across  it  ; the  consequence  of  this  is,  the  liquid 
particles  pass  back  into  the  solid  state,  and  the  block  is  reunited  by 
regelation. 

A more  satisfactory  explanation  is  that  which  refers  the  phenomenon  to 
the  lowering  of  the  freezing-point  of  water  by  pressure  (342).  Two  pieces  of 
ice  at  o°  C.  will  not  melt,  if  they  are  prevented  from  absorbing  heat.  When 
piessed  together  at  o°,  since  the  melting-point  is  lowered,  an  incipient  lique- 
faction takes  place  at  the  surfaces  of  contact,  and  when  the  pressure  is 
relaxed,  the  fieezing-point  rises  and  the  two  pieces  are  frozen  together.  XIle 
a.  snowball  is  explained  in  the  same  way.  At  temperatures 
below  o C.  a snowball  cannot  be  made  ; the  snow  is  dry  and  the  pressure 
of  the  hands  is  not  sufficient  to  lower  the  melting-point  necessary  to  produce 
regelation. 
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The  snow-bridges,  also,  which  span  wide  chasms  in  the  Alps  and  else- 
where, and  over  which  men  can  walk  in  safety,  owe  their  existence  to  the 
regelation  of  gradually  accumulating  particles  of  snow. 

We  see  an  example  of  this  formation  of  ice  from  pressure  in  the  glazed 
appearance  of  the  tracks  in  snow  on  roads  over  which  heavy  carts  have 
passed. 

Bottomley  has  made  a very  instructive  experiment  which  illustrates  the 
effect  of  pressure  on  regelation.  A block  of  ice  is  suspended  on  two  supports, 
and  a hempen  string  with  heavy  weights  at  each  end  is  laid  across  it.  After 
ix/B.  some  time  the  string  has  slowly  cut  its  way  through,  but  the  cut  surfaces  have 
reunited,  and,  excepting  a few  bubbles,  show  no  trace  of  the  operation.  If  a 
metallic  wire  is  used  instead  of  the  string,  the  action  is  accelerated  owing  to 
the  heat  conducted  along  the  wire  from  the  outside. 

1032.  Glaciers.— Tyndall  applied  this  regelating  property  of  ice  to  an 
explanation  of  the  formation  and  motion  of  glaciers,  of  which  the  following 
is  a brief  description  : — In  elevated  regions,  the  snow-line  (1029)  marks  the 
boundary  of  eternal  snow,  for  above  this  the  heat  of  summer  is  unable  to 
melt  the  winter’s  snow.  By  the  heat  of  the  sun  and  the  consequent  percola- 
tion of  water  melted  from  the  surface,  the  lower  portions  of  the  snow-field 
are  raised  to  o°  C.  ; at  the  same  time  this  part  is  closely  pressed  together  by 
the  weight  of  the  snow  above  ; regelation  therefore  sets  in,  converting  the 
loose  snow  into  a coherent  mass. 

By  increasing  pressure,  the  intermingled  air  which  renders  snow  opaque 
is  ejected  and  the  snow  becomes  transparent  ; ice  is  then  foimed.  Its 
own  weight  and  the  pressure  from  behind  urge  downwards  the  glacier 
which  has  thus  been  formed.  In  its  descent  the  glacier  behaves  like  a liver, 
passing  through  narrow  gorges  with  a certain  velocity,  and  then  spreading 
out  and  moving  more  slowly  as  its  bed  widens.  Further,  just  as  the  cential 
portions  of  a river  move  faster  than  the  sides,  so  F orbes  ascertained  that  the 
centre  of  a glacier  moves  more  quickly  than  its  margin,  and  from  the  same 
reason  (the  difference  in  the  friction  encountered)  the  surface  moves  more 
rapidly  than  the  bottom.  To  explain  these  facts  Forbes  assumed  ice  to  be  a 
viscous  body  capable  of  flexure,  and  flowing  like  lava  ; but  as  ice  has  not  the 
properties  of  a viscous  substance,  the  now  generally  accepted  explanation  of 
glacier  motion  is  that  supplied  by  the  theory  of  regelation.  Accoiding  to 
this  theory,  the  brittle  ice  of  the  glacier  is  crushed  and  broken  through 
narrow  channels,  and  partially  melted  owing  to  the  increased  pressure,  and 
then,  as  it  emerges  from  the  gorge  which  confined  it,  the  pressure  is  relieved 
and  the  liquefied  portion  again  freezes  and  becomes  united  by  virtue  of  regela- 
tion. By  numerous  experiments  Tyndall  artificially  imitated,  on  a small  scale, 
the  moulding  of  glaciers  by  the  crushing  and  subsequent  regelation  of  ice. 

1033.  Atmospheric  electricity.  Franklin’s  experiment.  — The  most 
frequent  luminous  phenomena,  and  the  most  remarkable  for  their  effects, 
are  those  produced  by  the  free  electricity  in  the  atmosphere.  The  first 
physicists  who  observed  the  electric  spark  compared  it  to  the  gleam  o 
lightning,  and  its  crackling  to  the  sound  of  thunder.  But  Franklin,  by  the 
aid  of  powerful  Leyden  batteries,  first  established  a complete  parai  elism 
between  lightning  and  electricity  ; and  indicated,  in  a memoir  published 
in  1 749,  the  experiments  necessary  to  attract  electricity  from  the  clouds  > 
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means  of  pointed  rods.  The  experiment  was  tried  by  Dahbard  m France  ; 
and  Franklin,  pending  the  erection  of  a pointed  rod  on  a spire  in  I lnla- 
delphia,  had  the  happy  idea  of  flying  a kite,  provided  with  a metal 
point,  which  could  reach  the  higher  regions  of  the 
atmosphere.  In  June,  1752,  during  stormy  weather, 
he  flew  the  kite  in  a field  near  Philadelphia.  The 
kite  was  flown  with  ordinary  packthread,  at  the  end 
of  which  Franklin  attached  a key,  and  to  the  key  a 
silk  cord,  in  order  to  insulate  the  apparatus  ; he  then 
fixed  the  silk  cord  to  a tree,  and  having  presented 
his  hand  to  the  key,  at  first  he  obtained  no  spaik. 

He  was  beginning  to  despair  of  success,  when,  rain 
having  fallen,  the  cord  became  a good  conductor,  and 
a spark  passed.  Franklin,  in  his  letters,  describes  his 
emotion  on  witnessing  the  success  of  the  experiment  as 
being  so  great  that  he  could  not  refrain  from  tears. 

Franklin  imagined  that  the  kite  drew  from  the 
cloud  its  electricity  ; it  is,  in  fact,  a simple  case  of 
induction,  and  depends  on  the  inductive  action  which 
the  thunder-cloud  exerts  upon  the  kite  and  the  cord. 

1034.  Apparatus  to  investigate  the  electricity  of 
the  atmosphere. — To  observe  the  electric  potential  in 
fine  weather,  an  apparatus  may  be  used  as  devised  by 
Saussure  for  this  kind  of  investigation.  It  is  an  elec- 
troscope similar  to  that  already  described  (748),  but 
the  rod  to  which  the  gold  leaves  are  fixed  is  sur- 
mounted by  a conductor  2 feet  in  length,  and  termin- 
ates in  either  a knob  or  a point  (fig.  1043).  To  protect 
the  apparatus  against  rain,  it  is  covered  with  a metal 
shield  4 inches  in  diameter.  The  glass  case  is  square 
instead  of  being  round,  and  a divided  scale  on  its 
inside  face  indicates  the  divergence  of  the  gold 
leaves.  This  electroscope  gives  signs  of  atmospheric 
electricity  only  as  long  as  it  is  raised  in  the  atmo- 
sphere so  that  its  pointed  end  is  in  layers  of  air  of  different  electric  potential 
from  its  own. 

To  measure  the  potential  of  the  atmosphere  Saussure  also  used  a 
copper  ball,  which  he  projected  vertically  with  his  hand.  This  ball  was 
fixed  to  one  end  of  a metal  wire,  the  other  end  of  which  was  attached  to 
a ring,  which  could  glide  along  the  conductor  of  the  electroscope.  From 
the  divergence  of  the  gold  leaves,  the  electric  condition  of  the  air  at 
the  height  which  the  ball  attained  could  be  determined.  Becquerel,  in  ex- 
periments made  on  the  St.  Bernard,  improved  Saussure’s  apparatus  by 
substituting  for  the  knob  an  arrow,  which  was  projected  into  the  atmosphere 
by  means  of  a bow.  A gilt  silk  thread,  8,8  yards  long,  was  fixed  with  one  end 
to  the  arrow,  while  the  other  end  was  attached  to  the  stem  of  an  electro- 
scope. 

To  observe  the  electricity  of  clouds,  where  the  potential  may  be  very 
considerable,  use  is  made  of  a long  bar  terminating  in  a point.  This  bar, 
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which  is  insulated  with  care,  is  fixed  to  the  summit  of  a building,  and  its 
lower  end  is  connected  with  an  electrometer.  Let  the  space  round  the  point 
of  the  bar  be  at  a positive  potential,  V.  The  bar,  which  we  will  suppose  to  be 
at  zero  potential,  becomes  charged  by  induction  with  negative  at  the  point 
and  positive  at  the  lower  end,  so  that  the  leaves  of  the  electroscope  diverge. 
Negative  electricity  is  discharged  from  the  point  (780)  until  its  potential  is 
equal  to  that  of  the  surrounding  space.  When  equilibrium  is  established,  the 
electroscope  indicates  the  potential  of  the  point  and,  therefore,  of  the  space  in 
its  neighbourhood.  If  the  potential  of  this  space  rises,  the  point  discharges 
negative  electricity  and  the  leaves  diverge  wider  ; if  the  potential  falls  the 
point  discharges  positive  electricity,  and  the  divergence  diminishes. 


Fig.  1044 


Thus  the  electroscope  shows  the  changes  in  potential  of  the  space  round 
the  point.  In  stormy  weather  the  potential  may  be  considerable,  and  as 
the  bar  can  then  give  dangerous  shocks,  a metal  ball  must  be  placed  near  it 
which  is  well  connected  with  the  ground,  and  which  is  nearer  the  bar  than 
the  observer  himself; -so  that  if  a discharge  should  ensue,  it  will  strike 
the  ball  and  not  the  observer.  Richmann,  of  St.  Petersburg,  was  killed  in  an 
experiment  of  this  kind,  by  a discharge  which  struck  him  on  the  forehead. 

In  modern  arrangements,  the  sharp  point  has  been  replaced  by  a burning 
match  or  by  dropping  water.  A roll  of  nitrate  of  lead  paper,  looking  something 
like  a thin  cigarette,  is  attached  to  the  conductor,  and  when  lighted  smoulders 
slowly,  producing  a smoke  which  rapidly  dissipates  electricity  and  1 aises  the 
potential  of  the  conductor  to  that  of  the  surrounding  space. 

A convenient  instrument  for  investigating  atmospheric  electi  icily  \\ns 
introduced  by  Lord  Kelvin,  one  form  of  which  used  in  the  Meteorological 
Observatory  of  Montsouris,  is  represented  in  fig.  1044.  It  consists  of  a 
large  metal  vessel,  A,  resting  on  three  insulating  brass  legs  fixed  to  the  top 
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of  a tall  column  of  cast  iron.  A sheet-metal  mantle,  B,  protects  the  supports 
from  the  rain.  The  apparatus  is  arranged  in  the  open,  and  can  be  filled 
with  water  from  a pipe,  C.  The  water  issues  through  a long  lateral  jet 
in  A,  in  a stream  so  fine  that  the  volume  of  the  water  is  only  slowly  altered. 
An  insulated  wire,  i,  passing  through  the  column,  connects  the  vessel  A with 
an  electrometer  placed  indoors.  This  plan  of  collecting  the  atmospheric 
electricity  is  adopted  in  balloons,  where  a smouldering  match  is  undesirable. 

The  manner  in  which  the  electricity  of  the  atmosphere  is  registered  is  seen 
from  fig.  1045,  which  represents  the  form  in  use  at  the  Montsouris  observatory. 


Fig.  1045 


In  a light-tight  box  is  a band  of  sensitised  photographic  paper,  stretched  on 
the  surface  of  a cylinder  and  moved  by  clockwork.  ' 

In  one  side  of  the  box  is  a long  cylindrical  glass  lens,  L,  in  front  of  which 
at  E are  two  quadrant  electrometers  (796).  Both  of  these  are  connected  with 
the  same  collector  of  electricity,  placed  outside,  and  their  sectors  are  charged 
by  the  same  source  of  electricity,  but  one  of  them  is  ten  times  as  sensitive 
as  the  other.  Near  one  side  of  the  box  is  a gas-burner  with  an  opaque 
chimney,  A,  in  two  opposite  sides  of  which  are  longitudinal  slits,  through 
which  the  light  passes  to  two  total  reflection  prisms  (550),/  p\  which  are 
arianged  so  as  to  send  two  pencils  of  light  on  the  mirrors,  in  in' , of  the 
electrometer.  This  is  shown  on  a larger  scale  on  the  left  of  the  figure  : the 
two  pencils  fall  upon  the  lens,  L,  which  concentrates  in  a point  the  slices  of 
light  issuing  from  the  chimney  and  reflected  from  the  mirror.  These  follow 
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the  motion  of  the  mirror,  and  thus  impress  on  the  sensitive  paper  the  curves 
of  electric  potential  of  the  air.  There  is  also  an  arrangement  by  which  an 
electromagnet  puts  the  electrometers  to  earth  for  a few  minutes  at  every 
hour,  and  thus  discharges  them.  The  mirrors  revert  then  to  their  original 
position  and  commence  a new  trace. 

There  are  some  objections  to  the  use  of  the  water-dropping  apparatus. 
For  example,  the  water  freezes  in  severe  weather,  and  accidental  impurities 
in  the  water  may  choke  the  fine  tube.  Radium  chloride  (984)  has  recently 
been  used  as  a collector  of  electricity  with  some  success. 

1035.  Ordinary  electricity  of  the  atmosphere. — By  means  of  the  dif- 
ferent apparatus  which  have  been  described,  it  has  been  found  that  the 
presence  of  electricity  in  the  atmosphere  is  not  confined  to  stormy  weather, 
but  that  the  atmosphere  always  contains  free  electricity,  in  the  vast  majority 
of  cases  positive,  but  occasionally  negative.  When  the  sky  is  unclouded 
the  potential  is  always  positive,  and  increases  with  the  height  above  the 
ground.  Its  value  is  greatest  in  the  highest  and  most  isolated  places. 
No  trace  of  positive  electricity  is  found  in  houses,  streets,  and  under  tiees  , 
in  towns,  positive  electricity  is  most  perceptible  in  large  open  spaces,  on 
quays,  or  on  bridges.  Lord  Kelvin  found  in  the  Isle  of  Arran,  at  a height  of 
9 feet  above  the  ground,  a difference  of  potential  equal  to  200  to  400  Daniell 
cells,  or  from  216  to  432  volts.  This  represents  a rise  of  potential  ol 
from  24  to  48  volts  for  each  foot  of  ascent.  The  potential  at  any  point  is 
subject  to  great  variation  ; with  winds  from  the  north  and  noith-east  the 
potential  was  often  six  to  ten  times  as  much  as  the  higher  of  these  amounts. 
The  change  of  potential  is  most  rapid  in  cold  dry  weather,  when  the  quantity 
of  moisture  in  the  air  is  at  its  lowest.  Thus,  at  a tempeiature  of  —8  to 
- 120  C.,  Exner  found  a change  of  600  volts  per  metre  in  the  direction  of  the 
vertical.’  With  a vapour-pressure  of  2-3  mm.  the  change  was  325,  with  6'8 
it  was  1 16,  and  with  i2-5  it  was  68. 

Between  5 and  7.30  A.M.  the  positive  electricity  in  the  air  is  at  a mini- 
mum ; it  increases  from  7 to  9.30  A.M.,  according  to  the  season,  and  then 
attains  its  first  maximum.  It  then  decreases  rapidly  until  from  2.30  to 
4 30  P M.,  and  again  increases  till  it  reaches  its  second  maximum,  from  6.30 
to  9.30  P.M.  ; the  remainder  of  the  night  the  electricity  decreases  until  sun- 
rise Thus  the  greatest  amount  of  electricity  is  observed  when  the  baro- 
metric pressure  is  highest.  These  increasing  and  decreasing  periods,  which 
are  observed  all  the  year,  are  more  perceptible  when  the  sky  is  clearer 
and  the  weather  more  settled.  The  positive  electricity  of  fine  weather  is 
much  stronger  in  winter  than  in  summer.  It  may,  in  short,  be  said  that 
electricity  of  the  air  follows  the  opposite  course  to  that  of  temperature  an 


moisture.  . . . , 

When  the  sky  is  clouded,  the  electricity  is  sometimes  positive  and  some- 
times negative.  According  to  Palmieri,  the  occurrence  of  negative  electricity 
is  a certain  indication  that  within  a distance  of  40  miles  it  either  rains, 
or  snows,  or  hails.  It  often  happens  that  the  electricity  changes  its  sign 
several  times  in  the  course  of  the  day,  owing  to  the  passage  of  an  electrified 
cloud.  During  storms,  and  when  it  rains  or  snows,  the  atmospheie  may  e 
positively  electrified  one  day,  and  negatively  the  next,  and  the  numbers  of  the 
two  sets  of  days  are  virtually  equal. 
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During  a thunderstorm  the  changes  in  potential  and  sign  of  electricity 
arc  so  rapid  that  the  photographic  method  of  registration  fails. 

From  a long  series  of  observations  on  the  electricity  of  the  atmosphere 
made  in  the  early  morning,  Dellman  found  that  the  electricity  increased 
with  the  density  of  the  fog,  but  in  a far  more  rapid  ratio. 

The  electricity  of  the  ground  was  found  by  Peltier  to  be  always  negative, 
and  this  seems  to  be  the  cardinal  fact  in  reference  to  atmospheric  electricity  ; 
it  is  so,  however,  to  different  extents,  according  to  the  hygrométrie  state 
and  temperature  of  the  air.  The  density  is,  moreover,  exceedingly  small, 
being  calculated  at  0-00036  unit  per  square  centimetre,  from  which  it 
follows  that  the  electric  pressure  (75 7)  is  0-0000008  dyne  per  square 
centimetre,  or  less  than  the  millionth  of  a milligramme-weight.  Even  if 
the  pressure  were  ten  times  as  great,  it  would  be  insufficient  to  raise  the 
lightest  bodies. 

1036.  Causes  of  atmospheric  electricity. — Although  many  hypotheses 
have  been  propounded  to  explain  the  origin  of  atmospheric  electricity,  it 
must  be  confessed  that  our  knowledge  is  in  an  unsatisfactory  state. 

Volta  first  showed  that  the  evaporation  of  water  produced  electricity. 
Pouillet  subsequently  showed  that  no  electricity  is  produced  by  the  evapo- 
ration of  distilled  water  ; but  that  if  an  alkali  or  a salt  is  dissolved,  even 
in  small  quantity,  the  vapour  is  positively  and  the  solution  is  negatively 
electrified.  The  reverse  is  the  case  if  the  water  contains  acid.  Hence  it 
has  been  assumed,  that  as  the  waters  which  exist  on  the  surface  of  the  earth 
and  on  the  sea  always  contain  salt  dissolved,  the  vapours  disengaged  ought 
to  be  positively  and  the  earth  negatively  electrified.  The  development  of 
electricity  by  evaporation  may  be  observed  by  heating  strongly  a platinum 
dish,  adding  to  it  a small  quantity  of  liquid,  and  placing  it  on  the  upper 
plate  of  the  condensing  electroscope  (fig.  795),  taking  care  to  connect  the 
lower  plate  with  the  ground.  When  the  water  of  the  capsule  is  evaporated, 
the  connection  with  the  ground  is  broken,  and  the  upper  plate  raised  The 
gold  leaves  then  diverge  if  the  water  contains  salts,  but  remain  quiescent 
if  the  water  is  pure. 

Reasoning  from  such  experiments,  Pouillet  ascribed  the  development 
of  electiicity  by  evaporation  to  the  separation  of  particles  of  water  from 
the  substances  dissolved  ; but  Reich  and  Riess  showed  that  the  electricity 
disengaged  during  evaporation  could  be  attributed  to  the  friction  which 
the  pai  tides  of  water  carried  away  in  the  current  of  vapour  exert  against 
the  sides  of  the  vessel,  just  as  in  Armstrong’s  hydro-electric  machine  (771). 
Ty  a series  of  experiments,  Gaugain  arrived  at  the  same  result. 

Sohncke  recalls  an  experiment  of  Faraday  which  he  has  repeated,  showing 
that  the  friction  of  minute  particles  of  water  against  dry  ice  is  an  abundant 
source  of  electricity  ; he  ascribes  atmospheric  electricity  to  this  origin, 
suggesting  that  in  the  upper  regions  particles  of  both  water  and  ice  may 
coexist.  The  ice  particles  become  positively  electrified,  while  those  of  water 
are  negative.  When  these  fall  in  rain,  they  carry  with  them  their  negative 
electricity.  A similar  theory  has  been  propounded  by  Luvini. 

1037.  Electricity  of  clouds.  — Clouds  are  in  general  electrified  usually 
positively,  but  sometimes  negatively,  and  differ  only  in  their  higher  or 
lower  potential.  The  formation  of  positive  clouds  is  by  some  ascribed  to 
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the  vapour  disengaged  |from  the  ground  and  condensed  in  the  higher 
regions.  Negative  clouds  are  supposed  to  result  from  fogs,  which,  by  their 
contact  with  the  ground,  become  charged  with  negative  electricity,  which 
they  retain  on  rising  into  the  atmosphere  ; or  to  have  been  separated  from 
the  ground  by  layers  of  moist  air,  and  negatively  electrified  by  induction 
from  the  positive  clouds,  which  have  repelled  into  the  ground  positive 
electricity.  Thuncler-clouds  are  sometimes  as  low  as  700  to  1000  feet  ; 
but  their  usual  height  appears  to  be  3000  to  6000  feet. 

Whatever  be  the  origin  of  atmospheric  electricity,  there  can  be  no  ‘ 
doubt  that  the  invisible  aqueous  vapour  is  the  carrier  of  it,  and  it  is 
easy  to  explain  the  high  potential  of  clouds  from  the  condensation  of  this 
vapour.  For  suppose  1000  vapour-particles,  each  of  the  same  size  and 
possessing  the  same  charge  of  electricity,  coalesce  to  form  a single  droplet, 
the  diameter  of  such  a droplet  will  'be  ten  times  that  of  the  individual 
particles— that  is,  its  capacity  is  ten  times  as  great,  since  the  capacity  is 
equal  to  the  radius  (760)  ; but  the  quantity  of  electricity  will  be  1000  times 
as  great  as  on  the  small  one,  and  therefore  the  potential  will  be  too  times  as 
great.  Now  the  number  of  vapour-particles  which  go  to  form  a single 
droplet  is  rather  to  be  counted  by  billions  ; hence,  however  small  be  the 
finite  value  which  we  assign  to  the  potential  of  the  electricity  of  the  vapour- 
particles,  that  of  the  drops  will  be  enormously  greater,  and  sufficient  to 

account  for  the  high  potential  of  clouds. 

1038.  Lightning.— This,  as  is  well  known,  is  the  dazzling  light  emitted  by 
the  electric  spark  when  it  shoots  from  clouds  charged  with  electiicity..  In  1 
the  lower  regions  of  the  atmosphere  the  light  is  white,  but  in  the  higher 
regions,  where  the  air  is  more  rarefied,  it  takes  a somewhat  reddish  tint  , as  1 
does  the  spark  of  the  electric  machine  in  a rarefied  medium  (803). 

The  flashes  of  lightning  are  often  more  than  a mile,  and  sometimes  < 
extend  to  four  or  five  miles,  in  length  ; they  generally  pass  through  the 
atmosphere  in  an  irregular  direction— a phenomenon  ascribed  to  the  resist- 
ance offered  by  the  air  condensed  by  the  passage  of  a strong  discharge. 
The  spark  then  diverges  from  a right  line,  and  takes  the  direction  of  east 

resistance.  In  a vacuum,  electricity  passes  in  a straight  line. 

We  cannot,  however,  regard  the  length  of  a lightning  flash  as  the  duec 
striking  distance  between  two  conductors.  Owing  to  the  number  of  droplets 
met  on  its  path,  the  discharge  is  rather  to  be  compared  with  that  of  the 
luminous  tubes  and  panes  (785).  The  experiments  of  Mascart  on  the  re  a- 
tion  between  the  striking  distance  (805)  and  the  potential  required  to  pro- 
duce it  show  that  the  striking  distance  increases  far  more  rapidly  than  the 
potential.  Thus,  while  the  potential  required  for  a striking  distance  of  1 cm. 
is  represented  by  8-3,  for  4 cm.  it  is  1 5 9,  for  8 cm.  20-5,  and  for  15  cm. 
23-3.  From  this  it  is  possible  that  a lightning  discharge  is  produced  by 
a difference  of  potentials  between  two  clouds  which  is  not  gieat  y out  o . 

proportion  with  those  obtained  by  our  electric  machines.  I 

Several  kinds  of  lightning  flashes  may  be  distinguished- 1,  the ‘.  «igzag 
flashes,  which  move  with  extreme  velocity  in  the  form  of  a line  of  ir 
sharp  outlines,  closely  resembling  the  spark  of  an  electric 
recent  investigation  of  the  shape  of  lightning  discharges  by  means  of  extoa 
rapid  photographic  dry  plates  (622)  has  shown  that  the  path  of  a dis 
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charge  is  not  so  sharply  zigzag  as  is  usually  represented,  but  has  more  the 
shape  of  the  course  of  a river  as  shown  on  a map,  and  with  frequent  branch- 
ings ; 2,  the  sheet  flashes,  which,  instead  of  being  linear,  like  the  preceding, 
fill  the  entire  horizon  without  having  any  distinct  shape.  This  kind,  which 
is  most  frequent,  appears  to  be  produced  in  the  cloud  itself,  and  to  illuminate 
the  mass.  According  to  Kundt,  the  number  of  sheet  discharges  is  to  the 
zigzag  discharges  as  n : 6 ; and  from  spectrum  observations  it  would  appear 
that  the  former  are  brush  discharges  between  clouds,  while  the  latter  are 
true  electric  discharges  between  the  clouds  and  the  earth.  Another  kind, 
called  heal  lightning , is  ascribed  to  distant  lightning  flashes,  which  are  below 
the  horizon,  but  illuminate  the  higher  strata  of  clouds,  so  that  their  bright- 
ness is  visible  at  great  distances  ; they  produce  no  sound,  probably  in  con- 
sequence of  the  fact  of  their  being  so  far  off  that  the  rolling  of  thunder 
cannot  reach  the  ear  of  the  observer.  There  is,  further,  the  very  unusual 
phenomenon  of  globe  lightning , or  the  flashes  which  appear  in  the  form  of 
globes  of  fire  i8  inches  in  diameter.  These,  which  are  sometimes  visible  for 
as  much  as  ten  seconds,  descend  from  the  clouds  to  the  earth  with  such 
slowness  that  the  eye  can  follow  them.  They  often  rebound  on  reaching 
the  ground  ; at  other  times  they  burst  and  explode  with  a noise  like  that 
of  the  report  of  many  cannon.  No  adequate  explanation  has  been  given 
of  these,  though  Planté  with  a large  battery  of  his  cells  has  imitated  the 
phenomena. 

The  duration  of  the  light  of  the  first  three  kinds  does  not  amount  to  the 
millionth  of  a second,  as  was  determined  by  Wheatstone  by  means  of  his 
rotating  wheel,  which  was  turned  so  rapidly  that  the  spokes  were  invisible  : 
on  illuminating  it  by  the  lightning  flash,  its  duration  was  so  short  that 
whatever  the  velocity  of  rotation  of  the  wheel,  it  appeared  quite  stationary  ; 
that  is,  its  displacement  is  not  perceptible  during  the  time  the  lightning  exists. 
The  light  produced  by  a lightning  flash  must  be  comparable  to  that  of  the  sun 
in  brightness,  though  it  does  not  appear  to  us  brighter  than  ordinary  moon- 
light. But  considering  its  excessively  brief  duration,  and  that  the  full  effect 
of  any  light  on  the  eye  is  only  produced  when  its  duration  is  at  least  the 
tenth  of  a second,  it  follows  that  a landscape  continuously  illuminated  by  the 
lightning  flash  would  appear  100,000  times  as  bright  as  it  actually  appears 
to  us  during  the  flash. 

Here  also  may  be  mentioned  the  phenomenon  known  as  St.  Elmo's  fire , 
which  occurs  in  a highly  electric  state  of  the  atmosphere  when  the  clouds 
are  low.  It  is  a sort  of  brush  discharge  (804),  appearing  like  small  flames 
issuing  from  prominent  point-objects  such  as  masts,  tops  of  trees,  lightnino-- 
conductors  ; it  has  also  been  observed  on  the  points  of  helmets  and  lance's 
alpenstocks  ; it  is  of  course  most  easily  seen  in  the  dark,  and  is  accompanied 
by  a slight  rustling  noise.  On  the  sea  during  thunderstorms  it  is  not  un- 
common on  mastheads  and  yardarms. 

1039.  Thunder. — Thunder  is  the  violent  report  which  succeeds  lightning. 
The  occurrence  of  lightning  and  thunder  is  practically  simultaneous,  but  an 
interval  of  several  seconds  is  generally  observed  between  the  perception 
of  these  two  phenomena,  which  arises  from  the  fact  that  sound  travels  at 
the  rate  of  only  about  1100  feet  in  a second  (230),  while  the  passage  of 
light  is  almost  instantaneous.  Hence  an  observer  will  hear  the  noise  of 
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thunder  only  five  or  six  seconds,  for  instance,  after  the  lightning,  according 
as  the  distance  of  the  thunder-cloud  is  five  or  six  times  uoofeet.  The 
noise  of  thunder  arises  in  some  such  manner  as  the  crack  of  a whip  or  the 
report  of  a gun.  The  lightning  discharge,  whether  by  heating  the  air 
or  by  a purely  mechanical  action,  such  as  is  illustrated  with  Kinnersley’s 
thermometer  (fig.  749),  causes  it  to  expand  with  explosive  violence, 
which  is  only  possible  by  a compression  of  the  surrounding  air.  This  com- 
pressed air  rushes  in  to  fill  the  partial  vacuum,  forming  itself,  in  turn,  a partial 
vacuum,  and  thus,  giving  rise  to  alternate  condensation  and  rarefaction, 
constitutes  the  wave-motion  producing  the  sound.  The  depth  of  the  note 
represents  a great  wave-length,  and  shows  that  the  disturbance  must  hase 
a oreat  length.  Near  the  place  where  the  lightning  strikes  the  sound  is 
sharp  and  of  short  duration.  At  a greater  distance  a series  of  îepoits  aie 
heard  in  rapid  succession.  At  a still  greater  distance  the  noise,  feeble  at 
first,  changes  into  a prolonged  rolling  sound  of  varying  intensity.  If  the 
lightning  is  at  a greater  distance  than  14  or  15  miles,  it  is  no  longer  heard, 
for  sound  is  more  imperfectly  propagated  through  air  than  through  solid 
bodies  : hence  there  are  lightning  discharges  without  thunder  ; these  occur 

at  times  when  the  sky  is  cloudless.  , 

The  rolling  of  thunder,  the  alternate  rise  and  fall  of  the  sound,  occuis 
ordinarily  with  sheet  lightning,  less  so  with  forked  lightning,  when  the  sound 

is  short  and  crackling.  . 

Various  causes  contribute  to  produce  the  rolling  ; one  cause  is  the  reflec- 
tion from  the  ground,  from  clouds,  and  even  from  layers  of  air  of  unequal 
density.  Lightning,  too,  is  not  a single  discharge,  but  a series  of  discharges 
each  of  which  gives  rise  to  a particular  sound,  and  which  are  variously  reflected 
by  objects  which  they  meet  on  their  path.  If  two  waves  leach  the  ear 
simultaneously  they  strengthen  each  other  if  they  are  in  the  same  phase,  u 
if  in  different  ones  they  interfere  partially  or  wholly  and  the  sound  sm  s 
Thus  it  may  happen  that  the  sound  after  sinking  may  rise  again.  I his  is 
die  well-known  phenomenon  of  beats  (263).  The  phenomenon  has  finally 
been  ascribed  to  the  irregularities  in  the  path  of  the  lightning  itself  assuming 
to  air  at  each  salient  angle  is  at  its  greatest  compression  winch  would 
modùce  to  unequal  intensity  of  the  sound.  The  d, stance  of  the  nearest 
point  of  a lightning  flash  is  obtained  in  kilometres  if  we  divide  the  time  1 
seconds  which  elapses  between  the  lightning  flash  and  the  beginning  of 

t,UThTs  isy evident  since  s-vl,  and  » the  velocity  of  sound  is  33»  metres  or 
‘ WW-»*  ****  " 1 to  ^he  latter 
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The  effects  of  lightning  are  very  varied,  and  of  the  same  kind  as  those 
of  Leyden  batteries  (790),  but  of  far  greater  power.  The  lightning  discharge 
kills  men  and  animals,  ignites  combustibles,  melts  metals,  breaks  bad  con- 
ductors in  pieces.  When  it  penetrates  the  ground  it  melts  the  silicious 
substances  on  its  path,  and  thus  produces  in  the  direction  of  the  discharge 
those  remarkable  vitrified  tubes  called  Julgurites,  some  of  which  are  as  much 
as  12  yards  in  length  ; in  most  cases  there  are  found  to  be  accumulations  of 
water  below  such  fulgurites.  When  it  strikes  bars  of  iron  it  magnetises 
them,  and  often  inverts  the  poles  of  compass  needles. 

The  action  of  lightning  on  trees  is  very  singular.  When  struck  by  it 
they  are  sometimes  stripped  of  their  bark,  either  wholly  or  partially,  or  the 
wood  is  often  split  into  thin  laths,  or  into  a mass  of  fibres.  Franklin  ascribed 
this  to  the  sudden  evaporation  of  the  water. 

After  the  passage  of  lightning  a highly  peculiar  odour  is  frequently 
produced,  like  that  perceived  in  a room  in  which  an  electric  machine  is 
being  worked.  This  is  due  to  the  formation  of  ozone , a peculiar  allotropie 
modification  of  oxygen.  An  electrified  cloud  forms  with  the  earth  below 
a condenser,  the  intervening  mass  of  air  being  the  dielectric.  This  mass  of 
air  is  therefore  in  a state  of  strain,  like  the  dielectric  in  a charged  Leyden 
jar,  and  it  is  to  this  state  of  strain  which  precedes  the  actual  discharge, 
rather  than  to  the  discharge  itself,  that  is  due  the  production  of  ozone. 

Heated  air  conducts  better  than  cold  air,  perhaps  owing  to  its  smaller 
density.  Hence  it  is  that  large  numbers  of  animals  are  often  killed  by  a 
single  discharge,  as  they  crowd  together  in  a storm,  and  a column  of  warm 
air  rises  from  the  group. 

1041.  Return  shock. — This  is  a violent  and  sometimes  fatal  shock  which 
men  and  animals  experience,  even  when  at  a great  distance  from  the  place 
where  the  lightning  discharge  passes.  It  is  caused  by  the  inductive  action 
which  the  thunder-cloud  exerts  on  bodies  placed  within  the  sphere  of  its 
activity.  These  bodies  are  then,  like  the  ground,  charged  with  the  opposite 
electiicity  to  that  of  the  cloud  ; but  when  the  latter  is  discharged  by  the 
recombination  of  its  electricity  with  that  of  the  ground,  the  induction  ceases 
and  the  bodies  reverting  rapidly  from  the  electric  state  to  the  neutral  state 
the  concussion  in  question  is  produced — the  return  or  back  shock. 

The  return  shock  is  always  less  violent  than  the  direct  one  ; there  is  no 
instance  of  its  having  produced  any  inflammation,  yet  plenty  of  cases  in 
which  it  has  killed  both  men  and  animals  ; in  such  cases  no  broken  limbs 
wounds,  or  burns  are  observed.  ’ 


The  return  shock  may  be  imitated  by  placing  a gold-leaf  electroscope 
connected  by  a wire  with  the  ground  near  an  electric  machine  ; when  the 
machine  is  worked,  at  each  spark  taken  from  the  prime  conductor  the  gold 
leaves  of  the  electroscope  suddenly  diverge. 

It  is  stated  that  persons  struck  by  lightning  often  lose  their  lives  only 
by  a temporary  injury  to  the  nerves  which  control  the  act  of  respiration  • so 
that  under  favourable  circumstances  such  persons  might  probably  be  saved 
if  respiration  could  be  restored  by  artificial  means. 

1042.  Lightning-conductor.— This  was  invented  by  Franklin  in  17e r. 

conductor arThT  a lightning-conductor,  the  rod  and'  the 

conductor.  The  rod  (fig.  1046)  is  a pointed  bar  of  iron,  preferably  galvanised, 
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P,  fixed  vertically  to  a tube  or  rod  of  iron,  which,  by  means  of  a collar  aa, 
and  tube  g,  is  fitted  on  the  roof  of  the  edifice  to  be  protected  ; it  is  from 
6 to  10  feet  in  height,  and  its  basal  section  is  about  2 or  3 inches  in  dia- 
The  conductor  is  best  formed  of  a wire  rope,  C,  attached  to  the  rod 
by  a metal  collar,  b.  The  section  of  the  metallic  conductor 
ought  to  be  about  half  a square  inch,  and  the  individual  wires 
0-04  to  o-o6  inch  in  diameter  : they  ought  to  be  twisted  in 
strands,  like  an  ordinary  cord.  The  conductor  is  usually  led 
into  a well,  a pond,  or  other  continuous  mass  of  water,  and 
to  connect  it  better  with  the  ground  it  should  teiminate  in  a 
plate  called  an  earth  plate,  or  if  a strand  of  wires  the  separate 
wires  should  be  spread  out.  This  plate  should  be  of  the 
same  metal  as  the  conductor,  so  as  to  avoid  the  possibility 
of  local  galvanic  action  (819),  by  which  one  or  the  other 
metal  would  be  eaten  away  and  the  continuity  destroyed. 

If  there  is  no  well  near,  a hole  is  dug  in  the  soil  to  the  depth 
of  6 or  7 yards,  or  to  where  the  earth  is  permanently  damp  ; 
where  the  ground  is  naturally  dry  it  is  advantageous  to  direct 
the  rainfall  from  the  roof  towards  where  the  plate  is  placed, 
and  the  ends  of  the  conductor  having  been  introduced,  the 
hole  is  filled  with  powdered  coke,  which  conducts  very  well. 

A good  earth  contact  is  obtained  when  it  is  possible  to 
connect  the  wire  conductors  with  large  iron  gas  or  water 

pipes.  • , 1 

The  action  of  a lightning-conductor  is  regarded  as  an 

illustration  of  the  action  of  induction  and  of  the  jiroperty  of 
points  (780)  ; when  a storm  cloud  positively  electrified,  for 
instance,  forms  in  the  atmosphere,  it  acts  inductively  on  the 
earth,  producing  a negative  charge  on  bodies  placed  on  the 
surface,  the  larger  as  these  bodies  are  at  a greater  height.  The  density  is 
then  greatest  on  the  highest  bodies,  which  are  therefore  most  exposed  to 
the  electric  discharge  ; but  if  these  bodies  are  provided  with  metal  points, 
like  the  rods  of  conductors,  the  negative  electricity  flows  into  the  atmosphei  e, 
and  neutralises  the  positive  electricity  of  the  cloud.  Hence  the  action  of  the 
lightning-conductor  is  twofold  ; not  only  does  it  tend  to  prevent  the  accumu- 
lation of  electricity  on  the  surface  of  the  earth,  but  it  also  tends  to  restore 
the  clouds  to  their  natural  state,  both  which  concur  in  preventing  lightning 
discharges.  The  quantity  of  electricity  is,  however  sometimes  so  abundant 
that  the  lightning-conductor  is  inadequate  to  discharge  the  electiicit} 
accumulated,  «/the  lightning  strikes;  but  the  conductor 
discharge,  in  consequence  of  the  greater  conductivity,  and  the  edifice  is 

A 'conductor,  to  be  efficient,  ought  to  satisfy  the  following  conditions 
(i  \ The  rod  ought  to  be  so  large  as  not  to  be  melted  if  the  discharge  pas  . 
ii  ) It  ought  to  terminate  in  a point,  or  in  several  points,  to  give  leadier  issue 
io  the  electricity  disengaged  by  induction  from  the  ground  (m.)  Copp  , 
was  formerly  preferred  to  iron  owing  to  its  greater  conductivity,  but  lie 
lightning  discharge  is  strictly  analogous  to  the  discharge  of  a Leyde  j , 
which  according^  circumstance.  may  form  either  a commuons  dtscharge  j 
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like  a steady  current,  or  a series  of  oscillations  (800).  In  the  latter  case  the 
discharge  is  restricted  to  the  surface  owing  to  the  effect  of  impedance  (1005), 
which  may  have  a greater  influence  than  the  ohmic  resistance,  so  that  the 
advantage  of  the  greater  conducting  power  of  copper  disappears.  The  con- 
ductor must  be  continuous  from  the  point  to  the  ground,  and  the  connection 
between  the  rod  and  the  ground  must  be  as  intimate  as  possible  ; this  is  the 
most  important  of  all,  and  the  one  point  most  frequently  neglected  in  the 
older  arrangements.  A lightning-conductor  with  bad  earth  contact  is  not 
only  useless  but  dangerous.  In  regard  to  this,  it  may  be  said  that  the  best 
earth  for  contact  is  water.  The  continuity  of  the  conductor  may  be  tested 
by  means  of  a voltaic  cell  and  a portable  form  of  galvanometer,  (iv.)  If 
the  building  which  is  provided  with  a lightning-conductor  contains  metallic 
surfaces  of  any  extent,  such  as  zinc  roofs,  metal  gutters,  or  ironwork,  these 
ought  to  be  connected  with  the  conductor,  or,  still  better,  have  each  a 
separate  earth  connection.  If  the  last  two  conditions  are  not  fulfilled, 
there  is  a great  danger  of  lateral  discharges — that  is  to  say,  that  the  dis- 
charge takes  place  between  the  conductor  and  the  edifice,  and  then  it 
increases  the  danger. 

The  requirements  above  laid  down  are  based  on  the  older  view  of  the 
protection  of  buildings.  Another  mode  of  protection  is  based  on  the  screen- 
ing action  of  a closed  conducting  surface  either  continuous  or  formed  of  wire 
gauze.  Such  an  enveloping  conductor,  as  we  have  seen  (7 65),  protects  a body 
inside  it  from  external  electric  action,  and  probably  does  so  also  in  the 
case  of  violent  and  sudden  electric  discharges.  If  a building  could  be 
surrounded  by  a wire  cage  which  itself  had  good  earth  contact,  this  would 
be  an  efficient  protection.  Accordingly,  an  alternative  plan  aims  at  provid- 
ing all  the  ridges,  eaves  and  corners,  and  chimneys  of  a building  with  abun- 
dance of  galvanised  iron  wire,  preferably  barbed,  and  with  wire  netting,  all 
in  metallic  connection  with  each  other  and  with  the  earth. 

Copper  conductors  with  a surface  of  50  sq.  mm.  have  been  known  to  be 
raised  to  nearly  a red  heat  by  a lightning  discharge,  and  such  as  have  a 
section  of  5 sq.  mm.  have  frequently  been  melted.  An  estimate  based  on 
this  fact  gives  for  the  quantity  of  electricity  passing  in  such  a discharge 
values  of  not  less  than  50  nor  more  than  290  coulombs. 

1043.  Rainbow. — The  rainbow  is  a luminous  phenomenon  which  appears 
in  the  clouds  opposite  the  sun  when  they  are  resolved  into  rain.  It  consists 
of  seven  concentric  arcs,  presenting  successively  the  colours  of  the  solar 
spectrum.  Usually  only  a single  bow  is  perceived,  but  there  are  sometimes 
two  : a lower  one,  the  colours  of  which  are  very  bright  ; and  an  external 
or  secotidary  one,  which  is  paler,  and  in  which  the  order  of  the  colours  is 
reversed.  In  the  interior  rainbow  the  red  is  the  highest  colour  ; in  the  other 
rainbow  the  violet  is.  It  is  seldom  that  three  bows  are  seen  ; theoretically 
a greater  number  may  exist,  but  their  colours  become  so  faint  that  they  can- 
not be  perceived. 

The  phenomenon  of  the  rainbow  is  produced  by  decomposition  of  the 
white  light  of  the  sun  when  it  passes  into  the  drops,  and  by  its  reflection 
from  their  inside  face.  In  fact,  the  same  phenomenon  is  witnessed  in  dew- 
drops  and  in  jets  of  water— in  short,  wherever  sunlight  passes  into  drops  of 
water  under  a certain  angle.  1 
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The  appearance  and  the  extent  of  the  rainbow  depend  on  the  position  of 
the  observer,  and  on  the  height  of  the  sun  above  the  horizon  ; hence  only 
some  of  the  rays  refracted  by  the  raindrops,  and  reflected  in  their  concavity 
to  the  eye  of  the  spectator,  are  adapted  to  produce  the  phenomenon.  Those 
which  do  so  are  called  effective  rays. 

To  explain  this  let  us  suppose  n (fig.  1047)  to  be  a drop  of  water,  into 
which  a solar  ray  Sa  penetrates.  At  a point  of  incidence,  a,  part  of 
the  light  is  reflected  from  the  surface  of  the  liquid  ; another,  entering  it,  is 
decomposed  and  traverses  the  drop  in  the  direction  ab.  Arrived  at  b,  part  of 
the  light  emerges  from  the  raindrop,  the  other  part  is  reflected  from  the 
concave  surface,  and  tends  to  emerge  at^.  At  this  point  the  light  is  again 
partially  reflected  ; the  remainder  emerges  in  a direction  gO,  which  forms 
with  the  incident  ray,  Szz,  an  angle  called  the  angle  of  deviation.  It  is 
such  rays  as  ^O,  proceeding  from  the  side  next  the  observer,  which  produce 


Fig.  1047 


on  the  retina  the  sensation  of  colours,  provided  the  light  is  sufficiently 
intense. 

It  can  be  shown  mathematically  that  in  the  case  of  a series  of  rays  which 
impinge  on  the  same  drop,  and  only  undergo  one  reflection  in  the  interior, 
the  angle  of  deviation  increases  from  the  ray  S"n,  for  which  it  is  zero,  up  to  a 
certain  limit,  beyond  which  it  decreases,  and  that  near  this  limit  rays  passing 
parallel  into  a drop  of  rain  also  emerge  parallel.  From  this  parallelism  a 
beam  of  light  is  produced  sufficiently  intense  to  impress  the  retina  ; these 
are  the  rays  which  emerge  parallel  and  are  efficient. 

As  the  different  rays  which  compose  a beam  of  white  light  are  unequally 
refrangible,  the  maximum  angle  of  deviation  is  not  the  same  for  all.  Foi  l ed 
rays  the  angle  of  deviation  corresponding  to  the  active  rays  is  420  2 , and  foi 
violet  rays  it  is  40°  17'.  Hence,  for  all  drops  placed  so  that  rays  proceeding 
from  the  sun  to  the  drop  make,  with  those  proceeding  from  the  drop  to  the 
eye,  an  angle  of  420  2',  this  organ  will  receive  the  sensation  of  red  light  , 
this  will  be  the  case  with  all  drops  situated  on  the  circumference  0 . tl(l 
base  of  a cone,  the  summit  of  which  is  the  spectator’s  eye  ; the  axis  o 
this  cone  is  parallel  to  the  sun’s  rays,  and  the  angle  formed  by  the  two 
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opposed  generating  lines  is  84°  4'.  This  explains  the  formation  of  the  red 
band  in  the  rainbow  ; the  angle  of  the  cone  in  the  case  of  the  violet  band 
is  8o°  34'. 

The  cones  corresponding  to  each  band  have  a common  axis  called  the 
visual  axis.  As  this  right  line  is  parallel  to  the  rays  of  the  sun,  it  follows 
that  when  this  axis  is  on  the  horizon,  the  visual  axis  is  itself  horizontal,  and 
the  rainbow  appears  as  a semicircle.  If  the  sun  rises,  the  visual  axis  sinks, 
and  with  it  the  rainbow.  Lastly,  when  the  sun  is  at  a height  of  420  2',  the 
arc  disappears  entirely  below  the  horizon.  Hence  the  rainbow  is  never  seen 
except  in  the  morning  and  evening. 

What  has  been  said  refers  to  the  interior  arc.  The  secondary  bow  is 
formed  by  rays  which  have  undergone  two  reflections,  as  shown  by  the  ray 
S'idfeO,  in  the  drop  ft.  The  angle  STO  formed  by  the  emergent  and 
incident  rays  is  called  the  angle  of  deviation.  The  angle  is  no  longer  suscep- 
tible of  a maximum,  but  of  a minimum  deviation,  which  varies  for  each  kind  of 
rays,  and  to  which  also  efficient  rays  correspond.  It  is  calculated  that  the 
minimum  angle  from  violet  rays  is  540  7',  and  for  red  rays  only  50°  57'  ; hence 
it  is  that  the  red  bow  is  here  on  the  inside,  and  the  violet  arc  on  the  outside. 
There  is  a loss  of  light  for  every  internal  reflection  in  the  drop  of  rain,  and 
therefore  the  colours  of  the  secondary  bow  are  always  feebler  than  those  of 
the  internal  one.  The  secondary  bow  ceases  to  be  visible  when  the  sun  is 
540  above  the  horizon. 

The  moon  sometimes  produces  rainbows  like  the  sun,  but  they  are  very 
pale. 

1044.  Aurora  borealis. — The  aurora  borealis , or  northern  light,  or  more 
properly  ftolar  aurora , is  a remarkable  luminous  phenomenon  which  is  fre- 
quently seen  in  the  atmosphere  in  high  latitudes.  Fig.  1048  represents  an 
aurora  borealis  observed  at  Bossekop,  in  Lapland,  lat.  70°  in  the  winter  of 
1338-39- 

Plate  III.  represents  a very  beautiful  aurora  observed  by  Lemstrom  on 
the  north  coast  of  Norway.  The  radial  divergence  of  the  aurora  and  the 
convergence  towards  a corona  is  due  to  an  effect  of  perspective.  The  work 
of  this  author  (Z’  Aurore  Boréale , Gauthier  Villars,  Paris)  is  a storehouse  of 
information  on  this  subject. 

A French  scientific  commission  to  the  North  observed  150  auroræ 
boreales  in  200  days  \ it  appears  that  at  the  poles,  nights  without  an  aurora 
borealis  are  quite  exceptional,  so  that  it  may  be  assumed  that  they  take 
place  every  night,  though  with  varying  intensity.  They  are  visible  at  a 
considerable  distance  from  the  poles,  and  over  an  immense  area.  Some- 
times the  same  aurora  borealis  has  been  seen  at  the  same  time  at  places 
so  widely  apart  as  Moscow,  Warsaw,  Rome,  and  Cadiz.  The  height  of 
the  aurora  above  the  surface  of  the  ground  is  probably  lower  than  has 
generally  been  stated.  Lemstrom  holds  that  from  22  to  44  miles  is  a close 
approximation  to  the  truth  ; and  it  may  be  regarded  as  certain  that  even  in 
more  southern  latitudes  the  aurora  is  often  seen  mucth  lower — at  a height  of 
two  or  three  miles,  for  instance.  In  polar  countries  certain  forms  of  aurora, 
more  especially  those  of  weak  flames,  are  seen  to  proceed  from  the  ground 
on  the  tops  of  certain  mountains.  They  are  most  frequent  at  the  equinoxes, 
and  least  so  at  the  solstices.  The  number  differs  in  different  years,  attaining 
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a maximum  every  1 1 years  at  the  same  time  as  the  sun-spots,  and  like 
these  a minimum  which  is  about  five  or  six  years  from  the  maximum. 
The  years  1844,  1855,  1866,  and  1877  were  poor  in  the  appearance  of  the 
aurora. 

There  is,  moreover,  a period  of  about  60  years  ; for  the  years  1728,  17°°) 
and  1842  have  been  remarkable  for  the  prevalence  of  the  aurora.  ! he  last 
two  periods  are  also  remarkable  for  the  occurrence  of  disturbances  in  the 
earth’s  magnetism. 

Numerous  hypotheses  have  been  devised  to  account  for  the  auroræ 
boreales.  As  they  share  the  rotation  of  the  earth,  they  must  have  an  atmo- 
spheric origin.  Their  direction  is  not  due  north  and  south,  but  is  always 
parallel  to  that  of  the  dipping-needle,  pointing  to  the  magnetic  pole  ; this 
points  to  their  intimate  connection  with  the  earth’s  magnetism.  Magnetic 
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storms  (738),  and  the  prevalence  of  strong  earth  currents,  arefusuaUy 
coincident  with  the  appearance  of  especially  brilliant  auroræ. 

probable  «hat  the  aurora  is  an  elec.ric 

those  of  nitrogen,  greatly  rarefie  an  a , j yellow  line,  is  so 

line  between  the  green  and  the  yellow  .and  cahec the  ^ 

characteristic  of  the  aurora  that  ,t  is  visible  even  when  the  e>e 
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no  other  trace  of  this  light  ; this  line  has  not  been  produced  in  laboratory 
experiments. 

De  la  Rive  held  that  aurorae  boreales  were  due  to  electric  discharges 
which  take  place  in  polar  regions  between  the  positive  electricity  of  the 
atmosphere  and  the  negative  electricity  of  the  earth.  The  positively  elec- 
trified aqueous  vapours  are  supposed  to  be  carried  by  the  equatorial  current 
in  the  higher  regions  of  the  atmosphere  to  the  poles,  where  the  neutralisa- 
tion takes  place.  These  discharges  produce  luminous  appearances  of  the 
same  kind  as  are  observed  in  Geissleds  tubes  ; and  De  la  Rive  showed  by 
means  of  an  apparatus  specially  devised  for  the  purpose  that  the  forms  of 
the  luminous  phenomena  are  in  accordance  with  this  theory. 

By  direct  experiments  Lemstrom  has  been  able  to  imitate  and  reproduce 
a peculiar  form  of  aurora  observed  in  winter  as  a flame-like  appearance  on 
the  tops  of  two  mountains  800  and  1100  metres  in  height,  and  to  show 
that  it  is  of  electric  origin.  He  erected  on  the  summit  of  a hill  a system 
of  pointed  rods  extending  over  a surface  of  nearly  4000  square  feet  ; each 
rod  was  carefully  insulated  from  the  earth  by  means  of  a Mascart’s  insulator 
(fig.  707),  but  was  connected  with  the  rest,  and  an  insulated  wire  led  down 
from  this  system  into  the  valley,  where  it  was  connected  with  one  ter- 
minal of  a galvanometer,  the  other  being  put  to  earth.  The  existence  of 
a positive  current  from  the  air  to  the  earth  was  observed,  and  at  the  same 
time  yellowish-white  columns  of  light,  reaching  to  a height  of  120  metres, 
were  observed  to  issue  from  the  points.  Observed  with  the  spectroscope  it 
gave  the  characteristic  lines  between  D and  E. 

Making  similar  experiments  on  even  a larger  scale  in  Lapland  on  a 
detached  peak,  he  observed  that  the  characteristic  luminous  phenomena 
were  produced  there,  while  the  neighbouring  peaks  remained  dark. 

The  investigations  of  Exner  relative  to  the  fall  of  atmospheric  electric 
potential  lend  a further  support  to  the  view  that  the  aurora  is  due  to  elec- 
tricity. In  the  polar  regions  the  rate  of  fall  of  potential  is  13  times  greater 
in  summer,  and  18  times  greater  in  winter  than  at  the  equator.  Hence  an 
electric  phenomenon,  which  depends  on  the  magnitude  of  this  fall  of 
potential,  must  be  more  intense  in  winter  and  in  high  latitudes  than  in 
summer  and  in  the  torrid  zones. 

The  occurrence  of  irregular  currents  of  electricity  which  manifest  them- 
selves by  abnormal  disturbances  of  telegraphic  communications  is  not  in- 
frequent : such  currents  have  received  the  name  of  earth  curretits.  Sabine 
held  that  irregular  magnetic  disturbances  are  due  to  a peculiar  action  of  the 
sun,  and  are  probably  independent  of  its  radiant  heat  and  light.  It  has 
also  been  ascertained  that  the  aurora  borealis,  as  well  as  earth  currents 
invariably  accompanies  these  magnetic  disturbances.  According  to  the  late 
Balfour  Stewart,  auroras  and  earth  currents  are  to  be  regarded  as  secondary 
phenomena  due  to  small  but  rapid  changes  in  the  earth’s  magnetism  : he 
likened  the  body  of  the  earth  to  the  magnetic  core  of  a Ruhmkorffs  coil  (975)  : 
the  lower  strata  of  the  atmosphere  forming  the  insulator,  while  the  upper 
and  îaier,  and  therefore  electrically  conducting,  strata  may  be  considered 
as  the  secondary  coil. 

On  this  analogy  the  sun  may  perhaps  be  likened  to  the  primary  current 
which  performs  the  part  of  producing  changes  in  the  magnetic  state  of  the 
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core.  Now  in  Ruhmkorff’s  coil  the  energy  of  the  secondary  current  is 
derived  from  that  of  the  primary  current.  Thus,  if  the  analogy  is  correct, 
the  energy  of  the  aurora  borealis  may  in  like  manner  come  from  the  sun  ; 
but  until  we  know  more  of  the  connection  between  the  sun  and  terrestrial 
magnetism,  these  ideas  are  to  be  accepted  with  some  reserve. 
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1045.  Mean  temperature.— The  mean  daily  temperature  is  that  obtained 
by  adding  together  24  hourly  observations,  and  dividing  by  24.  A very 
close  approximation  to  the  mean  temperature  is  obtained  by  taking  the 
mean  of  the  highest  and  lowest  temperatures  of  the  day  and  of  the  night, 
which  are  determined  by  means  of  the  maximum  and  minimum  ther- 
mometers. These  ought  to  be  protected  from  the  sun’s  rays,  to  be  raised 
above  the  ground,  and  far  from  all  objects  which  might  influence  them  by 
their  radiation. 

The  temperature  of  a month  is  the  mean  of  the  temperature  of  30  days, 
and  the  temperature  of  the  year  is  the  mean  of  those  of  12  months.  Finally 
the  temperature  of  a place  is  the  mean  of  its  annual  temperatures  for  a great 
number  of  years.  The  mean  temperature  of  London  is  8-28°  C.,  or  46-9°  F . 
The  temperatures  in  all  cases  are  those  of  the  air,  and  not  those  of  the 


ground. 

1046.  Causes  which  modify  the  temperature  of  the  air.— The  principal 
causes  which  modify  the  temperature  of  the  air  are  the  latitude  of  a place, 
its  height,  the  direction  of  the  winds,  and  proximity  of  seas. 

Influence  of  the  latitude. — The  influence  of  the  latitude  arises  fiom  the 
greater  or  less  obliquity  of  the  solar  rays,  for  as  the  quantity  of  heat  absorbed 
is  greater  the  more  perpendicular  are  the  rays,  the  heat  absorbed  decreases 
from  the  equator  to  the  poles,  for  the  rays  become  moie  oblique.  This 
loss  is,  however,  in  summer,  in  the  temperate  and  aictic  zones,  paitially 
compensated  by  the  length  of  the  days.  Under  the  equatoi,  wheie  the 
length  of  the  days  is  constant,  the  temperature  is  almost  invariable  ; in  the 
latitude  of  London,  and  in  more  northerly  countries,  where  the  days  are 
very  unequal,  the  temperature  varies  greatly;  but  in  summer  it  sometimes 
rises  almost  as  high  asunder  the  equator.  The  lowering  of  the  temperatui e 
produced  by  the  latitude  is  small  ; thus,  in  a latitude  1 1 5 miles  north  of 

Paris,  the  temperature  is  only  i°  C.  lower. 

Influence  of  height. —The  height  of  a place  above  the  sea-level  has  a 
much  more  considerable  influence  on  the  temperature  than  its  latitude. 

The  cooling  on  ascending  in  the  atmosphere  has  been  observed  in 
balloon  ascents,  and  a proof  of  it  is  seen  in  the  perpetual  snows  which  cover 
the  highest  mountains.  It  is  due  in  part  to  the  greater  rarefaction  of  the  air, 
which  necessarily  diminishes  its  absorbing  power;  besides  which  the  air  is 
at  a greater  distance  from  the  ground,  which  heats  it  by  contact  ; and  final  y, 
dry  air  is  very  diathermanous. 

The  law  of  the  diminution  of  temperature  corresponding  to  greater 
heights  in  the  atmosphere  has  not  been  made  out,  in  consequence  of  the 
numerous  disturbing  causes  which  modify  it,  such  as  the  prevalent  win  s, 
the  hygrométrie  state,  the  time  of  day,  the  season  of  the  year,  cVc.  the 
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difference  between  the  temperatures  of  two  places  at  unequal  heights  is  not 
proportional  to  the  difference  of  level,  but  for  moderate  heights  an  approxi- 
mation to  the  law  may  be  made.  As  the  mean  of  a series  of  veiy  caieful 
observations  made  during  balloon  ascents,  a diminution  of  i C.  conesponded 
to  an  increase  in  height  of  210  metres. 

It  will  thus  be  seen  that  at  a certain  height  above  the  ground  there  must 
be  a surface  or  layer  where  the  temperature  is  uniformly  zero.  The  height 
of  this  isothermal  surface  (1048)  will  vary  materially  with  the  time  of  the  year, 
being  lower  in  the  cold  months  : it  varies  also  with  the  time  of  day,  rising 
rapidly  about  midday.  In  summer  this  height  may  be  taken  at  from  3400 
to  3700  metres  above  the  sea-level. 

Direction  of  winds.— As  winds  share  the  temperature  of  the  countries 
which  they  have  traversed,  their  direction  exercises  great  influence  on  the 
air  in  any  place.  In  Paris,  the  hottest  winds  are  the  south  ; then  come  the 
south-east,  the  south-west,  the  west,  the  east,  the  north-west,  north,  and 
lastly,  the  north-east,  which  is  the  coldest.  The  character  of  the  wind 
changes  with  the  seasons  ; the  east  wind,  which  is  cold  in  winter,  is  warm  in 
summer. 

Proximity  of  the  sea. — The  neighbourhood  of  the  sea  tends  to  raise  the 
temperature  of  the  air,  and  to  render  it  uniform.  The  average  temperature 
of  the  sea  in  equatorial  and  polar  countries  is  always  higher  than  that  of  the 
atmosphere.  With  reference  to  the  uniformity  of  the  temperature,  it  has 
been  found  that  in  temperate  regions — that  is,  from  250  to  50°  of  latitude — 
the  difference  between  the  highest  and  lowest  temperature  of  a day  does  not 
exceed,  on  the  sea,  2°to  30  ; while  upon  the  continent  the  difference  amounts 
to  from  120  to  1 50.  In  islands  the  uniformity  of  temperature  is  very  per- 
ceptible. In  continents,  on  the  contrary,  the  winters  for  the  same  latitudes 
become  colder,  and  the  difference  between  the  temperature  of  summer  and 
winter  becomes  greater. 

1047.  Gulf  Stream. — A similar  influence  to  that  of  the  winds  is  exerted 
by  currents  of  warm  water.  To  one  of  these,  the  Gulf  Stream,  the  mildness 
of  the  climate  in  the  north-west  of  Europe  is  mainly  due.  This  great  body 
of  water,  taking  its  origin  in  equatorial  regions,  flows  through  the  Gulf  of 
Mexico,  whence  it  derives  its  name  ; passing  by  the  southern  shores  ot 
North  America,  it  makes  its  way  in  a north-westerly  direction  across  the 
Atlantic,  and  finally  washes  the  coast  of  Ireland  and  the  north-west  of  Europe 
generally.  Its  temperature  in  the  Gulf  is  about  28°  C.  ; and  it  is  usually  a 
little  more  than  50  C.  higher  than  the  rest  of  the  ocean  on  which  it  floats, 
owing  to  its  lower  specific  gravity.  To  its  influence  is  due  the  milder  climate 
of  West  Europe  as  compared  with  that  of  the  opposite  coast  of  America  ; thus 
the  river  Hudson,  in  the  latitude  of  Rome,  is  frozen  over  three  months  in  the 
year.  It  also  causes  the  polar  regions  to  be  separated  from  the  coasts  of 
Europe  by  a girdle  of  open  sea  ; and  thus  the  harbour  of  Plammerfest  is 
open  the  year  round.  Besides  this  influence  in  thus  moderating  climate,  the 
Gulf  Stream  is  an  important  help  to  navigators. 

1048.  Isothermal  lines. — When  on  a map  all  the  points  whose  tempera- 
ture is  known  to  be  the  same  are  joined,  curves  are  obtained  which  Hum- 
boldt first  noticed,  and  which  he  called  isothermal  lines.  If  the  temperature 
of  a place  only  varied  with  the  obliquity  of  the  sun’s  rays — that  is,  with  the 
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latitude — isothermal  lines  would  all  be  parallel  to  the  equator  ; but  as  the 
temperature  is  influenced  by  many  local  causes,  especially  by  the  height,  the 
isothermal  lines  are  always  more  or  less  curved.  On  the  sea,  however,  they 
are  almost  parallel.  Maps  vii,  viii,  and  ix  represent  these  lines  for  the  Year, 
for  January,  and  for  July. 

A distinction  is  made  between  isothermal  lines , isotheral  lines,  and  iso- 
chimenal  lines , where  the  mean  general,  the  mean  summer,  and  the  mean 
winter  temperatures  are  respectively  constant.  An  isothermal  zone  is  the 
space  comprised  between  two  isothermal  lines.  Kupffer  also  distinguishes 
isogeothermic  lines  where  the  mean  temperature  of  the  soil  is  constant. 

1049.  Climate. — By  the  climate  of  a place  is  understood  the  whole  of  the 
meteorological  conditions  to  which  the  place  is  subjected  ; its  mean  annual 
temperature,  summer  and  winter  temperatures,  and  the  extremes  within 
which  these  are  comprised.  Some  writers  distinguish  seven  classes  of 
climates,  according  to  their  mean  annual  temperature  : a hot  climate  from 
30°  to  2 50  C.  ; a warm  climate  from  250  to  20°  C.  ; a mild  climate  from  20° 
to  1 50  C.  ; a temperate  climate  from  150  to  io°  C.  ; a cold  climate  from  io° 
to  50  C.  ; a very  cold  climate  from  50  to  zero  C.  ; and  an  arctic  climate  where 
the  temperature  is  below  zero. 

Those  climates,  again,  are  classed  as  constant  climates  where  the  summer 
and  winter  temperatures  do  not  differ  from  the  mean  temperature  by  more 
than  6°  or  8°  ; variable  climates,  where  the  difference  amounts  to  from 
1 6°  to  200  ; and  extreme  climates,  where  the  difference  is  greater  than  30° 
The  climates  of  Paris  and  London  are  variable  ; those  of  Pekin  and  New 
York  are  extreme.  Island  climates  are  generally  little  variable,  as  the 
temperature  of  the  sea  is  nearly  constant  ; and  hence  the  distinction  between 
land  and  sea  climates.  Marine  climates  are  characterised  by  the  fact  that 
the  difference  between  the  temperature  of  summer  and  winter  is  always 
less  than  in  the  case  of  continental  climates.  But  the  temperature  is  by 
no  means  the  only  character  which  influences  climate  ; there  are,  in  addi- 
tion, the  moisture  of  the  air,  the  quantity  and  frequency  of  the  rams,  the 
number  of  storms,  the  direction  and  intensity  of  the  winds,  and  the  nature 
of  the  soil. 

1050.  Distribution  of  temperature  on  the  surface  of  the  globe.  The 

temperature  of  the  air  on  the  surface  of  the  globe  decreases  from  the  equator 
to  the  poles  ; but  it  is  subject  to  perturbing  causes  so  numerous  and  so 
purely  local,  that  its  decrease  cannot  be  expressed  by  any  law.  It  has 
hitherto  not  been  possible  to  do  more  than  obtain  by  numerous  obsen  ations 
the  mean  temperature  of  each  place,  or  the  maximum  and  minimum  tempera- 
tures.  The  following  table  gives  a general  idea  of  the  distribution  of  heat  in 
the  Northern  Hemisphere. 


Abyssinia 

Calcutta 

Jamaica 

Senegal 

Cairo  . 

Constantine 


Mean  temperature  at  different  latitudes 

. 31-0°  C.  Naples  . 

. 28-5  Mexico  . 

. 26- 1 Marseilles 

24-6  Constantinople 

. 22'4  Pekin 

. 17-2  Paris 


16-6 

14-1 

137 

127 

io-S 
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Brussels 

. io-2°  C. 

Moscow  . 

. . 3-6°  C. 

Strasburg 

. . 9-3 

St.  Petersburg 

• 3'5 

Geneva . 

• 97 

St.  Gothard  . 

. - ro 

Boston  . 

. 9-o 

Greenland 

• -77 

London 

. • 8-3 

Melville  Island 

. .-187 

Stockholm  . 

• • 5-6 

These  are  mean 

yearly  temperatures.  The  highest 

temperature  which 

has  been  observed  on  the  surface  of  the  globe  is  4 7 '4° 

at  Esne,  in  Egypt, 

and  the  lowest  is  — 

750  in  the  Arctic  Expedition  of  1876;  which  gives  a 

difference  of  1220  between  the  extreme  temperatures  observed  on  the  surface 
of  the  globe. 

The  highest  temperature  observed  at  Paris  was  38-4°  on  July  8,  1793, 
and  the  lowest  -23-5°  on  December  26,  1798.  The  highest  observed  at 
Greenwich  was  350  C.  in  1808,  and  the  lowest  -20°  C.  in  1838. 

No  arctic  voyagers  have  succeeded  in  reaching  the  poles,  in  consequence 
of  the  seas  round  them  being  completely  frozen,  and  hence  the  temperature 
there  is  not  known.  In  our  hemisphere  the  existence  of  a single  glacial  pole 
— that  is,  a place  where  there  was  the  maximum  cold — has  been  long  assumed. 
But  the  bendings  which  the  isothermal  lines  present  in  the  Northern 
Hemisphere  have  shown  that  in  this  hemisphere  there  are  two  cold  poles — 
one  in  Asia,  to  the  north  of  Taimur  Bay  ; and  the  other  in  America,  north 
of  Barrow’s  Straits,  about  150  from  the  earth’s  north  pole.  The  mean 
temperature  of  the  first  of  these  poles  has  been  estimated  at  — 17°  and  that 
of  the  second  at  — 19°  With  respect  to  the  southern  hemispheres,  the 
observations  are  not  sufficiently  numerous  to  decide  whether  there  are  one 
or  two  poles  of  greatest  cold,  or  to  determine  their  position. 

1051.  Temperatures  of  lakes,  seas,  and  springs.  — In  the  tropics  the 
temperature  of  the  sea  is  generally  the  same  as  that  of  the  air  ; in  polar 
regions  the  sea  is  always  warmer  than  the  atmosphere. 

The  temperature  of  the  sea  in  the  torrid  zone  is  always  about  26°  to 
270  at  the  surface  : it  diminishes  as  the  depth  increases,  and  in  temperate 
as  well  as  in  tropical  regions  the  temperature  of  the  sea  at  great  depths  is 
between  2-5°  and  3-5°.  The  low  temperature  of  the  lower  layers  is  caused  by 
submarine  currents  which  carry  the  cold  water  of  the  polar  seas  towards  the 
equator. 

The  variations  in  the  temperature  of  lakes  are  more  considerable  ; their 
surface,  which  becomes  frozen  in  winter,  may  become  heated  to  20°  or  250  in 
summer.  The  temperature  of  the  bottom,  on  the  contrary,  is  virtually  40, 
which  is  that  of  the  maximum  density  of  pure  water. 

Springs,  which  arise  from  rain  water  which  has  penetrated  into  the  crust 
of  the  globe  to  a greater  or  less  depth,  necessarily  tend  to  assume  the  tempera- 
ture of  the  terrestiial  layers  which  they  traverse.  Hence,  when  they  reach 
the  surface  their  temperature  depends  on  the  depth  which  they  have  attained. 
If  this  depth  is  that  of  the  layer  of  invariable  temperature,  the  springs  have 
a temperature  of  10°  or  1 i°  in  this  country,  for  this  is  the  temperature  of  this 
layer,  or  about  the  mean  annual  temperature.  If  the  springs  are  not  very 
copious,  their  temperature  is  raised  in  summer  and  cooled  in  winter  by  that 
of  the  layers  which  they  traverse  in  passing  from  the  invariable  layer  to  the 
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surface.  But  if  they  come  from  below  the  layer  of  invariable  temperature 
their  temperature  may  considerably  exceed  the  mean  temperature  of  the 
place,  and  they  are  then  called  thermal  springs.  The  following  list  gives 
the  temperatures  of  some  of  them  : — 


Wildbad  . 

• 37-5°  C. 

Vichy 

. 40 

Bath 

. 46 

Ems 

. 46 

Baden-Baden  . 

• 67-5 

Chaudes-Aigues 

. 88 

Trincheras 

• 97 

Great  Geyser,  in  Iceland,  at  a depth  of  66  feet 

. 124 

From  their  high  temperature  they  have  the  property  of  dissolving  many 
mineral  substances  which  they  traverse  in  their  passage,  and  hence  form 
mineral  waters.  The  temperature  of  mineral  waters  is  not  modified  in 
general  by  the  abundance  of  rain  or  of  dryness  ; but  it  is  by  earthquakes, 
after  which  they  have  sometimes  been  found  to  rise  and  at  other  times  to  sink. 

1052..  Distribution  of  land  and  water. — The  distribution  of  water  on 
the  surface  of  the  earth  exercises  great  influence  on  climate.  The  area 
covered  by  water  is  considerably  greater  than  that  of  the  dry  land  ; and  the 
distribution  is  unequal  in  the  two  hemispheres.  The  entire  surface  of  the 
globe  occupies  about  200  millions  of  square  miles,  nearly  three-fourths  of 
which  are  covered  by  water  ; that  is,  the  extent  of  the  water  is  nearly  three 
times  as  great  as  that  of  the  land.  The  surface  of  the  sea  in  the  Southern 
Hemisphere  is  to  that  in  the  Northern  in  about  the  ratio  of  13  to  9. 

The  depth  of  the  open  sea  is  very  variable  ; the  lead  generally  reaches 
the  bottom  at  about  300  to  450  yards  ; in  the  ocean  it  is  often  1300  yards, 
and  instances  are  known  in  which  a bottom  has  not  been  reached  at  a depth 
of  4500.  It  has  been  computed  that  the  total  mass  of  the  water  does  not 
exceed  that  of  a liquid  layer  surrounding  the  earth  with  a depth  of  about 
1 100  yards. 


PROBLEMS  AND  EXAMPLES 
IN  PHYSICS 


I.  MECHANICS 


1.  A body  being  placed  successively  in  the  two  pans  of  a balance,  requires  180 
grammes  to  hold  it  in  equilibrium  in  one  pan,  and  181  grammes  in  the  other;  required 
the  weight  of  the  body  to  a milligramme. 

From  the  formula  x = p p'  we  have 

x = a/i8o  x 181  = i8o'499gr. 

2.  What  resistance  does  a nut  offer  when  placed  in  a pair  of  nutcrackers  at  a 

distance  of  | of  an  inch  from  the  joint,  if  a force  of  5 pounds  applied  at  a distance 
of  4 inches  from  the  joint  is  just  sufficient  to  crack  it  ? Ans.  2Ô|  pounds. 

3.  What  force  is  required  to  raise  a cask  weighing  6 cwt.  into  a cart  o'8  metre 

high  along  a ladder  275  metres  in  length  ? Ans.  195J  pounds. 

4.  If  a horse  can  move  30  cwt.  along  a level  road,  what  can  it  move  along  a road 
the  inclination  of  which  is  1 in  80,  the  coefficient  of  friction  on  each  road  being  ^ ? 

Ans.  2Ô|  cwt. 

5.  The  piston  of  a force-pump  has  a diameter  of  8 centimetres,  and  the  arms  of 

the  lever  by  which  it  is  worked  are  respectively  12  and  96  centimetres  in  length  ; what 
force  must  be  exerted  at  the  longer  arm  if  a pressure  of  12-36  pounds  per  sq.  cm.  is  to 
be  applied?  77-69  pounds. 

6.  A stone  is  thrown  vertically  downwards  from  a balloon  with  a velocity  of  50  metres 
per  second.  How  soon  will  the  velocity  amount  to  99  metres  per  second,  and  through 
what  distance  will  the  stone  have  fallen  ? 

To  find  the  time  requisite  for  the  body  to  have  acquired  the  velocity  of  99  metres 
per  second,  we  have 


v = V + gt  ; 

in  which  V is  the  initial  velocity,  g the  acceleration  of  gravity,  which,  with  sufficient 

approximation,  is  equal  to  9-8  (metre,  second),  and  t the  time.  Substituting  these 
values,  we  have  & 

' = = 9!  = 5 seconds- 

For  the  space  traversed  we  have 

s = W + hgt2  = 50  x 5 + 4-9  x 25  =372-5  metres. 

• 7l  A pr°jectlle  Yas  thrown  vertically  upwards  to  a height  of  510-22  m.  Disregard- 
mg  the  resistance  of  the  air,  what  was  the  initial  velocity  of  the  body  ? 

frnm  I6  mItyriS  Sa"le  “ that  which  the  body  would  have  acquired  on  falling 
from  a height  of  510-22  metres.  8 
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From  the  formula  v = \/ 2 gs  we  get 

v = \J 2 x 9 8 x 5*0*22  = \/ioooo  = 100  metres  per  sec. 

8.  A stone  is  thrown  vertically  upwards  with  an  initial  velocity  of  100  metres 
per  second.  After  what  time  would  it  return  to  its  original  position  ? 

The  time  of  rising  and  falling  is  the  same,  but  the  time  of  falling  is  - (from  the 


formula  v=gt ) or  — — 

9*8 


= 10*2,  which  is  half  the  time  required  ; therefore  *=20*4  sec. 


9.  A stone  is  thrown  vertically  upwards  with  an  initial  velocity  of  100  metres  per 
second  ; after  * seconds  a second  stone  is  thrown  with  the  same  velocity.  The  second 
stone  is  rising  8*7  seconds  before  it  meets  the  first.  What  interval  separated  the 
throws  ? 

The  rising  stone  will  have  the  velocity  v = V — gi,  whence  v = 100  — 9*8  x 8*7. 
On  the  other  hand,  the  falling  stone,  at  the  moment  the  stones  meet,  will  have  the  velocity 
given  by  the  equation  v = gt' , in  which  t'  is  the  time  during  which  the  stone  falls 

before  it  meets  the  second  one.  This  time  is  equal  to  8*7  seconds  + x — Hence 

9 8 


its  velocity  is 


v 


9*8 


( 


8*7  + x — 


ioo\ 
9*8/  ' 


Equating  the  two  values  of  v and  reducing,  we  obtain  x — 3 seconds. 

IO.  A body  moving  with  a uniformly  accelerated  motion  traverses  a space  of  1000 
metres  in  10  seconds.  What  would  be  the  space  traversed  during  the  eighteenth 
second  if  the  motion  continued  in  the  same  manner? 

The  formula  r = |/?2  gives  for  the  acceleration/  = 20  (metre,  second). 

The  space  traversed  during  the  eighteenth  second  will  be  equal  to  the  difference  of 
the  space  traversed  in  18  seconds  and  that  traversed  at  the  end  of  the  seventeenth. 

x = 20  x l82  — 20  * T72  = 350  metres. 

2 2 


IX  A cannon-ball  is  shot  vertically  upwards  with  a velocity  of  250  metres  per 
second  After  what  interval  of  time  will  its  velocity  have  been  reduced  to  54  metres  per 
second  under  the  retarding  influence  of  gravity,  and  what  space  will  have  been 

traversed  by  the  ball  at  the  end  of  this  time  ? . .. 

If  t be  the  time,  then  at  the  end  of  each  second  the  initial  velocity  will  be  dimi- 
nished by  9*8  m./sec.  Hence  we  shall  have 

54  = 250  — t x 9*8,  whence  t = 20  seconds  ; 

and  for  the  space  traversed  2 

= 250  x 20  - 9 8 * 2°~  = 3°4°  metres. 

12.  A body  falls  in  air  from  a height  of  4000  metres.  Required  the  time  of  its  fall 

and  its  velocity  when  it  strikes  the  ground.  — 

From  the  formula  5 = hgt'1  we  have  for  the  time  t = : and-  on  the  other 

V 200 

hand,  from  the  formula  for  velocity  v = gt  we  have  t - — -20  4. 

Hence  - = /— , from  which  v = s/zgs,  and  substituting  the  values  for  r and 

g V g 

gt  v = 280 m./sec. 

13.  A stone  is  thrown  into  a pit  150  metres  deep  and  reaches  the  bottom  in 
a seconds  With  what  velocity  was  it  thrown,  and  what  velocity  had  it  acquired  on 
reaching  the  bottom?  Ans.  The  stone  was  thrown  with  a velocity  of  17-9.  and  011 
reaching  the  bottom  had  acquired  the  velocity  57*1. 

14.  A stone  is  thrown  downwards  from  a height  of  150  metres  with  a velocity  of 
10  metres  per  second.  How  long  will  it  require  to  fall  ? 
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The  distance  through  which  the  stone  falls  is  equal  to  the  sum  of  the  distances 
through  which  it  would  fall  in  virtue  of  its  initial  impulse  and  of  that  which  it  would 

traverse  under  the  influence  of  gravity  alone  ; that  is,  150  = 10  t + ® • 

Taking  the  positive  value  only  we  get  t = 4'6i  seconds. 

15.  How  far  will  a heavy  body  fall  in  vacuo  during  the  time  in  which  its  velocity 
increases  from  40*25  feet  per  second  to  88*55  Per  second? 

Ans.  Taking  the  value  of  g at  32*2,  the  body  will  fall  through  96*6  feet. 

16.  Required  the  time  of  oscillation  of  a simple  pendulum  whose  length  is 
0*9938  metre,  and  in  a place  where  the  intensity  of  gravity  is  9*81. 

From  the  formula  t = 2 n-  / , in  which  t expresses  the  time  of  one 

V g 

oscillation,  l the  length  of  the  pendulum,  and  g the  intensity  of  gravity,  we  have 


t = 2 x 3 


•1416  /°  993^4  _ 2 seconds. 

V 9'81 


17.  In  a place  at  which  the  length  of  the  seconds  pendulum  is  0*99384,  it  is  required 
to  know  the  length  of  a pendulum  which  makes  one  oscillation  in  xo  seconds. 

In  the  present  case,  as  g remains  the  same  in  the  general  formula,  and  t varies,  the 
length  l must  vary  also.  We  shall  have,  then, 

2 1 1°  = 2"  J-g  ■ */  Lg. 


from  which,  reducing  and  introducing  the  values,  we  have 
V = 52  x 0*99384  = 24*846. 

18.  A pendulum,  the  length  of  which  is  195  cm.,  makes  30, 841  oscillations  in  a day. 

Required  the  length  of  the  seconds  pendulum.  Ans.  99*385  cm. 

19.  A pendulum  clock  loses  5 seconds  in  a day.  By  how  much  must  it  be 
shortened  to  keep  correct  time  ? 

Let  s = the  number  of  seconds  in  one  day,  and  s'  the  number  indicated  by  the 
clock,  then  s : s'  = n ■ n'  = t'  : t = V \J l .*.  86400  : 86395  = 1 • l\V  = 1 : \/ * 

.-.  *=*9998843. 

Hence  1 — * = 0*0001157  Ans. 

20.  What  is  the  normal  acceleration  of  a body  which  traverses  a circle  of  4*2 
metres  diameter  with  a linear  velocity  of  3 metres  per  second  ? Ans.  4*286  metres. 

21.  A force  brought  to  bear  on  a body  moving  at  the  rate  of  50  ft. /sec.  brings  it 

to  rest  in  5 seconds.  Through  what  distance  will  the  body  move  after  the  force 
begins  to  act?  Ans.  125  ft. 

22.  An  iron  ball  falls  from  a height  of  68  cm.  on  a horizontal  iron  plate,  and 
rebounds  to  a height  of  27  cm.  Required  the  coefficient  of  elasticity  of  the  iron. 

If  an  imperfectly  elastic  ball  with  the  velocity  v strikes  against  a plate,  it  rebounds 

with  the  velocity  v,  = — k v,  from  which,  disregarding  the  sign,  k = VJ.  Now  we 

v 


have  the  velocity  v,  = V zgh,  and  v = \/ 2 gh,  from  which  k = Substitut- 

\/  h 

ing  the  corresponding  values,  we  get  k = 0*63. 


23.  Two  inelastic  bodies,  weighing  respectively  100  and  200  pounds,  strike  against 
each  other  with  velocities  of  50  and  20  feet  ; what  is  their  common  velocity,  after  the 
impact?  Ans.  30,  or  3*3,  according  as  they  move  in  the  same  or  in  opposite  directions 
before  impact. 


24.  160  oz.  of  gold  are  coined  into  623  sovereigns.  If  89  sovereigns  in  one  scale 
pan  of  a balance  just  balance  40  oz.  in  the  other,  how  many  sovereigns  in  the  second 
scale  pan  will  balance  640  oz.  in  the  first  ? Ans.  4361. 
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II.  HYDROMECHANICS 


1.  The  force  with  which  a hydraulic  press  is  worked  is  20  pounds  ; the  arm  of  the 
lever  on  which  this  force  acts  is  5 times  as  long  as  that  of  the  resistance  ; lastly,  the 
area  of  the  large  piston  is  70  times  that  of  the  smaller  one.  Required  the  force 
transmitted  to  the  large  piston. 

Force  on  smaller  piston  = 20  x 5 = P 

„ larger  ,,  = 70  P = 7000  pounds. 

2.  The  force  with  which  a hydraulic  press  is  worked  being  30  kilos. , and  the  arm 

Of  the  lever  by  which  this  force  is  applied  being  10  times  as  long  as  that  of  the  resist- 
ance, and  the  diameter  of  the  small  piston  being  2 cm.  ; find  the  diameter  of  the  large 
piston,  in  order  that  a force  of  2000  kilos,  may  act  upon  it.  Ans.  5’i64  cm- 

3.  What  force  would  be  necessary  to  support  a cubic  decimetre  of  platinum  in 
mercury  at  zero  ? Density  of  mercury  13 '6  and  that  of  platinum  21 '5. 

From  the  formula  P = VD  the  weight  of  a cubic  decimetre  of  platinum  is 
1 x 21  -5  = 21  ’5  kilos,  and  that  of  a cubic  decimetre  of  mercury  is  1 x 13-6  = 13-6  kilos. 
From  the  principle  of  Archimedes,  the  immersed  platinum  loses  part  of  its  weight 
equal  to  that  of  the  mercury  which  it  displaces.  Its  weight  in  the  liquid  is  therefore 
2I'S  ~ 13  b = 7'9,  and  this  represents  the  force  required. 

4.  Given  a body  A which  weighs  7-55  grammes  in  air,  5-17  gr.  in  water,  and 
6'35  gr.  in  another  liquid,  B ; required  from  these  data  the  density  of  the  body  A and 
that  of  the  liquid  B. 

The  weight  of  the  body  A loses  in  water  7-55  - S-I7  = 2'38  grammes  ; this  repre- 
sents the  weight  of  the  displaced  water.  In  the  liquid  B it  loses  7'5S  — 6'35  = i'2  gr.  ; 
this  is  the  weight  of  the  same  volume  of  the  body  B,  as  that  of  A and  of  the  displaced 
water.  The  specific  gravity  of  A is  therefore 


755  _ 0-172,  and  that  of  B I2°  = 0-504. 
238  J 238 


5.  A cube  of  lead,  the  side  of  which  is  4 cm.,  is  to  be  supported  in  water  by 
being  attached  to  a sphere  of  cork.  What  must  be  the  diameter  of  the  latter,  the 
specific  gravity  of  cork  being  0-24,  and  that  of  lead  11-35? 

The  volume  of  the  lead  is  64  cubic  centimetres  ; its  weight  in  air  is  therefore 
64  x 11-35,  and  its  weight  in  water  64  x 11-35  - 64  = 662-4  gr. 

If  r is  the  radius  of  the  sphere  in  centimetres,  its  volume  in  cubic  centimetres  will 

be  4nrS.  and  its  weight  in  grammes  is  4 ^ ^ x °'2t  Now,  as  the  weight  of  the 
3 ’ 3 

displaced  water  is  obviously  i n 1*  in  grammes,  there  will  be  an  upward  buoyancy 

represented  by  4-  ^ — 4 n **  x 0 24  = 4 n **  * °'Z6  which  must  be  equal  to  the 

weight  of  the  lead  ; that  is,  4 " ^ x °'7-6  = 662-5,  from  which  r = 5'92Scm.  and  the 


diameter  = 11-85  cm. 

6.  A cylindrical  steel  magnet  15  cm.  in  length  and  i'2  mm.  in  diameter  is  loaded 
at  one  end  with  a cylinder  of  platinum  of  the  same  diameter  and  of  such  a length  that 
when  the  solid  thus  formed  is  in  mercury,  the  free  end  of  the  steel  projects  10  mm. 
above  the  surface.  Required  the  length  of  this  platinum,  the  specific  gravity  of  steel 

heinff  7 ’8,  and  of  that  of  platinum  21  5*  .... 

The  weight  of  the  steel  in  grammes  will  be  15  » ^ x 7-8,  and  of  the  platinu 

OC  tt  21'5’ 

These  are  together  equal  to  the  weight  of  the  displaced  mercury,  which  is 
h r 2 (14  + i3'6,  from  which  x = 9-29  cm. 
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7.  A cylindrical  silver  wire  i '5  mm.  in  diameter  weighs  3‘2875  grammes;  it  is  to 
be  covered  with  a layer  of  gold  o’cmm.  in  thickness.  Required  the  weight  of  the  gold, 
the  specific  gravity  of  silver  being  io'47  and  that  of  gold  xg'26. 

If  r is  the  radius  of  the  silver  wire  and  R its  radius  when  covered  with  gold,  then 
r = o’o75  cm.  and  R — o'oçs  cm.  The  volume  of  the  silver  wire  will  be  f r- 1 and 
its  weight  n r-  l x 10 '47,  from  which  l = 17768  cm. 

The  volume  of  the  layer  of  gold  is 


«■  ( R 2 — r2)  x 17768, 

and  its  weight 

jt  (o'oçs2  — o-0755)  x 17768  x ig'26  = 3'656  gr.  nearly. 

8.  A kilogramme  of  copper  is  to  be  drawn  into  wire  having  a diameter  of  o'i6  cm. 
What  length  will  it  yield  ? Specific  gravity  of  copper  8 '88. 

The  wire  produced  represents  a cylinder  l cm.  in  length,  the  weight  of  which  is 
" r1  l x 8 '88,  and  this  is  equal  to  1000  grammes.  Hence  l = 56  '0085  metres. 

9.  The  specific  gravity  of  cast  copper  being  879,  and  that  of  copper  wire  being 

8 '88,  what  change  of  volume  does  a kilogramme  of  cast  copper  undergo  in  being 
drawn  into  wire?  Ans.  1 024  cc. 

10.  Determine  the  volumes  of  two  liquids,  the  densities  of  which  are  respectively 
1 '3  and  07,  and  which  produce  a mixture  of  three  volumes  having  the  density  o'9. 

If  x and  y are  the  volumes,  then  from  P = VD,  i'3*  + 077  = 3 x o'9  and 
x + y = 3,  from  which  x = 1 and  y — 2. 

11.  The  specific  gravity  of  zinc  being  7 and  that  of  copper  9,  what  weight  of  each 
metal  must  be  taken  to  form  50  grammes  of  an  alloy  having  the  specific  gravity  8 '2,  it 
being  assumed  that  the  volume  of  the  alloy  is  exactly  the  sum  of  the  alloyed  metals  ? 

Let  x = the  weight  of  the  zinc,  and  y that  of  the  copper,  then  x + y = 50,  and 

7~> 

from  the  formula  V = — , since  the  volume  is  unchanged  - + ? = 5°  . From  these 
, u 7982 

two  equations  we  get  x = 17-07,  and  y = 32-93. 

12.  A platinum  sphere  3 cm.  in  diameter  is  suspended  to  the  beam  of  an  accu- 
rate balance,  and  is  completely  immersed  in  mercury.  It  is  exactly  counterbalanced 
by  a copper  cylinder  of  the  same  diameter  completely  immersed  in  water.  Required 
the  height  of  the  cylinder.  Specific  gravity  of  mercury  i3'6,  of  copper  8'8,  and  of 
platinum  21  *q. 

5 Ans.  2*025  cm. 

13.  To  balance  an  ingot  of  platinum  27  grammes  of  brass  are  placed  in  the  other 
pan  of  the  balance.  What  weight  would  have  been  necessary  if  the  weighing  had  been 
effected  in  vacuo?  The  density  of  platinum  is  21-5,  that  of  brass  87,  and  air  under 
a pressure  of  760  mm.  and  at  the  temperature  0°  has  1/770  the  density  of  water 

I he  weight  of  brass  in  air  is  not  27  grammes,  but  this  weight  minus  the  weight  of 
a volume  of  air  equal  to  its  own.  6 

Since  P = VD  . • . V = P and  the  weight  of  the  air  is  ^ = zL 

n -,  • , V D x 770  87  x 770' 

By  similar  considerations,  if  x is  the  weight  of  platinum  in  vacuo,  its  weight  in  air 

X , , . 

and  this  weight 


will  be  x minus  the  weight  of  air  displaced,  that  is  x — 


21 7 x 770 

is  equal  to  that  of  the  true  weight  of  the  brass  ; and  we  have 

X 27 

■ from  which  * = 


x — 


= 27  - 


26  '956. 


21  S x 77°  ' 8 '3  x 770 

, 14:;  A b°dy  Ioses  ln  carbonic  acid  gas  i'is  gr.  of  its  weight.  What  would  be  its 

loss  of  weight  in  air  and  in  hydrogen  respectively  ? 

carbonic  acidweShf'r^  °°  ?6°  mm'  We'ghs  r'293  gr-  the  same  volume  of 

caroomc  acid  weighs  1293  * i'S24  = i'97  gr.  We  shall,  therefore  obtain  the 

whi1che<r0fCarbTC  rC‘d  corresP°nding  to  Z l5  Sr-  by  dividing  this  number  by  rq7 
hich  gives  o 5837  lure.  This  being  then  the  volume  of  the  body,  it  displaces  that 
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volume  of  air,  and  therefore  its  loss  of  weight  in  air  is  0-5837  x 1-293  = °7S47  gr-  and 
in  hydrogen  0-5837  x 1-293  x °'o69  = 0-052076. 

15.  Calculate  the  ascensional  force  of  a spherical  balloon  of  oiled  silk  which,  when 
empty,  weighs  62-5  kilos.,  and  which  is  filled  with  impure  hydrogen,  the  density  of 
which  is  1/13  that  of  air.  The  oiled  silk  weighs  0-250  kilo,  per  sq.  m. 

The  surface  of  the  balloon  is  ÈAA  = 250. sq.  m.  This  surface  being  that  of  a 

° 25  n „ _ 4 n R* 

sphere,  is  equal  to  4 n A2,  whence  4 n R~  = 250  and  R - 4-459  ; therefore  V ^ 

= ‘371*^2  cubic  metres.  . , 

The  weight  of  air  displaced  is  371  *52  x 1-293  kilo.  = 48o'375  kllos*  î the  'veig"t 
of  the  hydrogen  is  36-88  kilos.,  and  therefore  the  ascensional  force  is 
480-375  - (36-88  + 62-5)  = 380-995  kilos. 

16  K balloon  4 metres  in  diameter  is  made  of  the  same  material  and  filled  with 
the  same  hydrogen  as  above.  How  much  hydrogen  is  required  to  fill  it,  and  what 
weight  can  it  support  ? 

The  volume  is  ± * R*  = 33-5*  cubic  metres,  and  the  surface  4 * R2  = SP'^S  sq-  m- 

The  weight  of  the  air  displaced  is  33-51  x 1-293  = 43'323  kilos.,  and  that  of  the 
hydrogen  is  from  the  above  data  3-333  kilos.,  while  the  weight  of  the  material  is 
12-566  kilos.  Hence  the  weight  which  the  balloon  can  support  is 
43-328  - (12-566  + 3-333)  = 27-429  kilos. 

17  Under  the  receiver  of  an  air-pump  is  placed  a balance,  to  which  are  suspended 
two  cubes  • one  of  these  is  3 cm.  in  the  side,  and  weighs  26-324  gr.  ; and  the  other 
: “ in  the  side,  and  weighs  26-259/  grammes.  When  a partial  vacuum  is  made 
these  cubes  just  balance  each  other.  What  is  the  pressure?  Ans.  37-4  cm. 

18  A soap-bubble  8 cm.  in  diameter  was  filled  with  a mixture  of  one  volume 
of  hydrogen  gas  and  15  volumes  of  air.  The  bubble  just  floated  in  the  air  ; required 

the  thickness  of  the  film. 

The  weight  of  the  volume  of  air  displaced  is  | » t^x  0-001293  gr.,  and  that  of  the 

mixture  of  gases  | x o-».a93  « 'S  * > “d  •*»  °‘ 

which,  since  its  thickness  t is  very 
sml  is  ”h  .Ucient  accuracy  4 . .*  / » in  grammes,  where  , ,s  the  spec.fic  gravtty 

= i'i.  Hence  15-0693  \ _ 2/  xi'i 

4 nf*  (001293  - -001293  x ) -4  nr  t xii. 

Dividing  each  side  by  * » r2,  and  putting  r = 4,  we  get 
'y  x -=0.03 

whence  < - -00009116629  cm.  - 7 , litres  of  hydrogen 

u„d^h=7r»-ï“»5=-^ 

“rfnTpSsÆÏIÎ.X  temperature  being  supposed  constant  during  the 

experiment?  . 2x5  that  of  the  nitrogen  will  remain  un- 

The  pressure  of  the  hydrogen  will  be  — , that 

. , , 4 x 4 Hence,  by  Dalton's  law,  the 

changed,  and  that  of  the  carbonic  acid  will  be-—.  Henc  y 

total  pressure  will  be  , 

10  + \ + Î?  = atmospheres. 
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20.  In  a barometer  which  is  immersed  in  a deep  bath  the  mercury  stands  743  mm. 

above  the  level  of  the  bath.  The  tube  is  lowered  until  the  barometric  space,  which 
contains  air,  is  reduced  to  one-third,  and  the  mercury  is  then  at  a height  of  701  mm. 
Required  the  atmospheric  pressure  at  the  time  of  observation.  Ans.  = 764  mm. 

21.  What  is  the  pressure  on  the  piston  of  a steam  boiler  of  8 decimetres  diameter 

if  the  pressure  in  the  boiler  is  3 atmospheres?  Ans.  10385 '83  kilos. 

22.  What  is  the  pressure  of  the  atmosphere  at  that  height  at  which  an  ascent  of  21 
metres  corresponds  to  a diminution  of  1 mm.  in  the  barometric  height  ? Ans. 378-9  mm. 

23.  What  would  be  the  height  of  the  atmosphere  if  its  density  were  everywhere 

uniform  ? Ans.  7954-1  metres,  or  nearly  5 miles 


21.  How  high  must  we  ascend  at  the  sea-level  to  produce  a depression  of  1 mm. 
in  the  height  of  the  barometer? 

Ans.  Taking  mercury  as  10,500  times  as  heavy  as  air,  the  height  will  be  10  ’5  metres. 

25.  Mercury  is  poured  into  a barometer  tube  so  that  it  contains  15  cc.  of  air  under 
the  ordinary  atmospheric  pressure.  The  tube  is  inverted  in  a mercury  bath  and  the 
air  then  occupies  a space  of  25  cc. , the  mercury  occupying  a height  of  302  mm. 
What  is  the  pressure  of  the  atmosphere  ? 

Let  x be  the  required  pressure,  the  air  in  the  upper  part  of  the  tube  will  have 

a pressure  represented  by  and  this,  together  with  the  height  of  the  mercurial 

25 

column  302,  will  be  the  pressure  exerted  in  the  interior  of  the  tube  on  the  level  of  the 


mercury  in  the  bath,  which  is  equal  to  the  atmospheric  pressure  ; that  is  + 302 

25 

= x,  from  which  * - 755  mm. 


26.  What  force  is  necessary  to  support  a cylindrical  bell-jar  full  of  mercury 
immersed  in  mercury;  its  internal  diameter  being  6 cm.,  its  height  ob  above  the 
surface  of  the  mercury  (fig.  1)  18  cm.,  and  the  pressure  of  the  atmosphere  77  cm.  ? 

The  downward  force  on  the  bell-jar  is  equal  to  that  of  a column  of  mercury  the 
section  of  whose  base  is  cd,  and  the  height  that  of  the  barometer.  This  pressure  is 
equal  to 


ni?2  x 77  x 13 ’6. 

The  pressure  on  the  inside  is  that  of  the  atmosphere  less  the  weight  of  a column 
of  mercury  whose  base  is  cd  and  height  ob.  This  is  equal  to  n R2  x (77  — 18)  x 13-6, 
and  the  force  required  is  the  difference  of  these  two  forces. 

Making  R — 3 cm.,  this  is  found  to  be  6 9 kilos. 

27.  A barometer  is  placed  within  a tube  which  is  after- 
wards hermetically  closed.  At  the  moment  of  closing,  the 
temperature  is  150  and  the  pressure  750  mm.  The  ex- 
ternal space  is  then  heated  to  300.  What  will  be  the  height 
of  the  barometer  ? 

The  effect  of  the  increase  of  temperature  would  be  to 
raise  the  mercury  in  the  tube  in  the  ratio  1 + to  1 + 

■ SSS° 

, and  the  height  h would  therefore  be 

! -"(■«&) 

I + _Ï5_ 

sss° 


and  since  in  the  closed  space  the  pressure  of  the  air  increases  in  the  ratio 
1 + 30  « ; 1 + 15  a,  we  shall  have  finally  k = 301  '74  mm. 

28.  The  heights  of  two  barometers  A and  B have  been  observed,  at  — io°  and 
+ 150  respectively,  to  be  A = 737  and  B - 763.  Required  their  corrected  heights 
p°’  Am  a = 738-33.  b = 760-94. 
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29.  An  electric  current  gives  in  an  hour  840  cubic  centimetres  of  detonating  gas 
under  a pressure  of  760  and  at  the  temperature  i2°'s  ; a second  current  gives  in  the 
same  time  960  cubic  centimetres  under  a pressure  of  755  and  at  the  temperature 
i5°-S.  Compare  the  quantities  of  gas  given  by  the  two  currents.  Ans.  1 : 1129. 

30.  The  volume  of  air  in  the  pressure  gauge  of  an 
apparatus  for  compressing  gases  is  equal  to  152  parts. 
By  the  working  of  the  machine  this  is  reduced  to 
37  parts,  and  the  mercury  is  raised  through  48  cm. 
What  is  the  pressure  of  the  gas  ? 

Here^.8  = 152,  AC  = 37 parts,  and  DC  = 48  cm. 
The  pressure  of  air  therefore  in  AC  is,  from  Boyle’s 
law, 

= 4*108  atm.  = 312*2  cm. 

37 

The  pressure  in  the  receiver  is  therefore 
312*2  + 48  = 360*2  cm., 
which  is  equal  to  4*74  atmospheres. 

31.  An  airtight  bladder  holding  two  litres  ot 
air  at  the  standard  pressure  and  temperature  is 
immersed  in  sea- water  to  a depth  of  100  metres, 
where  the  temperature  is  40.  Required  the  volume 
of  the  gas. 

The  specific  gravity  of  sea-water  being  1*026,  the  depth  of  100  metres  will  repre- 
sent a column  of  pure  water  102*6  metres  in  height.  As  the  pressure  of  an  atmo- 
sphere is  equal  to  a pressure  of  10*33  metres  of  pure  water,  the  pressure  of  this  column 


102*68 

io*33 


9*94  atm. 


Hence,  adding  the  atmospheric  pressure,  the  bladder  is  now  under  a pressure  of  10*94 
atmospheres,  and  its  volume  being  inversely  as  the  pressure  will  be  — = 0*183  litre, 

if  the  temperature  is  unaltered.  But  the  temperature  is  increased  by  40,  and  therefore 
the  volume  is  increased  in  the  ratio  277  to  273,  and  becomes 


0*183  x 277  = 0*18568  litre. 

273 

32 .  To  what  height  will  water  be  raised  in  the  tube  of  a pum  p by  the  first  stroke  of  the 
piston,  the  length  of  stroke  of  which  is  0*501.,  the  height  of  thetube6m.,  and  its  section 
j_  that  of  the  piston?  At  starting  the  air  in  the  tube  is  under  a pressure  of  10  m. 

If  we  take  the  section  of  the  tube  as  unity,  that  of  the  body  of  the  pump  is  10  ; and 
the  volumes  of  the  tube  and  of  the  body  of  the  pump  are  in  the  ratio  of  6 to  5.  Then 
if  * is  the  height  to  which  the  water  is  raised  in  the  pipe,  the  volumes  of  air  in  the 
pump  before  and  after  the  working  of  the  pump  are  6 at  the  pressure  10,  and  5 + 6 - ar 
at  the  pressure  10  — x. 

Forming  an  equation  from  these  terms,  and  solving,  we  have  two  values,  * = 18*26 
and  x"  = 2 74.  The  first  of  these  must  be  rejected  as  being  physically  impossible  ; 
and  the  true  height  is  x = 2*74  metres. 

33  A receiver  with  a capacity  of  10  litres  contains  air  under  the  pressure  76  cm. 
It  is  closed  by  a valve,  the  section  of  which  is  32  sq.  cm.,  and  is  weighted  with 
25  kilos.  The  temperature  of  the  air  is  300  ; its  density  at  o°  and  76  cm.  pressure  is 

i that  of  water.  The  coefficient  of  expansion  of  air  is  0*00366.  Required  the 
773 

weight  of  air  which  must  be  admitted  to  raise  the  valve. 

The  air  already  present  need  not  be  taken  into  account,  as  it  is  under  the  pressure 
of  the  atmosphere.  Let  * be  the  pressure  in  cm.  of  mercury  of  that  which  is 

admitted,  * x 13  6 will  represent  its  pressure  in  kilos,  per  sq.  cm.  ; and  therefore 
1000 
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the  internal  pressure  on  the  valve,  which  is  equal  to  the  external  pressure  of  25  kilos. , 

is  * * 13  6 * 32  = 25  k.  From  which  x = 57-44. 

1000 

For  the  weight  we  shall  have 

p _ 10  x 0001293  ^ 57  44  _ 8 '8055  grammes. 

1 + o '00366  x 30  76  00 

34.  A bell-jar  contains  3-17  litres  of  air  ; a pressure  gauge  connected  with  it  marks 
zero" w lien  in  contact  with  the  air  (fig.  3).  The  jar  is 
closed  and  the  machine  worked  ; the  mercury  rises 
to  65  cm.  A barometer  stands  at  76  cm.  during 
the  experiment.  Required  the  weight  of  air  with- 
drawn from  the  bell-jar  and  the  weight  of  that  which 
remains. 

At  o°  and  76  cm.  the  weight  of  air  in  the  bell-jar  is 
1-293  x 3-17  = 4'o988i. 

At  o°  and  under  the  pressure  76  — 65  the  weight 
of  the  residual  air  is 

4-09881  x 11 

, = 0 5932. 

76 

and  therefore  the  weight  of  that  which  is  withdrawn  is 
4-0988  - 0-5932  = 3 ‘5056  gr. 

35.  The  capacity  of  the  receiver  of  an  air-pump 
is  7-53  ; it  is' full  of  air'under  the  ordinary  atmo- 
spheric pressure  and  at  o°.  Required  the  weight  of  air  when  the  pressure  is  reduced 
to  o-2i  ; the  weight  withdrawn  by  the  piston  ; and  the  weight  which  would  be  left  at  150. 

The  weight  of  7-53  litres  of  air  under  the  ordinary  conditions  is  9-736  grammes. 

Under  a pressure  of  0-21  it  will  be  2-69  grammes,  and  at  the  temperature  is°it  will 

be  269 _ 0,j,.  gramme. 

1 + 0-00366  x 15 

36.  In  a theoretically  perfect  air-pump,  how  great  is  the  rarefaction  after  10  strokes, 
if  the'volumes  of  the  barrel  and  the  receiver  are  respectively  2 and  3 ? 

Ans.  = 4-59  mm.  ; or  about  1/166  of  an  atmosphere. 

37.  What  must  be  the  capacity  of  the  barrel  of  an  air-pump  if  the  density  of  the 
air  in  a receiver  of  4 litres  is  to  be  reduced  to  J its  value  in  two  strokes  ? Ans.  2-9. 

38.  The  reservoir  of  an  air-gun,  the  capacity  of  which  is  40  cubic  inches,  contains 
air  whose  pressure  is  8 times  that  of  the  mean  atmospheric  pressure.  A shot  is  fired 
when  the  atmospheric  pressure  is  7 4 r mm.  and  the  gas  which  escapes  occupies  a volume  of 
80  cubic  inches.  What  is  the  pressure  of  the  residual  air?  Ans.  6-05  atmospheres. 

39.  Suppose  that  at  the  limit  of  the  atmosphere  the  pressure  of  the  attenuated 
air  is  'ooi  mm.  of  mercury  and  the  temperature  - 1350,  and  that  in  a place  at  the 
sea-level,  in  latitude  45°  the  pressure  of  the  atmosphere  is  760  mm.  and  its  tempera- 
ture 150  C.  Determine  from  these  data  the  height  of  the  atmosphere. 

From  the  formula  18400  { 1 + 0-002  { T + t)  j-  log  we  get  for  the  height  in  metres 
82,237,  which  is  equal  to  51-1  miles. 

40.  If  water  is  continually  flowing  through  an  aperture  of  3 square  inches  with  a 
velocity  of  10  feet  per  second,  how  many  cubic  feet’will  flow  out  in  an  hour? 

Ans.  750  cubic  feet. 

41.  With  what  velocity  does  water  issue  from  an  aperture  of  3 square  inches,  if 

37 ’5  cubic  feet  flow  out  every  minute  ? Ans.  30  ft./sec' 

42.  What  is  the  ratio  of  the  pressure  in  the  above  two  cases?  Ans.  1 ; 9. 

43.  What  is  the  theoretical  velocity  of  water  from  an  aperture  which  is  q feet 

below  the  surface  of  water  ? Ans  24  ft/*ec> 

4 c 2 
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44.  In  a cylinder,  water  stands  2 feet  above  the  aperture  and  is  loaded  by  a piston 

which  presses  with  a force  of  6 pounds  on  the  square  inch.  Required  the  velocity  of 
the  effluent  water.  A ns ■ 32  /sec- 

45.  How  deep  must  the  aperture  of  the  longer  leg  of  a siphon,  which  has  a sec- 

tion of  4 sq.  cm.,  be  below  the  surface  of  the  water  in  order  that  25  litres  may  flow 
out  in  a minute  ? Ans.  5'S35  cm. 

46.  Through  a circular  aperture  having  an  area  of  o' 196  sq.  cm.  in  the  bottom 

of  a reservoir  of  water  which  was  kept  at  a constant  level,  55  cm.  above  the  bottom, 
it  was  found  that  98  '5  grammes  of  water  flowed  in  22  seconds.  Required  the  co- 
efficient of  efflux.  .... 

Since  the  velocity  of  efflux  through  an  aperture  in  the  bottom  of  a vessel  is  given  by 

the  formula  v = ■J Pgk  it  will  readily  be  seen  that  the  weight  in  grammes  of  water 
which  flows  in  a given  time,/,  will  be  given  by  the  formula  to  = a a t-Jigh,  where  « is 
the  area  in  sq.  cm.,  a the  coefficient  of  efflux,  t the  time  in  seconds,  and  h the  height 
in  cm.  Hence  in  this  case  a = o'6g9. 

47.  Similarly  through  a square  aperture,  the  area  of  which  was  almost  exactly  the 
same  as  the  above,  and  at  the  same  depth,  104-4  grammes  flowed  out  in  21 '6  seconds. 
In  this  case  a = 073. 
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III.  SOUND 

1.  A stone  is  dropped  into  a well,  and  4 seconds  afterwards  the  report  of  its 

striking  the  water  is  heard.  Required  the  depth,  knowing  that  the  temperature  of  the 
air  in  the  well  was  io°74.  

From  the  formula  v = 333  \/i  + at  we  get  for  the  velocity  of  sound  at  the  tem- 
perature in  question  339 ’05  metres. 

Let  t be  the  time  which  the  stone  occupies  in  falling  ; then  \ gfl  — x will  represent 
the  depth  of  the  well  ; on  the  other  hand,  the  time  occupied  by  the  report  will  be  4 - t, 
and  the  distance  will  be  (4  — t)  v = x (i)  ; thus  (4  — t)  v = i gt1  (ii),  from  which, 
substituting  the  values, 

(4  - ()  339  "5  = 4 '9  ** 

t = 3793  seconds,  and  substituting  this  value  in  either  of  the  equations  (i)  or  (ii), 
we  have  the  depth  = 72-6  metres  nearly. 

2.  A bullet  is  fired  from  a. rifle  with  a velocity  of  414  metres  per  sec.,  and  is  heard 
to  strike  a target  4 seconds  afterwards.  Required  the  distance  of  the  target  from  the 
marksman,  the  temperature  being  assumed  to  be  zero. 

— + — = 4 ; x = 748 '2  metres. 

414  333 

3.  At  what  distance  is  an  observer  from  an  echo  which  repeats  a sound  after 
3 seconds,  the  temperature  of  the  air  being  io°  ? 

In  these  3 seconds  the  sound  traverses  a distance  of  3 x 339  = 1017  metres  ; this 
distance  is  twice  that  between  the  observer  and  the  reflecting  surface  ; hence  the  dis- 
tance is 

lOI7  — 508 '5  metres. 

2 

4.  Between  a flash  of  lightning  and  the  moment  at  which  the  corresponding 

thunder  is  first  heard,  the  interval  is  the  same  as  that  between  two  beats  of  the  pulse. 
Knowing  that  the  pulse  makes  80  beats  in  a minute,  and  assuming  the  temperature 
of  the  air  to  be  150  C.,  what  is  the  distance  of  the  discharge?  A ns.  454 'i  metres. 

5.  A locomotive  passing  an  observer  at  the  rate  of  80  miles  an  hour  is  sounding 
ts  whistle,  the  frequency  of  which  is  600.  The  velocity  of  sound  in  air  being 
1120  ft./sec. , determine  the  change  of  pitch  observed. 

Ans.  From  694  to  506,  a little  more  than  ‘ a fourth.’ 


6.  What  is  the  velocity  of  sound  in  coal  gas  at  o°,  the  density  being  o'S? 

Ans.  470 '9  metres  per  sec. 

7.  What  must  be  the  temperature  of  air  in  order  that  sound  may  travel  in  it  with 

the  same  velocity  as  in  hydrogen  at  o°  ? Ans.  About  3680°  C. 


8.  What  must  be  the  temperature  of  air  in  order  that  the  velocity  of  sound  may 
; be  the  same  as  in  carbonic  acid  at  o°  ? Ans.  — ios°'s  C. 


9.  Kendall,  in  a North  Pole  Expedition,  found  the  velocity  of  sound  at  — 40° 

was  314  m.  How  closely  does  this  agree  with  that  calculated  from  the  value  we  have 
assumed  for  o°  ? Ans.  6 '64  metres  too  much. 

10.  What  is  the  value  in  C.G.S.  units  of  Young’s  modulus  of  elasticity  for  a metal 
of  which  the  density  is  7 '5,  and  in  which  sound  travels  with  a velocity  of  5600  m./sec.  ? 

Ans.  2752  x io4 5 6 7 8 9 10 11. 

11.  If  a bell  is  struck  immediately  at  the  level  of  the  sea,  and  its  sound,  reflected 
from  the  bottom,  is  heard  3 seconds  after,  what  is  the  depth  of  the  sea  ? 

Ans.  7140  feet. 
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12.  What  is  the  length  of  the  sound  wave  in  air  at  o°  produced  by  a siren  having 

12  apertures  and  rotating  1660  times  per  minute  ? Velocity  of  sound  in  air  at  o°  is 
332  m./sec.  Ans.  1 metre. 

13.  A siren  with  15  holes  in  the  disc  gives  150  beats  per  minute,  with  a given 

organ  pipe  when  the  disc  makes  2000  revolutions  per  minute,  and  90  beats  per 
minute  when  the  disc  makes  2016  revs. /min.  What  is  the  frequency  of  the  organ 
pipe?  Ans.  502 's  vibrations  per  second. 

14.  A person  stands  150  feet  on  one  side  of  the  line  of  fire  of  a rifle  range  450  feet  in 
length  and  at  right  angles  to  a point  150  feet  in  front  of  the  target.  What  is  the  mean 

velocity  of  the  bullet  if  the  person  hears  it  strike  the  target  ? of  a second  later  than 

the  report  of  the  gun?  The  temperature  is  assumed  to  be  i6°-s.  Ans.  2038  ft./sec. 

15.  An  echo  repeats  five  syllables,  each  of  which  requires  a quarter  of  a second  to 

pronounce,  and  half  a second  elapses  between  the  time  the  last  syllable  is  heard  and 
the  first  syllable  is  repeated.  What  is  the  distance  of  the  echo,  the  temperature  of 
the  air  being  io°  C.  ? Ans.  297  47  metres. 

16.  The  note  given  by  a silver  wire  a millimetre  in  diameter  and  a metre  in 
length  being  the  middle  C,  what  is  the  tension  of  the  wire  ? Density  of  silver  10-47. 

Ans.  22-67  kilos. 

17.  The  density  of  iron  being  7-8  and  that  of  copper  8 '8,  what  must  be  the 
thickness  of  wires  of  these  materials,  of  the  same  length  and  equally  stretched,  so  that 
they  may  give  the  same  note  ? 

From  the  formula  for  the  transverse  vibration  of  strings  we  have  for  the  number  of 

vibrations  n = - / — . As  in  the  present  case,  the  tensions,  the  length  of  the 

rl  S'  it  d 

strings,  and  the  number  of  vibrations  are  the  same,  we  have 

- / PL  = JL  / JL,  whence  ^ = */8.n  = I'°62- 
rl  S'  it  d rtl  S'  -n  dl  r*  S'  7 8 

18.  A wire  stretched  by  a weight  of  13  kilos,  sounds  a certain  note.  What  must 
be  the  stretching  weight  to  produce  the  major  third  above  this  note? 

The  major  third  having  - the  number  of  vibrations  of  the  fundamental  note,  and  as, 

4 

all  other  things  being  the  same,  the  numbers  of  vibrations  are  directly  as  the  square 
roots  of  the  stretching  weight,  we  shall  have  x = 20-312  kilos. 

19.  The  diameters  of  two  wires  of  the  same  length  and  material  are  i'S  and 

3-8  mm.  ; and  their  stretching  weights  6 and  24  kilos,  respectively.  Required  the  ratio 
of  the  numbers  of  their  vibrations.  Ans.  n : n,  = 1 266  . 1. 

20.  A brass  wire  1 metre  in  length  stretched  by  a weight  of  2 kilos.,  and  a silver 
wire  of  the  same  diameter,  but  3-163  metres  in  length,  give  the  same  number  of 
vibrations.  What  is  the  stretching  weight  in  the  latter  case?  Ans.  w — 25  1 os. 

21.  Four  strings  of  the  same  length  and  material,  but  of  different  thicknesses, 

are  stretched  on  a violin  and  tuned  to  give  successive  fifths.  If  the  tensions  are  the 
same,  compare  the  thicknesses  of  the  strings.  Ans.  27  . 18  . 12  . 

22.  In  the  last  question  what  must  be  the  relative  tensions  on  the  strings  that  they 

may  all  give  the  same  note?  Ans.  n 39  . 5 06  . 2 _s  . 1. 

23  A copper  wire  1-23  mm.  in  diameter  and  a platinum  one  of  0-73  mm.  are 
stretched  by  equal  weights.  What  is  the  ratio  of  their  lengths,  if,  when  the  copper 
wire  gives  the  note  C,  the  platinum  gives  F on  the  diatonic  scale? 

Ans.  The  length  of  the  copper  is  to  the  length  of  the  platinum  - 1-264  : 1. 

24.  An  organ  pipe  gives  the  note  C at  a temperature  o°  ; at  what  temperature 

will  it  yield  the  major  third  above  this  note?  Ans.  153  • 

25.  A brass  wire  a metre  in  length,  and  stretched  by  a weight  of  a kilo.,  yields 
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the  same  note  as  a silver  wire 
stretched  by  a weight  of  7*5  kilos. 


of  the  same  diameter  but  2 '5  metres  in  length  and 
Required  the  specific  gravity  of  the  silver. 

Ans.  io‘o68. 


26.  How  many  beats  are  produced  in  a second  by  two  notes  whose  rates  of  vibra- 
tion are  respectively  340  and  354  ? ns'  ^ 

27.  Two  weights,  A and  B,  are  attached  to  two  strings,  the  lengths  of  which  are 

on  the  ratio  9 : 10,  but  which  are  otherwise  similar.  When  the  weights  are  exchanged 
the  number  of  beats  heard  when  the  two  strings  give  their  fundamental  notes  is  3 times 
as  great  as  before.  Find  the  ratio  of  the  weights.  Ans.  A : B = 9 : 10. 
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IV.  HEAT 


1.  Two  meicurial  thermometers  are  constructed  of  the  same  glass  ; the  internal 
diameter  of  one  of  the  bulbs  is  7 '5  mm.  and  of  its  tube  2-5  ; the  bulb  of  the  other  is 
6 2 in  diameter  and  its  tube  1 *5.  What  is  the  ratio  of  the  length  of  a degree  of  the 
first  thermometer  to  a degree  of  the  second? 

Let  A and  B be  the  two  thermometers,  D and  D the  diameters  of  the  bulbs,  and 
d and  d the  diameters  of  the  tubes.  Let  us  imagine  a third  thermometer  C with  the 
same  bulb  as  B and  the  same  tube  as  A,  and  let  /,  Ï,  and  l"  denote  the  length  of  a 
degree  in  each  of  the  thermometers  respectively.  Since  the  stems  of  A and  C 
have  the  equal  diameters,  the  lengths  l and  l"  are  directly  as  the  volumes  of  the 
bulbs,  or,  what  is  the  same,  as  the  cubes  of  their  diameters  ; and  as  B and  C have 
the  same  bulk,  the  lengths  /'  and  /"  are  inversely  proportionate  to  the  sections  of 
the  stems,  or,  what  amounts  to  the  same,  to  the  squares  of  their  diameters.  We 

have  then 

l Z)3  i"  d"1 

l"  D'i  and  v Ji  ; 
introducing  the  values  and  solving,  we  have 

~ = 0-638. 

2.  At  what  temperature  is  the  number  on  the 
Centigrade  and  Fahrenheit  thermometers  the  same  ? 

A ns.  — 40°. 

3.  The  same  question  for  the  Fahrenheit  and 

Réaumur  scales.  Ans.—  25-6. 

4.  A capillary  tube  is  divided  into  180  parts 
of  equal  capacity,  the  mercury  in  25  of  which  weighs 
x '2  gramme.  What  must  be  the  radius  of  a spheri- 
cal bulb  to  be  blown  to  it  so  that  180  divisions 
correspond  to  150  degrees  Centigrade? 

Since  25  divisions  of  the  tube  contain  x'2 

„ ,.  . . . 1 *2  x 180 

gramme,  


Fig.  4 


180  divisions  contain 


25 


= 8 64. 


And  since  these  180  divisions  are  to  represent  150  degrees,  the  weight  of  mercury 

corresponding  to  a single  degree  is  But  as  the  expansion  corresponding  to 

ISO 

one  degree  is  only  the  apparent  expansion  of  mercury  in  glass,  the  weight  is  -1  - 

150  6480 

of  the  mercury  in  the  reservoir,  which  is  - W?3.  From  this  R = 1-8755  centimetre. 

3 

5.  By  how  much  is  the  circumference  of  an  iron  wheel,  whose  diameter  is  6 feet, 

increased  when  its  temperature  is  raised  400  degrees?  Coefficient  of  expansion  of 
iron  = 0*0000122.  Ans.  By  0-092  foot. 

6.  What  must  be  the  length  of  a wire  of  this  metal  which  for  a rise  of  temperature 

of  1°  expands  by  one  foot  ? Ans.  81967  feet. 

7.  Two  walls,  which  when  perpendicular  are  30  feet  apart,  have  bulged  out- 

wards to  the  extent  of  2-4  inches.  They  are  to  be  made  perpendicular  by  the  contrac- 
tion of  an  iron  bar.  By  how  much  must  its  temperature  be  raised  above  that  of  the  air, 
which  is  taken  at  o°?  Ans.  546-4. 


8.  An  iron  wire  4 sq.  mm.  in  cross  section  is  stretched 
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of  its  length  by  a 
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38700' 

>°  the  volume  of 


weight  of  1 kilo.  What  weight  must  be  applied  to  a bar  9 sq.  mm.  in  cross  section, 
when  it  is  heated  from  o°  to  20°,  in  order  to  prevent  it  from  expanding  ? 

Ans.  44'S  kilos. 

< 9.  If  the  coefficient  of  apparent  expansion  of  mercury  in  glass  is  «nW  what  mass 
of  mercury  will  overflow  from  a weight  thermometer  which  contains  400  grs.  of 
mercury  at  o°  C.,  when  its  temperature  is  raised  to  ioo°.  Ans.  6'o6i  grs. 

10.  A bottle  holds  when  quite  full  at  the  temperature  of  melting  ice  20  cubic  inches 
of  ice-cold  water.  How  many  cubic  inches  of  boiling  water  will  it  hold,  the  bottle  as 
well  as  the  water  being  at  ioo°  C.  ? Coefficient  of  linear  expansion  of  glass  is  9 x 10 

U + *0 Ans-  2°'°5-b 

11.  At  the  temperature  zero  a solid  is  immersed  o'975  ol  its  total  volume  in 

alcohol.  At  the  temperature  25°  the  solid  is  wholly  immersed.  The  coefficient  of 
expansion  of  the  solid  being  o '000026,  required  the  coefficient  of  expansion  of  the 
alcohol.  Ans.  0-001052. 

12.  Into  a glass  globe,  the  capacity  of  which  at  o°  is  250  cc.,  are  introduced 
25  cc.  of  air  measured  at  o°  and  76  cm.  The  flask  being  closed  and  heated  to  ioo°, 

required  the  internal  pressure.  Coefficient  of  cubical  expansion  of  glass 

At  ioo°  the  capacity  ol  the  flask  is  250  ( 1 + - 100  ) ; again  at  100' 

V 38700/ 

the  free  air  under  the  pressure  76  is  25  (1  + 100  x o'oo366).  But  its  real  volume  is 
250  x 3??  under  a pressure  x.  Hence 
388 

387 

13.  The  specific  gravity  of  mercury  at  o°  being  13-6,  required  the  volume  of 

3 kilogrammes  at  85°.  Coefficient  of  expansion  '00018.  Ans.  224  cc. 

14.  A hollow  copper  sphere  20  cm.  in  diameter  is  filled  with  air  at  o°  under  a 

pressure  of  atmosphere  ; what  is  the  total  pressure  on  the  interior  surface  when  the 
enclosed  air  is  heated  to  a temperature  of  6oo°?  Ans.  6226-5  kilos. 

15.  Calculate  the  weight  of  air  in  a room  20  x 10  x 2 metres  when  the  barometer 
stands  at  77  cm.  and  the  Centigrade  thermometer  at  150.  If  the  barometer  was  at 
42  cm.  and  the  thermometer  at  250,  what  weight  of  air  would  it  contain  ? Given  that 
'001293  gr-  of  air  at  o°  and  76  cm.  has  a volume  of  1 cc. 

Ans.  499 'i  kilos.  ; 263  kilos. 

16.  Between  the  limits  of  pressure  700  to  780  mm.  the  boiling-point  of  water  varies 
°0'°375  C.  for  each  mm.  of  pressure.  Between  what  limits  of  temperature  does  the 
boiling  point  vary  when  the  height  of  the  barometer  is  between  735  and  755  mm.  ? 

Ans.  Between  99°'o625  and  99°'8i25. 

17.  Liquid  phosphorus  cooled  down  to  300  is  made  to  solidify  at  this  tempera- 
ture. Required  to  know  if  the  solidification  will  be  complete,  and  if  not,  what  weight 
will  remain  melted  ? The  melting  point  of  phosphorus  is  44-2  ; its  latent  heat  of  fusion 
5 '4,  and  its  specific  heat  o'2. 

Let  * be  the  weight  of  phosphorus  which  solidifies  ; in  so  doing  it  will  give  out  a 
quantity  of  heat  = 5-4  * ; this  is  expended  in  raising  the  whole  weight  of  the  phos- 
phorus from  30  to  44'2.  Hence  we  have  5-4*  = 1 x (44-2  - 30)  0 2,  from  which 
* = 2 84  „ 


388. 

387 

76 


x = 250  x 


25  x i '366,  from  which  x = 10  3543  cm. 


S'4 


— o'526,  so  that  0-474  °f  phosphorus  will  remain  liquid. 


18.  A pound  of  ice  at  o°  is  placed  in  two  pounds  of  water  at  o°  ; required  the 
weight  of  steam  at  ioo°  which  will  melt  the  ice  and  raise  the  temperature  of  the  mix- 
ture to  30°.  The  latent  heat  of  the  liquefaction  of  ice  is  79-2,  and  that  of  the  vaporisa- 
tion of  water  536.  Ans  .2?g  pQUnd 

l9-  6S'S  grammes  of  ice  at  - 200  having  been  placed  in  x grammes  of  oil  of 
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turpentine  at  13-3°,  the  final  temperature  is  found  to  be  3'!°.  The  specific  heat  of 
turpentine  is  0-4,  and  it  is  contained  in  a vessel,  weighing  25  grammes,  whose  specific 
heat  is  o'l.  The  specific  heat  of  ice  is  o’5.  Required  the  value  of  x. 

Ans.  x = 1475  grammes. 

20.  In  what  proportion  must  water  at  a temperature  of  300  and  linseed  oil 

(sp.  heat  = o’s)  at  a temperature  of  50°  be  mixed  so  that  there  are  20  kilos,  of  the 
mixture  at  400?  Ans.  Water  = 6 -66  kilos,  and  linseed  oil  = 13-34. 

21.  By  how  much  will  mercury  at  o°  be  raised  by  an  equal  volume  of  water  at 

xoo°?  Ans.  68° -9  C. 

22.  The  specific  heat  of  gold  being  0-03244,  what  weight  of  it  at  45°  will  raise  a 
kilogramme  of  water  from  i2°'3  to  15° 7? 

Let  x be  the  weight  sought  ; then  x kilogrammes  of  gold  in  sinking  from  450  to 
1 50 7 will  give  out  a quantity  of  heat  represented  by  x (43°  — i5°7)  £>'0324,  and  this  is 
equal  to  the  heat  gained  by  the  water,  that  is  to  1 (157  — 12-3)  = 3'4,  hence  x = 3-58. 


23.  The  specific  heat  of  copper  sulphide  is  0'i2i2,  and  that  of  silver  sulphide 
0-0746.  S kilos,  of  a mixture  of  these  two  bodies  at  40°  when  immersed  in  6 kilos,  of 
water  at  7-669°,  raises  its  temperature  to  io°.  How  much  of  each  sulphide  did  the 
mixture  contain  ? 

The  weight  of  the  copper  sulphide  = 2,  and  that  of  the  silver  sulphide  3. 

24.  Into  a mass  of  water  at  o°,  100  grammes  of  ice  at  — 120  are  introduced  ; a 

weight  of  7*2  grammes  of  water  at  o°  freezes  about  the  lump  immersed,  while  its 
temperature  rises  to  zero.  Required  the  specific  heat  of  ice.  Latent  heat  of  water 
= 79-2.  Ans-  0 47S2- 

25.  Four  pounds  of  copper  filings  at  1300  are  placed  in  20  pounds  of  water  at  20°, 

the  temperature  of  which  is  thereby  raised  2 degrees.  What  is  the  specific  heat,  c,  of 
copper?  Ans.  c — 0-0926. 

26.  Two  pieces  of  the  same  metal,  weighing  300  and  350  grammes,  heated  to  a 
temperature  x,  have  been  immersed,  the  former  in  3331  "6  grammes  of  water  at  io°,  and 
the  latter  in  1935  -4  grammes  at  the  same  temperature.  The  temperature  in  the  first  case 
rises  to  20°,  and  in  the  second  to  30°  Required  the  original  temperature  and  the  specific 
heat  of  the  metal.  Ans.  x the  temperature  = 10000  ; c the  specific  heat  = 0-114. 


27.  In  what  proportions  must  a kilogramme  of  water  at  30°  be  divided  in  order  that 
the  heat  which  one  portion  gives  out  in  cooling  to  ice  at  zero  may  be  sufficient  to  change 
the  other  into  steam  at  ioo°  ? Ans-  8203  • I797- 

28  Three  mixtures  are  formed  by  mixing  two  and  two  together,  equal  quantities 
of  ice  ' salt  and  water  at  o°.  Which  of  these  mixtures  will  have  the  highest  and  which 
the  lowest  temperature?  Ans.  The  mixture  of  ice  and  salt  will  produce  the  lowest 
temperature,  while  that  of  ice  and  water  will  produce  no  lowering  of  temperature. 


29.  In  23-45  kilos,  of  water  at  I2°-S  are  placed  6-17  kilos,  of  a body  at  a tem- 
perature of  8o°  ; the  mixture  acquires  the  temperature  i4°'i.  Required  the  specific 

heat  of  the  body.  A ... 

If  c is  the  specific  heat  required,  then  me  {f  - 8)  represents  the  heat  lost  by  the  body 
in  cooling  from  8o°  to  i4°-i  ; and  that  absorbed  by  the  water  in  rising  from  12  -5  to 
i4°*i  is  w!  (0  — t).  These  two  values  are  equal.  Substituting  the  numbers,  we  have 


c = o’iooiq. 

30.  Assuming  that  1 gr.  of  water  expands  by  -09  c.c.  on  freezing  and  evolves 
80  calories,  determine  the  specific  heat  of  a substance  10  gr.  of  which  when  intro- 
duced into  a Bunsen's  calorimeter  at  a temperature  of  ioo°  C.  produce  a contraction 

„ , . Ans.  ’062 

of  70  cubic  mm. 

31.  Equal  lengths  of  the  same  thin  wire  traversed  by  the  same  electric  current  are 
placed  respectively  in  1 kilo,  of  water  and  in  3 kilos,  of  mercury.  The  water  is 
raised  io°  in  temperature  ; by  how  much  will  the  mercury  be  raised  ? 
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32  How  many  cubic  feet  of  air  under  constant  pressure  are  heated  through  i°  C. 
by  one  thermal  unit  ? Ans.  55  '3  cubic  feet. 

33.  Given  two  pieces  of  metal,  one  x weighing  2 kilos,  heated  to  8o°,  and  the  other 
y weighing  3 kilos.,  and  at  the  temperature  50°.  To  determine  their  specific  heats 
they  are  immersed  in  a kilogramme  of  water  at  io°,  which  is  thereby  raised  to  26°'3. 

The  experiment  is  repeated,  the  two  metals  being  at  the  temperature  roo°  and  40° 
respectively,  and,  as  before,  they  are  placed  in  a kilogramme  of  water  at  io°,  which 
this  time  is  raised  to  28° ’4.  Required  the  specific  heats  of  the  two  metals. 

Ans.  x = 0-115  ; y = 0-0555. 

34.  For  high  temperatures  the  specific  heat  of  iron  is  01053  + 0-000017  t.  What 
is  the  temperature  of  a red-hot  iron  ball  weighing  a kilogramme,  which,  plunged  in  16 
kilogrammes  of  water,  raises  its  temperature  from  120  to  24°  ? What  was  the  tempe- 
rature of  the  iron  ? 

(0-1053  + o' 000017  t)  (7—  24)  = 16  (24  — 12), 
or  -000017  t2  + -1048892  t — 2-5272  = 192  ; 

whence  t = i493'3°  C. 

35.  A kilogramme  of  the  vapour  of  alcohol  at  8o°  passes  through  a copper  worm 
placed  in  xo'8  kilogrammes  of  water  at  12°  the  temperature  of  which  is  thereby  raised 
to  36°.  The  copper  worm  and  copper  vessel  in  which  the  water  is  contained  weigh 
together  3 kilogrammes.  Required  the  latent  heat  of  alcohol  vapour.  Ans.  238-77. 

36.  Determine  the  temperature  of  combustion  of  charcoal  in  burning  to  form 
carbonic  acid. 

We  know  from  chemistry  that  one  part  by  weight  of  carbon  in  burning  unites 
with  2 § parts  by  weight  of  oxygen  to  form  3!  parts  by  weight  of  carbonic  acid. 
Again  the  number  of  thermal  units  produced  by  the  combustion  of  a pound  of  charcoal 
is  8080  ; the  whole  of  this  heat  is  contained  in  the  3 § parts  of  carbonic  acid  produced, 
and  if  its  specific  heat  were  the  same  as  that  of  water,  its  temperature  would  be 

-°^°  = 22040  C.  ; but  since  the  specific  heat  of  carbonic  acid  is  0-2163  that  of  an  equal 
3§ 

weight  of  water,  the  temperature  will  be  _32°‘i  = 10189°  C. 

0-2163 

37.  A glass  globe  measuring  60  cubic  centimetres  is  found  to  weigh  19-515 

grammes  when  filled  with  air  under  a pressure  of  752-3  mm.  and  at  a temperature  of  io°  C. 
Some  ether  is  introduced  and  vaporised  at  a temperature  of  6o°,  whereupon  the  flask 
is  sealed  while  quite  full  of  vapour,  the  pressure  being  753-4  mm.  Its  weight  is  now 
found  to  be  19-6025  grammes.  Required  the  density  of  the  ether  vapour  compared 
with  that  of  hydrogen.  Ans.  37. 

38.  Calculate  the  density  of  alcohol  vapour  as  compared  with  air  by  Gay-Lussac’s 
method  from  the  following  data  : — 

Weight  of  alcohol  0-1047  gr.  ; vol.  of  vapour  at  iio°  C.  =82-55  cc-  ! height  of 
mercury  above  the  level  in  the  bath,  98  mm.  ; barometric  height,  752-3  mm.  ; tempera- 
ture of  the  room,  150  C.  Ans.  i'6. 

39.  In  a determination  of  the  vapour  density  by  Gay-Lussac's  method,  0-1163 

gramme  of  substance  was  employed.  The  volume  observed  was  50-79  cc.,  the  height 
of  the  mercury  above  the  level  of  that  in  the  bath  was  80 'o  mm,  the  height  of  the  oil 
column  reduced  to  millimetres  of  mercury  16-9;  the  temperature  215°  C.,  and  the 
height  of  the  barometer  at  the  time  of  observation  755-5111111.  Required  the  specific 
gravity  of  the  vapour  as  compared  with  that  of  hydrogen.  Ans.  50-1. 

40.  Through  a U-tube  containing  pumice  saturated  with  sulphuric  acid  a cubic 
metre  of  air  at  15°  is  passed,  and  the  tube  is  found  to  weigh  3-95  grammes  more. 
Required  the  hygrométrie  state  of  the  air. 
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The  pressure  of  aqueous  vapour  at  15°  is  12-699  mm.  ; hence  the  weight  of  a cubic 

metre  of  aqueous  vapour  saturated  at  150  is  IZ93.  x 9_*  .5  _ I2-79  grammes, 

( i + — 'N  760  x 8 
V 273  ) 

and  the  hygrométrie  state  is  3 95  _ 0-309. 

1279 

41.  A quantity  of  dry  air  measures  4,500  cc.  at  io°  C. , and  760  mm.  pressure.  If 

the  air  is  heated  to  330  and  saturated  with  vapour  at  that  temperature,  find  the 
volume  of  the  mass  of  air  in  order  that  the  pressure  may  be  doubled,  the  pressure  of 
aqueous  vapour  at  330  being  37-41  mm.  Ans.  2493  cc. 

42.  The  quantity  of  water  given  out  by  the  lungs  and  skin  may  be  taken  at 

30  ounces  in  24  hours.  How  many  cubic  inches  of  air  already  half  saturated  at  io°  will 
be  fully  saturated  by  the  moisture  exhaled  from  the  above  two  sources  by  one  man  ? 
Pressure  of  aqueous  vapour  at  io°  in  inches=o'30i.  Pressure  of  the  atmosphere  = 30 
inches.  Ans.  6121  cubic  feet. 

43.  A mass  of  air  extending  over  an  area  of  60,000  square  metres  to  a height  of 
300  metres  has  the  dew  point  at  15°  its  temperature  being  20°  How  much  rain  will 
fall  if  the  temperature  sinks  to  io°? 

The  weight  of  vapour  condensed  from  one  cubic  metre  in  these  circumstances 
will  be  3 '1435  grammes,  and  therefore  from  18,000,000  cubic  metres  it  will  be  56,583 
kilogrammes,  which  is  equal  to  a rainfall  0-0943  mm.  in  depth. 

44.  When  3 cubic  metres  of  air  at  io°  and  5 cubic  metres  at  18°  each  saturated 
with  aqueous  vapour  at  those  temperatures,  are  mixed  together,  is  any  water  precipi- 
tated ? And  if  so,  how  much  ? 

The  weight  of  water  contained  in  the  two  masses  under  the  given  conditions  are 
respectively  28-18  and  76 -59  grammes  ; the  weight  required  to  saturate  the  mixture  at  the 
temperatureof  150  is  10279  grammes,  and  therefore  278  grammes  will  be  precipitated. 

45.  The  temperature  of  the  air  at  sunset  being  io°,  what  must  be  the  lowest  hygro- 
métrie state,  in  order  that  dew  may  be  deposited,  it  being  assumed  that  in  conse- 
quence of  nocturnal  radiation  the  temperature  of  the  ground  is  70  below  that  of  the  air  ? 

Ans.  The  hygrométrie  state  must  be  at  least  o'62  of  total  saturation. 

46.  It  is  stated  as  a practical  rule  that  when  the  pressure  of  aqueous  vapour  present 
in  the  atmosphere,  as  indicated  by  the  dew  point,  is  equal  to  x mm.  of  mercury,  the 
weight  of  water  present  in  a cubic  metre  of  that  air  is  x grammes.  What  is  the  error 
in  this  statement  for  a pressure  of  10  mm.  and  the  temperature  150  C.  ? 

Ans.  0172  gr. 

47.  A mass  of  1 kilo,  is  moving  with  a velocity  of  500  ft.  per  second.  What  is  its 

energy  in  calories  ? Ans.  2751. 

48.  A raindrop  falls  to  the  ground  from  a height  of  a mile  ; by  how  much  would 

its  temperature  be  raised,  assuming  that  it  imparts  no  heat  to  the  air  or  to  the 
ground  ? Ans.  30  8 C. 

49.  A lead  bullet  falls  through  a height  of  10  metres  ; by  what  amount  will  its 

temperature  have  been  raised  when  it  reaches  the  ground,  if  all  the  heat  is  expended  in 
raising  the  temperature  of  the  bullet  ? Ans.  075150  C. 

50.  Determine  the  value  of  the  mechanical  equivalent  of  heat  from  the  following 
data.  Specific  heat  of  air  at  constant  pressure  = -2374  ; velocity  of  sound  in  air  at 
o°  = 333  m./sec  ; density  of  air  at  o°  and  760  mm.  = ’001293;  g = 981  ; density 
of  mercury  at  o^  = 13*6  ; coefficient  of  expansion  of  air  = 1/273- 

Ans.  4 ’135  x io7. 

51.  From  what  height  must  a lead  bullet  fall  in  order  that  its  temperature  may 
be  raised  n degrees  ?— and  what  velocity  will  it  have  acquired  ? It  is  assumed  that  all  the 
heat  is  expended  in  raising  the  temperature  of  the  bullet  ; the  specific  heat  of  lead  is 
0-0314,  and  Joule’s  equivalent  424,  a metre  being  the  unit  of  length. 

Ans . 13*31  x n metres  ; v = 28*8  v ti  metres  per  second. 
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52.  How  much  heat  is  disengaged  if  a bullet  weighing  50  grammes  and  having 
a velocity  of  50  metres  strikes  a target  ? 

Ans.  Sufficient  to  raise  one  gramme  of  water  through  150  C. 

53.  How  much  heat  is  produced  in  the  room  of  a manufactory  in  which  1 2 horse- 
power of  the  motor  is  consumed  each  second  in  overcoming  the  resistance  of  friction  ? 
Ans.  A quantity  sufficient  to  raise  102561  pounds  of  water  one  degree  Centigrade. 

54.  What  is  the  ratio  between  the  quantities  of  heat  which  are  respectively  pro- 

duced when  a bullet  weighing  50  grammes  and  having  a velocity  of  500  metres, 
and  a cannon-ball  weighing  40  kilogrammes  with  a velocity  of  400  metres,  strike  a 
target?  Ans.  r : 512. 

55.  The  specific  heat  of  lead  is  0031,  and  its  latent  heat  of  fusion  5'37-  What 
is  the  mechanical  equivalent  of  the  heat  necessary  to  raise  5 pounds  of  lead  from  a 
temperature  of  2700  C.  to  its  melting-point  3350  C.,  and  then  to  melt  it  ? 

Ans.  51326  foot-pounds. 

56.  Assuming  that  the  temperature  at  which  heat  leaves  a perfect  engine  is  160  C., 
at  what  temperature  must  it  be  taken  in  in  order  to  obtain  a theoretical  useful  effect  of  J ? 

Ans.  i6o'5°  C. 

57.  Assuming  that  in  a perfect  engine  heat  is  taken  in  at  a temperature  of  144°, 
and  is  given  out  at  a temperature  of  36°  : what  is  the  greatest  theoretical  useful  effect? 

Ans.  o'2$g. 

58.  How  many  calories  will  be  conducted  in  an  hour  through  each  square  metre 

of  an  iron  plate  3 cm.  thick,  its  two  sides  being  kept  at  the  respective  temperatures  of 
20'  and  2000,  the  mean  specific  conductivity  of  iron  between  these  temperatures  being 
o’i2  ? Ans.  21,600. 
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V.  LIGHT 


J 


1.  How  many  candles  are  required  to  produce  at  a distance  of  2-5  metres  the 

same  illuminating  effect  as  one  candle  at  a distance  of  0-45  metre?  Ans.  31. 

2.  Two  sources  of  light  whose  intensities  are  as  1 : 2 are  2 metres  apart.  At 
what  position  is  a space  between  them  equally  illuminated  ? 

Ans.  o'828  metre  from  the  less  intense  light. 

3.  A candle  sends  its  rays  vertically  against  a plane  surface.  When  the  candle  is 
removed  to  thrice  the  distance  and  the  surface  makes  an  angle  of  6o°  with  the  original 
position,  what  is  the  ratio  of  the  lluminations  in  the  two  cases?  Ans.  18  : 1. 

4.  An  observer,  whose  eye  is  6 feet  above  the  ground,  stands  at  a distance  of  18 

feet  from  the  near  edge  of  a still  pond,  and  sees  there  the  image  of  the  top  of  a tree, 
the  base  of  which  is  at  a distance  of  100  yards  from  the  place  at  which  the  image  is 
formed.  Required  the  height  of  the  tree.  Ans.  100  feet. 

5.  What  is  the  height  of  a tower  which  casts  a shadow  56-4  metres  in  length  when  a 
vertical  rod  o’95  metre  in  height  produces  a shadow  i'38  metre  in  length? 

Ans.  38 ’8. 

6.  A minute  hole  is  made  in  the  shutter  of  a dark  room,  and  at  a distance  of 

2 -5  metres  a screen  is  held.  What  is  the  size  of  the  image  of  a tree  which  is  15-3 
metres  high  and  is  at  a distance  of  40  metres?  Ans.  95-625  cm. 

7.  What  is  the  length  of  the  shadow  of  a tree  50  feet  high  when  the  sun  is  300 
above  the  horizon?  What  when  it  is  45° > ailc^  6o°?  Ans.  86  6 ; 5°>  an(^  28  867  feet. 

8.  Under  what  visual  angle  does  a line  of  30  feet  appear  at  a distance  of  18  feet. 

Ans.  790 ’36. 

9.  The  apparent  diameter  of  the  moon  amounts  to  31'  3".  What  is  its  real  dia- 
meter if  its  distance  from  the  earth  is  taken  at  239000  geographical  miles? 

Ans.  2158  geographical  miles. 

10.  What  must  be  the  angle  between  two  plane  mirrors  in  order  that  an  incident 
rav  which  is  parallel  to  one  of  them  may  after  two  reflections  be  parallel  to  the  other? 

3 Ans.  6o°. 

11  For  an  ordinary  eye  an  object  is  visible  with  a moderate  illumination  and  pur- 

air  under  a visual  angle  of  40  seconds.  At  what  distance,  therefore,  can  a black  circle 
(6  inches  in  diameter)  be  seen  on  a white  ground  ? Ans.  2578  feet. 

12  At  what  distance  from  a circle  with  a diameter  of  one  foot  is  the  visual  angle  a 

Ans.  206265  feet. 

second  ? 

13  At  what  distance  would  a circular  disc  1 inch  in  diameter,  of  the  same  bright- 
ness as  the  sun's  surface,  illuminate  a given  object  to  the  same  extent  as  a vertical  sun 
in  the  tropics,  the  light  absorbed  by  the  air  being  neglected  ? 

Ans.  Taking  the  sun’s  angular  diameter  at  30,  * = 38  inches. 

14  What  is  the  minimum  deviation  for  a glass  prism  (n  = 1-53),  whose  refracting 

T coi  Ans.  390  50. 

angle  is  6o°  ? . 

15  A ray  of  monochromatic  light  is  incident  at  60°  on  one  face  of  a prism  whose 
anale  is  30°  After  refraction  at  this  face  and  reflection  at  the  second  face  of  the 

1 the  ray  returns  on  its  own  path.  What  is  the  refractive  index  of  the  material 
1 3 Ans.  1732. 

of  the  prism  ? , , . 

16  What  is  the  minimum  deviation  for  a prism  of  the  same  substance  when  the 

. . n-i  Ans.  03^30. 

refracting  angle  is  45  ? 

17  The  refracting  angle  of  a prism  of  silicate  of  lead  was  found  by  measurement 

,0  ta'  .“and  the  mintan,.  deviation  to  b.  *►*.  «»>*«*» 

sins,  s I**» 

index  of  the  substance. 
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18.  Construct  the  path  of  a ray  which  falls  on  an  equiangular  crown-glass  prism 

at  an  angle  of  300  ; and  find  its  deviation.  Ans.  700  45. 

19.  What  are  the  angles  of  refraction  of  a ray  which  passes  from  air  into  glass 

at  an  angle  of  400  ; from  air  into  water  at  an  angle  of  65°  ; and  from  air  into  diamond 
at  an  angle  of  8o°?  Ans.  25° '20  ; 44°'S  I 230-12. 

20.  The  focal  length  of  a concave  mirror  is  8 metres.  What  is  the  distance  of 

the  image  from  the  mirror  when  the  object  is  at  a distance  of  li,  5,  and  7 metres 
respectively?  Ans.  24  ; ^13 -3,. and  - 56. 

21.  An  object  at  a distance  of  10  feet  produces  a distinct  image  at  a distance  of 

3 feet.  What  is  the  focal  length  of  the  mirror?  Ans.  2-3077  feet. 

22.  Required  the  focal  length  of  a crown-glass  meniscus  lens,  the  radius  of  curvature 

of  the  concave  face  being  45  mm.,  and  that  of  the  convex  face  30  mm.  ; the  index  of 
refraction  being  1 -5.  Ans.  f = 180  mm. 


23.  What  is  the  focal  length  of  a double-convex  lens  of  diamond,  the  radius  ot 

curvature  of  each  of  whose  faces  is  4 mm.,  the  refractive  index  of  diamond  being 
2-487?  Ans.  1-34  mm. 

24.  A watch-glass  with  ground  edges,  the  radius  of  curvature  of  which  was  4 -5  cm., 

was  filled  with  water,  and  a glass  plate  slid  over  it.  The  focal  length  of  the  plano- 
convex lens  thus  formed  was  found  to  be  13-5  cm.  Required  the  refractive  index  of  the 
water.  Ans.  n = 1-33. 

25.  If  the  refractive  index  from  air  to  glass  is  3/2,  and  that  from  air  to  water  is 
4/3,  find  the  ratio  of  the  focal  lengths  of  a glass  lens  in  water  and  in  air. 

Ans.  4 : 1. 

26.  What  is  the  focal  length  of  a convex  lens  when  the  distances  of  the  image 

and  object  are  respectively  5 and  36  cm.  ? Ans.  4-4  cm. 

27.  The  radii  of  curvature  of  a double-convex  lens  of  crown  glass  are  6 and 

8 inches.  What  is  the  focal  length  ? Ans.  6-85  inches. 

28.  A concave  lens  and  a concave  mirror  having  a common  axis  are  6 inches 
apart.  Rays  starting  from  a point  on  the  axis  12  inches  from  the  lens  fall  on  the 
lens,  then  on  the  mirror,  and  converge  to  a point  4!  inches  from  the  mirror.  If  the 
radius  of  curvature  of  the  mirror  is  6 inches,  what  is  the  focal  length  of  the  lens  ? 

Ans.  5 ft. 

29.  The  focal  length  of  a double-convex  lens  is  4 inches  ; the  radius  of  cur- 
vature of  one  of  its  faces  is  3 inches.  What  is  that  of  the  second?  Ans.  6 inches. 

30.  If  the  focal  length  of  a convex  lens  is  1 cm.,  at  what  distance  must  a luminous 
object  be  placed  so  that  its  image  is  formed  at  2 cm.  distance  from  the  lens  ? 

Ans.  2 cm. 

31.  A candle  at  a distance  of  120  cm.  from  a lens  forms  an  image  on  the  other 

side  of  the  lens  at  a distance  of  200  cm.  Required  the  nature  of  the  lens  and  its 
focal  length.  Ans.  It  is  a convex  lens,  and  its  focal  length  is  75  cm. 

32.  A plano-convex  lens  was  found  to  produce  at  a distance  of  62  cm.  a sharp 
image  of  an  infinitely  distant  object.  In  front  of  the  same  lens,  at  a distance  of  84  cm., 
a millimetre  scale  was  placed,  and  a sharp  image  was  formed  at  a distance  of  250  cm! 
It  was  thus  found  that  10  mm.  in  the  object  corresponded  to  29  in  the  image 
From  these  observations  determine  the  focal  length  of  the  lens. 

Ans.  The  mean  of  the  results  is  62-4. 

33.  A beam  of  light  is  converged  by  a lens  A to  a point  B,  10  inches  from  the  lens. 
If  a second  lens  (focal  length  = 10  inches)  is  placed  symmetrically  between  A and  B, 
and  8 inches  from  A,  determine  the  new  point  of  convergence  of  the  beam  where 
tlie  second  lens  is  (i)  convex,  (2)  concave. 


A?is.  (1)  9*66,  (2)  io*5  inches,  from  A. 
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34.  The  image  of  a distant  tree  was  sharply  formed  at  a distance  of  31  cm.  from 
tire  centre  of  a concave  mirror. 

In  another  case  the  image  of  an  object  18  mm.  in  length  at  a distance  of  405  mm. 
from  the  mirror  was  formed  at  1350  mm.  from  the  mirror  and  had  a length  of  61  mm. 
In  another  experiment  the  distances  of  object  and  image  and  the  size  of  the  image  were 
respectively  2200,  355,  and  3 mm. 

Deduce  from  these  several  data  the  focal  length  of  the  mirror.  Ans.  31-2  ; 30-5. 

35.  If  the  refractive  index  of  crown  glass  for  sodium  light  is  i'5o,  and  that  of  flint 
glass  1 '60,  find  approximately  the  angle  of  a flint-glass  prism  required  to  correct  the 
deviation  produced  by  a crown-glass  prism  of  200.  What  is  the  dispersion  produced 
by  the  two  prisms  when  combined  so  as  to  give  no  deviation  between  two  rays 
between  which  the  dispersive  power  of  crown  glass  is  C04  and  of  flint  glass  o‘o6? 

Ans.  io°  ; o0-i2. 

36.  Prove  that  the  magnifying  power  of  a simple  telescope  consisting  of  two 
lenses  only  (object  glass  and  eyepiece)  when  focused  for  parallel  rays  is  equal  to  the 
ratio  of  the  diameter  of  the  object  glass  to  the  diameter  of  the  image  of  the  object 
glass  formed  by  the  eyepiece. 

37.  A diffraction  grating,  with  lines  o'o5  mm.  apart,  is  held  in  front  of  a Bunsen  s 
burner  in  which  common  salt  is  volatilised,  and  when  viewed  through  a telescope  it  is 
found  that  the  angular  distances  of  the  first,  second,  fourth,  and  sixth  bright  bands  from 
the  central  one  are  respectively  o°  41',  i°  21',  2°  42',  and  40  3'.  Required  the  wave- 
length of  sodium  light. 

The  formula  X = , where  X is  the  wave-length,  <f>  the  angular  distance  of 

ariv  bright  line  of  order  n from  the  central  one,  gives  as  the  mean  of  the  4 observa- 
. ’ Ans.  o-ooo59o88  mm. 
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VI.  MAGNETISM 


1.  A compass  needle  at  the  magnetic  equator  makes  15  oscillations  in  a minute  ; 
how  many  will  it  make  in  a place  where  the  horizontal  force  of  the  earth's  magnetism  is 

— as  great?  Ans,  13, 

25 

2.  A compass  needle  makes  9 oscillations  a minute  under  the  influence  of  the 

earth's  magnetism  alone  ; how  many  will  it  make  when  re-magnetised  so  as  to  be 
half  as  strong  again  as  before?  Ans.  11. 

3.  A small  compass  needle  makes  100  oscillations  in  7 min.  42  sec.  under  the 
influence  of  the  earth's  magnetism  only  ; when  the  south  pole  of  a long  bar  magnet  A is 
placed  10  inches  north  of  it,  it  makes  100  oscillations  in  4 min.  3 sec.  ; and  with  the 
south  pole  of  another  magnet  B in  the  same  place,  it  makes  100  oscillations  in  4 min. 
48  sec.  What  are  the  relative  strengths  of  the  poles  of  the  magnets  A and  B ? 

Ans.  1 '404  : 1. 

4.  A horizontal  bar  magnet  makes  too  oscillations  in  i2'5  minutes  at  a certain 
place  A.  At  another  place  B the  same  magnet  having  lost  10  per  cent,  of  its  magnetism 
makes  100  oscillations  in  13  minutes.  Compare  the  horizontal  forces  at  A and  B. 

Ans.  -973  : 1. 

5.  A small  compass  needle  makes  100  vibrations  in  5 min.  36  sec.  under  the 

influence  of  the  earth’s  magnetism  only,  and  100  in  4 min.  54  sec.  when  a horizontal 
bar  magnet  is  placed  with  its  centre  vertically  below  the  needle  and  with  its  axis  on 
the  magnetic  meridian.  Compare  the  force  exerted  upon  the  needle  by  the  bar 
magnet  with  that  exerted  by  the  earth.  Ans.  '143  : 1, 

6.  Find  the  total  magnetic  force  of  the  earth  at  a place  where  H = -223  and  the 

diPis6°°  Ans.  -446. 

7.  A dip  needle  is  supported  at  its  centre  of  gravity  and  moves  in  a vertical  plane 

inclined  at  45°  to  the  plane  of  the  magnetic  meridian.  Compare  the  horizontal  and 
vertical  forces  acting  on  the  needle  with  those  which  would  act  if  the  plane  of  motion 
were  that  of  the  magnetic  meridian.  Ans.  Hx  : H.,  — 1 : ^2  ; Vx  = Vo 

8.  At  a place  where  the  magnetic  dip  is  6o°,  a dip  needle  makes  10  oscillations 

per  minute  when  swinging  in  the  plane  of  the  magnetic  meridian  ; find  how  many 
oscillations  per  minute  it  will  make  when  swinging  in  the  plane  perpendicular  to  the 
magnetic  meridian.  Aj]s_ 

9.  Compare  the  work  required  to  twist  a magnet  through  6o°  from  the  meridian 
with  that  required  to  twist  it  90°.  What  is  the  actual  amount  of  work  in  either  case 
if  the  moment  of  the  magnet  is  200  and  the  earth’s  horizontal  field  o’i8. 

Ans.  h ; 18,  9. 

10.  A bar  magnet  lies  on  a table  in  a direction  perpendicular  to  the  magnetic 

meridian.  In  the  prolongation  ol  its  axis,  and  at  distances  30  and  60  cm  from  its 
centre,  are  placed  small  compass  needles.  Compare  the  tangents  of  the  deflections  of 
the  needles,  assuming  that  they  have  no  influence  on  each  other.  Ans.  8 • 1. 

. 11-  1 comPass  needle  is  pivoted  on  a point  fixed  to  a horizontal  table  which 

is  movable  about  a vertical  axis.  A short  bar  magnet  is  now  laid  on  the  table,  with 
its  centre  in,  and  ^ length  perpendicular  to,  the  magnetic  axis  of  tile  needle,  and  the 
needle  ,s  thereby  deflected.  It  is  then  found  that  the  table  must  be  turned  through 
3°  for  thc  nccdle  to  point  to  the  centre  of  the  bar.  Show  that  the  magnetic 
moment  of  the  bar  is  J HV  where  H = the  horizontal  force,  and  = distance  of  a 
pole  of  the  magnet  from  the  needle’s  centre. 

12.  A magnet  placed  due  east  (magnetic)  of  q compass  peedle  deflects  the  needle 

49 
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through  6o°,  If  at  another  station  where  the  horizontal  force  is  three  times  as  great, 
the  same  magnet  is  similarly  placed  with  respect  to  the  compass  needle,  what  will  be 
the  deflection  ? Ans.  303. 

13.  A horizontal  magnet  is  supported  by  a vertical  wire,  and  is  in  the  magnetic 

meridian.  The  top  of  the  wire  has  to  be  twisted  through  120°  in  order  to  deflect  the 
magnet  through  a right  angle.  By  how  much  has  the  top  of  the  wire  to  be  twisted 
for  the  needle  to  be  deflected  through  300  only?  Ans.  45°. 

14.  Two  magnets,  the  moment  of  one  of  which  is  double  that  of  the  other,  are 
rigidly  connected  together,  with  the  centre  and  axis  of  one  vertically  over  the  centre 
and  axis  of  the  other,  and  the  whole  is  suspended  by  a fine  metallic  wire.  When  the 
magnets  are  oppositely  directed,  the  top  end  of  the  wire  has  to  be  twisted  through  750 
in  order  to  deflect  the  combination  300  from  the  meridian.  By  how  much  must  the 
top  end  of  the  wire  be  twisted  when  the  magnets  are  similarly  directed  in  order  that 
the  combination  may  take  up  a position  perpendicular  to  the  magnetic  meridian? 

Ans.  360°. 

15.  Two  bar  magnets  whose  magnetic  moments  are  as  ï'728  : 1 are  placed 
parallel  to  each  other,  with  their  N.  poles  pointing  in  opposite  directions  and  perpen- 
dicular to  the  line  A B joining  their  centres,  this  line  being  in  the  direction  of  the 
magnetic  meridian.  At  what  point  on  A B must  a compass  needle  be  placed  that  it 
may  not  be  deflected  by  the-  magnets?  Ans.  If  a,  b are  the  distances  from  the  first 
and  second  magnets  respectively,  a : b = 6:5. 

16.  Prove  that  the  magnetic  force  exerted  by  a short  magnet  at  a point  A on  the 
line  passing  through  its  centre  and  perpendicular  to  its  axis  is  the  same  as  the  force 
exerted  at  a point  on  the  axis  the  distance  of  which  from  the  centre  of  the 

magnet  is  2 times  the  distance  of  A from  the  centre. 

17.  A long  fine  iron  wire  which  is  magnetised  and  bent  into  a horse-shoe  with  its 
poles  4 inches  apart  is  suspended  by  a thread  with  its  poles  in  a horizontal  line  The 
opposite  ends  of  two  very  long  bar  magnets  are  placed  in  the  same  horizontal  line  on 
opposite  sides  of  the  suspended  horse-shoe  and  at  distances  of  2 and  3 inches  from 
its  nearest  poles,  but  the  position  of  equilibrium  of  the  wire  is  not  thereby  disturbed. 
Show  that  the  pole  strengths  of  the  magnets  are  as  20  : 49. 

18  A short  bar  magnet  is  placed  on  a table  with  its  axis  perpendicular  to  the 
magnetic  meridian,  and  passing  through  the  centre  of  a compass  needle.  In  London 
the  compass  needle  is  deflected  through  a certain  angle  when  the  centre  of  the  magnet 
is  2Ç  inches  from  the  centre  of  the  needle.  When  the  experiment  is  repeated  in 
Bombay  the  magnet  must  be  moved  5 inches  nearer  to  the  needle  to  produce  the 
same  deflection.  Use  these  data  to  compare  the  horizontal  forces  in  London  and 
Bombay.  Ans.  H ± \ Ho  = 1 : i'95- 


( 
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VII.  FRICTIONAL  ELECTRICITY; 

1.  At  one  end  of  a light  glass  thread,  carefully  balanced  so  as  to  oscillate  in  a 
vertical  plane,  is  a pith  ball.  Over  this  and  in  contact  with  it  is  a fixed  pith  ball  of  the 
same  dimensions.  Both  balls  being  charged  with  the  same  electricity,  it  is  found  that 
to  keep  them  i'4  inch  apart,  a weight  of  • 9 mgr.  must  be  placed  at  the  free  end  of  the 
glass  thread.  What  weight  must  be  placed  there  to  keep  the  balls  1-05  inch  apart  ? 

Ans.  1 '6  mgr. 

2.  A small  insulated  sphere  A charged  with  the  quantity  of  + electricity  2 is 

at  a distance  of  25  mm.  from  a second  similar  sphere  B charged  with  the  quantity  5 ; 
the  latter  is  momentarily  touched  with  an  unelectrified  sphere  b,  of  the  same  size,  and 
the  distance  altered  to  20  mm.  What  is  the  ratio  of  the  repulsive  forces  in  the  two 
cases?  Ans.  32:25. 

3.  Two  equally  charged  spheres  repel  each  other  when  their  centres  are  half  a 

metre  apart  with  a force  equal  to  the  weight  of  6 mgr.  What  is  the  charge  on 
each  in  electrostatic  units?  Ans.  121 '3. 

4.  Two  insulated  spheres  of  different  sizes  are  charged  with  positive  electricity  so 
that  when  they  are  placed  at  equal  distances  from,  but  on  opposite  sides  of,  an 
insulated  positively  charged  pith  ball  it  remains  at  rest.  If  the  two  spheres  are 
put  in  contact  by  a long  thin  wire  will  the  ball  move,  and  if  so,  in  what  direction? 

5.  A short  ebonite  rod  with  a small  electrified  knob  at  one  end  is  mounted  so 

as  to  turn  freely  about  its  centre  in  a horizontal  plane.  In  a horizontal  line  from 
this,  and  at  a distance  from  it  of  25  and  50  cm.  respectively,  are  placed  insulated 
balls  that  are  also  charged.  The  rod  makes  10  vibrations  in  a given  time,  but  makes 
30  vibrations  in  the  same  time  if  the  balls  are  interchanged.  Compare  the  charges 
on  the  balls.  Ans.  If  ft  and  Q2  are  the  charges,  ft  : ft  = -7.1. 

6.  Two  insulated  spheres  A and  B,  whose  diameters  are  respectively  as  7 : 10, 

have  equal  quantities  of  electricity  imparted  to  them.  In  what  ratio  are  their  electric 
densities?  Ans.  xoo  : 49. 

7.  Two  such  spheres  whose  diameters  are  as  3 : 5 contain  respectively  the 
quantities  of  electricity  7 and  10.  In  what  ratio  are  their  densities  ? Ans.  35  : 18. 

8.  Can  the  leaves  of  an  electroscope  be  made  to  diverge  when  they  are  kept  at 
zero  potential  ? If  so,  describe  how  and  explain  why. 

9.  Equal  quantities  of  electricity  are  communicated  to  two  insulated  metallic 
spheres  whose  radii  are  as  5 : 1.  What  are  their  relative  potentials  ? The  spheres 
are  then  put  in  conducting  communication  by  means  of  a long  thin  wire  which  is 
afterwards  removed.  What  are  now  the  relative  surface  densities  of  the  two  spheres  ? 
Ans.  If  ft,  ft  are  the  potentials  and  oq,  the  densities,  ft  : ft  = 1 : 5 = ^ : <ro. 

10  Two  similar  and  equally  sensitive  gold-leaf  electroscopes,  A and  B,  are 
connected  together  by  a fine  wire.  State  and  explain  the  behaviour  of  tire  electro- 
scopes when  (1)  a positively  charged  body  is  placed  near  A,  (2)  the  wire  connection  is 
removed  (by  insulating  tongs),  (3)  B is  touched,  (4)  the  wire  connection  is  restored. 

Ans.  In  (4)  B diverges  with  + electricity  ; the  divergence  of  A is  increased. 

11.  Two  Leyden  jars  are  exactly  alike  except  that  in  one  the  tinfoil  coatings  arc 

separated  by  glass,  and  in  the  other  by  ebonite.  A charge  of  electricity  is  given  to 
the  glass  jar,  and  the  potential  of  its  inner  coating  measured.  The  charge  is  then 
shared  between  the  two  jars,  and  the  potential  falls  to  '6  of  its  former  value.  If  the 
specific  inductive  capacity  of  ebonite  is  2,  what  is  that  of  glass?  Ans.  3. 

12.  Two  spheres  whose  radii  are  5 inches  and  x inch  are  charged  with  equal 
quantities  of  positive  electricity.  Which  has  the  higher  potential,  and  which  the 
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higher  electric  density  ? How  are  the  potential  and  density  of  each  sphere  modified 
after  they  have  been  allowed  for  a moment  to  touch  each  other? 

Ans.  Potential  of  the  first  is  twice,  and  its  density  four  times  as  great  as  that  of  the 
second.  After  contact  potential  is  the  same,  and  density  of  first  twice  as  great  as 
that  of  second. 

13.  A Leyden  jar  consists  of  two  spherical  concentric  surfaces  of  5 and  6 cm. 

diameters  respectively,  the  intervening  space  being  filled  with  air.  The  outer  sphere 
is  uninsulated  and  the  inner  is  charged  with  20  units  of  electricity.  How  much 
work  is  done  when  the  inner  sphere  is  earthed  ? Ans.  13 '33  ergs. 

14.  An  insulated  sphere  of  2 cm.  radius  is  connected  by  a long  thin  wire  with 
another  insulated  sphere,  the  radius  of  which  is  6 cm.,  and  which  is  surrounded  by  a 
third  sphere  of  8 cm.  radius  concentric  with  it.  The  wire  which  connects  the  first 
and  second  spheres  passes  through  a small  hole  in  the  third  so  as  not  to  touch  it. 
All  the  spheres  are  conductors.  Calculate  the  capacity  of  the  connected  spheres. 

Ans.  26. 


15.  Three  condensers,  each  having  a capacity  C,  are  charged  in  parallel  to  a 

difference  of  potential  V.  What  is  the  difference  of  potential  of  the  terminal  when 
the  charged  condensers  are  arranged  in  series.  Ans.  3 \ . 

16.  Two  equal  horizontal  discs,  A and  B,  are  placed  symmetrically  one  over  the 
other  and  separated  by  air,  A being  insulated  and  B earthed.  When  A is  charged 
the  plates  attract  each  other.  Will  the  attraction  be  the  same  when  the  space  between 
them  is  filled  with  paraffin  ? 

Ans.  The  attraction  will  be  diminished.  See  Arts.  760,  797. 


17.  Four  Leyden  jars,  whose  capacities  are  1,  2,  3,  4 respectively,  are  arranged 

in  series,  the  inner  coating  of  the  first  and  the  outer  coating  of  the  last  being  con- 
nected to  the  electrodes  of  an  influence  machine  between  which  sparks  pass.  Could 
the  effects  observed  be  produced  by  the  aid  of  a single  jar,  and  if  so,  what  would  be 
its  capacity?  Ans.  Yes,  48. 

18.  Within  a spherical  vessel  of  brass  1 cm.  thick,  the  external  diameter  of  which 
is  14  cm  , a brass  ball  8 cm.  in  diameter  is  hung  by  a silk  thread,  so  that  the  centres 
of  the  two  spheres  coincide.  If  the  ball  is  charged  with  36  units  of  positive  electricity, 
and  if  the  potential  of  the  vessel  is  7,  what  is  the  potential  of  the  ball?  Ans.  10. 

19  Within  a very  thin  hollow  spherical  conductor  is  placed  a sphere  of  the  same 
substance,  but  insulated  from  it  and  concentric  with  it;  their  diameters  are 
respectively  16  and  10  cm.  The  potential  of  the  inner  sphere  is  9,  and  the  charge  on 
the  exterior  surface  of  the  spherical  conductor  is  24.  What  changes  of  potential 
would  occur  if  the  inner  were  to  touch  the  outer  sphere? 

Ans.  Before  contact  potentials  are  9 and  3 ; after  contact  each  is  13. 

20  The  area  of  one  of  the  coatings  of  a Leyden  jar  is  1000  sq.  cm.,  the  specific 

inductive  capacity  of  the  glass  is  S and  the  thickness  of  the  glass  3 mm-  “J* 

radius  of  a conducting  sphere  which  has  the  same  electric  capacity  as  the  Le)  den 

Ans . 13 *25  m. 
jar. 

21.  Three  insulated  conducting  spheres,  A,  B,  and  C,  whose  radii  are  respectively 
1,  2,  and  3,  are  charged  with  electricity,  so  that  their  respective  potentials  are  ass I • ^ 
and  are  then  connected  by  wires,  whose  capacity  may  be  neglected  What  pelotai 

quantity  and  potential  of  the  system  ? Ans.  ^ 10, 

22  Supposing  each  of  the  spheres  discharged  separately,  what  would  be  the  total 
work  aeywo«M  produce,  as  compared  with  .1».  produced  b,  ,he  **»»«»* 
whole  system? 

23  If  ioo  units  of  work  must  be  done  to  move  an  electric  charge  Q (=  4)  from 

a place  po, cu.ia,  1,  - » ,0  uuo.her  place  where  .he  po.enha,  ,s  ^ who, ,, 

the  value  of  V ? 
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24.  Two  spheres  of  diameter  6 and  10  cm. , placed  at  a distance  from  each  other, 

are  charged  with  8 and  10  units  of  electricity  respectively.  They  are  then  connected 
by  a fine  wire  ? What  is  the  loss  of  energy  ? Ans.  '4167  erg. 

25.  An  insulated  ice-pail  and  an  insulated  brass  ball  are  both  charged  with 
positive  electricity  at  a distance  from  each  other,  the  pail  to  a high  potential,  the  ball 
to  a low  potential.  The  ball  is  then  brought  near  to  the  pail  and  lowered  into  it 
without  touching  it  until  the  bottom  is  reached.  After  contact  the  ball  is  removed. 
Describe  the  changes  of  potential,  both  of  ball  and  pail,  (i)  before  contact,  (2)  on 
contact,  (3)  after  removal. 

26.  How  much  energy  is  expended  in  carrying  a charge  of  50  units  of  electricity 
from  a place  where  the  potential  is  20  to  another  where  it  is  30  ? Ans.  500  units. 
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VIII.  VOLTAIC  ELECTRICITY 

1 A tangent  galvanometer  offering  no  appreciable  resistance  is  connected  by  short 
thick  wires  with  the  poles  of  a cell,  and  is  deflected  20°.  By  how  much  will  it  be 

deflected  if  two  exactly  similar  cells  are  connected  in  parallel  with  the  first  ? f 

Ans.  47  3®  • 

2.  By  how  much  if  the  three  cells  are  connected  in  series  ? Ans.  20°. 

3 Two  cells  each  of  1 ohm  resistance  are  connected  in  senes  by  a wire  the 
resistance  of  which  is  also  1 ohm.  If  each  of  these  when  connected  singly  by  short 
thick  wires  to  a tangent  galvanometer  of  no  appreciable  resistance  deflects  it  25  , how 
much  wUHhe  combination  deflect  it,  the  connections  being  made  by  short  thick  wires? 

4 A single  thermo-electric  couple  deflects  a galvanometer  of  100  ohms  resist- 
ance o°  3o';ghow  much  will  a series  of  30  such  couples  deflect  it,  the  tennperature- 
difference  being  the  same  in  each  case,  and  the  connections  being  madeby 

wires  ? , c . 

5.  Suppose  a sine  galvanometer  had  been  used  in  the  last  question  and  the  first 

reading  had  been  o°-3o',  what  would  the  second  be  ? Ans.  15  1°  • 

6 The  internal  resistance  of  a cell  is  half  an  ohm  ; a tangent  galvanometer 
of  i ohm  resistance,  connected  with  it  by  short  thick  wires,  is  deflected  15  ; by  how 
much  will  it  be  deflected  if  for  one  of  the  thick  wires  a thin  wire  of  x*  ohmrc^sta.nc 
b t"  tutecl?  / ox  • 

15  "y.  What  will  be  the  deflection  it  each  of  the  wires  is  replaced  by  wire  of 

1 A ohm  resistance  ? 

8 A cell  of  one-third  ol  an  ohm  reiistance  deflects  a tangent  galvanomètre:  of 
is  the  resistance  of  the  galvanometer? 

inch  in  diameter?  . , , „ • in 

10.  Express  in  ohms  the  resistance  of  one  mffe  of  copper  wire  * of^an  inch  in 

diameter  of  the  same  quality  as  that  referred  to  9- 
U.  What  length  f 

get  a resistance  equal  to  x ohm,  t p Ans.  14 ’9  metres, 

per  cm.  cube  being  10 -9-  in  diameter  have  the  same  electric 

12.  660  yards  of  iron  wire  0 0625  0 ■ diameter.  Find  the  specific 

resistance  as  a mile  of  copper  wire  o 0416  of  an  inch  Q ^ ^ 

resistance  of  iron,  that  of  copper  being  unity. 

x.. 

with  their  E.M.F.  s acting  in  t ae  san  deflected  through  6o°.  If  one  of  the 

a tangent  galvanometer  *e  needle  of  which  is  deflected  g 

cells  is  reversed,  no  other  change  being  made,  wnai  ^ ^ 

14.  A current  flows  through  two  tangent  ga' V“° ’ lèing^  times  that  of  the 
consists  of  a single  ring  of  copper  the  ra  ms  ”be  greater  ? If  the  greater 

other.  In  which  of  the  galvanome  efs  will  the  deflect  on  g 30o. 

deflection  is  60^,  what  will  the  smaller  be?  Ans.  { ) 
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15.  The  coil  of  a tangent  galvanometer  is  placed  at  right  angles  to  the  magnetic 

meridian,  and  a steady  current  passes  through  it.  The  needle  when  set  in  vibration 
makes  5 oscillations  in  a given  time,  but  only  3 in  the  same  time  when  the  current 
is  reversed.  Compare  the  magnetic  force  at  the  centre  of  the  coil  due  to  the  current 
with  that  due  to  the  earth.  Ans.  8 : 17. 

16.  Ten  exactly  similar  cells  in  series  produce  a deflection  of  45°  in  a tangent 

galvanometer,  the  external  resistance  of  the  circuit  being  10  ohms.  If  they  are 
arranged  five  in  series  and  two  in  parallel,  a deflection  of  330  42'  is  produced  ; find 
the  internal  resistance  of  the  cell.  Ans.  | ohm. 

17.  Ten  exactly  similar  cells  each  of  § of  an  ohm  resistance  give,  when  arranged 
in  2 series  of  five  each,  a current  of  2 amperes  through  a resistance  R ; but  when 
arranged  in  5 series  of  2 each  the  current  is  3 amperes.  What  is  R ? 

Ans.  "242  ohm, 

18.  What  arrangement  of  6 cells,  each  of  § of  an  ohm  resistance,  will  give  the 
strongest  current  through  an  external  resistance  of  2 ohms  ? 

Ans.  Indifferent  whether  all  in  series  or  in  two  series  of  five  each. 

19.  What  is  the  best  arrangement  of  20  cells,  each  of  o'8  ohm  resistance,  against 

an  external  resistance  of  4 ohms  ? Ans.  10  cells  of  2 each. 

20.  In  a circuit  containing  a tangent  galvanometer  and  a voltameter,  the  current 

which  deflects  the  galvanometer  450  produces  io'32  cubic  centimetres  of  mixed  gas  in  a 
minute.  The  electrodes  are  put  farther  apart,  and  the  deflection  is  now  200  ; find 
how  much  gas  is  now  produced  per  minute.  Ans.  3 '757  cc. 

21.  A battery  of  6 cells  arranged  in  two  parallel  rows,  each  containing  3 cells  in 

series,  is  joined  up  in  series  with  2 cells,  the  cells  having  all  the  same  E.M.F. 
and  resistance,  and  the  circuit  is  completed  by  a wire  whose  resistance  is  equal  to  half 
that  of  the  cells  in  series.  Determine  the  strength  of  the  current  produced  in  terms 
of  that  given  by  one  cell  when  short-circuited.  Ans.  2/3. 

22.  A battery  of  12  equal  cells  in  series,  screwed  up  in  a box,  being  suspected  of 

having  some  of  the  cells  wrongly  connected,  is  put  into  circuit  with  a galvanometer 
and  two  cells  similar  to  the  others.  Currents  in  the  ratio  of  3 : 2 are  obtained 
according  as  the  introduced  cells  are  arranged  with  their  E.M.F.’s  with  or  against  the 
battery  E.M.F.  What  is  the  state  of  the  battery  ? Ans.  One  cell  is  reversed. 

23.  A coil  of  6 turns,  each  of  which  is  1 metre  in  diameter,  is  placed  with  its  plane 
in  the  magnetic  meridian.  What  current  will  deflect  a needle  at  the  centre  through 
450,  the  horizontal  force  of  the  earth's  magnetism  being  o'i8.  Ans.  2'4  amperes. 

24.  If  the  unit  of  time  is  1 second,  and  if  unit  quantity  and  unit  potential  are  so 
defined  that  unit  quantity  falling  through  unit  potential  does  1 foot-pound  of  work, 
how  much  work  per  second  will  be  required  to  maintain  a current  of  10  units  through 
a resistance  of  20  units,  both  measured  on  the  same  system  ? 

Ans.  2,000  foot-pounds, 

25.  Four  similar  cells  are  arranged  in  series.  The  E.M.F.  and  internal  resistance 
of  each  are  i's  v.  and  o's  ai  respectively.  The  terminals  of  the  battery  are  connected 
by  a wire  of  3 w resistance.  What  is  the  difference  of  potential  between  the  poles  of 
one  of  the  cells  (1)  on  open  circuit,  (2)  when  the  current  is  glowing? 

Ans.  (1)  1 '5  volt  ; (2)  o '9  volt. 

26.  The  ends  A and  B of  a thick  wire  are  connected  to  the  poles  of  a battery,  and 

an  ammeter  in  the  circuit  indicates  10  amperes.  A and  B are  also  connected  by 
another  circuit  containing  a galvanometer  of  5000  ohms  resistance,  the  deflection  of 
the  needle  of  which  indicates  a current  of  '00002  ampere.  What  is  the  resistance  of 
the  wire  AB?  Ans%  -0I  ohm> 
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27.  The  positive  poles  A and  B of  a Grove  and  a Daniell  cell  are  joined  by  a wire 
of  o'3«  resistance,  and  the  negative  poles  C and  D by  a wire  of  o's  a>.  What  is  the 
D.P.  between  the  middle  points  of  AB  and  CD? 

Grove  Cell  : int.  res.  = 0-201,  E.M.F.  = i ‘8  volt. 

Daniell  : ,,  = o'4  oi,  ,,  = i-i  ,, 

Ans.  i ’5  voit. 


28.  A circuit  is  made  up  of  (r)  a battery  with  terminals  A,  B,  its  resistance  being 

3 0)  and  its  E.M  F.  27  volts,  (2)  a wire  BC  of  1 50»  resistance,  (3)  two  wires  in 
parallel  CDF,  CEF,  with  respective  resistances  30)  and  7»,  (4)  a wire  FA  of 
resistance  15  a).  The  middle  point  of  the  last  wire  is  earthed.  Find  the  potentials  of 
the  points  A,  B,  C,  F.  Ans.  -0-25,  1-45,  0-95,  0-25. 

29.  Twelve  wires  of  equal  length  and  electric  resistance  are  arranged  to  form  the 
edges  of  a cube,  and  a current  of  40  milli  amperes  is  led  into  the  cube  at  one  corner 
and  out  at  the  opposite  corner.  Find  the  D.P.  between  these  two  corners  and  the 
effective  resistance  of  the  framework,  the  resistance  of  each  wire  being  6 ohms. 

Ans.  D.P.  = 0 2 volts,  R = 5 ohms. 

30.  100  inches  of  copperwire  weighing  100  grains  has  a resistance  of  0-1516  ohm. 

Required  the  resistance  of  50  inches  weighing  200  grains.  Ans.  0-0379. 

31.  A mile  of  nearly  pure  copper  wire  weighing  one  pound  has  a resistance  of 

1200  ohms  at  xs0-5  C.  ; what  is  the  resistance  at  the  same  temperature  of  a mile  of  the 
same  quality  of  wire  weighing  125  pounds?  Ans.  9-6  ohms. 

32.  The  specific  gravity  of  platinum  is  times  that  of  copper  ; its  specific  resist- 

ance s|  as  great.  What  length  of  platinum  wire  weighing  100  gr.  has  the  .same 
resistance  as  10  metres  of  copper  wire  also  weighing  100  gr.  ? Ans.  7-45  m. 


33.  A cell  with  a resistance  of  an  ohm  is  connected  by  very  short  thick  wires  with  the 

binding  screws  of  a tangent  galvanometer,  the  resistance  of  which  is  half  an  ohm,  and 
the  deflection  is  450  ; if  the  screws  of  the  galvanometer  are  also  connected  at  the  same 
time  by  a wire  of  1 ohm  resistance,  find  the  deflection.  Ans.  36°  52’. 

34.  The  resistance  of  a tangent  galvanometer  is  half  an  ohm,  and  the  deflection 
when  the  current  of  a cell  is  passed  through  it  is  300.  When  a wire  of  2 ohms  resistance 
is  introduced  into  the  circuit  the  deflection  is  150  ; find  the  internal  resistance  of  the 

,,  Ans.  1-23  ohm. 


35.  When  the  current  ot  a cell,  the  resistance  of  which  is  § of  an  ohm,  is  passed 
through  a galvanometer  connected  with  it  by  very  short  thick  wires,  the  deflection  is 
45°  ; when  the  binding  screws  are  also  connected  by  a shunt  having  a resistance  of  1 
the  deflection  is  330  42'.  Find  the  resistance  of  the  galvanometer.  Ans.  2 ohms. 


35.  A cell  whose  internal  resistance  is  2 ohms  has  its  + pole  connected  with 
the  binding  screw  A of  a galvanometer  formed  of  a thick  band  of  copper.  From 
the  other  screw  B a wire  of  20  ohms  resistance  passes  to  the  — pole,  and  the  deflection 
read  off  is  70  8'.  Find  the  deflection  when  B is  at  the  same  time  connected  with  the 
- pole  by  a second  wire  of  30  ohms  resistance.  Ans.  11°  8'. 


37  A Leclanché  cell  deflects  a tangent  galvanometer  30°  when  200  ohms  resistance 
are  introduced  into  the  circuit,  15°  when  570  ohms  are  introduced  ; a standard  Daniell 
cell  deflects  it  30°  when  100  ohms  are  in  circuit,  and  13°  when  250  additional  ohms  are 
introduced.  Required  the  electromotive  force  of  the  Leclanché  in  terms  of  that  of  the 

Â it  c 


38  A Bunsen  and  a Daniell  cell  are  placed  in  the  same  circuit  in  the  first  case 
so  that  the  carbon  of  the  Bunsen  is  united  to  the  zinc  of  the  Daniell  ; and  in  the  second 
case  so  that  their  E.M.F.s  oppose  each  other.  The  deflections  of  a tangent  galvano- 
meter in  the  circuit  are  respectively  300  2',  and  10°  6'.  Required  the  electromotive 
force  of  the  Bunsen  in  terms  of  the  Daniell.  Ans.  1-89. 


39  A telegraph  line  constructed  of  copper  wire,  a kilometre  of  which  weighs  30-3 
kilogrammes,  is  to  be  replaced  by  iron  wire  a kilometre  of  which  weighs  135-6  kilo- 
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grammes.  In  what  ratio  does  the  resistance  alter  ? Ans.  The  resistance  of  the  iron 
wire  will  be  i'i8  times  that  of  the  copper  wire  for  which  it  is  substituted. 

40.  A telegraph  line  which  has  previously  consisted  of  copper  wire  weighing  30  ’5 
kilogrammes  to  the  kilometre  is  to  be  replaced  by  an  iron  wire  of  the  same  length 
which  shall  offer  the  same  resistance.  What  must  be  the  section  of  the  latter,  and 
what  its  weight  per  kilometre  ? 

Ans.  The  section  of  the  copper  wire  is  3-4357  sq.  mm.,  that  of  the  iron  by  which 
it  is  replaced  is  20  6 sq.  mm.,  and  its  weight  per  kilometre  is  160-4  kilogrammes. 

41.  When  the  poles  of  a voltaic  cell  are  connected  by  a conductor  of  resist- 
ance 1,  a current  of  strength  1-32  is  produced  ; and  when  they  are  connected  by  a 
conductor  of  resistance  5 the  strength  of  the  current  is  o'33.  Find  from  these  data 
the  internal  resistance  and  the  electromotive  force  of  the  cell.  Ans.  A1  = J E = 1 '76. 

42.  Two  points  133°  apart  in  a uniform  circular  conducting  ring  are  connected 
with  the  opposite  poles  of  a voltaic  battery.  Compare  the  strengths  of  the  current  in 
the  two  portions  of  the  ring. 

43.  A mile  of  cable  with  a resistance  of  3-59  ohms  was  put  in  water,  with  the 
end  B insulated  ; its  core  having  been  pricked  with  a needle  the  resistance  tested  from 
the  end  A was  found  to  be  2'8i  ohms.  A being  insulated,  a test  from  B showed  the 
resistance  to  be  276.  Required  the  distance  from  B to  the  injured  spot. 

A ns.  867  yards 

44.  A silver  wire  is  joined  end  to  end  to  an  iron  wire  of  the  same  length,  but  of 

double  the  diameter,  and  six  times  the  specific  resistance  ; the  other  ends  are  joined 
to  the  battery,  the  current  of  which  is  transmitted  for  five  minutes,  during  which  time 
a total  quantity  of  45  units  of  heat  is  generated  in  the  two  wires.  How  is  it  shared 
between  them  ? Ans.  Ag  ■ Fe— 18  : 27. 

45.  The  poles  of  a battery  are  connected  by  two  wires  in  parallel,  whose 
resistances  are  2 a>  and  3 ai  respectively,  that  of  the  battery  being  1 w.  Compare  the 
amounts  of  heat  developed  in  the  two  wires  and  in  the  battery  in  a given  time. 

Ans.  18  : 12  : 25. 

46.  A current  of  1 ampere  flowing  for  one  second  through  a resistance  of  1 w pro- 

duces o'239  calories  of  heat.  What  current  would  have  to  flow  for  an  hour  through 
a resistance  of  41  '84  a in  order  that  the  heat  produced  might  suffice  to  raise  a kilo- 
gramme of  water  from  o°  C.  to  the  boiling-point  ? Ans.  0798  ampere. 

47.  A wire  AB  of  073  to  resistance  forms  part  of  a circuit  through  which  an 
electric  current  flows  in  direction  from  A to  B.  The  points  A and  B are  also  con- 
nected by  another  conducting  path,  in  which  is  included  a cell  of  1 '287  volt  and  a 
galvanometer,  the  positive  pole  of  the  cell  being  joined  to  A.  If  the  galvanometer 
needle  is  not  deflected,  what  is  the  strength  of  the  current  in  the  wire  AB  ? 

Ans.  3 '9  ampere. 

48.  A circuit  is  formed  of  6 similar  cells  in  series  and  a wire  of  10  a>  resistance. 
The  E.M.F.  of  each  cell  is  1 volt,  and  its  internal  resistance  07  00.  Determine  the 
D.P.  between  the  positive  and  negative  poles  of  any  one  of  the  cells. 

Ans.  0*25  volt. 

49.  A circuit  contains  a battery  (E.M.F.  = 8 volts,  res.  -3  00),  a coil  of  wire 
r = o’2  a>),  and  a water  voltameter  ( r = 7 os,  back  E.M.F.  = 17  volt).  Determine 

the  current,  the  D.P.  at  the  terminals  of  the  battery,  and  the  D.P.  at  the  terminals  of 
the  voltameter.  Ans,  c = i-i8  ampere  ; el  — 4 ’46  volts  ; e»  = 2 09  volts. 

50.  The  centre  of  a circular  coil  of  wire  is  on  the  same  level  as  a compass  needle, 
and  the  coil  is  moved  round  the  needle  in  such  a way  that  its  centre  is  always  the 
same  distance  from  the  centre  of  the  needle,  and  its  plane  vertical  and  parallel  to  the 
magnetic  meridian.  Show  that  there  are  4 positions  of  the  coil  in  which  a current 
traversing  it  will  cause  no  deflection  of  the  needle. 
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51.  Two  tangent  galvanometers  are  similar  in  all  respects  except  that  in  one  a 

single  coil  is  used,  while  in  the  other  there  are  two  coils  (each  of  which  is  similar  to 
that  in  the  other  instrument)  closetogether.  The  instruments  are  joined  up  in  parallel, 
and  a current  passed  through  them.  What  is  the  relation  between  the  deflections  of 
the  needles?  Ans.  The  deflections  are  the  same. 

52.  In  a thermo-electric  circuit  consisting  of  iron  and  copper,  if  one  junction  is 
at  o°  and  the  other  at  ioo0,  a strong  current  is  produced  ; but  if  one  junction  is  at 
2300  and  the  other  at  3300  there  is  little  or  no  current.  Explain  this. 

53.  Two  cells  A and  B (E.M.F.  and  internal  resistance  of  each  are  1 volt  and 
1 to  respectively)  are  arranged  in  series.  The  positive  and  negative  poles  of  this 
battery  are  connected  with  the  positive  and  negative  of  a third  cell  C exactly  like 
A and  B,  the  connecting  wires  having  negligible  resistances.  What  is  the  current 
in  the  circuit,  and  what  is  the  D.P.  between  the  poles  of  the  cell  C? 

Ans.  Current  = 33  ampere  ; D.P.  = i'33  volt. 

54.  A compass  needle  is  placed  at  the  centre  of  two  concentric  circles  which  are 

in  the  same  vertical  plane,  and  are  made  of  wires  similar  in  all  respects,  except  that 
the  outer  is  copper,  the  inner  German  silver.  The  wires  are  connected  in  parallel, 
but  so  that  the  currents  flowing  through  them  circulate  in  opposite  directions. 
What  must  be  the  ratio  of  the  diameters  of  the  circles  that  no  effect  may  be  produced 
on  the  needle?  The  specific  resistances  of  copper  and  German  silver  are  respectively 
x'6  and  30  microhms  per  cm.  cube.  Ans.  Ratio  = 4 33  : i. 

55.  A battery  of  20  secondary  cells  arranged  in  series,  each  cell  having  an  E.M  F. 

of  2 volts,  can  maintain  10  lamps  glowing.  The  lamps  are  in  parallel,  and  each  lamp 
requires  an  E.M.F.  of  30  volts  and  a current  of  o'5  ampere.  What  is  the  resistance 
of  the  cells?  Ans.  01  u. 

56.  Six  cells  of  equal  E.M.F.  and  resistance  are  joined  up  in  series  with  an 
external  resistance  which  is  half  that  of  the  battery.  Show  that  the  6 cells  may  be 
joined  up  in  three  other  ways,  and  give  the  same  current  as  before. 

57.  If  1 ampere  must  be  passed  for  1609  minutes  through  acidulated  water  to 
evolve  x gr.  of  hydrogen,  for  how  long  must  5 amperes  be  passed  through  a copper 
voltameter  that  1 gr.  of  copper  may  be  deposited  ? Copper  is  divalent,  and  its  atomic 

• , . • , Ans.  iom  X2‘6S. 

weight  is  63. 

58.  The  atomic  weight  of  hydrogen  being  1,  that  of  zinc  65,  and  that  of  copper 
ôa'C  show  what  will  be  total  quantity  of  zinc  dissolved  and  of  copper  deposited  in  a 
Daniell's  battery  of  10  cells,  while  2 decigrams  of  hydrogen  are  evolved  in  a 
voltameter  connected  in  circuit  with  the  baltery. 

Ans.  6-5  gr.  zinc,  6-35  gr.  copper. 

59.  A tangent  galvanometer  is  placed  with  its  coil  perpendicular  to  the  magnetic 
meridian  When  no  current  is  passing  through  it  the  needle,  on  being  set  m vibra- 
tion, oscillates  10  times  in  xS  seconds.  Will  the  rate  of  vibration  be  altered  when 
a current  is  passing  through  the  coil,  and  if  so  will  it  be  increased  or  diminished? 

60  A wire  the  total  resistance  of  which  is  401  is  bent  into  the  form  of  a square 
\BCD,  the  loose  ends  being  soldered  together.  Find  the  resistance  of  the  system 
‘when  a current  enters  at  B and  leaves  at  D.  Will  it  be  modified  if  the  corners  A and 
C are  connected  by  another  wire  ? 

61  A wire  is  held  in  the  magnetic  meridian  over  a compass  needle,  and  a current 
is  passed  through  it  of  sufficient  strength  to  deflect  the  needle  through  an  angle  whic 
cannot  be  distinguished  from  a right  angle,  Show  that  when  the  needle  is  thus 
placed  the  current  tends  to  lift  it  from  its  pivot. 

62.  Six  similar  cells  are  arranged  in  series,  and  a circuit  competed  though  a coil 
of  wire  and  a galvanometer.  The  resistances  of  the  battery,  coil,  and  galvanometer 

°1Z  so  and  no  . »,*,«,■.  If  .1.=  D.  P te*  U»  «*  - ~ 

volts,  what  is  the  E.M.F.  of  each  cell  of  the  battery  ? Ans.  x 33  \o 
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63.  Three  16;  candle-power  and  eight  xo  candle-power  lamps  are  placed  in 
parallel  across  no  volt  mains.  Taking  the  efficiency  of  each  lamp  as  3 5 watts  pci 
candle,  find  (a)  the  resistance  of  each  lamp,  (6)  the  current  passing  through  each, 
(c)  the  total  current  passing,  (cf)  the  resistance  between  the  mains. 

Ans.  (a)  2r6’r,  345'9  ohms. 

(i)  '509,  '3x8  amp. 

(c)  4-073  amp. 

(d)  27  ohms. 

64.  A circular  hoop  of  wire  is  hung  by  a fine  wire  in  a vertical  plane  ; another 
hoop,  through  which  a current  passes,  is  placed  so  that  the_  straight  line  joining  the 
centres  of  the  two  hoops  is  at  right  angles  to  their  planes.  Describe  and  explain  the 
effect  on  the  first  hoop  of  suddenly  turning  the  second  hoop  through  1800  about  a 
vertica  axis. 

65.  A window  casement  of  iron  faces  the  south,  and  the  hinges  which  support  it 
are  on  the  east.  What  electric  phenomena  are  observed  ( a ) when  the  window  is 
opened,  and  (6)  when  it  is  closed  ? 
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A BERRATION,  chromatic,  594  ; 
A spherical,  542,  570 
Abnormal  dispersion,  592 
Absolute  expansion  of  mercury,  323 
Absolute,  measure  of  temperature,  337, 
505;  electric  current,  837;  E.M.F., 
965  ; resistance,  970 
Absolute  units,  63  ; electric,  1000 
Absorbent  power  of  aqueous  vapour,  1026 
Absorbing  power,  428 
Absorption,  electric,  789  ; of  gases  by 
solids,  194  ; of  gases  by  liquids,  190  ; 
of  heat  by  liquids,  439  ; by  vapours, 
442  ; heat  produced  by,  489 
Acceleration,  32,  51,  61,  79 
Accidental,  haloes,  641  ; images,  640 
Accommodation  (of  the  eye),  634 
Accumulator,  hydraulic,  107  ; electric, 
947 

Achromatism,  595 
Achromatopsy,  646 
Acierage,  956 
Aclinic  line,  733 

Acoustic,  foci,  238  ; attraction  and  repul- 
sion, 292 

Actinic,  balance,  932  ; rays,  438,  584 
Action  and  reaction,  42 
Ader’s  telephone,  972 
Adhesion,  18 
Adiabatic  lines,  507 

Aerial,  meteors,  1014;  perspective,  631  ; 

conductor,  1004 
Aerolites,  4S7 
Affinity,  17 

After  action,  elastic,  87 
Agonic  lines,  728 

Air,  aspirating  action  of  currents  of,  208  ; 
causes  which  modify  temperature  of, 
1015,  1046  ; heating  by,  500  ; thermo- 
meter, 335  ; resistance  of,  50  ; trap, 
169  ; gap,  977 

Air-balloons,  197  ; chamber,  218 
Air-brake,  212 


Air-pump,  201,  474  ; Bianchi’s,  204 
condensing,  210  ; Fleuss,  205  ; gauges, 
202  ; rarefaction  in,  201  ; receiver 
of,  201  ; Sprengel’s,  206 
Ajutage,  146 
Alcarrazas,  376 
Alcohol  thermometer,  307 
Alcoholic  value  of  wines,  381 
Alcoholometer,  126 
Allotropie  bodies,  specific  heat  of,  463 
Alloys,  melting  point  of,  343  ; specific 
resistance  of,  850 
Alternating  currents,  9S5 
Amagat’s  experiments,  96,  1 82 
Amalgam,  electric,  769 
Amalgamated  zinc,  819 
Amici’s  camera  lucida,  615 
Ammeter,  989  ; Weston,  898  ; Evershed, 
903  ; Ayrton  & Perry,  903 
Ampère,  831,  837,  849  ; turns,  902 
Ampère’s  memoria  technica , 835  ; stand, 
888  ; theory  of  magnetism,  894 
Amplitude  of  vibration,  56,  253 
Analyser  of  polarised  light,  670 
Analysis,  spectral,  587  ; thermal,  of 
solar  light,  434 
Anamorphoses,  543 
Anelectrics,  742 
Anemometer,  1015 
Aneroid  barometer,  188 
Angle,  of  deviation,  555  ; critical,  550  ; 
of  polarisation,  668  ; of  reflection  and 
incidence,  522,  546;  of  refraction, 
546  ; visual,  630  ; of  lead  in  dynamos, 
990 

Angular,  currents,  laws  of,  882  ; velocity, 

SS 

Animal  heat,  494 
Anion,  934 
Annealing,  90,  93 

Annual  variations  of  magnetic  declination, 
729 

Anode,  934 
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Antenna,  1004 
Anticyclone,  1020 
Antinode,  270 

Aperture,  of  mirror,  534  ; of  lens,  570 
Aplanatic  lenses,  570 
Aqueous  humour  of  the  eye,  625 
Aqueous  vapour,  its  influence  on  climate, 
1026  ; pressure  of,  354-364 
Arago’s  experiment,  182,  963 
Arbor  Dianse,  949  ; Saturni,  949 
Arc,  electric,  863 
Arc  lamp,  864 

Archimedes’  principle,  112;  applied  to 
gases,  196 

Armature,  709  ; Gramme  ring,  9S9  ; 

drum,  992  ; Siemens’,  987 
Armstrong’s  hydro-electric  machine,  771 
Artesian  wells,  1 10 
Artificial  magnets,  694 
Ascent  of  liquids,  in  capillary  tubes,  131  ; 

between  plates,  132 
Aspirating  action  of  air  currents,  208 
Astatic,  needles,  S39  ; circuits,  892 
Astigmatism,  643 
Astronomical  telescope,  606 
Athermancy,  439 
Atmolysis,  191 

Atmosphere,  its  composition,  159  ; crush- 
ing force  of,  161  ; pressure  of,  165  ; 
electricity  in  the,  1035  ; moisture  of,  406 
Atmospheric,  electricity,  causes  of,  1036, 
1037;  pressure,  158,  160,  165,  1015 
Atomic  heat,  464 
Atoms,  3 

Attraction,  capillary,  130  ; acoustic,  292  ; 
and  repulsion  produced  by  capillarity, 
136  ; universal,  68 

Attraction,  magnetic,  laws  of,  717  ; 

electric,  laws  of,  747,  753 
Atwood’s  machine,  79 
Audiometer,  974 
Audiphone,  240 
Aura,  electric,  780 
Aurora  borealis,  738,  1044 
Aurum  musivum,  769 
Axis,  optic,  of  crystal,  654,  of  mirror, 
534,  of  lens,  562;  of  oscillation,  81 
Azimuth  circle,  73° 


AIN’S  telegraph,  919 

Balance,  73  ; actinic,  932  ; beam 
of,  73  ; compensating,  321  ; delicacy 
of,  75;  hydrostatic,  113,  122;  induc- 
tion, 974  ; knife-edge  of,  73  ; physical 
and  chemical,  75  ; spring,  87  ; torsion, 
89,  7i8,  753 


Ballistic,  galvanometer,  843  ; pendulum 

83 

Balloons,  197-200;  Montgolfier,  197 
weight  raised  by,  200 
Barker’s  mill,  150 
Barlow’s  wheel,  889 

Barometers,  166  ; aneroid,  188  ; Bun- 
ten’s,  169;  cistern,  167;  corrections 
in,  1 7 1 , 172  ; determination  of  heights 
by,  179;  differential,  187;  Fortin’s, 
168;  Gay-Lussac’s,  169;  glycerine, 
178;  precautions  with,  170;  wheel, 
176;  variations  of  height  of,  173 
Barometric,  formula,  Laplace’s,  179  ; 
gradients,  1020  ; height,  corrected 
for  temperature,  327  ; manometer, 
187  ; variations,  174 
Baroscope,  196 

Battery,  Bunsen’s,  825  ; bichromate, 
826  ; Clark’s,  827  ; Daniell’s,  822  ; 
floating,  888  ; gas,  945  ; gravity,  823  ; 
Grove’s,  824  ; Leclanché’s,  828  ; Ley- 
den, 790  ; Minotto’s,  823  ; secondary, 
945  ; Smee’s,  826  ; thermo-electric, 
872  ; Wollaston’s,  818 
Beats,  263 

Beaumé’s  hydrometer,  125 
Becquerel’s  pyrometer,  875  ; rays,  984 
Bell,  of  a trumpet,  239  ; electric,  910 
Bell’s  telephone,  971  ; photophone,  999 
Bellows,  243  ; hydrostatic,  100  ; water, 
208 

Bells,  284 

Berthelot’s  calorimetrical  bomb,  492 
Berthollet’s  experiment,  189 
Bianchi’s  air-pump,  204 
Biaxial  crystals,  double  refraction  in, 
658  ; rings  in,  681 
Bichromate  battery,  826 
Bi-compound  engine,  477 
Bidwell’s  experiments,  906 
Binocular  vision,  635 
Biot’s  apparatus,  691,  754 
Biquartz,  692 

Black’s  experiments  on  latent  heat,  467 

Bladder,  swimming,  116 

Blagden’s  law,  346 

Block  and  tackle,  44 

Blood-globules,  12 

Blue  sky,  1027 

Bohnenberger’s  electroscope,  S30 
Boiler,  of  steam  engine,  473  ; water 
tube,  473A 

Boiling,  366  ; by  cooling,  370 
Boiling-point,  influence,  of  dissolved  sub- 
stances on,  368,  of  nature  of  vessel  on, 
369,  of  pressure  on,  370  ; in  a ther- 
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mometer,  303  ; measurement  of  heights 
by,  372 

Bolometer,  932 
Bomb,  calorimetrical,  492 
Borda’s  method,  77 
Bottomley’s  experiment,  1031 
Boutigny’s  experiments,  390 
Boxes,  resistance,  856 
Boyle’s  law,  1S1,  1S2 
Boys’  radiomicrometer,  873  ; quartz 
threads,  89 

Brake,  friction,  479  ; air,  210 
Bramah’s  hydraulic  press,  107 
Breaking  weight,  90 
Breezes,  land  and  sea,  1018 
Breguet’s  thermometer,  310 
Bridge,  Wheatstone’s,  923 
British  and  French  system  of  weights  and 
measures,  26 
Brittle  bodies,  92 
Brush  discharge,  S04 
Brushes,  displacement  of,  990 
Bulbs,  specific  gravity,  122 
Bunsen’s,  Sprengel-pump,  207  ; battery, 
825  ; ice  calorimeter,  456  ; photometer, 
520 

Bunsen  and  KirchhofFs  researches,  5S4 
Buoyancy  of  liquids,  99 
Burning  mirrors,  425 


CABLE  telegraph,  916 

Cagniard-Latour’s,  siren,  242  ; ex- 
periments on  formation  of  vapour,  373 
Cailletet’s  and  Pictet’s  researches,  385 
Calibration,  301 
Callan’s  battery,  823 

Callendar’s  platinum  resistance  thermo- 
meter, 932 
Calorescence,  438 
Calorie,  452 

Calorific  effects,  of  electric  discharge, 
806  ; of  electric  current,  858  ; of  the 
spectrum,  434,  584 

Calorimeter,  Bunsen’s  ice,  456  ; Black’s, 
455  ; Favre  and  Silbermann’s,  470  ; 
Lavoisier  and  Laplace’s,  455  ; Reg- 
nault’s,  459 
Calorimetry,  452 
Calotype  process,  620 
Camera  lucida,  615;  Amici’s,  615; 
Wollaston’s,  615  ; camera  obscura, 
515,  614  ; photographic,  620 
Campani’s  eyepiece,  603 
Capacity,  error  of  barometric,  167;  elec- 
tric, 760  ; specific  inductive,  783  ; 


measurement  of,  931  ; of  accumulator, 
947 

Capillarity,  130  ; attraction  and  repulsion 
produced  by,  136;  correction  of  baro- 
metric reading  for,  171 
Capillary,  phenomena,  130-138  ; electro- 
meter, 950 

Carbonic  acid,  absorption  of  radiation 

by,  443  . 

Cardan’s  barometer  suspension,  168 
Cardew’s  voltmeter,  867 
Carnot’s  cycle,  508  ; principle,  508 
Carre’s  mode  of  freezing,  377 
Cartesian  diver,  1 1 5 
Cascade,  charging  by,  792 
Cathetometer,  87 
Catoptric  telescopes,  609 
Caustics,  542,  570 
Cauterisation,  galvanic,  859 
Celsius’  scale,  304 
Centesimal  alcoholometer,  125 
Centigrade  scale,  304 
Centre,  optical,  566  ; of  gravity,  70  ; 
of  parallel  forces,  41  3 of  pressure, 
101 

Centrifugal  force,  55 
Centripetal  force,  55 
C.  G.  S.  System,  63 

Charge  of  a Leyden  jar,  penetration  of, 
789  ; measurement  of,  793  ; residual, 
789 

Charles’s  law,  332 
Chatterton’s  compound,  912 
Chemical,  affinity,  17;  equivalent,  940; 
heat  due  to  chemical  action,  491  ; 
action  of  current,  815,  933  ; har- 
monicon,  280  ; hygrometer,  399  ; 
properties  of  the  spectrum,  584 
Children’s  experiment,  858 
Chimney,  497 
Chladni’s  experiments,  284 
Chlorophyl,  591 

Chords,  major  and  minor,  24S  ; physical 
constitution  of,  265  ; vocal,  260 
Choroid,  625 

Chromatic  scale,  250  ; aberration,  594 

Ciliary  processes,  625 

Circle,  azimuthal,  730 

Circular  polarisation,  6S3 

Cirrocumulus  and  -stratus,  1022 

Cirrus,  1022 

Cistern  barometer,  167 

Clamond’s  thermo-electric  battery,  874 

Clarinet,  273 

Clark’s  cell,  827 

Clarke’s  magneto-electric  machine,  986 
Cleavage,  electricity  produced  by,  750 
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Clément  and  Désormes’  experiment,  208 
Climate,  1049  ; influence  of  aqueous 
vapour  on,  1026 
Climatology,  1045-1052 
Clocks,  83;  electric,  91 1 
Clouds,  1022  ; electricity  of,  1037  ; 

formation  of,  1023 
Coatings  of  Leyden  jar,  786,  787 
Coefficient,  oflinear  expansion,  317,  327  ; 
of  conductivity,  41 1;  Poisson’s,  87; 
temperature,  of  resistance,  850 
Coercive  force,  702,  740,  907 
Coherer,  1003 
Cohesion,  ]6 

Coil,  primary  and  secondary,  of  induction, 
957>  975  5 resistance,  856 
Cold,  apparent  reflection  of,  425  ; pro- 
duced by  evaporation,  376,  by  expan- 
sion of  gases,  506,  by  nocturnal 
radiation,  504  ; sources  of,  502 
Colladon  and  Sturm’s  experiments,  234 
Collimation,  line  of,  606 
Collimator,  559 

Coloration  produced  by  rotatory  polari- 
sation, 689 

Colour,  7 ; of  bodies,  580  ; surface,  592  ; 

disc,  578  ; disease,  646 
Colours,  contrast  of,  641  ; mixed,  581  ; 
simple,  575  ; complementary,  581  ; 
produced  by  polarised  light,  676-682  ; 
of  thin  plates,  664 
Combination  notes,  264 
Combustion,  490  ; heat  disengaged  dur- 
ing, 491 

Comma,  musical,  248 
Commutator,  986 

Compass,  deviation  of,  740  ; declination, 
730  ; mariner’s,  732  ; inclination,  734  ; 
prismatic,  732 

Compensation  pendulum,  321 
Complementary  colours,  581 
Component  forces,  35 
Composition,  of  velocities,  54  ; of  har- 
monic motions,  58,  59 
Compound,  microscope,  602  ; wound 
dynamo,  991  ; bi-  and  tri-,  engine, 

477  , , . 
Compressed  glass,  colours  produced  by, 

682 

Compressibility,  7,  19;  of  gases,  156, 
182  ; of  liquids,  96 
Concave  mirrors,  425,  535 
Concert  pitch,  251 

Condensation,  of  vapour,  380  ; method 
for  specific  heat,  461  ; of  aqueous 
vapour,  1021,  1023 
Condensed  gas,  194,  210 


Condenser,  electric,  781,  799  ; of  an 
engine,  474  ; limits  to  charge  of,  783  ; 
of  RuhmkorfPs  coil,  976  ; Liebig’s,  380 
Condensing,  engine,  474  ; air-pump, 
210  ; electroscope,  795;  hygrometers, 
400 

Conductance,  845 

Conduction,  of  heat,  410  ; of  electricity, 
743 

Conductivity,  of  solid  bodies  for  heat, 
410;  coefficient  of,  41 1;  of  liquids, 
413;  of  gases,  414;  specific  electric, 
845 

Conductors,  743;  good  and  bad,  410; 

lightning,  1042 
Congelation,  346 

Conjugate  mirrors,  425  ; focus,  535 
Connecting  rod,  474 
Conservation  of  energy,  67 
Consonance,  255 
Constant  cells,  821 
Contact  theory  of  electricity,  815 
Contractile  force,  320 
Convection,  414;  currents,  449  ; electro- 
lytic, 937 

Convective  discharge,  786 

Convex  mirror,  536,  538  ; lens,  562,  564 

Cooling,  method  of,  460  ; law  of,  422 

Cornea,  625 

Cornet-à- piston,  282 

Corona,  1044 

Corpuscles,  982 

Corpuscular  theory  of  light,  510 
Corti’s  fibres,  261 
Cosine,  law  of  the,  420,  519 
Coulomb,  831,  1 coo 

Coulomb’s  law,  753  ; torsion  balance, 
7i8,  753 

Couple,  40  ; terrestrial  magnetic,  726 
voltaic,  816  ; thermo-electric,  872 
Couronne  des  tasses,  818 
Cowper’s  writing  telegraph,  921 
Crab  winch,  45 
Crane,  45 

Critical,  angle,  550  ; temperature,  pres- 
sure, and  volume,  373 
Crookes’,  radiometer,  449  ; vacuum,  206, 
450  ; experiments,  98 1 
Cross-wires  of  a telescope,  606  . 

Crutch  of  a clock,  83 
Cryohydrate,  351 
Ciyophorus,  376 
Crystallisation,  347 
Crystalloids,  140 

Crystals,  347  ; expansion  of,  317  ; doubly 
refracting,  653  ; 673  ; uniaxial,  654  ; 
positive  and  negative,  657 
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Curaulostratus  clouds,  1022 
Cumulus  clouds,  1022 
Current,  unit  of  electric,  849 
Currents,  action  of,  on  currents,  SSo  ; mo- 
tion of,  in  magnetic  field,  885  ; action 
of  earth  on,  891  ; constant,  821  ; dia- 
phragm, 951  ; direct  and  inverse,  957  ; 
extra,  967  ; strength  of,  849  ; induction 
by,  957  ; laws  of  angular,  882  ; laws 
of  sinuous,  883  ; local,  827  ; magnetisa- 
tion by,  707,  901  ; muscular,  1007  ; 
rotation  of  magnets  by,  887  ; earth, 
1044  ; thermal  effects  of,  858 
Curves,  magnetic,  700 
Cut-out,  S59 
Cyclones,  1020 
Cylinder  of  steam  engine,  474 
Cymbal,  284 


Daguerreotype,  620 

Daltonism,  646 

Dalton’s,  laws  of  gases  and  vapours,  388  ; 
method  of  determining  the  pressure  of 
aqueous  vapour,  359 

Damping,  of  strings,  281  ; of  galvano- 
meter needle,  843  ; of  electric  oscilla- 
tions, 1004 

Daniell’s,  battery,  822  ; hygrometer,  401  ; 
pyremeter,  312 

Dark  lines  of  the  solar  spectrum,  5S5, 
590 

Davy’s  safety  lamp,  410 
Dead-beat  galvanometer,  843;  dead-point, 
476 

Declination,  of  a star,  61 1 ; magnetic, 
727-730;  variations  in,  728;  com- 
pass, 730 

Decomposition  of  water,  933  ; of  white 
light,  574 

Decrement,  logarithmic,  S43 
De  Forest’s  wireless  telegraphy  receiver, 
1004 

De  la  Rive’s  floating  battery,  888 
De  la  Rue  and  Muller’s,  battery,  826  ; 

experiments,  980 
Delezenne’s  circle,  966 
Densimeter,  129 

Density,  27  ; of  an  electric  current, 
953!  °f  the  earth,  69;  electric,  755; 
of  gases,  338-340  ; maximum  of  water, 
331  ; of  vapours,  method,  of  Gay- 
Lussac,  391,  of  Dumas,  393,  of  Deville 
and  Froost,  393,  of  Hofmann,  392 
Depression  of  liquids  in  capillary  tube, 

1 31  ; between  surfaces,  132;  cf  vapour 
pressure,  molecular,  346 


Descartes’  laws  of  refraction,  546 
Developer,  620 

Deviation,  angle  of,  555  ; minimum, 
558  ; of  compass,  740 
Deville  and  T roost’s  method,  393 
Dew,  102S  ; point,  400 
Diagram  indicator,  479 
Dialyser,  140 
Dialysis,  140 
Diamagnetism,  701,  995 
Diaphanous  bodies,  5 1 1 
Diaphragm,  602  ; currents,  951 
Diathermancy,  439 
Diatonic  scale,  250 

Dielectric,  polarisation,  770;  constant, 
7S3  ; strength,  7S4 
Dielectrics,  7S3 

Differential,  barometer,  187  ; galvano- 
meter, 842  ; lamp,  864  ; thermometer, 
300  ; note,  264 


Diffraction,  514;  fringes,  660;  gratings, 
661  ; spectra,  662 
Diffused  light,  528 

Diffusion  of  liquids,  140;  of  gases,  191 
Diffusivity,  412 
Digester,  Papin’s,  374 
Dimensions  of  units,  63,  737,  75S, 
1000 

Dionæa  muscipula,  1006 
Dioptric  telescopes,  609 
Diosmose,  139 

Dip,  magnetic,  733,  966  ; circle,  734 
Diphenylamine,  349 
Diplopia,  645 
Dipping  needle,  734 
Direct  vision  spectroscope,  588 
Directive  action  of  earth’s  magnetism, 
726  ; on  currents,  891,  892 
Disc,  Newton’s,  578  ; Maxwell’s  colour, 
58 1 

Discharge,  convective,  786  ; electric, 
effects  of  the,  800  ; spark  and  brush, 
804  ; silent,  809  ; lateral,  1042 
Discharger,  universal,  781 
Discharging  rod,  782 
Dispersion,  555,  574  ; abnormal,  592 
Dispersive  power,  577 
Displacement,  of  brushes,  990;  electric 


1002 


Disruptive  discharge,  Soo 
Dissipation  of  energy,  509 
Dissociation,  394,  493,  937 
Dissolving  views,  616 
Distance,  estimation  of,  631  ; adaptation 
of  eye  to,  634 
Distillation,  3S0 
Distinct  vision,  distance  of,  598 
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Distribution,  of  free  electricity,  754;  of 
magnetism,  713  ; of  temperature, 
1050;  of  land  and  water,  1052 
Diurnal  variations  of  magnetism,  729 
Diver,  Cartesian,  1 1 5 
Divisibility,  7,  12 
Dobereiner’s  lamp,  489 
Dolbear’s  experiments,  971 
Dominant  chords,  248 
Doppler’s  principle,  233,  590 
Double-image  prism,  673 
Double  refraction,  653,  666 
Double- weighing,  77 
Doublet,  Wollaston’s,  597 
Dove’s  law  of  storms,  1019 
Draught  of  fire-places,  497 
Drawplate,  91 
Dredging  machines,  152 
Driving  wheels,  477 
Drum,  285 
Drum  armature,  992 
Drummond’s  light,  618 
Dry,  batteries  and  piles,  829  ; plates,  622 
Duboscq’s,  microscope,  618;  regulator, 
864 

Ductility,  7,  91 

Duhamel’s  graphic  method,  245 
Dulong  and  Arago’s  experiments  on 
Boyle’s  law,  182  ; method  of  determin- 
ing the  tension  of  aqueous  vapour,  360 
Dulong  and  Petit’s,  determination  of 
absolute  expansion  of  mercury,  323  ; 
method  of  cooling,  460  ; law,  464 
Dumas’s  method  for  vapour  density,  393 
Duplex  telegraphy,  918 
Duration  of  electric  spark,  810 
Dutroche’s  endosmometer,  139 
Dynamical  theory  of  heat,  433  ; of  gases, 
295 

Dynamo  electric  machine,  988,  991,  992 
Dynamometer,  88,  479  ; electro,  896,  899 
Dyne,  63 

EAR,  the,  261 

Ear  trumpet,  239 

Earth,  density  of,  68  ; action  of,  on  cur- 
rents, 891  ; currents,  920,  1044;  flat- 
tening of,  by  rotation,  84  ; magnetic 
poles  of  the,  733;  magnetisation  by 
the,  739  , „ 

Earth’s  magnetism,  force  ot,  735 
Ebullition,  366 
Eccentric,  475 
Echelon  lenses,  619 

Echoes,  monosyllabic,  trisyllabic,  mul- 
tiple, 237 


Eclipses,  514 
Eddy  currents,  964 
Edelmann’s  hygrometer,  399 
Edison’s,  phonograph,  294  ; and  La- 
lande’s  cell,  826 

Efficiency,  of  an  accumulator,  847  ; of  a 
machine,  153,  480;  of  a motor,  993; 
of  heat  engines,  482 
Effluvium,  electric,  809 
Efflux,  velocity  of,  142;  quantity  of, 
144  ; influence  of  tubes  on,  145  ; 
through  capillary  tubes,  147 
Effusion  of  gases,  192 
Elastic  after  action,  87 
Elastic  force  of  gases,  154;  of  vapours, 

354  „ „ 

Elasticity,  7,  20,  85-89 
Electric,  arc,  853  ; batteries,  790  ; bell, 
910;  capacity,  760  ; conductivity,  743, 
845  ; charge,  752  ; chimes,  779  ; 
clocks,  91 1 ; convection  of  heat,  879  ; 
current,  815  ; density,  755  ; egg,  805  ; 
endosmose,  951  ; field,  759;  fish,  1012; 
furnace,  866  ; lamp,  865  ; light,  863  ; 
machines,  768,  776  ; pendulum,  747  ; 
pliability,  1002  ; potential,  757  ; pyro- 
meter, 875  ; residue,  786  ; resistance, 
850,  923,  970;  resistance  thermometer, 
932  ; shock,  802  ; spark,  778  ; tele- 
graphs, 912-921  ; tension,  956  ; ther- 
mometer (Kinnersley),  806  ; whirl, 
780 

Electricity,  application  of,  to  medi- 
cine, 1013;  atmospheric,  1033-1042; 
contact  theory  of,  813  ; development 
of,  by  friction,  742,  by  pressure  and 
cleavage,  750  ; distribution  of,  754  ; 
disengagement  of,  in  chemical  actions, 
814  ; mechanical  effects  of,  808  ; velo- 
city of,  81 1 ; theories  of,  746;  work 
required  for  production  of,  777  ; and 
light,  996 

Electrocapillary  phenomena,  950 
Electrochemical  equivalent,  940 
Electrodes,  934;  polarisation  of,  820; 

non-polarisable,  1007 
Electrodynamometer,  896,  899 
Electrogilding,  954 
Electrolysis,  933  ; laws  of,  939 
Electrolyte,  934 

Electromagnetic,  motors,  993  ; units, 
1000;  theory  of  light,  1002 
Electromagnets,  901 
Electrometallurgy,  953 
Electrometer,  748  ; Lane’s,  793  ; quad- 
rant, 796  ; Thomson’s  absolute,  797  ; 
capillary,  950 
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Electromotive,  series,  816  ; force,  848, 
determination  of,  929  ; force  of  cells, 
831.  929.  90S 
Electron,  940 
Electrophorus,  772 
Electroplating,  954  956 
Electroscope,  748  ; Bohnenberger’s,  830  ; 

Volta’s  condensing,  795 
Electrostatic,  units,  1000  ; pressure,  756  ; 
capacity,  760  ; induction,  762  ; volt- 
meter, 798 
Electrostriction,  S08 
Elliptic  polarisation,  683,  686 
Emission  theory,  510 
Emissive  power,  429 
Emmetropic  eye,  643 
Emulsions,  140;  gelatine,  622 
Endosmometer,  139 

Endosmose,  139  ; electric,  951  ; of  gases, 
191 

Endosmotic  equivalent,  139 
Endothermic  reactions,  493 
Energy,  64  ; conservation  of,  67  ; dissi- 
pation of,  509  ; transformations  of, 
66  ; varieties  of,  65 

Engines,  gas,  482  ; steam,  474  ; low 
and  high  pressure,  477  ; locomotive, 
476  ; fire,  220  ; horizontal,  474  ; work 
of,  480  ; hot  air,  481  ; oil,  483 
Equator,  magnetic,  733 
Equilibrium,  of  forces,  38  ; of  floating 
bodies,  114  ; of  heavy  bodies,  70;  of 
liquids,  103-106  ; mobile,  of  tempera- 
ture, 421;  neutral,  72;  stable,  72; 
unstable,  72 

Equipotential  surfaces,  759 
Equivalent,  electrochemical,  S40  ; en- 
dosmotic, 139;  mechanical,  of  heat, 
506 

Erg,  63 

Escapement,  83  ; wheel,  83 
Ether,  433;  luminiferous,  510 
Eustachian  tube,  261 
Evaporation,  352  ; causes  which  accele- 
rate, 365  ; cold  due  to,  376  ; latent 
heat  of,  375 

Evaporation  and  ebullition,  365 
Ewing’s  experiments,  715 
Exchanges,  theory  of,  421 
Exhaustion,  produced  by  air-pump,  202  ; 

by  Sprengel’s  pump,  206 
Exosmose,  139 
Exothermic  reactions,  493 
Expansibility  of  gases,  155 
Expansion,  by  heat,  298;  of  solids, 
314-321  ; of  liquids,  322-331  ; of  gases, 
332  - 335  ; coefficients  of,  317; 


measurement  of  linear,  315,  316  ; 
force  of,  320 

Expansion  of  gases,  cold  produced  by,  503 
Expansive  force  of  water  in  freezing,  349 
Experiment,  Berthollet’s,  189;  Frank- 
lin’s, 371  ; Florentine,  96  ; Pascal’s, 
164  ; Torricellian,  163 
Extension,  7,  9 ; of  liquids,  96 
Extra  current,  967 

Eye,  625  ; accommodation  of,  634  ; not 
achromatic,  642  ; refractive  indices  of 
media  of,  626  ; path  of  rays  in,  62S  ; 
dimensions  of  various  parts  of,  627  ; 
glasses,  644 

Eye  lens,  603  ; Campani’s,  Huyghens’, 
Ramsden’s,  603 

FAHRENHEIT’S  hydrometer,  122  ; 

thermometer  scale,  304 
Falling  bodies,  laws  of,  78 
Falsetto  notes,  263 
Farad,  93 1 

Faraday’s,  ice-pail  experiments,  764  ; 
chamber,  765  ; disc,  889,  965  ; theory 
of  induction,  766  ; voltameter,  933  ; 
wheel,  639 
Fatigue,  elastic,  87 

Favre  and  Silbermann’s,  calorimeter, 
470  ; determination  of  heat  of  com- 
bustion, 491 
Feed-valve,  473 
Ferromagnetic  substances,  701 
Fibres,  Corti’s,  261 

Field,  electric,  759  ; magnetic,  699  ; of 
a microscope,  603  ; of  view,  604 
Field  lens,  603 
Field  magnets,  986,  98S 
Figures,  Lichtenberg’s,  788 
Filament  of  glow  lamp,  865 
Filters,  15 
Finder,  606 

Fire-ball,  1038  ; -engine,  220  ; -places, 
496 

Fish,  electric,  1012 
Fishes,  swimming  bladder  of,  116 
Fizeau’s  experiments,  317,  518 
Flag  signals,  914 
Flame,  490  ; sensitive,  280 
Flask,  specific  gravity,  120,  122 
Flattening  of  the  earth,  84 
Fleming’s,  rule,  960  ; cell,  S17 
Fleuss  pump,  205 
Flexure,  elasticity  of,  88 
Floating  bodies,  114 
Florentine  experiment,  13,  96 
Fluid,  4 ; imponderable,  6 ; elastic,  154  ; 
magnetic,  698 
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Fluidity,  7 
Fluorescence,  593 
Flute,  282 

Flux,  of  magnetic  force,  723  ; density, 
902 

Fluxes,  343 

Focal  length,  determination  of,  of  mirror, 
539  ; of  lens,  572 

Foci,  acoustic,  237  ; conjugate,  425, 
535.  584  5 magnetic,  735 
Focus,  of  concave  mirror,  535  ; of  convex 
mirror,  536  ; of  lens,  563  ; of  parabolic 
mirror,  544 

Focusing  the  microscope,  597,  602 
Fog-signal,  242 
Fogs,  1021 
Fohn,  1018 
Foot-pound,  61,  480 
Force,  29  ; centrifugal,  55  ; pump,  218  ; 
coercive,  702,  907  ; elastic,  of  gases, 
154  ; lines  of  magnetic,  699  ; of  expan- 
sion and  contraction,  320  ; electro- 
motive, 831,  848  ; representation  of, 
29  ; of  liquids,  330  ; portative,  710,  905 
Forces,  6 ; along  the  same  line,  33  ; 
equilibrium  of,  36  ; molecular,  85  ; 
moments  of,  39  ; parallelogram  of,  36  ; 
polygon  of,  37  ; triangle  of,  38 
Fortin’s  barometer,  168 
Foucault,  currents,  964  ; determination 
of  velocity  of  light,  517  ; experiment, 

964 

Fountain,  in  vacuo,  21 1 ; intermittent, 
213,  at  Giggleswick,  215  ; Hero’s,  212 
Fovea  centralis,  625 

Franklin’s,  experiment,  371,  1033  ; plate, 
785  ; theory  of  electricity,  746 
Fraunhofer’s  lines,  585 
Free  path,  296 
Freezing,  apparatus  for,  377 
Freezing,  mixtures,  350  ; point  in  a ther- 
mometer, 303 

Fresnel’s,  experimentum  crucis,  659  ; 
rhomb,  685 

Friction,  46,  49;  heat  of,  484  ; hy- 
draulic, 146;  internal,  of  liquids,  5°. 
147,  and  of  gases,  450  ; development  of 
electricity  by,  742  ; brake,  479 
Friction  wheels,  79 
Fringes,  659 
Frog,  rheoscopic,  1009 
Frost,  1028 
Fulcrum,  43 
Fulgurites,  1040 
Fulminating  pane,  785 
Furnace,  electric,  866 
Fusing  point,  341 


Fusion,  laws  of,  341  ; vitreous,  341  ; 
latent  heat  of,  467 


ALILEO’S  telescope,  608 
JJ  Galleries,  whispering,  237 
Galvani’s  experiment,  812 
Galvanometer,  tangent,  837  ; sensitive, 
839  ; astatic  needle,  840  ; mirror,  841  ; 
ballistic,  843  ; dead-beat,  843  ; sus- 
pended coil,  896  ; differential,  842  ; 
sine,  838 

Galvanoplasties,  953 

Gas,  battery,  945  ; engines,  482 

Gaseous  state,  4 

Gases,  absorption  of,  by  liquids,  190,  by 
solids,  194,  by  vapours,  440  ; appli- 
cation of  Archimedes*  principle  to,  196  ; 
cold  produced  by  expansion  of,  503  ; 
occlusion  of,  195  ; compressibility  of, 
156,  182;  condensed,  194,  210;  con- 
ductivity of,  415  ; diamagnetism  of, 
995  ; density  of,  338  ; dynamical  theory 
of,  295;  expansion  of,  155,  332;  en- 
dosmose of,  191;  effusion  of,  192;  trans- 
piration of,  193  ; index  of  refraction 
of,  561  ; laws  of  mixture  of,  189  ; per- 
manent, 383  ; liquefaction  of,  3S3  ; 
physical  properties  of,  154;  pressure 
exerted  by,  158;  radiation  of,  446; 
specific  heat  of,  466  ; velocity  of  sound 
in,  231  ; viscosity  of,  450  ; weight  of, 
1 56 

Gauge,  air-pump,  202  ; McLeod's,  206  ; 
rain,  1024 

Gauss’  proof  of  inverse  square  law,  725 
Gay-Lussac’s,  alcoholometer,  126  ; baro- 
meter, 169  ; determination  of  the  ex- 
pansion of  gases,  332  ; of  vapour- 
density,  391  ; stopcock,  38S 
Geissler’s  tubes,  206,  590,  979 
Geographical  meridian,  727 
Geometrical  shadows,  514 
Geryk  pump,  205 
Giffard’s  injector,  208 
Gilding  metal,  954 
Glacial  pole,  1050 
Glaciers,  1032 

Glashier’s,  balloon  ascents,  197  ; factors, 

404  . , 

Glass,  compressed,  682  ; expansion  ot, 
326  ; magnifying,  597  ; object,  601  ; 
opera,  608  ; unannealed,  6S2 
Glasses,  weather,  176 
Globe  lightning,  1038 
Glow,  electric,  804  ; worm,  649  ; lamp, 
865 
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Glycerine  barometer,  1 78 
Gold-leaf  electroscope,  748 
Gong,  2S4 
Goniometers,  543 
Governor  of  a steam  engine,  474 
Gradient,  barometric,  1020 
Gramme,  ring,  989  ; electric  machine,  989 
Graphic  method,  Duhamel’s,  245  ; Fos- 
ter’s, 86 1 

Graphophone,  293 
Gratings,  661 
Grave  harmonic,  264 
Gravesand’s  ring,  298 
Gravimetrical  density,  1 86 
Gravitation,  6,  84  ; terrestrial,  69,  84  ; 
accelerative  effect  of,  29  ; constant  of, 
29 

Gravity  battery,  823 

Gravity,  centre  of,  70  ; determination  of 
constant  of,  77 
Gregorian  telescope,  610 
Gridiron  pendulum,  321 
Grimaldi’s  experiment,  659 
Grotthiiss’  hypothesis,  937 
Grove’s,  battery,  824  ; gas  battery,  945 
Growth  of  current  in  circuit,  969 
Guard  ring,  797 

Guericke’s,  air-pump,  201  ; Magdeburg 
hemispheres,  162 
Guide-blades  of  a turbine,  15 1 
Guitar,  281 
Gulf  Stream,  1047 
Guthrie’s  researches,  351 
Gymnotus,  1012 

Hail,  1030 

Hair  hygrometer,  405 
Haldat’s  apparatus,  100 
Hall’s  experiment,  900 
Hallstrôm’s  experiments,  331 
Haloes,  641,  660,  1022 
Hammer,  oscillating,  975  ; of  a piano, 
281 

Hampson’s  apparatus,  387 
Harcourt’s  pentane  lamp,  520 
Hardening,  90,  93 
Hardness,  7 ; scale  of,  92 
Harmonic,  triad,  248  ; grave,  264  ; 
motion,  57 

Ilarmonicon,  chemical,  280 
Harmonics,  254,  275 
Harp,  281  ; Marloye’s,  283 
Harris’s  unit  jar,  794 
Heat,  294  ; animal,  494  ; absorption  of, 
by  vapour,  &c.,  440,  445  ; atomic, 
464  ; conduction  of,  409  ; dynamical 
theory  of,  433  ; latent,  344  ; mechani- 


cal equivalent  of,  506  ; polarisation  of 
693  ; produced  by  absorption  and 
imbibition,  489;  of  combination,  491  ; 
radiant,  417,  420  ; reflection  of,  423  ; 
sources  of,  484-494  ; specific,  4.53-466  ; 
transmission  of,  409  ; terrestrial,  488  ; 
in  electric  circuit,  858 
Heating,  495  ; by  steam,  499  ; by  hot 
air,  500  ; by  hot  water,  501 
Hefner  Alteneck,  lamp,  520  ; regulator, 
869 

Height  of  barometer,  167  ; variations 

in,  173 

Heights  of  places,  determination  of,  by 
barometer,  179;  by  boiling  point, 
372 

Heliograph,  533 
Heliostat,  543 

Helmholtz’s,  analysis  of  sound,  256-259  ; 

galvanometer,  837 
Hemispheres,  Magdeburg,  162 
Henley’s  electrometer,  748 
Henry,  96S 
Herapath’s  salt,  672 
Hero’s  fountain,  212 
Heroult’s  electric  furnace,  866 
Herschelian  telescope,  612 
Hertz’s  experiments,  1003 
Hirn’s  experiments,  506 
Hoar-frost,  1028 

Hofmann’s  density  of  vapours,  392 
Holtz’s  electric  machine,  775 
Homogeneous,  light,  5S3  ; medium,  513 
Hope’s  experiments,  331 
Horizontal,  line,  69  ; plane,  69  ; force 
of  earth’s  magnetism,  736 
Horn,  musical  instrument,  282 
Horse-power,  63,  479 
Hot-air,  engines,  481  ; heating  by,  500 
Hotness,  299 

Hot-water,  heating  by,  501 
Hot-wire  instruments,  867 
Howard’s  nomenclature  of  clouds,  1022 
Hughes’s,  microphone,  972  ; induction 
balance,  974 

Humours,  aqueous  and  vitreous,  of  the 
eye,  625 

Huygbens’  eyepiece,  603 
Hyaloid  membrane,  625 
Hydraulic,  press,  10 7 ; engine,  153  ; fric 
tion,  146;  lift,  107;  power,  application 
of,  107;  ram,  152;  tourniquet,  150 
Hydro-electric  machine,  771 
Hydrogen,  liquefaction  of,  3S7 
Hydrometers,  119-129 
Hydrostatic,  bellows,  100;  paradox,  102 
balance,  1 19,  122 
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Hygrometers,  398,  405  ; chemical,  399  ; 
condensing,  400  ; Daniell’s,  401  ; wet- 
bulb,  404  ; Regnault’s,  402  ; Dines’, 
403  ; absorption,  405 
Hygrométrie,  state,  397  ; substances,  396 
Hygroscope,  405 
Hypermetropia,  643 
Hypsometer,  372 
Hysteresis,  907 


ICE,  1031  ; specific  heat  by  fusion  of, 
455  ; Bunsen’s  ice  calorimeter,  456  ; 
expansive  force  of,  349  ; machine,  503 
Iceland  spar,  673 
Ice-pail  experiments,  764 
Ideal,  gas,  294  ; solution,  13 
Idioelectrics,  742 

Images,  accidental,  640  ; conditions  of 
distinctness  of,  598  ; formation  of,  in 
concave  mirrors,  535,  in  convex  mir- 
rors, 538,  in  plane  mirrors,  525  ; 
multiple,  526  ; magnitude  of,  540  ; 
produced  by  small  apertures,  515  ; 
virtual  and  real,  525  ; inversion  of, 
629 

Imbibition,  heat  produced  by,  4S9 
Impedance,  985 
Impenetrability,  7,  8 
Imponderable  matter,  6 
Incandescent  lamps,  S65 
Inclination,  magnetic,  733  ; compass,  734 
Inclined  plane,  46  ; motion  on,  52 
Index  of  refraction,  547  ; measurement 
of,  in  solids,  559  ; in  liquids,  560  ; in 
gases,  561 

Indicator  diagram,  Mclnnes’,  480 
Indices,  refractive,  table  of,  561 
Induced  currents,  957-969  ; general  prin- 
ciples of,  960 
Inductance,  967 

Induction,  balance,  974  ; by  the  earth, 
966  ; of  a current  on  itself,  967  ; 
electrostatic,  762  ; in  telegraph  cables, 
916;  Faraday’s  theory  of,  766;  by 
Leyden  discharge,  962  ; by  magnets, 
959  ; magnetic,  700 
Inductive  capacity,  specific,  783 
Inductorium,  975 

Inertia,  7,  22  ; applications  of,  23  ; mo- 
ment of,  S9A,  7 1 1,  736 
Influence,  magnetic,  700  ; electrostatic, 
762 

Ingenhaus’s  experiment,  410 
Injector,  Giffard’s,  208 
Insects,  sounds  produced  by,  244 
Insolation,  650 


Instruments,  optical,  596  ; polarising, 
670  ; mouth,  272  ; reed,  273  ; 
stringed,  281  ; wind,  271 
Insulating,  bodies,  744  ; stool,  778 
Insulators,  743 

Intensity,  of  ‘light,  519;  of  magnetisa- 
tion, 722  ; of  reflected  light,  529  ; 
of  a musical  note,  246  ; of  radiant 
heat,  420  ; of  sound,  causes  which  in- 
fluence, 227  ; magnetic,  720,  735  ; of 
terrestrial  gravity,  84;  of  magnetisation, 
904 

Interference,  of  light,  659  ; of  sound,  262 
Intermittent,  fountain,  213  ; springs,  215  ; 
siphon,  215 

Interrupter,  of  induction  coil,  975  ; 

Wehnelt,  976  ; mercury,  1004 
Intervals,  musical,  247 
Inversion,  of  images,  629  ; thermo- 
electric, 870 
Ionisation,  937 
Ions,  934,  943,  982 
Iris,  625 

Iron  ships,  magnetism  of,  740 
Irradiation,  641 
Irregular  reflection,  528 
Isobars,  1020 
Isochimenal  line,  1048 
Isochronism,  56 
Isoclinic  lines,  733 
Isodynamic  lines,  735 
Isogeothermic  lines,  1048 
Isogonic  lines,  728 
Isotheral  lines,  1048 

Isothermal,  lines,  373,  412,  507,  1048  ; 
zone,  1048 

JAR,  Harris’s  unit,  794;  Leyden, 
786-794 

Jet,  lateral,  143  ; height  of,  144  ; form 
of,  149 

Jew’s  harp,  273 

Jolly’s,  spring  balance,  87  ; determina- 
tion of  gravity,  77 

Joly’s  condensation  method  for  specific 
heat,  461 

Jordan’s  glycerine  barometer,  17S 
Joule’s,  experiment  on  heat  and  work, 
506  ; equivalent,  506  ; law,  860  ; elec- 
tromagnet, 901 
Jupiter,  516 

Jurin’s  laws  of  capillarity,  131 

KALEIDOPHONE,  639 
Kaleidoscope,  526 
Kamsin,  1018 
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Kater’s  pendulum,  Si 
Kathode,  934  ; rays,  98 1 
Kalion,  934 
Keepers,  709 

Kelvin,  Lord  {see  Thomson) 

Kerr’s  electro-optical  experiments,  997 
Keynote,  249 
Kienmayer’s  amalgam,  769 
Kilogrammetre,  62,  479 
Kilowatt,  S60 
Kinematograph,  639 
Kinetic  energy,  64,  506 
Kinnersley’s  thermometer,  SoS 
Kirchhoff’s  laws,  855 
Knife-edge,  73 

Konig’s,  apparatus,  257  ; manometric 
flames,  290 

Kundt’s  velocity  of  sound,  279 


Labyrinth  of  the  ear,  261 

Lactometer,  128 
Lag,  magnetic,  907 
Lalande  and  Chaperon’s  cell,  826 
Lambert’s  method,  581 
Lamp,  incandescent,  865  ; Dobereiner, 
489  ; differential,  864  ; safety,  410 
Land  and  water,  distribution  of,  1052 
Lane’s  electrometer,  793 
Langley’s,  observations  on  the  spectrum, 
436  ; bolometer,  932 
Lantern,  magic,  616 
Laplace’s  barometric  formula,  179 
Laryngoscope,  573 
Larynx,  260 

Latent  heat,  344  ; of  fusion,  467  ; of 
vapours,  375,  468 
Lateral  jet,  143 

Latitude,  magnetic,  733  ; influence  of, 
on  the  temperature  of  the  air,  1050  ; 
parallel  of,  84 

Lavoisier  and  Laplace’s  calorimeter,  455  ; 
method  of  determining  linear  expan- 
sion, 315 

Lead,  angle  of,  990 
Lead  tree,  949 

Lechatellier’s  thermo-junction,  S75 
Lecher’s  method,  1003 
Leclanché’s  cell,  828 
Ledger  lines,  252 
Leidenfrost’s  phenomenon,  390 
Lenard  rays,  981 

Lens,  axis  of,  562  ; optical  centre  of, 
secondary  axis  of,  566 
Lenses,  562-572  ; formulæ  for,  563  ; 
achromatic,  595  ; aplanatic,  570  ; 
combination  of,  571  ; in  echelon,  619  ; 


images  in  double  convex,  5^4>  *n 
double  concave,  565  ; lighthouse,  619 
Lenz’s  law,  961 

Leslie’s,  cube,  427  ; experiment,  376  ; 

thermometer,  309 
Level,  water,  108  ; spirit,  109 
Level  surface,  69 

Lever,  43  . . . 

Leyden  discharge,  inductive  action  of, 
962 

Leyden  jars,  786-794;  potential  and 
capacity  of,  799  ; work  by,  801 
Lichtenberg’s  figures,  788 
Liebig’s  condenser,  380 
Lift,  hydraulic,  107 
Ligament,  suspensory,  625 
Light,  510;  diffraction  of,  660;  homo- 
geneous, 583  ; intensity  of,  519  ; inter- 
ference of,  659  ; laws  of  reflection  of, 
522;  oxyhydrogen,  618;  polarisation 
of,  666  ; change  of  intensity  with  dis- 
tance of,  519,522;  sources  of,  648  ; 
theory  of  polarised,  675  ; undulatory 
theory  of,  510,  651  ; velocity  of,  516- 
518 

Lighthouse  lenses,  619 
Lighting,  electric,  864 
Lightning,  1038  ; effects  of,  1040  ; con- 
ductor, 1042 

Limit,  of  elasticity,  20  ; of  perceptible 
sounds,  244  ; of  magnetisation,  894 
Linde’s,  ice-machine,  503  ; apparatus,  387 
Line,  aclinic,  733  ; of  collimation,  606 
isoclinic,  733  ; agonic,  728  ; isogonic, 
728  ; isodynamic,  735  ; of  sight,  606 
Linear,  expansion,  coefficients  of,  317  ; 
thermopile,  435 

Lines,  of  magnetic  force,  699  ; of  elec- 
tric force,  759 

Lippmann’s,  capillary  electrometer,  950  ; 

colour  photography,  624 
Liquefaction,  of  gases,  383  ; of  vapours, 
378 

Liquids,  95  ; buoyancy  of,  99  ; com- 
pressibility of,  96  ; conductivity  of, 
413;  calculation  of  density  of,  120; 
diffusion  of,  140;  diamagnetism  of, 
995  ; expansion  of,  322  ; equilibrium 
of,  103  ; manner  in  which  they  are 
heated,  414  ; pressure  of,  on  sides  of 
vessel,  101  ; refraction  of,  560;  rota- 
tory power  of,  691  ; spheroidal  form 
of,  16;  spheroidal  state  of,  390; 
specific  heat  of,  463  ; volatile  and 
fixed,  352  ; tensions  of  vapours  of, 
362  ; of  mixed  liquids,  363 
Lissajous’s  experiments,  286-288 
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Local,  action,  819  ; battery,  914 
Locatelii’s  lamp,  432 
Locomotives,  476 
Lodestone,  694 

Lodge’s  wireless  telegraph  receiver,  1004 
Longitudinal  elasticity,  87 
Long  sight,  643 
Loops  and  nodes,  270 
Loss  of  weight  in  air,  correction  for, 
40S 

Loudness  of  a musical  tone,  246 
Lullin’s  experiment,  80S 
Luminiferous  ether,  510 
Luminous,  bodies,  511  ; heat,  440  ; 
meteors,  1014;  paint,  649;  pencil, 
512;  radiation,  437;  ray,  512 


MACHINE,  Atwood’s,  79  ; elec- 
tric, 768-776 
Mackerel-sky,  1022 
Macleod’s  gauge,  206 
Magdeburg  hemispheres,  162 
Magic  lantern,  616 

Magnetic,  attraction  and  repulsion,  696  ; 
battery,  708  ; circuit,  902  ; curves, 
700  ; decimation,  727  ; dip,  733  ; ele- 
ments, 727  ; equator,  733  ; field,  699, 
834,  S36  ; flux  density,  721  ; foci, 
735  ! force,  laws  of,  717  ; force  due  to 
bar  magnet,  723  ; induction,  700,  902  ; 
influence,  700  ; moment,  720,  724  ; 
intensity,  721  ; meridian,  726  ; needle, 
694  ; observatories,  738  ; poles,  716, 
733  ; reluctance,  902  ; saturation,  69S  ; 
storms,  728,  738  ; substances,  701  ; 
detector,  1004 

Magnetisation,  703  ; by  the  action  of  the 
earth,  739  ; by  currents,  707,  904  ; 
curve,  904  ; intensity  of,  904  ; by  single, 
separate,  and  double  touch,  704-706  ; 
limit  of,  894 

Magnetism,  6,  694  ; earth’s,  726  ; of  iron 
ships,  740  ; Ampere’s  theory  of,  894  ; 
remanent,  904  ; theory  of,  698  ; ter- 
restrial, 726  ; distribution  of  free,  713  ; 
effect  of  temperature  on,  712 
Magneto  and  dynamo-electric  machines, 
985-992 

Magnetometer  method,  904 
Magnetomotive  force,  902 
Magnets,  artificial  and  natural,  694  ; 
broken,  697  ; action  of  earth  on,  726  ; 
Meyer’s  floating,  714  ; heat  developed 
by,  964  ; north  and  south  poles  of, 
695  ; portative  force  of,  710;  satura- 
tion of,  698  ; effect  of  temperature  on, 


712;  induction  by,  959;  inductive 
action  of,  on  moving  bodies,  963;  action 
of,  on  currents,  889,  on  solenoids,  893  ; 
optical  effects  of,  996 
Magnification,  540,  569  ; linear  and 
superficial  measure  of,  600 
Magnifying,  glass,  597  ; power,  605,  of 
a telescope,  606 

Magnitude,  9;  apparent,  of  an  object, 
599  ; of  images  in  mirrors,  540 
Major,  chord,  247  ; triads,  248 
Malleability,  7,  91 

Mance’s,  heliograph,  533  ; method,  927 
Manganese,  magnetic  limit  of,  71 1 ; mag- 
netic effect  of,  in  alloys,  701 
Manhole,  473 

Manometer,  96,  184;  with  compressed 
air,  185  ; Regnault’s  barometric,  187 
Manometric  flames,  290 
Mares’  tails,  1022 

Marine,  barometer,  169  ; engines,  474 
Mariner’s,  card,  1016  ; compass,  732 
Mariotte  and  Boyle’s  law,  181 
Mariotte’s  tube,  1S1 
Marloye’s  harp,  283 

Marsh  gas,  absorption  of  radiation  by,  443 

Mascart’s  insulator,  744 

Maskelyne’s  experiment,  69 

Mason’s  hygrometer,  404 

Mass,  measure  of,  26  ; unit  of,  26 

Matter,  2 

Matteucci’s  experiments,  766,  962 
Matthiessen’s  thermometer,  309 
Maximum  and  minimum  thermometers, 
3 11 

Maximum  current,  conditions  of,  847 
Maxwell’s, electromagnetic  theory  of  light, 
1002  ; colour  discs,  581  ; rule,  960  ; 
law,  1002 

Mayer’s  floating  magnets,  714 
Mean  temperature,  1045 
Measure  of  force,  29  ; of  work,  61 
Measure  of  magnification,  600  ; of  mass, 
26  ; of  space,  25  ; of  time,  24  ; of 
velocity,  28 

Measurement  of  small  angles  by  reflec- 
tion, 530 

Mechanical,  equivalent  of  heat,  506  ; 

effects  of  electric  discharge,  808 
Megavolt,  848 
Mel'oni’s  researches,  424 
Meltingpoint,  influenceof  pressure  on,  342 
Membranes,  semipermeable,  139  ; sensi- 
tive, 229  ; vibrations  of,  285 
Meniscus,  150  ; cot. vex  and  concave,  130; 

in  barometer,  1 7 1 
Mensbrugghe’s  experiment,  133 
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Mercury,  frozen,  376,  384,  390  ; pendu- 
lum, 321  ; expansion  of,  322  ; pump, 
209  ; purification  of,  169 
Meridian,  25  ; geographical  and  mag- 
netic, 726 
Metacentre,  114 

Metal,  Rose’s  and  Wood’s  fusible,  341 
Meteoric  stones,  487 
Meteorograph,  1015 
Meteorology,  1014 
Meteors,  aerial,  1014 
Metre  wire  bridge,  923 
Metronome,  83 

Meyer’s  method  for  vapour  density,  393 
Mho,  845 
Microfarad,  931 
Micrometer,  605;  screw,  11 
Microphone,  972 

Microscope,  simple,  597  ; Duboscq’s, 
61S;  compound,  601;  field  of,  604; 
focusing,  598  ; magnifying  powers  of, 
600;  photo-electric,  61S  ; solar,  617 
Microspectroscope,  591 
Microvolt,  848 
Migration  of  the  ions,  943 
Mill,  Barker’s,  150 
Milliammeter,  898 
Milliampère,  849 
Mineral  waters,  1051 
Minimum,  thermometer,  31 1 ; deviation, 

558 

Minor  chord,  248 
Minotto’s  battery,  823 
Mirage,  551 

Mirrors,  523  ; applications  of,  543  ; burn- 
ing, 425  ; concave,  424,  535,  537  ; 
conjugate,  425  ; convex,  536  ; para- 
bolic, 544;  rotating,  530,  810; 

spherical,  534 
Mists,  1021 

Mixture,  of  gases,  189  ; ot  gases  and 
liquids,  190  ; laws  of,  388 
Mixtures,  freezing,  350;  method  of,  457 
Mobile  equilibrium,  421 
Mobility,  7,  21 
Modulus,  Young’s,  87 
Moisture  of  the  atmosphere,  406 
Molecular  forces,  3 ; sieve,  139  ; state  of 
bodies,  4 ; state,  relation  of  absorption 
to,  450  ; velocity,  296 
Molecules,  3 

Moment,  of  forces,  39  ; of  magnet,  720  ; 
comparison  of  moments,  724;  of  inertia, 
89A,  7 1 R 736 
Momentum,  31 
Monochord,  267 
Monochromatic  light,  583 
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Monosyllabic  echo,  237 
Monsoon,  1018 

Montgolfier’s,  balloon,  197  ; ram,  152 
Moon,  light  of,  521 
Morin’s  apparatus,  80 
Morren’s  mercury  pump,  209 
Morse’s,  telegraph,  914;  key,  914 
Moser’s  images,  194 

Motion,  21  ; on  an  inclined  plane,  50; 
laws  of,  32  ; in  a circle,  55  ; resistance 
to,  in  a fluid,  50  ; uniformly  accelerated, 
51  ; of  a pendulum,  56  ; of  a projec- 
tile, S3 

Motor,  electric,  993 

Multiple,  echoes,  237  ; images  formed  by 
mirrors,  526,  549 
Muscular  currents,  1007 
Musical,  boxes,  283  ; comma,  248  ; inter- 
vals, 247  ; scale,  248  ; temperament, 
250  ; note,  properties  of,  246  ; inten- 
sity, 246  ; notation,  252  ; pitch  and 
timbre,  246  ; range,  252 
Mutual  induction,  96S 
Myopia,  643 

Nascent  state,  17 

Natterer’s  apparatus,  384 
Natural  magnets,  694 
Needle,  declination,  728  ; dipping,  734  ; 
astatic,  839  ; magnetic,  696  ; thermo- 
electric, 875 
Negative  plate,  816 
Negatives  on  glass,  621 
Nernst  lamp,  865 
Nerve-currents,  1011 
Neumann’s  law,  465 

Neutral,  region,  762  ; equilibrium,  72  ; 
temperature,  870 

Newton’s,  disc,  578  ; law  of  cooling,  422  ; 

rings,  664,  665  ; theory  of  light,  579 
Newtonian  telescope,  61 1 
Niaudet’s  cell,  826 
Nicholson’s  hydrometer,  1 19 
Nickel,  electric  deposition  of,  956 
Nicol’s  prism,  674 
Nimbus,  1022 
Nobert’s  lines,  605 

Nobili’s,  rings,  948  ; thermo-electric  pile, 

873 

Nocturnal  radiation,  504 
Nodal  points,  270,  275,  659 
Nodes  and  loops,  270  ; of  an  organ  pipe, 
275  ; explanation  of,  277 
Noises,  221 
Nonconductors,  743 
Non-polarisable  electrodes,  1007 
N'orremberg’s  apparatus,  67 1 
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Northern  light,  1044 
Norwegian  stove,  416 
Notation,  musical,  252 
Notes,  in  music,  246  ; musical,  of  women 
and  boys,  260  ; wave-length  of,  253 
Nut  of  a screw,  48 


OBJECT-GLASS,  602,  606 
Objective,  602 
Oboe,  273 

Obscure,  radiation,  437  ; rays,  438, 
transmutation  of,  438 
Observatories,  magnetic,  738 
Occlusion  of  gases,  195 
Occultation,  516 
Octave,  247 

Oersted’s  experiment,  83=; 

Ohm,  831  P 
Ohmmeter,  928 
Ohm’s,  law,  845  ; prism,  659 
Opaque  bodies,  5 1 1 
Opera-glasses,  608 
Ophthalmoscope,  647 
Optic,  axis,  630  ; axis  of  biaxial  crystals, 
658  ; angle,  630  ; nerve,  625 
Optical,  centre,  566  ; effects  of  magnets, 
996  ; instruments,  596 
Optometer,  632 
Orbit  of  the  eye,  625 
Organ,  28 1 ; pipes,  275  ; nodes  and  loops 
of,  275 

Orthochromatic  plates,  622 
Oscillating  currents,  800,  1004,  1005 
Oscillation,  57  ; axis  of,  81  ; method  of, 

719,  753 
Osmose,  139 
Osmotic  pressure,  139 
Otto  von  Guericke’s  air-pump,  201 
Otto’s  gas  engine,  483 
Overshot  wheels,  15 1 
Oxyhydrogen  light,  618 
Ozone,  809,  933,  1040 

PACINOTTI’S  ring,  989 

Paddles  of  steam  vessels,  1 5 1 
Paint,  luminous,  650 
Pallet,  83 
Pandæan  pipe,  282 
Pane,  fulminating,  785 
Papin’s  digester,  374 
Parabolic,  mirrors,  544  ; curve,  80,  143 
Parachute,  199 
Paradox,  hydrostatic,  102 
Parallel,  of  latitude,  84  ; forces,  39, 
centre  of,  39  ; rays,  5 1 2 ; cells  in,  846  ; 
condensers  in,  799 


Parallelogram  of  forces,  36 

Paramagnetic  bodies,  701 

Pascal’s  law  of  equality  of  pressures,  97  ; 

experiments,  164 
Passage  tint,  692 
Path,  mean,  of  molecules,  296 
Pedal,  281 
Peltier’s  effect,  878 
Pelton’s  wheel,  151 

Pendulum,  56  ; application  to  clocks, 
83  ; ballistic,  83  ; compensation,  321  ; 
electric,  742  ; length  of  compound, 
81  ; reversible,  81  ; verification  of 
laws  of,  82 

Penetration  of  a telescope,  607 
Pentane  lamp,  520 
Penumbra,  514 
Percussion,  heat  due  to,  486 
Period  of  vibration,  56 
Permanent,  gases,  383  ; magnetism,  904 
Permeability,  magnetic,  721,  904 
Persistence  of  impression  on  the  retina, 
639 

Perspective,  aerial,  631 
Phantasmagoria,  618 
Phase,  57,  287 
Phenakistoscope,  639 
Phonautograph,  289 
Phonograph,  Edison’s,  293 
Phosphorescence,  649 
Phosphorogenic  rays,  584 
Phosphoroscope,  650 
Photo-electric  riiicroscope,  618 
Photo-electricity,  751 
Photogenic  apparatus,  618 
Photography,  620-624 
Photometers,  520 
Photophone,  999 

Physical,  phenomena,  5 ; agents,  6 ; 
properties  of  gases,  154  5 shadows, 

5*4  . 

Physiological  effects,  of  the  electric  dis- 
charge, 802  ; of  the  current,  1006  ; of 
RuhmkorfPs  coil,  977 
Piano,  281 

Pictet’s  researches,  3S6 
Piezo-electricity,  751 
Piezometer,  96 
Pigment  colours,  582 
Pile,  voltaic,  818  ; thermo-electric,  S73 
Pincette,  tourmaline,  6S0 
Pipes,  organ,  272 
Pisa,  tower  of,  70 
Pistol,  electric,  S09 
Piston,  of  air-pump,  201  ; rod,  474 
Pitch,  concert,  251  ; of  a note,  240; 
a screw,  48 
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Plane,  inclined,  46  ; mirrors,  523 
Planté’s  secondary  battery,  946 
Plate  electric  machine,  76S 
Plates,  553  ; colours  of  thin,  664  ; vibra- 
tions of,  284  ; Chladni’s,  284  ; photo- 
graphic dry,  622 
Pliability,  electric,  1002 
Plumb  line,  69 
Pluviometer,  1024 
Pneumatic  syringe,  1 56,  486 
Point,  boiling,  366 

Points,  action  of,  761,  7S0  ; nodal,  270 
Poisseuille’s  apparatus,  147 
Poisson’s  coefficient,  87 
Polar  aurora,  1044 

Polarisation,  of  liquid,  944  ; E.M.F.  of, 
952  ; angle  of,  66S  ; current,  944  ; of 
electrodes,  820,  944  ; by  double  refrac- 
tion, 666  ; by  reflection,  667  ; by  single 
refraction,  669  ; elliptic  and  circular, 
683  ; of  heat,  693  ; of  light,  666  ; of  the 
electric  medium,  766  ; rotatory,  687  ; 
elliptic,  6S6 

Polarised  light,  theory  of,  675  ; colours 
produced  by  the  interference  of,  676— 
6S2 

Polarising  instruments,  670 
Pole,  glacial,  1050 

Poles,  of  cell,  816  ; electric,  754  ; of  the 
earth,  733  ; magnetic,  733  ; of  a mag- 
net, 695,  716;  unit,  720;  mutual 
action  of,  696  ; red  and  blue,  696 
Polygon  of  forces,  7 
Polyorama,  618 
Polyprism,  555 
Pores,  13 

Porosity,  7,  13  ; application  of,  15 
Portative  force,  710,  905 
Positive  plate,  816 
Postal  battery,  9 14 

Potential  difference,  757  ; measurement 
of,  925 

Potential  energy,  64  ; of  electricity,  757, 
763  ; of  a Leyden  jar,  799 
Pound,  avoirdupois,  26,  30  ; foot,  61 
Poundal,  30 

Power,  62  ; of  a lens,  644  ; of  a micro- 
scope, 604  ; of  a machine,  860 
Presbyopia,  643 
Press,  hydraulic,  107 
Pressure,  centre  of,  101  ; on  a body  in  a 
liquid,  in  ; atmospheric,  163  ; amount 
of,  on  human  body,  165  ; experiment 
illustrating,  21 1 ; influence  on  melting 
point,  342  ; heat  produced  by,  486  ; 
electric,  757  ; electricity  produced  by, 
751  ; of  light,  448 


Pressures,  equality  of,  97;  vertical  down- 
ward, 98  ; vertical  upward,  99  ; in- 
dependent of  form  of  vessel,  100  ; on 
the  sides  of  vessels,  101  ; capillary, 
134  ; of  vapour,  354 
Prévost’s  theoiy  of  exchanges,  421 
Primary  coil,  957,  975 
Principle  of  Archimedes,  112 
Prism,  554;  right  angled,  556,  616; 
double  refracting,  673  ; Nicol’s,  674  ; 
with  variable  angle,  555  ! double 
image,  673 

Prismatic  compass,  732 
Projectile,  motion  of,  53 
Prony’s  brake,  479 
Proof  plane,  754 
Propagation  of  light,  513 
Protuberances,  590 
Psychrometer,  404,  1015 
Pulley,  44 

Pump,  air,  201  ; condensing,  210  ; filter, 
207  ; centrifugal,  1 5 1 A 
Pumping  engine,  474 
Pumps,  different  kinds  of,  216  ; suction, 
217  ; suction  and  force,  218 
Punctum  cæcum,  625 
Pupil  of  the  eye,  625 
Pyknometer,  120 
Pyroelectricity,  751 
Pyroheliometer,  487 
Pyrometers,  312  ; electric,  875,  932 

QUADRANT  electrometer,  748,  796 
Quadrantal  error  of  compass, 
~ 74° 

Quality  of  musical  note,  246 
Quantity,  electric,  752,  930 
Quartz  threads,  89 

RADIANT  heat,  417  ; detection  and 
measurement  of,  418;  causes 
which  modify  the  intensity  of,  420  ; 
Melloni’s  researches  on,  432  ; relation 
of  gases  and  vapours  to,  443  ; relation 
of,  to  sound,  451 

Radiating  power,  429  ; identity  of  ab- 
sorbing and,  430  ; causes  which 
modify,  431  ; of  gases,  446 
Radiation,  cold  produced  by,  504  ; of 
gases,  446  ; luminous,  and  obscure, 
437  ; laws  of,  437  ; solar,  487 
Radiative  power  of  vapours,  1026 
Radioactivity,  982 
Radiometer,  449 
Radiomicrometer,  873 
Railway,  friction  on  centrifugal,  55 
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Rain,  1024;  clouds,  1024;  bow,  1043; 
fall,  1015,  1024,  1025;  gauge,  1024; 
drop,  velocity  of,  50 
Ram,  hydraulic,  152 
Ramsden’s,  electric  machine,  768  ; eye- 
piece, 603 

Raoult’s  researches,  346 
Rarefaction,  in  air-pump,  202  ; by  Spren- 
gcl’s  pump,  206 

Ray,  incident,  546  ; luminous,  512  ; 

ordinary  and  extraordinary,  655 
Rays,  actinic,  or  Ritteric,  438  ; diver- 
gent and  convergent,  513  ; of  heat, 
417,  434;  invisible,  433;  obscure, 
438  ; path  of,  in  eye,  628  ; phosphoro- 
genic,  584  ; polarised,  666  ; trans- 
mission of  thermal,  439 
Reaction  and  action,  42 
Real  image,  535,  564 
Reaumur  scale,  304 

Receiver,  of  air-pump,  201  ; of  electric 
waves,  1004 

Recomposition  of  white  light,  578 
Reduction  factor,  838,  841 
Reed  instruments,  273 
Refining  of  copper,  electric,  853 
Reflected  light,  intensity  of,  529 
Reflecting,  power,  427  ; goniometer, 
543;  sextant,  531  ; stereoscope,  637  ; 
telescope,  609 

Reflection,  apparent,  of  cold,  428  ; laws 
of,  423  ; of  heat,  423  ; from  concave 
mirrors,  425  ; irregular,  528  ; in  a 
vacuum,  427  ; of  light,  522  ; total, 
550  ; of  sound,  236 

Refracting,  stereoscope,  638  ; telescope, 
606 

Refraction,  545-559  ; double,  653;  po- 
larisation by,  666,  669  ; explanation 
of  single,  652  ; of  sound,  238  ; con- 
stant of,  561  ; atomic,  561  ; molecular, 

56i 

Refractive  index,  547  ; determination  of, 
559  1 °f  gases,  561  ; of  liquids,  560; 
of  solids,  561  ; indices  of  media  of 
the  eye,  626 

Refractory  substances,  341 
Refrangibility  of  light,  alteration  of,  593 
Regelation,  1031 

Regnault’s,  experiments,  229  ; determi- 
nation of  density  of  gases,  334,  335  ; 
manometer,  187  ; methods  of  deter- 
mining the  expansion  of  gases,  334  ; 
of  specific  heat,  459  ; of  pressure  of 
aqueous  vapour,  361  ; hygrometer, 
402 

Regulator  of  the  electric  light,  864 


Regulus,  343 
Reis’s  telephone,  909 
Relay,  914 

Reluctance,  magnetic,  902 
Remanent  magnetism,  902 
Replenisher,  774 

Repulsion,  laws  of,  magnetic,  718,  elec- 
tric, 753 

Residual,  charge,  789  ; magnetism,  902 
Residue,  electric,  789 
Resinous  electricity,  745 
Resistance,  limiting  angle  of,  46  ; of  a 
fluid,  50  ; of  a conductor,  743,  850  ; 
specific,  845,  850  ; influence  of  tem- 
perature on,  851  ; of  a liquid,  852, 
942  ; coils,  856  ; measurement  of,  923  ; 
of  galvanometer,  924  ; of  a cell,  927  ; 
in  absolute  measure,  970 
Resistivity,  845 

Resonance,  255,  276  ; box,  251  ; globe, 
256 

Resonator,  electric,  1003 
Resultant  of  forces,  35-37 
Retardation,  magnetic,  907 
Retina,  625  ; persistence  of  impression 
on,  639 

Return  shock,  1041 

Reversible  pendulum,  81 

Reversibility  of  Holtz’s  machine,  775 

Reversing  gear  of  steam  engine,  475 

Reversion  spectroscope,  588 

Rheoscopic  frog,  1009 

Rheostat,  857 

Rhomb,  Fresnel’s,  6S5 

Rhumbs,  732 

Riess’s  thermometer,  S06 

Right  ascension,  61 1 

Rigidity,  simple,  89 

Rime,  1028 

Rings,  coloured,  6S0  ; Gravesande’s,  298  ; 
in  biaxial  crystals,  681  ; Newton’s,  664, 
665  ; Nobili’s,  948 

Ritchie’s,  experiment,  430  ; telautograph, 
921 

Ritteric  rays,  438 
Robinson’s  anemometer,  1015 
Rock  salt,  heat  transmitted  through,  440 
Rods,  vibrations  of,  283 
Roget’s  vibrating  spiral,  881 
Rontgen  rays,  983 
Rose’s  fusible  metal,  341 
Rotary  engine,  478 
Rotating  mirror,  517,  81 1 
Rotation,  electrodynamic  and  electro- 
magnetic, of  liquids,  890  ; of  winds, 
1019 

Rotation,  of  the  earth,  84  ; of  magnets 
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by  currents,  887  ; of  currents  by  mag- 
nets, 886,  889 

Rotatory  polarisation,  687  ; of  liquids, 
691  ; coloration  produced  by,  6S9  ; 
due  to  magnetic  field,  996 
Rousseau’s  densimeter,  129 
Roy  and  Ramsden’s  measurement  of 
linear  expansion,  316 
Rubbers  of  an  electric  machine,  768 
Ruhlmann’s  barometric  and  thermome- 
tric observations,  1S0 
Ruhmkorff’s  coil,  975  ; effects  produced 
by,  977 

Rumford’s  photometer,  520 
Rutherford’s  thermometers,  3 1 1 

SACCHARIMETER,  692 

Safety,  catch,  859  ; tube,  382  ; 
valve,  107,  374,  473;  lamp,  410 
Salimeters,  128 

Salts,  decomposition  of,  by  current,  935 
Saturation,  degree  of,  397  ; magnetic, 
698,  904  ; of  colours,  582 
Saussure’s  hygrometer,  403 
Savart’s  toothed  wheel,  241 
Scale  of  hardness,  92 
Scales,  in  music,  248  ; chromatic,  250  ; of 
a thermometer,  304 
Scattered,  heat,  428  ; light,  528 
Scheiner’s  experiment,  632 
Schiehallion  experiment,  69 
Scintillation  of  stars,  55 1 
Sciopticon,  616 
Sclerotica,  625 
Scott’s  phonautograph,  289 
Scraping  sound,  283 
Scratching  sound,  283 
Screen,  magnetic,  721 
Screw,  11,  48 
Scum  valve,  473 
Search  light,  543 
Secchi’s  meteorograph,  1015 
Secondary,  axis  of  a lens,  566  ; batteries, 
945  ; coil,  921  ; actions,  935 
Seconds  pendulum,  81 
Secular  magnetic  variations,  728 
Segments,  ventral  and  nodal,  270,  275 
Segner’s  water-wheel,  151 
Selenite,  678 
Selenium,  999 

Self-induction,  967  ; coefficient  of,  968 
Semicircular  error  of  compass,  740 
Semi-conductors,  743 
Semipermeable  membranes,  139 
Semiprism,  587 
Semitones,  249 
Senarmont’  experiment,  412 
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Sensitive  membrane,  229 
Serein,  1026 

Series  and  parallel,  799>  ^4(5 
Series,  thermo-electric,  869  ; dynamo,  991 
Sextant,  531 
Shadows,  514 
Sharpness  of  sight,  633 
Shock,  electric,  800;  return,  1041 
Shooting  stars,  487 
Short  sight,  643 

Shunt,  of  galvanometer,  854  ; dynamo, 

991 

Siemens’,  armature,  987  ; dynamo,  986, 

992  ; electric  thermometer,  995  ; elec- 
trodynamometer, 896 

Sieve,  molecular,  139 
Sight,  long  and  short,  643 
Silent  discharge,  809 
Silurus,  1012 
Silver  voltameter,  941 
Simoom,  101S 

Simple,  harmonic  motion,  57  ; rigidity, 
89;  cell,  815 
Sine  galvanometer,  838 
Sines,  curve  of,  59 
Singing  of  liquids,  366 
Sinuous  currents,  883 
Sinusoidal  currents,  9S5 
Siphon,  214  ; barometer,  169  ; recorder, 
917;  intermittent,  215 
Siren,  242 
Sirocco,  101S 
Sixe’s  thermometer,  3 1 1 
Size,  estimation  of,  631 
Sky,  colour  of,  1027 
Sleet,  1029 
Slide  valve,  474,  473 
Sling,  55 

Smee’s  battery,  826 
Snow,  1029  ; line,  1029 
Soap-bubble,  colours  of,  664 
Solar,  constant,  487  ; microscope,  618; 
light,  thermal  analysis  of,  434  ; radia- 
tion, 487  ; spectrum,  576,  properties 
of  the,  5S4,  dark  lines  of,  585  ; time, 
24  ; day,  24 
Soldering,  18 
Scleil’s  saccharimeter,  692 
Solenoid,  893 

Solidification,  346  ; change  of  volume 
on,  349  ; retardation  of,  348 
Solidity,  4,  7 

Solids,  conductivity  of,  41 1 ; index  of 
refraction  in,  561  ; diamagnetism  of, 
995  » linear  and  cubical  expansion  of, 

. 317  ; surface  tension  of,  96 
Solids,  formulae  of  expansion,  319 
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Solution,  345  ; ideal,  139 
Sondhauss’s  experiments,  238 
Sonometer,  267,  974 
Sound,  222  ; cause  of,  223  ; not  propa- 
gated in  vacuo,  224  ; propagated  in  all 
elastic  bodies,  225  ; propagation  of,  in 
air,  226  ; causes  which  influence  inten- 
sity of,  227  ; apparatus  to  strengthen, 
228  ; interference  of,  262  ; velocity  of, 
in  air,  230,  in  gases,  231,  in  liquids, 
234,  in  solids,  235  ; reflection  of,  236  ; 
refraction  of,  238  ; relation  of  radiant 
heat  to,  451  ; transmission  of,  228  ; 
waves,  229 

Sound,  Helmholtz’s  analysis  of,  256 
Sound,  Konig’s  apparatus,  259  ; Kundt’s, 
279 

Sounder,  915 

Sounds,  intensity  of,  291  ; limit  of  percep- 
tible, 244  ; synthesis  of,  258  ; percep- 
tions of,  261  ; produced  by  currents,  908 
Space,  measure  of,  25 
Spar,  Iceland,  673 

Spark,  and  brush  discharge,  804  ; elec- 
tric, 778  ; duration  and  velocity  of, 
810,  81 1 ; gap,  977 
Sparking  distance,  805,  832 
Speaking,  trumpet,  239  ; tubes,  228 
Specific  gravity,  27,  118-129  ; bottle, 
120,  122;  hydrometer,  1 19  ; of  gases, 
338  ; tables  of,  12 1,  123 
Specific  heat,  453-466  ; of  liquids,  462  ; 
of  gases,  466 

Specific,  inductive  capacity,  783  ; resist- 
ance, 845,  850 
Spectacles,  644 
Spectrometer,  559 

SpecLroscope,  587  ; direct  vision,  588  ; 

experiments  with,  589  ; uses  of  the,  591 
Spectrum,  436  ; pure,  576  ; solar,  574  ; 
dark  lines  of,  585  ; diffraction,  662  ; 
properties  of,  584  ; of  aurora  borealis, 
1044  ; analysis,  586  ; colours  and  pig- 
ment, 582 

Specular  reflection,  528 
Spherical  aberration,  542,  570 
Spheroidal,  form  of  liquids,  16  ; state,  390 
Spherometer,  11,  539 
Spiral,  901  ; Roget’s  vibrating,  881 
Spirit-level,  109 
Spray  producer,  208 
Sprengel’s  air-pump,  206 
Spring  balance,  87 
Springs,  105 1 ; intermittent,  215 
Stable  equilibrium,  72 
Standard  cell,  Daniell’s,  821  ; L.  Clark’s, 
S27 


Stars,  declination  of,  612  ; spectral  analy- 
sis of,  590 
Staubbach,  78 
Stave,  251 

Steam,  heating  by,  499 
Steam,  engines,  472,  work  of,  479  ; 
boiler,  473;  horn,  242;  pipe,  208, 
473 

Steeling,  956 
Stereometer,  186 
Stereoscopes,  636-638 
Stethoscope,  240 
Stills,  379 

Stool,  insulating,  778 
Stopcock,  doubly  exhausting,  202  ; Gay- 
Lussac’s,  388 
Stop  valve,  473 
Storage  batteries,  947 
Storms,  magnetic,  738 
Stoves,  49S  ; Norwegian,  416 
Stratification  of  electric  light,  978 
Stratus  clouds,  1022 
Strength,  dielectric,  784 
Stretching  of  liquids,  96 
Striking  distance,  805 
Stringed  instruments,  281 
Strings,  transverse  vibration  of,  266 
Stuffing-box,  477 
Subdominant  chords,  248 
Substance,  2 

Suction  pump,  217  ; and  force  pump, 
218 

Sun,  521  ; analysis  of  radiation  of,  435, 
590 

Sun-spots,  73S 
Superfusion,  348 

Surface,  tension,  133-138  ; table  of,  137  ; 
viscosity,  148 

Susceptibility,  magnetic,  722 
Suspension,  axis  of,  73  ; Cardan’s,  16S 
Suspensory  ligament,  625 
Swan  lamps,  865 

Swimming,  117  ; bladder  of  fishes,  116 
Switch,  974 

Symmer’s  theory  of  electricity,  746 
Synthesis  of  sounds,  2 58 
Syringe,  pneumatic,  156,  486 


Tamtam  metal,  93 

Tangent  galvanometer,  S37 
Tapper,  1004 
Tears  of  wine,  134 
Telautograph,  921 

Telegraph,  cables,  912;  single  needle, 
913;  Morse,  914;  sounder,  915; 
writing,  921  ; Cowper’s,  921  ; induction 
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in,  916  ; electric,  9 12-92 1 ; electro- 
chemical, 919 
Telegraphone,  973 

Telegraphy,  duplex,  91S  ; without  wires, 
1004 

Telephone,  971  ; Reis’s,  909  ; toy,  235 
Telescopes,  606  ; astronomical,  606  ; 
terrestrial,  607  ; Galileo’s,  608  ; Gre- 
gorian, 610;  Herschelian,  612;  New- 
tonian, 61 1 ; reflecting,  609;  notable, 

613 

Telluric  lines,  583 
Temperament,  musical,  250 
Temperature,  299  ; correction  for,  in 
barometer,  172  ; critical,  373  ; deter- 
mined by  specific  heat,  463 
Temperature,  absolute  zero  of,  504,  508  ; 
influence  of,  on  specific  gravity,  123, 
on  expansion,  319,  on  electric  resist- 
ance, 851  ; mean,  1045  ; how  modi- 
fied, 1046  ; distribution  of,  1050  ; of 
lakes,  seas,  and  springs,  1051 
Temperatures,  different  remarkable,  313 
Tempering,  93 
Tenacity,  7,  90 

Tension,  electric,  756  ; surface,  133 
Terrestrial,  currents,  895,  920  ; heat, 
488  ; magnetic  couple,  726;  magnetism, 
726-736  ; telescope,  607 
Terrestrial  gravitation,  69,  84 
Test  objects,  605 
Thaumatrope,  639 
Theodolite,  10 

Theory,  5 ; of  induction,  766 
Thermal,  analysis  of  sunlight,  434  ; unit, 
452>  493  5 springs,  1051 
Thermal,  rays,  transmission  of,  439  ; 
unit,  452 

Thermobarometer,  372 
Thermo-dynamic  efficiency,  481 
Thermo-electric,  series,  869  ; inversion, 
870;  battery,  872,  874;  pile,  418, 
873  5 pyrometer,  875  ; diagram,  877 
Thermometer,  300  ; mercury,  construc- 
tion of,  302-304  ; displacement  of 
zero  of,  305  ; alcohol,  307  ; differential 
air,  309;  metallic,  310;  maximum 
and  minimum,  31 1 ; correction  of 
readings,  329  ; weight,  324  ; air,  335  ; 
Kinnersley’s,  808  ; electric,  875,  932 
Thermoscope,  308 
Thin  plates,  colours  of,  664 
Thomson  effect,  879 

Thomson’s,  electrometers,  796,  797  ; 
galvanometer,  841  ; apparatus  for 
atmospheric  electricity,  1034  ; water- 
dropping collector,  773 


Thorium,  radiation  of,  9S2 
Thread  of  a screw,  48 
Threads,  fine,  89 
Throw  of  a needle,  843 
Thunder,  1039 
Timbre,  246 

Time,  measure  of,  24  ; mean  solar,  24  ; 

constant,  969 
Tint,  582  ; transition,  692 
Tones,  combinational,  264  ; differential, 
264 

Tonic,  248 

Toothed  wheel,  241,  518 
Torpedo,  1012 

Torricelli’s  experiment,  163  ; theorem, 
142;  vacuum,  170 

Torsion,  angle  of,  89;  balance,  89,  718, 
753  ; moment  of,  89 
Torsional  elasticity,  89 
Total  reflection,  550 
Tourmaline,  672,  751  ; pincette,  680 
Tourniquet,  hydraulic,  150 
Tower  of  Pisa,  70 
Toy  telephone,  235 
Trachea,  260 
Trajectory',  53 

Transformation  of  energy,  66 
Transformers,  994 
Transit,  24 
Transition  tint,  692 
Translucent  bodies,  511 
Transmission,  of  heat,  409  ; of  light,  510, 
553  ! °f  power  by  current,  994  ; of 
sound,  225 
Transparency,  7,  51 1 
Transpiration  of  gases,  193 
Triad,  harmonic,  248 
Triangle,  283 
Triangle  of  forces,  38 
Tri-compound  engine,  477 
Trumpet,  speaking,  ear,  239 
Tubes,  Geissler’s,  206,  979  ; safety,  3S2  ; 

speaking,  228 
Tuning-fork,  251,  283,  292 
Turbines,  151 
Twaddle’s  hydrometer,  125 
Twilight,  528 
Twinkling  of  stars,  551 
Tympanum,  261 

Tyndall’s  researches,  435,  451,  1027, 
1032 


ULTRAGASEOUS  state,  981 

Unannealed  glass,  colours  pro- 
duced by,  682 
Undershot  wheels,  151 
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Undulation,  length  of,  226,  651 
Undulatory  theory,  294,  510,  651 
Uniaxial  crystals,  654;  double  refrac- 
tion in,  658  ; positive  and  negative, 
657 

Unit,  Harris’s,  jar,  794  ; thermal,  452 
Unit  of  length,  area  and  volume,  24  ; 

heat,  412  ; of  work,  62 
Units,  fundamental,  63  ; absolute  elec- 
tric, 1000 

Unstable  equilibrium,  72 
Uranium,  radiation  of,  9S2 


Verdet’s  constant,  996 
Vernier,  10 

Vestibule  of  the  ear,  261 
Vibrating  spiral,  Roget’s,  881 
Vibration,  223  ; amplitude  of,  56  ; pro- 
duced by  currents,  908  ; of  tuning- 
forks,  283,  288 

Vibrations,  266  ; of  membranes,  285  ; 
measurement  of  number  of,  241  ; 
number  of,  producing  any  note,  251  ; 
of  musical  pipe,  277  ; of  rods,  283  ; 
of  plates,  284  ; of  strings,  265 
Vierordt’s  quantitative  spectrum  analysis, 


\7  ACUUM,  application  of  air-pump 
f to  formation  of,  201  ; extent  of, 
produced  by  air-pump,  202  ; Crookes’s, 
450,  981  ; fall  of  bodies  in  a,  78  ; 
formation  of  vapour  in,  354  > heat 
radiated  in,  419  ; reflection  in  a,  428  ; 
Torricellian,  170 
Valency,  of  an  element,  94° 

Valve,  safety,  107,  374,  473  5 face>  474  5 
slide,  475 

Van  der  Waals’  formula,  1S3 
Vane,  electric,  780 
Van ’t  Hoff’s  theory,  139,  937 
Vaporisation,  353  ; latent  heat  of,  375> 
469 

Vapour,  aqueous,  pressure  of,  at  va- 
rious temperatures,  354-364  1 forma- 
tion of,  in  closed  tube,  373  ; latent 
heat  of,  375  Î definition  of,  373 
Vapours,  352  ; absorption  of  heat  by, 
440  ; absorptive  powers  of,  445  ; 
density  of,  Gay-Lussac  s method,  39 1 î 
Hofmann’s.  392  ; densities  of,  394  5 
Dumas’s  method,  393  ; elastic  force  of, 
354  ; formation  of,  in  vacuo,  355  ! 
saturated,  356  > unsaturated,  357  > 
pressure  of,  of  different  liquids,  362  ; 
of  mixed  liquids,  363  ; in  communi- 
cating vessels,  364 

Variations,  magnetic,  annual,  729>  o'ur- 
nal,  729  ; barometric,  173,  causes  of, 
174,  relation  of,  to  weather,  175 
Velocities,  composition  of,  54 
Velocity,  28;  of  efflux,  142;  of  electri- 
city, 81 1 ; of  light,  516;  graphic 
representation  of  changes  of,  54  > 
molecular,  296  ; of  sound  in  air,  230, 
in  gases,  231,  232,  in  liquids,  234, 
in  solids,  235,  Kundt’s  method  of 
measuring,  279;  of  winds,  1015 
Vena  contracta,  145 
Ventral  segment,  270,  275 


View,  field  of,  604 
Vinometer,  381 
Violin,  281 

Virtual  and  real  images,  525>  537 
Viscosity,  95,  147  ; of  gases>  45° 

Vision,  distance  of  distinct,  633  ; bino- 
cular, 635 
Visual  angle,  630 
Vital  fluid,  812 

Vitreous,  electricity,  745  ; fusion,  341  ; 

humour,  625 
Vocal  chords,  260 
Volatile  liquids,  352 
Volt,  816,  831 

Volta’s,  condensing  electroscope,  795  ; 
electrophorus,  772  ; fundamental  ex- 
periment, 813 

Voltaic,  arc,  863  ; cell,  816  ; pile, 
battery,  818  ; induction,  957 
Voltameter,  water,  933,  941  ; silver, 
941  ; copper,  941  . 

Voltmeter,  925  ; electrostatic,  79S  ; Gar- 
dew,  867  ; hot  wire,  867 
Volume,  unit  of,  25  ; determination  of, 
1 13  ; change  of,  on  solidification,  349  > 
of  a liquid  and  thaL  of  its  vapour, 
relation  between,  395  ; elasticity,  86 
Volumometer,  186 
Voss’s  electric  machine,  775 


Water;  barometer,  177  ; bellows, 
20S  ; decomposition  of,  933  ; 
hammer,  78  ; hot,  heating  by,  501  ; 
level,  109  ; maximum  density  of,  331  ; 
spouts,  1025;  wheel,  151;  gauSe> 

473 

Water-dropping  collector,  773 
Watt,  860  ; wattmeter,  899 
Waves,  226;  length  of,  226,  651,  003  ; 
plane,  652  ; amplitude  of  oscillation 

in,  253 
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Weather,  its  influence  on  barometric  va- 
riations, 175  ; glasses,  176  ; charts, 
1020  ; forecasts,  1020 
Wedge,  47 

Wedgwood’s  pyrometer,  312 
Wehnelt,  interrupter,  976 
Weighing,  method  of  double,  77 
Weight,  26  ; of  bodies  weighed  in  air, 
correction  for  loss  of,  40S  ; of  gases, 
157;  thermometer,  325 
Wells’s  theory  of  dew,  102S 
Wells,  artesian,  no 
Weston  ammeter,  S9S 
Wet-bulb  hygrometer,  404 
Wheatstone’s,  bridge,  923;  method  of 
comparing  E.M.F.s,  929  ; photo- 
meter, 520  ; rotating  mirror,  810  ; and 
Cooke’st  elegraph,  913 
Wheel  and  axle,  45 
Wheel  barometer,  176 
Wheels,  friction,  79  ; escapement,  83  ; 

water,  1 5 1 
Whirl,  electric,  780 
Whispering  galleries,  237 
White  light,  decomposition  of,  574  ; re- 
composition of,  578 

Wiedemann  and  Franz’s  tables  of  con- 
ductivity, 410 
Wimshurst’s  machine,  776 
Winch,  46 

Wind,  chest,  273  ; instruments,  271,  282 
Wind  pipe,  260 

Windhausen’s  ice  machine,  503 
Winds,  causes  of,  1017  ; direction  and 


velocity  of,  1015,  1016;  law  of  rota- 
tion of,  1019  ; periodical,  regular,  and 
variable,  1018 

Wine,  alcoholic  value  of,  381  ; tears  of, 
I34 

Wireless  telegraphy,  1004 
Wollaston’s,  battery,  818  ; camera  lucida, 
615;  cryophorus,  376  ; doublet,  597 
Wood,  conductivity  of,  410 
Wood’s  fusible  metal,  341 
Work,  60  ; measure  of,  61  ; of  an  engine, 
480  ; rate  of,  481  ; unit  of,  62  ; internal 
and  external,  of  bodies,  296 
Worthington’s  experiments  on  stretched 
liquids,  96 

Writing  telegraphs,  921 


Yellow  spot,  625 
Yoke,  901 

Young  and  Fresnel’s  experiment,  659 
Young’s  modulus,  88 


ZAMBONI’S  pile,  829 
. Zeeman  effect,  998 
Zero,  absolute,  504  ; pressure  of  aqueous 
vapour  below,  358  ; displacement  of, 
305 

Zigzag  lightning,  1038 
Zinc,  amalgamated,  819 
Zither,  281 
Zoetrope,  639 
Zone,  isothermal,  1048 
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